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The  Indexes  to  Patents  are  now  so  numerous  and  costly 
as  to  be  placed  beyond  the  reach  of  a  large  number  of 
inventors  and  others,  to  whom  they  have  become  indis- 
pensable. 

To  obviate  this  difficulty,  short  abstracts  or  abridgments 
of  the  Specifications  of  Patents  under  each  head  of  Inven- 
tion have  been  prepared  for  publication  separately,  and  so 
arranged  as  to  form  at  once  a  Chronplogical,  Subject-matter, 
Beference,  and  Alphabetical  Index  to  the  class  to  which 
they  relate.  As  these  publications  do  not  supersede  the 
necessity  for  consulting  the  Specifications,  the  prices  at 
which  the  latter  are  sold  have  been  added. 

The  following  rules  have  been  adopted  in  deciding  which 
Specifications  belong  to  this  series  of  inventions  :— 

1st.  To  include  all  Specifications  in  which  mention  is 
made  of  electric  or  magnetic  force  as  applicable  in  carrying 
out  the  invention. 

2nd.  To  include  all  which  depend  on  elec.tric  or  magnetic 
science,  whether  such  dependence  is  mentioned  or  not* 

3rd.  To  exclude  those  in  which  no  mention  is  made  of 

their  application  to  electric  or  magnetic  purposes,  although 

it  may  be  somewhat  evident  that  such  application  might  be 

made.      For  instance,  as  in  the  Specification   of  Letters 

Patent,  No.  6896  (Old  Law),  no  mention  is  distinctly  and 

directly  made  of  the  application  of  gutta  percha  to  the 
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coating  or  covering  of  wire  for  electrical  purposes,  it  is  not 
included  in  this  series,  although  such  an  applicatioa  of  the 
invention  is  evident. 

4th.  To  exclude  all  those  in  which  no  other  allusion  to 
electric  or  magnetic  science  is  made  than  the  word  «  gal- 
vanized/' as  applied  in  the  ordinary  process  of  zincing  iron. 

In  all  cases  in  which  a  reasonable  doubt  exists  as  to 
whether  an  invention  is  to  be  included  in  this  series  or  not, 
the  abridgment  is  included,  and  the  cause  of  doubt  stated. 

In  making  the  abridgments  of  Specifications  of  mechanical 
applications  of  electricity  and  magnetism,  the  rule  of  tracing 
their  operation  from  the  prime  mover  to  the  result  has  been 
observed,  when  possible.  A  similar  rule  has  been  observed 
with  reference  to  electro-chemical  processes.  The  course  of 
the  electric  current  from  one  battery  pole  to  the  other, 
through  the  work  to  be  done,  has  been  traced  in  all  cases  in 
which  such  a  method  of  treating  the  subject  could  tend  to 
clearness  of  description.  When  the  complicated  nature  of 
the  subject  requires  it,  each  description  is  begun  by  a  short 
summary  of  the  whole  action  of  the  machine  or  process 
treated  of. 

All  the  quotations  from  the  printed  Specifications  (in- 
cluded between  quotation  commas  throughout  the  work)  are 
given  in  the  exact  punctuation  and  orthography  therein 
used ;  however,  to  draw  attention  to  any  passage  more 
immediately  connected  with  this  series  of  abridgments,  por- 
tions are  sometimes  italicised  that  appear  in  Roman  type  in 
the  original. 

Care  has  been  taken  to  preserve  correctness  in  the 
use  of  tlie  Bciciitific  terms  occniTiug  in  the  work,  a  caution 
rendered  necessaiy  by  the  frequent  misappropriation  of  terms 
by  inventors.  The  word  spiral,  for  instance,  is  frequently 
used  instead  of  helix,  isolate  for  insulate,  aluminium  (the 
French  name)  for  aluminum,  &c.  &c.  To  avoid  misun- 
derstanding in  regard  to  the  meaning  of  terms  which  some 
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ptieniees  appear  to  consider  synonymous  or  doubtful,  the 
ibllowing  definitions  are  given  :-— > 

Brake,  an  apparatus  used  to  stop  rotation,  or  other  mechanical 
movement,  by  the  Miction  of  surfaces.  (See  Practical 
Mechanie  and  Engineers*  Magazine,  October,  1843,  pp.  23-27, 
December,  1&13,  pp.  98,  99,  and  April,  1844,  pp.  258,  259.) 

BaBAK,  a  commutator,  or  apparatus  to  interrupt  or  change  the 
direction  of  electric  currents.  (See  De  la  Rive's  Treatise  on 
Electricity,  Vol,  I.,  p.  377.) 

Hblix,  a  screw-form  curve.  A  curve  generated  by  winding  an 
inclined  plane  round  a  right  cylinder;  this  curve  is  neces- 
sarily not  situated  in  one  plane,  as  all  its  points  lie  on  the 
em&ce  of  a  cylinder,  and.  therefore  at  equal  perpendicular 
distances  from  the  cylinder's  axis,  the  said  perpendicular 
uniformly  increasing  in  height  above  the  base  of  the  cylin- 
der. According  to  another  definition,  it  is  the  curve  formed 
by  a  straight  line  twisted  round  a  cylinder,  so  that  the  per- 
pendicular distance  between  each  convolution  is  a  constant 
qnantity.  It  may  also  be  defined  as  '*  the  curve  of  double 
curvature  formed  by  a  thread,  TiTapped  round  the  surface 
of  the  cylinder,  so  as  always  to  make  the  same  angle  with 
*'  the  ans."  This  term  is  used  to  name  the  curve  formed  by 
the  winding  of  the  external  protective  wire  round  electric 
telegraph  cables ;  it  also  applies  to  electro-dynamic  coils,  to 
springs  that  act  by  tension  in  the  direction  of  their  axes,  and 
to  other  similar  arrangements.  (See  Encycloptedia  Metropolis 
tana.  Integral  Galculus,  Part  III.,  pp.  143,  144 ;  also  Library 
cf  Usefnl  Knowledge,  Differential  and  Integral  Calculus, 
pp.  396,  and  415-417.) 

Insulatb,  to  separate,  electrically  speaking,  or  to  surround  with 
a  non-conducting  body ;  this  term  is  used  in  reference  to  an 
dectrified  body  which  it  is  desired  to  preserve  in  that  state. 
(See  Dr.  Oolong  Bird's  Natural  Philosophy,  p.  162.) 

Ibolatb,  to  separate  or  detach ;  this  word  has  no  express  mean- 
ing in  the  dectrical  vocabulary.  (See  Maunder^s  Tretisury  of 
Knowledge,  Dictionary  in  Part  I.) 

Pall,  a  dick  that  falls  by  its  own  weight  into  the  teeth  of  a 

toothed  or   ratchet  wheel.     (See  Practical  Mechanie  and 

Smgimeer^  Magaebte,  April,  1844,  p.  251.) 
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Spiral,  a  curved  line  situated  in  one  plane,  and  generated  as 
follows :— A  straight  line  of  indefinite  length  moves  round  a 
fixed  point  and  from  a  fixed  line  passing  through  the  point ; 
a  point  also  moves  along  the  moving  line,  starting  from  the 
centre  or  fixed  point  at  the  same  time  that  the  line  commences 
its  motion ;  the  point  will  trace  out  a  curve  commencing  from 
the  centre  and  extending  through  a  series  of  turnings 
gradually  outwards,  which  curve  is  a  spiral.  It  may  also  he 
defined  as  the  curve  formed  by  twisting  a  strsught  line  round 
a  fixed  point,  so  that  the  distance  between  each  convolution, 
radially,  is  a  constant  quantity.  Mathematicians  recognize 
several  distinct  kinds  of  spirals,  each  having  its  own  charac- 
teristic properties.  This  term  is  used  to  name  the  springs 
that  are  in  one  plane,  and  act  by  unwinding  a  barrel,  such  as 
the  main  spring  of  clocks  and  watches,  &c. ;  it  is  also  appli- 
cable to  flat  electro-dynamic  coils  commenced  upon  a  core  and 
proceeding  outwards  by  convolutions  in  one  plane.  (See 
Library  of  Useful  Knowledge,  Algebraical  Geometry,  pp. 
193-195,  Differential  and  Integral  Calculus,  pp.  356-358, 
and  Practical  Geometry,  pp.  118, 119 ;  also  HiruPs  Differential 
Calculus,  pp.  262-285 ;  also  Encyclopedia  MetropoUtana, 
Integral  Calculus,  Part  III.,  pp.  136, 137.) 

Berzelius'  ammonium  theory  has  been  adhered  to  through- 
out the  text  of  the  work,  and  the  best  recognised  names  for 
chemical  and  metallic  bodies,  such  as  platint^m,  aluminum, 
ammonium,  have  been  adopted. 

When  two  words  are  used  as  one  adjective  to  qualify  a 
noun,  they  are  connected  by  a  hyphen,  thus  : — "  line- wire 
circuit,"  in  contradistinction  to  "  local  circuit,'*  &c. 

In  an  Appendix  will  be  found  the  abridgments  of  eleven 
Specifications  omitted  from  the  body  of  the  work,  but  which 
are  duly  recorded  in  the  Indexes. 

In  the  title  and  introductoiy  part  of  these  Abridgments 
the  word  "  generation  "  is  employed  as  the  equivalent  of 
the  various  expressions,  "  producing,"  "  exciting,"  "  induc- 
"  ing,"  or  "developing." 

Under  the  word  "  electricity "  is  included  statical,  fric- 
tional,  or  tension  electricity,  steam  electi'icity  (or  hydro-elec- 
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trkity),  galvanic  (or  voltaic)  electricity,  thermo-electricity, 
magneto-electricity,  that  induced  in  electro-dynamic  coils  by 
secondary  currents  or  by  their  movement  across  the  lines  of 
magnetic  force,  that  evolved  from  heated  substances  as  tour- 
maline, talc,  ^cc  (pyro-electricity),  and  from  electric  fish,  as 
the  torpedo,  gymnotus  electricus,  ftc.,  animal  electricity, 
and  other  sources  of  less  note. 

Under  the  word  **  magnetism,"  that  of  permanent,  induced, 
or  electro-magnets,  under  whatever  form  they  may  be  set 
forth,  is  included. 

It  is  hoped  that  the  publication  of  these  abridgments 
will  prevent  the  disappointment  consequent  on  repatenting 
an  old  invention,  and,  by  setting  forth  what  has  been 
already  done  in  this  department  of  practical  science,  enable 
inventors  to  exert  their  talents  upon  discoveries  and  appli- 
cations at  once  new  and  practical. 

B.   WOODCROFT. 
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In  order  to  render  the  Abridgments  of  Specifications  in  which 
Electricity  and  Magnetism  are  referred  to  as  complete  as  possible^ 
the  following  brief  summary  of  the  progress  of  knowledge  in  re- 
ference to  those  imponderable  forces  and  their  applications,  up  to 
the  time  of  the  commencement  of  the  Patents,  is  prefixed.  The 
sonunaiy  also  embraces  anj  discoveries,  inventions,  or  applications 
thai  are  not  treated  of  in  the  body  of  the  work,  at  whatever  date 
they  maj  have  been  invented  or  brought  into  use. 

This  summary  is  divided  into  two  heads: — 1.  Magnetism; 
2.  Electridty. 

Magnetism. 

This  branch  of  the  subject  demands  priority,  being  the  most 
ancient  form  under  which  the  action  of  the  above-named  impon- 
derable forces  was  known.  Under  this  head  is  included  that  species 
of  force  which  is  most  developed  in  ferruginous  matter,  by  which 
one  particle  attracts  or  repels  another  particle  at  appreciable 
distances ;  also  applications  of  the  phenomena  consequent  on  these 
attractions  or  repulsions  to  useful  purposes ;  also  the  nearly-allied 
force  of  diamagnetism. 

The  earth  itself  and  the  natural  magnet  or  loadstone  (called  by 
some  "  lodestone  ")  are  the  earliest  examples  of  the  magnetic  power, 
although  for  countless  ages  such  a  power  was  unknown  to  man ; 
and  when  the  force  was  known,  its  simple  and  general  properties  were 
only  observed  in  what  may  be  termed  the  natural  objects  in  which 
its  manifestation  was  most  apparent.  The  force  itself  was,  during 
those  comparativdy  dark  ages,  treated  rather  as  a  property  of  tiie 
loadstone  itself  (in  relation  to  the  earth  and  to  iron),  than  as  a 
distinct  force,  which  could  be  transferred,  and  which  more  or  less 
affects  every  substance  on  oiir  globe,  and  most  likely  in  the  material . 
aniverse.  -  In  tracing  the  slightest  sketch  of  its  history,  therefore, 
it  win  be  found  that  in  early  times  the  magnetic  power  was 
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believed  to  belong  only  to  the  loadstone;  it  wu  next  believed  to 
belong  onlj  to  the  loadstone  and  iron  or  steel ;  now,  however, 
eveiy  material  substance  is  found  to  be  a£Pected  more  or  less  by  its 
influence.  The  imponderable  forces  of  light,  heat,  and  cheniical 
action  have  alao  their  action  upon  the  magnetic  force  and  are 
acted  upon  by  it.  Even  life  itself  (the  vital  force,  tfis  viv4B,)  is 
believed*  by  some  to  possess  intimate  relations  to  the  magnetic 
power. 

The  Chinese  discovered  the  attractive  power  of  the  load- 
stone. In  reference  to  the  loadstone's  directive  power,  there 
is  mention  made  of  the  employment  of  a  needle  '^to  determine 
"  the  four  parts  of  the  world  '*  on  a  "  carr,"  in  Duhalde's 
B.C.  General  History  of  China,  when  the  Emperor  Hoangti  gave 
2600.  battle  to  Tchi  Yeou  (about  2600  B.C.,  according  to  Davis' 
Chinese,  p.  83) ;  "  by  this  method  he  overtook  Tchi  Yeou, 
"  made  him  prisoner,  and  put  him  to  death."  In  another 
part  of  the  same  book  it  is  mentioned  that  Tchieou  Kong 
gave  certain  ambassadors  an  instrument  to  direct  them  on 
their  way  home;  one  side  of  this  instrument  pointed 
towards  the  north,  the  other  towards  the  south;  this 
1040.  happened  about  1040  B.C.  Great  doubts  are,  however, 
entertained  of  the  veracity  of  the  Chinese  early  history, 
therefore  of  these  epochs  also.  (See  Encyclopedia  Metro^ 
politana.  Vol.  III.,  art.  Magnetism,  p.  736 ;  also  Abridge 
ments  of  the  Specifications  relating  to  Marine  Propulsion^ 
Part  I.,  p.  4;  also  Sir  TV.  Snow  Harris'  Rudimentary 
Magnetism,  Parts  I.  and  II.,  pp.  1,  3,  and  5 :  also  Davis' 
Chinese,  pp.  277,  278.) 

Magnes,  a  shepherd,  is  said  to  have  been  detained  on 
Mount  Ida,  in  Phrygia,  by  the  nails  in  his  boots  or  by  his 
crook ;  the  word  "  Magnet "  is  thus  supposed  to  be  derived 
from  the  name  "  Magnes."  Some  authors  derive  the  word 
"Magnet "from  the  province  of  "Magnesia,"  in  Lydia, 
whence  the  Greeks  are  said  to  have  obtuned  the  load- 
1000.  stone  about  1000  years  before  Christ.  (See  Encyclopeedia 
Metropolitana,  Vol.  III.,  art.  Magnetism,  p.  735;  also 
Sir  W.  Snow    Harris'  Rudimentary  Magnetism,  Parts  I. 

1 000    ^^^  ^^'*  P'  ^ ') 

(500/       Homer  (1000  B.C.);  Thalbs,  Pythagoeab  (600 B.C.); 
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«00.    BimiPiDss,  Plato  (500  B.C.) ;  Ahistotlb  (400  B.C.) ; 

400.    ihe  Roman  poet  Lucrbtius  (in  his  philosophical  poem 

100.    "  De  Rerom  Natura^'O  and  Cicebo  (100  B.C.),  mention 

the  attractive  powers  of  the  loadstone.    (See  Encychpcdia 

MetropoUiana,  Vol.  III.,  art.  Magnetism,  p.  7^ ;  also  Sir 

W«  Snow  Hanis*  RMdmetUary  Magnetismy  Parts  h  and  II., 

pp.  1, 2,  and  3.) 

A.D.       Punt,  in  the  36tii  hook  of  his  Natural  History  (written 

100.    in  the  lot  centaiy  after  the  Christian  era),  has  an  obscure 

aSuaion  to  the  xepulsiTe  power  of  the  loadstone.     (See  Sir 

W.  Snow  Harris'  Rudimentary  Magfutian,  Parts  I.  and  II., 

p.  a) 

400.         Marcbllus,  who  flourished  about  A.D.  400,  "  alludes 

"  to  the  magnet  as  the  attractor  and  repulsor  of  iron." 

(See  Sir  W.  Snow  Harris'  Rudimentary  Magnetism,  Parts 

I.  and  II.,  p.  8.) 
Ihe  Chinbsb  had  craft  ''sailing  on  the  Indian  Ocean 

"  under  the  supposed  guidance  of  south  magnetic  indica- 
600.     **  tion,"  "at  least  700  years  before  it  was  employed  by 

"  European  nations,"  according  to  Humboldt's  researches. 

(See  SirW.  Snow  Harris'  Rudimentary  Magnetism,  Part 

III.,  p.  135.) 
500,         AisTius,  about  the  year  500,  mentions  that  ''those  who 
are  troubled  with  the  gout  in  their  hands  or  their  feet, 
or  with  convulsions,  find  relief  when  they  hold  a  magnet 
in  theb  hand."    (See  Aetii  Op,  1.  ii.  c.  25 ;  also  Beck- 

mann's  History  of  Inventions,  Bohn's  edition  of  1846, 

VoL  I.,  pp.  43,  44.) 
The  Chinbsb  appear  to  have  been  long  aware  of  the 

variation  of  the  compass.    In  a  Chinese  work  on  medicine 
1111.   and  natural  history,  about  1111,  the  following  passage 

occurs : — "  When  a  steel  point  is  nibbed  with  the  magnet  it 
acquires  the  property  of  pointing  to  the  south;  yet  it 
dedines  always  to  the  east,  and  is  not  due  south.  If  the 
needle  be  passed  through  a  wick  (made  of  a  rush)  and 
placed  on  water,  it  wiU  also  indicate  the  south,  but  with 

"  a  continual  inclination  towards  the  x)oint  ping,  or  f 

"  south ;"  this  was  the  variation  at  Peking.    (See  Davis' 

Ckmae,  pp.  277,  278 ;  also  S'ur  W.  Snow  Harris'  Rudi- 

mentary  HagnHism,  Part.  III.,  p.  80.) 
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GufOT  DE  Provence  mentions^  in  a  poem  written  by 
himself,  that  mariners  used  a  "touched''  needle,  fixed  on 

1200.   a  bit  of  straw,  prior  to  the  year  1200,  for  a  mariners'  com- 
pasflu     (See  Encychpcddia  MetropoUtana,  Vol.  III.,    art. 
Magnetism,  p.  736.) 
The  Captains  navigating  the  Syrian  Seas,  in 

1242.  1242,  momited  a  common  sewing  needle  on  a  piece  of  reed 
or  cork,  and  allowed  it  to  float  on  the  surfe^e  of  water, 
the  sewing  needle  having  been  rendered  magnetic.  This 
arrangement  was  used  as  a  compass  needle.  (See  Klaproth, 
Lettre  h  M,  Hvmboldt,  p.  67  5  also  Sir  W.  Snow  Harris' 
Rudimentary  Magnetism,  Part  III.,  pp.  135,  136.) 

1260.  Paulus  Venbtus,  in  1260,  brought  the  compass  from 
China  to  Italy,  according  to  Dr.  Gilbert.  (See  Encyclopaedia 
Britannica,  8th  edition,  art.  Magnetism,  p.  2.) 

1269.  Petbe  Adsigbr,  in  a  Latin  letter  (dated  1269)  in  the 
University  of  Leyden,  sets  forth  an  azimuth  compass 
having  a  needle  mounted  on  an  axis,  and  mentions  the 
declination  of  the  magnetic  needle.  (See  Encyclopaedia 
MetropoUtana,  Vol.  III.,  art.  Magnetism,  p.  737.) 

Flavio  de  Giova,  of  Amalfi,  is  said  by  the  Italian 
writers  to  have  invented  the  mariners'  compass  about  the 

1320.  year  1320.  (See  Encyclopaedia  MetropoUtana,  Vol.  III., 
art.  Magnetism,  p.  735.) 

Columbus  remarked  the  variation  of  the  compass  in 

1492.   1492.     (See  Encyclopaedia  Britannica,  8th    edition,   art. 
Magnetism,  p.  2.) 
Robert  Norman,  a  mathematical  instrument  maker  in 

1576.  or  near  London,  discovered  the  dip  of  the  magnetic  needle 
in  1576,  and  found  it  then  in  this  latitude  to  be  71°  SO',  or 
thereabouts.  (See  Dela  Rive's  Treatise  on  Electricity, Vol,  I., 
p.  165;  also  Encyclopedia  MetropoUtana,  Vol.  III.,  art. 
Magnetism,  p.  738;  also  Mary  SomerviUe's  Connexion  of 
the  Physical  Sciences,  p.  335.) 
Julius  C^sar,  a  surgeon  of  Rimini,  observed  the  con- 

1590.  version  of  iron  into  a  magnet,  by  position  alone,  in  1590. 
(See  Encyclopcsdia  Britannica,  8th  edition,  art.  Magnetism, 
pp.  2,  3.) 

Gilbert,  in  his  work  "  De  Magnete,"  published  in 

1600.    1600,  "represents  a  bhicksmith  hammering  a  steel  bar  in 
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"  the  pontion  of  the  inclined  needle.''  (See  Sir  W.  Snow 
Harris'  Rudimentary  Magnetism,  Parts  L  and  II.,  pp.  93, 
94 ;  also  Library  of  Useful  Knowledge,  Magnetism,  p.  25 ; 
abo  EncyclaptBdia  Metropotitanoj  Vol.  III.,  art.  Mag- 
netism, p.  739.) 
Profesaor  Guntbr,  of  Gresham  College,  discovered  the 
l^  change  of  declination  in  the  same  place,  in  1622.    (See 

De  la  Rive's  Treatise  on  Electricity,  Vol.  I.,  p.  165.) 
1630.      Gassendi,  about  1630,  observed  that  an  iron  bar  was 
magnetic  which  had  been  in  one  position  for  a  lengthened 
period  of  time,  and  had  been  struck  by  lightning.    (See 
Ettcyeloptedia  Britannica,  8th  edition,  art.  Magnetism,  p.  3.) 
1650.      Bond,  about  1650,  discovered  the  true  progress  of  the 
deviation  of  the  compass.    (See  Encyck^cUa  Britannica, 
8th  edition,  art.  Magnetism,  p.  3.) 
1GS3.      Dr.  Edmund  Hallbt,  in  1683,  published  his  theory  of 
terrestrial  magnetism.    (See  Encyclopedia  Metropolitana, 
YoL  III.,  art.  Magnetism,  p.  739.) 
1684.      Hoc  KB,  in   1684,  heated  iron  rods  in  the  magnetic 
meridian,  and  allowed  them  to  cool  in  the  same  position, 
thus  imparting  magnetism  to  them.    (See  Encyclopedia 
Britannica,  8th  edition,  art.  Magnetism,  p.  3.) 
1687.      Nbwton,  in  his  Frineipia  (pubUshed  in  1687)  notices 
the  neutralizing  effect  of  the  interposition  of  an  iron  plate 
between  a  magnet  and  a  body  acted  upon  by  it.    (See 
Newton's  Principia,  2nd  Book,  23rd  Prop.,  Sec.  5 ;  also  Sir 
W.   Snow  Harris'    Rudimentary   Magnetism,    Part   III., 

pp.11.  12.) 
1/00.  Morgaoni,  about  the  beginning  of  he  18th  century, 
used  the  magnet  ''to  remove  particles  of  iron  which  had 
"  accidentally  fallen  into  the  eyes."  (See  Beckmann's 
History  of  Inventions,  Vol.1.,  p.  44;  also  Maunder's  Bio^ 
graphical  TVeamry.) 

Mr.  Graham,  an  instrument  maker  in  London,  dis- 
covered the  diurnal  variation  of  the  magnetic  needle  in  the 

1722.  year  1722.  (See  Encyclopedia  MetropoUtana,  Vol.  III.,  art. 
Magnetism,  p.  739 ;  also  Sir  W.  Snow  Harris'  Rudimen-' 
tary  Magnetism,  Part  III.,  p.  86.) 

U22.  Marcel,  in  1722,  "  observed  that  a  bar  of  iron  acquired 
<<  a  temporary  magnetic  state  by  position  alone."    (See  Sir 
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^'^'    W.  Snow  HaxTis'  BndimaUary  Magnetim,  Fkorts  I.  and  II., 

pp.  91,  92.) 

1730.  S  A  VERY,  in  1730,  magnetized  hard  steel  ban  l^  fitting 
one  bar  with  annatures,  and  stroking  the  other  ban  with  it, 
the  ban  being  in  the  magnetic  meridian.  (See  Sir  W. 
Snow  Harris'  Rudimentary  Moffnetism,  Parts  I.  and  II., 
pp.  92,  93.) 

1734.  SwEDBNBORG,  in  1734,  wrote  upon  magnetic  pheno- 
mena. In  his  remarkable  treatise,  the  "Prindpia^"  the 
spiral,  heUcal,  or  vortical  character  of  the  motion  of  the 
force  producing  magnetic  effects  is  prominentlj  set  forth 
and  figured  in  drawings ;  various  particulan  respecting  the 
declination  of  the  magnetic  needle  are  also  stated,  and 
many  laws  of  the  magnetic  force  theoreticallj  indicated, 
that  have  since  been  proved  by  practical  experiment.  Ex- 
periments and  illustrations  abound  in  this  work.  (See 
Princijna  Rerum  Naturalium,  she  Navorum  Tentaminmm 
PhtBtiomena  MutuU,  elementaris  phUosophice  explieandi, 
Fol.  Dresden,  1734,  more  particularly  pp.  12^-380,  in 
Vol.  I.  of  •'  Swedenborgii  Opera.*') 

1746,  Dr.  Go  WAN  Knight,  F.R.S.,  a  London  physician,  in 

1747.  the  yean  1746  and  1747f  proposed  a  method  of  mag- 
netizing steel  ban  by  gradually  withdrawing  the  opposite 
poles  of  magnets  from  beneath  them,  the  poles  being  in 
contact  with  the  steel  ban.  (See  Sir  W.  Snow  Hairis' 
Rudimentary  Maffnetism,  Parts  I.  and  II.,  pp.84,  85.) 

1749.  Du  Hamel,  about  the  year  1749,  made  a  further  appli- 
cation of  Dr.  Knight's  method  of  magnetizing.  Two  bars 
were  magnetized  at  one  time  by  being  made  the  opposite 
sides  of  a  rectangle,  the  other  sides  being  formed  l^  soft 
iron  bars.  (See  Sir  W.  Snow  Harris'  Rudimentary  Mag- 
netism, Parts  I.  and  II.,  pp.85,  86.) 

Professor  Wargentin,  secretary  to  the  Swedish  Aca- 

1750.  demy  of  Sciences,  in  1750,  noticed  the  effect  produced  on 
a  magnetic  needle  by  the  northern  lights.  (See  Encyelo- 
padia  Metropolitana,  Vol.  III.,  art.  Magnetism,  p.  740.) 

MiCHELL  advanced  the  idea  (in  his  treatise  on  Arti- 
1750.   ficial  Magnets,  published  in  1750)  that  in  all  the  experi- 
ments of  Hawksbbb  (1712),  Dr.  Brook  Taylor  (1721), 
WiiisTON,  and  Muschbnbrobk  (1724), ''the  force  really 
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may  be  in  the  hivene  daplicate  ratio  of  the  distances, 
proper  anowance  being  made  for  the  disturbing  changes 
**  in  the  ma^etic  forces  so  inseparable  from  the  nature  of 
"  the  experiment."  (See  Sir  W.  Snow  Harris*  Rudimentary 
Magnetism,  Part  III.,  p.  20.) 

1750.  MicHELiL*,  in  1750^  employed  a  method  of  magnetizing, 
which  he  designated  as  *'  the  double  touch/'  Several  steel 
bars  to  be  magnetized  are  placed  in  one  straight  line  on  a 
horizontal  plane,  and  the  opposite  poles  of  two  powerful 
magnets,  or  of  a  compound  magnet,  are  moved  backwards 
and  forwards  vertically  over  the  series,  beginning  and 
leaving  off  at  the  centre.  (See  Sir  W.  Snow  Harris'  Budi- 
mentary  Magnetism^  Parts  I.  and  II.,  pp.  86,  87.) 

1751.  Mr.  John  Canton,  an  English  philosopher,  in  1751, 
combined  the  magnetizing  processes  of  Du  Hamel  and 
MicheU.  (See  Library  of  Useful  Knowledge,  Magnetism, 
p.  47 ;  also  Sir  W.  Snow  Harris'  Rudimentary  Magnetism, 
Parts  I.  and  II.,  p.  87.) 

1756.  Mr.  Canton,  about  1756,  found  (from  4000  observa- 
tions) that  the  dailjr  variation  of  the  needle  was  greater 
in  the  summer  than  in  the  winter  months.  (See  EncyclO' 
peedia  Metropolitana,  Vol.  III.,  art.  Magnetism,  p.  739.) 

1757.  EuLER,  Bbbnouilli,  and  Dbscartbs,  about  1757,  in 
terrestrial  magnetism,  advanced  the  theory  that  the  mag- 
netic fluid  moved  from  the  equator  to  the  poles.  (See  En^ 
cyclopedia  Britannica,  8th  edition,  art.  Magnetism,  pp.  4,  5.) 

iEpiNUs'  celebrated  treatise,  "  Tentamen  theorise  Elec- 
1759.  "  tricitatis  et  Magnetismi,"  was  published  in  1759;  this 
treatise  contained  a  method  of  making  magnets,  and  a 
theory  of  magnetism.  The  method  of  making  magnets 
was  a  combination  of  Du  Hamd's  with  Michell's  "  double 
touch ;"  magnets  were  used  in  place  of  the  cross  bars  of 
soft  iron.  The  theory  was  very  like  Franklin's  single-fluid 
electric  theory,  but  without  the  transference  therein  sup- 
posed. (See  Encycloptedia  Metropolitana,  Vol.  IV.,  art. 
Electricity,  p.  54;  also  Library  of  Useful  Knowledge, 
Magnetism,  pp.  33^6  and  47,  48;  also  Sir  W.  Snow 
Harris'  Rudimentary  Magnetism,  Parts  I.  and  II.,  pp.  87, 88 
and  Pari  III.,  pp.  130,  131.) 
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Mayer  read  a  paper  (not  Bince  published)  before  the 
1760.  Royal  Society  of  Gottingen,  in  1 760.  In  this  paper,  Mayer 
finds  the  force  of  magnetic  attraction  to  correspond  with 
the  general  law  of  that  of  gravitative  attraction,  viz.,  that 
it  is  according  to  the  inverse  duplicate  ratio  of  the  dis- 
tances. (See  Sir  W.  Snow  Harris'  RudimerUafy  Mag-* 
netism.  Part  III.,  p.  20.) 
1770*  Father  Hbhl,  about  1770,  communicated  his  discoveries, 
relating  to  the  eflfect  of  certain  magnetized  steel  pl&tes  in 
the  ciu*e  of  diseases,  to  Anton  Mesmer.  (See  Beckmann's 
History  of  Inventions,  Vol.  I.,  p.  46.) 

Mr.  Wales  noticed  the  e£Pect  of  local  attraction  upon 
mariners'  compasses.    This  gentleman  was  the  astronomer 

1772,  to  Captain  Cook  during  his  voyages  in  1772,  1773,  and 

1773,  1774,  and  made  the  above-mentioned  observations  during 
1774«  that  period.     (See  Encyclop<cdia  Metropolitana,  Vol.  III., 

art.  Magnetism,  p.  745 ;  also  Sir  W.  Snow  Harris'  jRimK- 
mentary  Magnetism,  Part  III.,  p.  161.) 

1775.  Graham,  in  1775,  suggested  the  determination  of  the 
magnetic  intensity  in  different  parts  of  the  globe  by  means 
of  the  needle  of  oscillation  or  magnetic  pendulum.  (See 
Sir  W.  Snow  Harris'  Rudimentary  Magnetisniy  Part  III., 
p.  93.) 

M.  Lambert  published  two  beautiful  memoirs  on  the 
laws  of  magnetic  action  in  the  22nd  volume  of  *'  Histoire  de 

1776.  "  1' Academic  Roy  ale  des  Sciences,"  Berlin,  1776.  In  the 
first  of  these  investigations,  the  action  of  a  bar  magnet 
upon  a  magnetic  needle  is  set  forth,  the  bar  magnet  being 
placed  so  that  its  axis  is  always  pointed  to  the  centre  of 
motion  of  the  needle,  and  at  such  a  distance  from  the 
needle  as  to  deflect  it  a  given  angle  from  the  meridian; 
from  the  curve  thus  obtained  the  laws  of  magnetic  action 
are  assigned  in  reference  to  the  needle's  centre  of  motion. 
By  this  arrangement  an  equilibrium  is  obtained  between 
three  forces,  viz.,  the  magnetic  force  of  the  needle,  the 
directive. force,  and  the  force  of  the  magnet  by  which  the 
needle  is  deflected  or  drawn  from  its  meridian.  The  results 
obtained  by  this  investigation  are  as  follows : — First,  "  that 
"  the  action  of  magnetism  on  a  magnetic  needle,  consi- 
"  dered  as  a  lever,  is  proportionate  to  the  sine  of  the  angle 
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^  of  obliquity  of  its  direction;  and  that  hence  the  effective 

"  foroe  which    operates  in  restoring   the  needle  to   its 
**  meridian,  when  drawn  aside  from  it,  is  directly  as  the 
*'  sine  of  the  angle  of  its  deflection.''    Second,  that  the 
magnetic  force  varies  in  the  inverse  duplicate  ratio  of 
the  distanoesy  attended  with  the  singular  result  that  the 
common  centre  of  attraction  is  outside  of  the  needle ;  this 
fact  approximates  the  analogy  of  magnetic  force  to  that 
of  gravitation  in  a  remarkable  degree.    Ii^  the  subsequent 
memoir  the  **  curves  of  the  magnetic  current "  are  investi- 
gated by  the  "  action  of  the  directive  or  polar  force  of  a 
'<  magnet  upon  a  small  needle ;''  the  general  laws  of  mag- 
netism, and  the  position,  size,  figure,  and  force  of  the  great 
magnet,  which  M.  Lambert  supposes  to  reside  in  the  earth, 
are  also  examined.      (See  Sir  W.   Snow  Harris'  Ruc^ 
memimy  Magjieiim,  Part  III.,  pp.  20-^3.) 
1/78.       Bruom AN8,  in  1 778>  observed  and  recorded  the  repulsion 
of  bismuth  and  antimony  by  the  magnetic  poles,  thus 
laying  the  foundation  of  the  science  of  diamagnetism. 
(See  Sir  W.  Snow  Harris'  Bndimentary  Magnetism,  Parts 
L  and  U.,  p.  76.) 
Mr.  Bbnjamin  Wilson  (in  the  Philosophical  Trans- 
1779*  actions  for  1779)  published  Dr.  Gowan  Knight*s  method 
of  forming  artificial  magnetic  paste,  by  means  of  com* 
minnted  iron  and  linseed  oil.   (See  De  la  Rive's  Treatise 
om  Eieeirieiiyf  VoL  I,,  pp.  203,  204;  also  Encyclopmdia 
MetropoUtama,  Vol.  III.,  art.  Magnetism,  p.  752.) 

1779.  Dr.  Ingxmhouz,  in  1779«  proposed  a  mariners'  compass 
eonusting  of  a  magnetic  needle  enclosed  in  water  or  some 
other  suitable  fluid,  in  order  to  steady  the  needle.  (See 
Sir  W.  Snow  Hazris'  Budimentary  Magnetism,  Part  III., 
pp.  144, 145.) 

1780.  Coulomb,  about  1780,  propounded  his  double-fluid 
theory  of  magnetism;  he  also  proposed  a  method  of 
magnetising  by  the  '*  double  touch,"  the  bar  to  be  mag- 
netised being  placed  between  two  powerful  magnetic  poles. 
(See  Sir  W.  Snow  Harris'  Budimentary  Magnetism,  Part 
III.,  p.  131,  and  Parts  I.  and  II.,  p.  88.) 

1786.  Cavallo,  in  1786,  made  many  experiments,  proving 
that  brass  acquires  magnetic  power  by  hammering.  (See 
Librufy  of  VsefuL  Knowledge^  Magnetism*  p.  90.) 
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^'i%'       Cassini,    in  17^>  duoovered   the   annual  periodical 
variation  of  the  magnetic  needle.  (See  Sir  W.  Snow  '"~^-» 


Rudimemtary  Magnetism,  Part  III.,  p.  87.) 

1786,  Coulomb,  in  1786  and  1787,  established  the  law  that 

1 787.  magnetic  force  was  really  in  the  inverse  duplicate  ratio  of 
the  distances,  by  his  Balance  of  Torsion,  and  by  the  method 
of  oscillations.  (See  Encyclopaedia  Metropolitana,  Vol.  III., 
art.  Magnetism,  pp.  742,  743 ;  also  Shr  W.  Snow  Harris' 
Rudimentary  Magr^etism,  Part  III.,  pp.  33-38;  also  De 
la  Rive's  Treatise  on  Electricity,  Vol.  I.,  pp.  180-183,  and 
633-542.) 

1792.       The  Rev.  A.  Bbnnet,  F.R.S.,  in  1792,  used  a  magnetic 
needle,  suspended  by  a  spider's  thread,  as  a  magnetometer. 
(See  Philosophical  Transactions,  1792,  p.  86;  also  SirW. 
Snow  Harris'  Rudimentary  Magnetism,  Parts  I.  and  II., 
pp.  105,  106.) 
1802.       Coulomb,   in  1802,    endeavoured   to    determine    the 
question  of  a  universal  magnetism,  and  found  all  bodies 
that  were  tried  finally  settle  in  the  direction  of  the  straight 
line  joining  the  poles,  the  needles  of  the  various  substances 
being  suspended  between  opposite  poles  and  in  the  same 
straight  line  with  the  magnet's  axes.    (See  Sir  TV.  Snow 
Harris'  Rudi$nentary  Magnetism,  Parts  I.  and  II.,  p.  56.) 
1804.       Messrs.  Gay  Lussac  and    Biot,   in  the  year  1804, 
"  undertook,  at  the  desire  of  the  French  Government,  an 
aerostatic  voyage,  expressly  for  the  purpose  of  ascertain- 
ing whether  the  magnetic  force  experiences  any  per- 
ceptible diminution  at  considerable  elevations  above  the 
"  surfiBce  of  the  earth.'-    The  result  of  their  experiments 
was  that  the  magnetic  force  experiences  no  appreciable 
diminution  at  a  height  of  13,124  feet  above  the  surface  of 
the  earth.     In  this  case  the  effect  of  the  diminution  of 
temperature  on  the  needle  was  not  taken  into  account. 
(See  Library  of  Useful  Knowledge,  Magnetism,  p.  89.) 

1806,  Humboldt,  in   1806-7,  observed  magnetic  storms  at 

1807.  Berlin.  (See  Sir  W.  Snow  Harris*  Rudimentary  May 
netism.  Part  III.,  p.  103.) 

1809.  Professor  Kbafft  of  St.  Petersburgh,  in  1809,  pro- 
pounded the  following  law  of  terrestrial  magnetism : — "If 
''  we  suppose  a  circle  drcumscribed  about  the  earth,  having 
"  the  two  extremities  of  the  magnetic  axis  for  its  poles, 
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"  and  if  we  connder  tfaifl  circle  as  a  magnetic  equator,  ^be 
**  tangent  of  the  dip  of  the  needle,  in  any  magnetic  latitude, 
"  will  be  tqaal  to  double  the  tangent  of  this  latitude." 
(See  Emcydoptigdia  Bntannica^S^  edition,  art.  Magnetiam, 

p.  7.) 

Colonel  Braufot  employed  a  Teiy  perfect  foim  of 
variation  compass.  Thia  anangement  is  deaoibed  in  the 
1813b  **  Annals  of  Philosophy  "  for  August  1813;  it  consists  of 
a  telescope  to  determine  the  true  meridian  by  astronomical 
obaervatioo,  imdemeath  the  axis  of  which  is  a  magnetic 
needle  whoae  position  is  alterable  so  as  to  showthe  angular 
deiiation  of  the  needle  from  the  true  meridian.  (See  Sir 
W.  Snow  Hairis'  RudtmetUary  Magnetism,  Parts  I.  and  II., 
pp.  150-l£i2 ;  also  EnofcJop^Bdia  MetTopoUtana,  YoL  III., 
art.  Magnetism,  pp.  766,  767.) 

18l3u  MoRiCHiNi,  in  1813,  magnetized  a  needle  by  means  of 
tfie  violei  ray  of  the  spectrum.  (See  Ubrary  of  Uweftd 
KwmiMffe,  Electro^magnetism,  p.  97  ;  also  Sir  W.  Snow 
Barns'  Brndmemtary  Magnetum,  Parts  I.  and  II.,  p.  69.) 

Mr.   WxarcoTT   explained   his   magnetic   guard   far 
needle  pointers  before  the  Committee  of  Mechanics  of  the 

1817.  Society  of  Arts,  on  March  27>  1817*  This  inatroment 
eonaisted  of  **  a  number  of  bar  magnets,  smeared  wifli 
"  oil,  placed  in  a  frame  behind  the  grindstone."  (See 
TVauaeiimu  qf  the  Society  of  Arte,  1824,  YoL  IflTj^ 
pp.  165, 166.) 

1817.  Professor  Hanstsbn,  of  Christiana^  in  1817,  eonfiimed 
ttie  lacw  that  magnetic  force  is  inversely  as  the  squares  of 
iht  distances,  by  the  action  of  the  pole  of  a  magnet  upon 
%  phroted  needle  mounted  as  in  the  declination  magneto- 
meter. Professor  Hakstbkn,  in  connection  witii  M. 
MoBLXT,  determined  the  position  of  the  nodes  of  the  teiw 
icatrial  magnetic  equator.  (See  Sir  W.  Snow  Harris'  IZaidi. 
metUary  Magnetism,  Part  III.,  pp.  38, 39;  also  EneyelojuBdia 
Bntamdeoy  art.  Magnetism,  p.  57.) 

Professor  Barlow  of  Woolwich  commenced  m  series  of 
experiments  on  the  influence  of  spherical  and  otiier  mtimics 
of  iron  on  the  compass  needle,  soon  after  the  appearance  of 
Ptafesaor  Hansteen's  work  on  the  Magnetism  of  the  Earth 

1817.  in  18179  and  found  {heenstenoeot  a  plane  of  no  deviation 
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of  the  needle  at  right  angles  to  the  direction  of  the  dipping 
needle,  and  other  laws  of  magnetic  force.  (See  Encych" 
ptedia  Metropolitana,  Vol.  III.,  art.  Magnetism,  pp.  743 
and  775;  also  Sir  W.  Snow  Harris'  Rudimentary  Mag* 
netitm.  Part  III.,  pp.  69-76.) 

1818.  Mr.  Gbobob  Fishxr,  in  1818,  found  that  the  rate  of 
going  of  dironometers  is  influenced  hy  the  proximity  of  a 
mass  of  iron.  (See  Library  of  Useful  Knowledge,  Mag* 
netism,  p.  68.) 

1820.  Sir  David  Brewster,  in  1820,  remarked  the  connection 
between  the  terrestrial  magnetic  poles  and  those  of  mazimum 
cold.  (See  Encyclop€Bdia  Britannica,  8th  edition,  art.  Mag- 
netism, p.  11 ;  also  Edinburgh  Philosophical  Tratuaciions, 
1820.) 

1820.  Professor  Barlow,  in  1820,  applied  his  correction  plates 
to  the  vessels, "  Leven,"  "  Conway,''  and  "  Banaoonta^"  to 
prevent  local  magnetic  attraction.  ( See  Encydoptedia  MetrO" 
politana,  Vol.  III.,  art.  Magnetism,  p.  7^;  also  Trans* 
actions  of  the  Society  of  Arts,  1821,  Vol.  XXXIX.,  pp. 
76-100.) 

1821.  Captain  Katbr,  in  1821,  found  that  shear  steel  is 
capable  of  receiving  the  greatest  magnetic  force^  and  thai 
the  pierced  rhombus  is  the  best  form  for  a  compasa  needle. 
He  found  that  the  directive  force  depends  on  the  mass  of 
the  needle  when  magnetized  to  saturation.  The  method  of 
hardening  the  needle  preferred  by  Captain  Kater  is  to 
harden  it  entirely  throughout,  and  then  soften  it  in  tfaa 
middle.  (See  lAbrary  of  Useful  Knowledge,  Magnetism, 
pp.  57>  58 ;  also  Encyelcpmdia  Britannica,  art.  Magnetismi, 
p.  77;  also  Eneyclop€Bdia  Metropolitana,  VoL  llh,  art. 
Magnetism,  pp.  754,  755,  and  770>773.) 

1821.  Mr.  J.  H.  Abraham,  of  Sheffield,  in  1821,  invented  a 
magnetic  guard  to  protect  persons  employed  in  pointing 
needles  and  other  branches  of  diy  grinding.  According  to 
one  arrangement,  a  frame  of  bar  magnets  surrounds  the 
operator's  mouth ;  another  arrangement  consists  in  placing 
bar  magnets  just  above  the  needles  whilst  they  are  being 
pointed;  in  the  arrangement  for  dry-grinding  cutlery,  &c., 
the  magnets  are  placed  radially  or  longitudinally  (or  both 
ways)  inside  a  hood  near  the  point  of  grinding.    The 
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large  gold  medal  cf  the  Society  of  Arte  was  awarded  to 
Mr.  Abraham  for  this  inyention.  (See  Traiuaetunu  of  the 
Society  of  Arts,  1823,  Vol.  XL.,  pp.  135-150.) 

1822.  lieutenant  Littlbwort,  R.N.,  in  1822,  reoeiTed  the 
large  ailver  medal  of  the  Society  of  Arte  for  an  improved 
Blup*B  compass.  This  compass  may  be  used  either  as  a 
hanging  compass,  a  steering  compass,  or  an  azimuth  com- 
pass; for  the  latter  purpoie  the  suspending  handle  may  be 
inrerted  and  made  to  support  the  compass  in  a  box  (the 
said  box  being  moveable  about  a  centre),  the  card  has  a 
graduated  silver  circle,  and  moveable  sighte  and  a  stop  are 
annexed.  (See  TransaetioHB  of  ike  Society  ofArts^  1823, 
VoL  XL.,  pp.  70-72.) 

1823.  Professor  Barlow,  in  1823,  proposed  to  render  the 
diurnal  variation  of  the  needle  more  distinctly  marked,  by 
deflecting  it  from  the  magnetic  meridian  by  means  of  a 
permanent  magnet.  (See  Sir  W.  Snow  Harris'  BudimeiUary 
Mogmetism,  Parte  L  and  II.,  pp.  152,  153.) 

1824.  Arago,  in  1824,  found  that  various  substances  (me- 
talUc  substances  more  especially)  have  an  influence  on  the 
osciDations  of  the  magnetic  needle.  (See  Library  of  Useful 
Knowledge,  Magnetism,  p.  91.) 

1825.  Mary  Somrrvillr,  in  the  summer  of  1825,  magnetized 
a  sewing  needle  by  exposing  one  half  to  the  violet  rays  of 
the  spectrum ;  in  two  hours  the  exposed  end  had  the  pro- 
perties of  a  north  pole.  (See  Library  of  Useful  Knowledge, 
Ekctro-magnetism,  p.  97.) 

1825.  Mr.  Christib,  about  1825,  proved  experimentally  that 
heat  diminishes  magnetic  force.  (See  Library  of  Useful 
Knowledge,  Magnetism,  p.  13.) 

1829.  M.  KupprKR,  in  1829,  observed  the  diminution  of  the 
magnetic  foree  with  the  height^  at  the  summit  of  Mount 
Elbrons  in  the  Caucasus.  (See  De  la  Rive's  Treatise  on 
Electricity,  Vol  III.,  p.  242;  also  Library  of  Us^  Know- 
ledge.  Magnetism,  p.  89.) 

1829.  Dr  la  Rivr,  in  1829,  observed  a  diminution  of  inclina- 
tion of  the  needle  at  the  Hospice  of  the  Great  St.  Bernard. 
(See  De  h^  Rive's  Treatise  on  Electricity,  Vol.  IIL,  p.  242.) 

1830.  Haldat,  in  1830,  produced  magnetism  by  the  friction 
of  bard  bodies.    He  also  proved  that  magnetic  figures 
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might  be  fonned  by  tracing  them  upon  a  steel  plate  with  a 

magnetic  pole;  they  are  rendered  visible  by  sifting  filings 
of  steel  upon  them.  (See  Encyclopaedia  Britannica,  8th 
edition,  art.  Magnetism,  pp.  13,  14.) 

1830.  QuBTLET,  in  1830,  made  experiments  relating  to  ''the 
successive  degrees  of  magnetic  force  which  a  steel  needle 
receives  during  the  multiple  frictions  which  are  em- 
ployed to  magnetize  it."    (See  EncycloptBdia  BrUannica, 

8th  edition,  art.  Magnetism,  p.  14.) 
1831 «  Dr.  RoGET,  in  1831,  published  an  account  of  a  mechar 
nical  instrument  for  generating  magnetic  curves.  (See 
Journal  of  the  Royal  Institution^  Februaiy  1831 ;  also 
Leslie's  Geometrical  Analysis,  p.  399 ;  also  Library  of  Useful 
Knowledge,  Magnetism,  pp.  19-22;  also  Sir  W.  Snow 
Harris'  Rudimentary  Magnetism,  Part  III.,  pp.  66-69 ;  also 
Encyclopmdia  MetropoUtana,  Vol.  III.,  art.  Magnefciamj 
pp.  793-795.) 

1831.  Sir  W.  Snow  Harris,  in  1831,  invented  a  marineFs' 
compass  consisting  of  the  following  parts  : — ^A  light  bar- 
edged  magnet  with  a  central  cap,  the  said  magnet  being 
hardened  and  tempered  throughout.  Small  sliders  of  silver 
compensate  for  the  dip,  the  magnet  having  been  poised 
horizontally  before  magnetization.  The  card  consists  of 
painted  talc,  and  has  a  cross-bar  of  brass  with  adjustable 
sliders.  The  point  of  suspension  proceeds  from  a  double 
curved  bar  fixed  as  a  diameter  to  a  dense  ring  of  copper,  so 
as  to  take  advantage  of  the  ring's  "  magneto-electrical " 
restraining  force  in  preventing  the  oscillations  of  the  com- 
pass card.  (See  Sir  W.  Snow  Harris*  Rudimentary  Mag^ 
netism,  Part  III.,  p.  149.) 

Sir  W.  Snow  Harris  first  employed  the  bifilar  suspen- 
1831.   sion  for   needle  magnetometers  in  1831.     (See   BriHsk 
Association  Reports,  VoL  IV.,  p.  17;  also  Sur  W.  Snow 
Harris'  Rudimentary  Magnetism,  Parts  I.  and  II.,  p.  120.) 
Sir  W.  Snow  Harris  invented  his  hydrostatic  mag- 
1831.  netometer  about  the  year  1831.    (See  Sir  W.  Snow  Hams' 
Rudimentary  Magnetism,  Parts  I.  and  II.,  pp.  35  and  115.) 
Sir.  W.  Snow  Harris  used  a  modification  of  the  scale- 
1831.  beam  magnetometer  about  the  year  1831.  (See  Sir  W.  Snow 
Harris'  Rudimentary  Magnetism,  Parts  I.  and  II.|  p.  35.) 
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183L  Professor  Barlow,  in  1831,  coiled  a  hollow  wooden 
globe  with  copper  wire  phiced  in  the  parallels  of  latitude. 
On  an  electric  current  being  transmitted  through  this  coil, 
"  a  magnetic  needle  suspended  above  the  globe,  and  neu* 
*'  tralized  from  the  influence  of  the  earth's  magnetism, 
"  exhibited  all  the  phenomena  of  the  dipping  and  variation 
"  needles,  according  to  its  positions  with  regard  to  the 
"  wooden  globe."  It  is  inferred  from  this  experiment  that 
the  earth  may  "  be  considered  as  only  transiently  magnetic 
''  by  induction,  and  not  a  real  magnet."  (See  Encyclopedia 
Britannica,  art.  Magnetism,  pp.  64,  65 ;  also  Sir  W.  Snow 
Harris'  Rvdmeniary  Magnetism,  Part  III.,  pp.  120-122; 
also  Mary  Somerville'a  Connexion  of  the  Physical  Sciences, 
p.  366.) 
PoriLLCT  described  the  astatic  magnetic  needle  in  his 

1832.  "  Elements  de  Physique,"  Paris,  1832.  (See  Encyclopedia 
BrilaMMica,  8th  edition,  art.  Magnetism,  p.  90.) 

1832.  Captun  Milnb,  R.N.,  in  1832,  proposed  a  corrected 
compass  card  to  obviate  the  errors  incidental  to  local 
attraction.  (See  Sir  W.  Snow  Harris'  Rudimentary  Mag^ 
ii«/Mm,PartIII.,p.  171.) 

1832.  Tlie  Rev.  Dr.  Scorrsby,  in  1832,  measured  distances 
by  the  action  of  a  magnet  on  the  compass  needle.  (See 
Sir  W.  Snow  Harris'  Rudimentary  Magnetism,  PaH  III., 
p.  185 ;  also  Edinburgh  New  Philosophical  Journal,  April 
1832.) 

1835.  Mr.  Fox,  in  1835,  measured  the  variation,  dip,  and 
magnetic  intensity  of  the  magnetic  needle  by  means  of  his 
"  dipping  needle  deflector."  (See  Encyclopadia  Briian' 
nica,  8th  edition,  art.  Magnetism,  pp.  87-89.) 

1836.  Gauss,  in  1836  and  1837>  employed  the  unifllar  and 
bifilar  magnetometers  in  connection  with  a  divided  scale 
and  theodolite,  to  observe  the  variations  of  terrestrial  mag- 
netism. (See  De  la  Rive's  Treatise  on  Electricity,  Vol.  III., 
pp.  212-217,  also  p.  308.) 

1838.  Professor  Airy,  in  1838,  proposed  to  correct  ships'  com- 
passes, and  to  obviate  the  effects  of  local  attraction  upon 
them,  by  means  of  magnets.  (See  Sir  W.  Snow  Harris' 
RudimeHtary  Magnetism,  Part  III.,  pp.  174-177;  also 
ThmsaetUms  of  the  Royal  Society,  1839.) 
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The  "  Admiralty  compass,"  resulting  from  an  inquity 

1838,  instituted  1838-40,  consists  of  four  of  Sooresby's  compound 

1839,  magnetic  bars,  card  of  mica,  copper  compass  bowl,  and 

1840,  spare  cards  and  electro-gilt  steel  pivots.  (See  Sir  Vf, 
Snow  Harris'  Rudimentary  Magnetism,  Part  III.,  pp.  145, 
146.) 

1839,  Dr.  Krkil,  in  1839-40,  at  Prague,  made  some  note- 

1840.  worthy  observations  on  the  influence  of  the  moon  on  the 
magnetic  elements  of  the  earth.  (See  Encyclop^Bdia  Bru 
tannica,  8th  edition,  art.  Magnetism,  p.  19.) 

1842.  Dr.  Lloyd,  in  1842,  proposed  an  indirect  method  of 
measuring  the  inclination  of  the  compass  and  its  changes. 
(See  EncyclopeBdia  Britanniea,  8th  edition,  art.  Magnetism, 

p.  87.) 
M.  Plantamour,  having  observed  the  variations  of  the 
1842.  magnetic  elements  at  Geneva  during  the  years  1842,  1843, 
points  out  that  the  position  of  the  moon  with  respect  to 
the  earth  is  not  without  influence  upon  the  movements  of 
the  magnetized  needle.  (See  De  la  Rive's  Treatise  on 
ElectricUy,  Vol.  III.,  pp.  261,  262.) 

1844.  Baron  Reichenbach,  in  1844,  made  researches  respect- 
ing the  action  of  the  magnet  upon  the  human  frame,  moie 
especially  upon  certain  people  denominated  "  sensitives." 
These  people,  in  an  absolutely  dark  room,  uniformly  per- 
ceived luminous  emanations  of  various  tints  at  different 
parts  of  the  magnet.  The  luminosity  of  the  magnetic 
emanation  was  confirmed  by  the  fact  of  its  image  being 
able  to  be  fixed  on  a  daguerreotype  plate.  Other  eflPecti 
of  magnets  on  the  human  finune  are  described.  (See 
R^chenbach's  Researches  on  Magnetism,  Electricity,  Heat, 
Light,  Crystallization,  and  Chemical  Attraction  in  their 
relation  to  Vital  Force,  Translated  and  edited  by  Dr. 
Gregoiy,  London,  1846.) 

1845.  Faraday,  in  1845,  discovered  that  when  a  ray  of  polar- 
ised light  is  made  to  pass  through  a  piece  of  heavy  glass 
(consisting  of  silico-borate  of  lead)  placed  near  a  magnetic 
pole,  in  such  a  manner  that  the  lines  of  magnetic  force 
shall  pass  through  the  glass  in  the  direction  of  the  ray,  the 
ray  rotates  according  to  the  foUowing  law : — "  If  a  mag- 
"  netic  line  of  force  be  going  from  a  north  pole  or  coming 
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from  a  Booth  pole  along  the  path  of  a  polarized  n.y 
oomiDg  to  the  ohsenrer,  it  will  rotate  that  nj  to  the 
right  handy  or  if  such  a  line  of  force  be  coming  from  a 
noith  pole  or  going  from  a  south  pole,  it  will  rotate  such 
**  a  ray  to  ihel^kand:*  (See  Phiiosopkical  TramsactuMS, 
1846,  VoL  I.,  p.  1;  abo  Gmelin's  Handbook  of  Che- 
wdstry,  VoL  I.,  pp.  168, 169;  also  Sir  W.  Snow  Hairia* 
BMdimemtsry  Magnetism,  Parte  I.  and  II.,  pp.  71-73.) 

1846.  M.  Wa^btmann,  about  the  year  1846,  *' announced  that 
"  a  pieoe  of  rock  salt,  placed  in  the  route  of  polarised 
**  njB  of  heat,  detenninea  the  rotation  of  the  plane  of 
**  polarisation,  if  a  powerful  electro-magnet  is  made  to  act 
«"  upon  it."  (See  De  la  Rive's  TnaH$e  on  Eleetrieity, 
\(A.  I.,  p.  525.) 

1846.  Faraday,  in  1846,  propounded  the  laws  of  diamag* 
netiim.  According  to  this  discovery,  certain  bodies  are 
fbnnd  to  place  tiiemaelvee  at  right  angles  to  the  straight 
Hue  joiiung  the  poles  of  a  magnet,  when  freely  suspended 
80  as  to  be  capable  of  motion  in  all  directions  round  a 
centre;  tiiis  position  is  called  "equatorial,''  in  contradis* 
tinotioa  to  that  assumed  by  magnetic  bodies,  such  as  iron, 
which  are  said  to  take  up  an  ''axial"  direction  when 
under  magnetic  influence.  In  these  investigations  tiia 
most  powerful  magnetio  bodies  were  found  to  be  iron, 
m^d,  oobah,  manganese,  and  chromium ;  the  most  powers 
fill  diamagnetie  bodies  were  found  to  be  bismuth,  phoa* 
phonis,  aniimooy,  heavy  glass,  and  rinc.  (See  Aikeiunm, 
Januaiy  31, 1846;  also  Practical  Mechanic  and  Engmtenf 
Ma^aane,  Februaiy  1846,  pp.  117, 118.) 

1847*  Ptofeasor  Bangalabi,  in  1847>  published  his  researehea 
on  the  diamagnetism  of  flames  and  gases.  (See  Noad's 
Manmal  i^BieeiricUp,  pp.  842-844.). 

1847-  BaooKB,  in  1847>  invented  the  photographic  qrstem  of 
regiatcring  the  variations  of  terrestrial  magnetism,  and  aub- 
aequently  put  it  into  practice  at  Greenwich.  (See  De  la 
Rive's  Treatite  on  Electricityy  VoL  III.,  pp.  217-222,  also 
p.  308.) 

1848.  Faraday,  in  1848,  discovered  magneto-ciystalline  force. 
The  line  in  which  this  directive  force  is  exerted  is  called 
the  "magne-crystalline  line;"  this  line  is  found  to  have 
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relation  to  the  crystallization  and  optic  axes  of  bodies  in 
which  its  presence  is  manifested.  MM.  Plucker  and 
Beer  also  made  experiments  showing  the  nature  of  this 
force.  (See  AthetuBum,  No.  1103,  p.  1266;  also  Gmelin's 
Handbook  of  Chemistry,  Vol.  I.,  pp.  514-519;  also  De  la 
Rive's  Treatise  on  Electricity,  Vol.  I.,  pp.  482-497.) 

1850.  MM.  Tyndall  and  Knoblauch,  in  1850,  succeeded 
in  showing  the  relation  of  the  magneto-crystalline  force,  or 
manifestation  of  force,  to  magnetic  and  diamagnetic  fonse. 
They  found  "  that  the  magnetic  properties  of  the  optical 
"  axis  are  connected  with  a  general  principle,  namely,  thai 
"  when  the  molecular  constitution  of  any  body  is  such  that 

the  particles  of  which  it  is  formed  are  nearer  to  eaeh 
other,  according  to  a  certain  direction,  than  in  the  rest 
of  the  mass,  this  direction,  all  other  circumstances  re- 
maining the  same,  is  that  in  which  the  forces  which 
are  acting  upon  the  body  manifest  their  action  with 
the  greatest  energy;  so  that  the  line  which  represents 
this  direction  places  itself  axially  or  equatorially,  accord- 
ing as  the  substance  is  magnetic  or  diamagnetic."  (See 
Philosophical  TransacHans,  1850,  Vol.  XXXVIL,  p.  1 ;  also 
De  la  Rive's  Treatise  on  Electricity,  Vol.  I.,  pp.  49(M97.) 

1851.  General  Sabine,  in  1851,  drew  the  following  oondu* 
sioDs  from  the  magnetic  obsen^ations  made  by  the  English 
and  Russian  governments.  That  the  terrestrial  magnetic 
force  has  periods  respectively  of — 1.  A  solar  day  of  24 
hours ;  2.  A  solar  year  of  365  days ;  3.  Ten  solar  years. 
From  this  it  would  appear  that  the  sun  is  a  great  magnet* 
and  that  it  communicates  to  the  earth  its  magnetic  pro- 
perties. (See  Encyclopaedia  Britannica,  8th  edition,  ait. 
Magnetism,  p.  18.) 

1852.  Mr.  John  Adie,  in  1852,  constructed  a  ^wation  com- 
pass in  which  the  needle  was  suspended  within  a  tabe« 
Mr.  Swan  employed  a  different  arrangement  of  the  same 
p^  inciple.  (See  Encyclopadia  Britannica,  art.  Magnetism, 
p.  80.) 

1856.  Professor  Tvndall,  in  1856,  proved  the  existence  ol 
diamagnetic  polarity.  (See  De  la  Rive's  Treatise  on  Elee* 
tricity,  Vol.  III.,  pp.  729-740.) 
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Under  this  head  is  included  static  or  tension  electricity^  current 
tkctiicitf ,  and  induced  electricity  in  their  Tarious  forms ;  also  the 
results  of  combining  electric  force  with  magnetic  force  (electro- 
magnetism),  with  chemical  action  (electro-chemistrj),  with  heat  and 
light  (electric  blasting,  electric  light,  &c.)»  with  mechanical  force 
(dectrie  tekgraphj,  electro-motion,  Sco.),  and  with  vital  force 
(me&al  electricity,  &c.) 

Tlie  production  or  development  of  electric  force  in  nature,  and 
its  eadsleiioe  and  use  prior  to  the  researches  of  man,  will  be  evident 
to  most  nunds ;  the  foUowing  examples  bear  upon  this  point : — 
SitHe  tfr  temuon  tUctrieity  in  the  form  of  lightning ;  current  elec' 
fridtf,  as  developed  by  galvanic  circuits  acting  in  the  natural 
ftmnaliop  of  minerals,  also  as  developed  by  thermo-electric  circuits 
farmed  by  the  unequal  temperature  of  the  earth;  and  induced 
(developed  by  other  electric  currents  and  by  terrestrial 
force  in  conjunction  with  mechanical  motion),  believed 
by  many  astroDomers  to  be  included  in  the  category  of  forces 
wfaidi  bbod  planets  to  their  primary,  and  system  to  system.  As  in 
msgnetism,  electricity  was  first  believed  to  belong  to  one  body 
ezehuivdy,  vis.,  amber ;  other  "electrics  "  (as  glass,  resin,  sulphur, 
Ac,  an  non-conductors)  were  next  recognized ;  it  is  now,  in  its 
various  forms,  known  to  pervade  the  whole  of  nature,  and  to 
idnumster  silently  but  eifectuaUy  to  the  wants  of  man. 

Holy  Writ  makes  mention  of  lightning  in  the  following 
passages:  —  Exodus,  xix.,  16;  2  Samuel,  xxii.,  15;  Job, 
xxxvii.,  3;  xxxviii.,  25;  xxxviii.,  35;  Psalms,  xviii.,  14; 
IzxviL,  18;  xcvii.,  4 ;  cxxxv.,  7 ;  cxliv.,  6 ;  Jeremiah,  x.,  13; 
li.,  16;  Exekiel,  i.,  13;  i.,  14;  Daniel,  x.,  6;  Matthew, 
xxiv.,  27;  Luke,  xvii.,  24;  Revelations  iv.,  5;  xi.,  19. 
Thunder  is  mentioned  in  the  following  passages  : — Exodus, 
ix.,  23;  ix.,  28;  ix.,  29;  ix.,  33;  xix.,  16;  xx.,  18; 
1  Samuel,  y'li,,  10;  xii.,  17;  xii.,  18;  2  Samuel,  xxii.,  14; 
Job,  xxvi.y  14 ;  xxxvii.,  5 ;  xl.,  9 ;  Psalms,  xviii.,  13 ; 
Ixxvii.,  18 ;  Ixxxi.,  7 ;  civ.,  7 ;  Isaiah,  xxix.,  6 ;  Mark,  iii ,  17; 
John,  xii.«  29;  Revelations,  vi.,1;  x.,  3;  xix.,  6.  The 
wonderful  passage  from  Job,  xxxviii.,  36,  '*  Canst  thou  send 
''  lightnings,  that  they  may  go,  and  say  unto  thee.  Here 
'*  we  are ! ''  (original  Hebrew  "  Behold  us ! ")  seems  almost 


€€ 


xlii  INTRODUCTION: 

B  C 

*   '    propbetie,  when  viewed  in  connection  with  the  electric 

telegraph. 

€00.  The  Etruscans  (about  600  B.C.)  devoted  themselves 
to  the  study  of  atmospheric  phenomena  in  an  espedal 
manner,  and  divided  the  lightnings  into  those  that  came 
from  the  earth  and  those  that  came  from  the  sky ;  they  are 
ssid  to  have  drawn  down  lightning.  (See  De  la  Rive's 
Treatise  on  Electricity,  Vol.  III.,  p.  90 ;  also  EncycloptBdiu 
Britannica,  8th  edition,  art.  Etruscans  or  TusctinSy  pp. 
365-361.) 

600.  Thalbb,  about  600  B.C.,  is  reported  by  subsequent 
writers  to  have  described  the  power  of  attracting  light  bodies 
which  is  developed  in  amber  by  friction.  (See  EncycUy- 
podia  Metropolitana,  VoL  IV.,  art.  Electricity,  p.  41.) 

341.  Aristotlk,  sbout  341  B.C.,  records  that  the  torpedo 
causes  or  produces  a  torpor  upon  those  fishes  it  is  about 
to  seize,  and  having  by  that  means  got  them  into  its 
"  mouth  feeds  upon  them."  He  further  adds  that  this 
fish  "  hides  itself  in  the  sand  and  mud,  and  catches  those 
'*  fish  that  swim  over  it  by  benumbing  them,  and  of  this 
some  have  been  eye-witnesses :  the  same  fish  has  also  the 
power  of  benumbing  men."  (See  Encycloptsdia  Metro- 
poUtana,  VoL  IV.,  art.  Electricity,  p.  41 ;  slso  Encyclcptedia 
Britannica,  8th  edition,  art.  Electricity,  p.  630.) 

321.  Thbophrastus,  about  321  B.C.,  mentions  that  the 
"  lyncurium  "  (tourmaline  ?)  has  similar  properties  to  amber 
in  regard  to  the  attraction  of  light  bodies.  Beckmann 
thinks  the  ''lyncurium"  was  not  tourmaline,  but  more 
likely  to  have  been  the  hyacinth.  (See  EncycloptBdia  Bri- 
tannica, 8th  edition,  art.  Electricity,  p.  629 ;  also  Encyelo- 
padia  Metropolitana,  Vol.  IV.,  art.  Electricity,  p.  41 ;  also 

A.D.    Beckmann's  History  of  Inventions,  VoL  I.,  pp.  86-98.) 
60.        ScRiBONius  Largus  (A.D.  60)  rehites  that  Anthero, 
a  fr*eedman  of  Tiberius,  was  cured  of  the  gout  by  the  shocks 
of  the  torpedo.    (See  Encyclopaedia  Metropolitana,  VoL  IV., 
art.  Electricity,  p.  41.) 

1160.       EuSTATHius,  Bishop  of  Thessalonica  (A.D.  1160),  in 
the  scholia  upon  Homer,  relates  that  "  Walimer  the  father 
of  Theodoric,  who  conquered  as  they  say  the  whole  of 
Italy,  used  to  emit  sparks  from  his  own  body ;  and  a  cer- 
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tain  andent  philoeopher  says  of  himself,  thai  once,  when 

he  was  dressing  and  imdressiDg  himself,  sudden  sparks 

were  emitted  occasionallj,  crackling;  and  sometimes  he 

says,  entire  flames  blazed  from  hhn,  not  huming  his 

garment."    (See  EneyclopiEdia  MetropoUtana,  Vol.  IV., 

art.  Eleetridty,  pp.  41,  42.) 

Dr.  GiLBBBT,  in  his  work  "  De  Magnete,"  published 

IGOO.  A.D.  1600,  adds  several  substances  betades  amber  to  the 

list  of  electrics,  and  states  that  not  only  light  bodies,  but 

all  solid  bodies  whatever,  including  metals,  water,  and  oil, 

are  attracted  by  excited  electrics.    "  These  experiments  he 

**  directs  to  be  performed  by  bringing  the  excited  body  near 

"  to  the  end  of  a  light  needle  of  any  metal  balanced,  and 

"  turning  freely  on  a  pivot  like  the  magnetic  apparatus." 

(See  EmeyeU^Media  MetropoUtana,  Vol.  IV.,  art.  Electricity, 

p.  42.) 

161 7.  Strata,  in  161 7>  published  his  "  Prolusiones  Academics." 
In  one  of  these  he  speaks  of  a  supposititious  means  of  com- 
mmicataon  between  two  friends  at  a  distance  from  each 
other.  "  Strada's  frmcy  was  this.  There  is,  he  supposes,  a 
"  species  of  loadstone  which  possesses  such  virtue  that  if 
"  two  needles  be  touched  with  it»  and  then  balanced  on 
separate  pivots,  and  the  one  be  turned  in  a  particular 
direction,  the  other  will  sympathetically  move  parallel  to 
it.  He  then  directs  each  of  these  needles  to  be  poised 
"  and  mounted  on  a  dial  having  the  letters  of  the  alphabet 
"  arranged  round  it.  Accordingly,  if  one  person  has  one 
**  of  the  dials  and  another  the  other,  by  a  little  pre-arrange- 
"  ment  as  to  details,  a  oonespondenoe  can  be  maintained 
"  between  them  at  any  distance  by  simply  pointing  the 
'*  needles  to  the  letters  of  the  required  words.''  A  free 
translation  of  the  poem,  in  English  heroics,  was  published 
in  1750,  in  ''The  Student,  or  the  Oxford  and  Cambridge 
"  Miscellany,"  signed  Misographos.  (See  Saturday  Review^ 
August  21,  1858,  p.  190:  also  Abb^  Moigno's  Traits  de 
TiUgrt^hie  J^lectrique,  pp.  58,  59.) 
BoTLS,  in  his  "  Experiments  and  Notes  about  the  Me- 
1675.  **  chanical  Origin  of  Electridty,"  published  m  1675,  states 
that  warming  the  electric  increases  the  electrical  effect.  He 
also  added  to  the  list  of  electrics,  and  *' ascertained  that  the 
*'  converse  of  all  the  experiments  upon  the  relative  motion 
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of  the  attracted  and  attracting  body  was  also  true; 
namely,  that  if  the  substance  to  be  attracted  were  fixed, 
and  the  excited  electric  capable  of  motion,  their  union 

"  would  still  take  place."    (See  Encycloptsdia  MetropoU" 

tana.  Vol.  IV.,  art.  Electricity,  pp.  42,  43.) 

1675.  Otto  Guerickb  was  contemporary  with  Boyle.  He 
added  the  following  discoveries  to  electric  science: — An 
electrical  machine  with  a  globe  of  sulphur  as  the  substance 
to  be  excited ;  the  discovery  of  the  light  and  sound  aocom- 
panying  strong  electrical  excitation;  electrical  repulsion; 
and  that  light  bodies  suspended  within  the  sphere  of 
action  of  an  excited  electric  themselves  become  possessed 
of  electrical  excitation.  (See  Encyclopadia  MetropoUtana^ 
Vol.  IV.,  art.  Electricity,  p.  43.) 

}675.  Newton,  in  the  year  1675,  communicated  to  the  Royal 
Society  the  fact  that  when  a  plate  of  glass  is  excited  on  one 
side,  the  other  side  also  becomes  electrical.  (See  Encyclo' 
padia  MetropolUana,  Vol.  IV.,  art.  Electricity,  p.  43.) 

1676.  Mr.  H AWARD,  in  1676,  relates  of  Grofton,  master  of 
the  ship  in  which  the  circumstance  occurred,  that  a  violent 
thunderstorm  reversed  the  polarity  of  the  compass  needles. 
(See  Philosophical  Transactions,  July  18,  1676,  pp.  647, 
648 ;  also  EncyclopiBdia  Metropolitana,  Vol.  IV.,  art.  Elec- 
tricity, p.  118.) 

1700.       Du  Verney,  in  1700,  knew  that  the  limbs  of  a  frog 

convulsed  by  the  action  of  electricity.  (See  Histoire  de 
VAcadhiie  Roy  ale  des  Sciences,  1700^  p.  40;  also  Ency^ 
clopadia  Metropolitana,  Vol.  IV.,  art.  Galvanism,  p.  220.) 

Hawksbse  used  a  glass  electrical  machine  (1709),  and 
made  many  experiments  in  respect  to  electric  light.     His 

1705.  discoveries  extend  from  1705  to  1711.  (See  Encyclopedia 
Metropolitana,  Vol.  IV.,  art.  Electricity,  pp.  43-45.) 

1707.  J-  G.  S.,  in  1707,  published  a  German  book,  entitled 
<<  Curious  Speculations  during  Sleepless  Nights."  In  this 
work  occurs  a  notice  of  the  electricity  of  the  tourmaline  as 
developed  by  heat.  He  affirms  that  the  Duteh  brought  the 
tourmaline  from  Ceylon  in  1703.  (See  Beckmann'e  History 
of  Inventions,  Vol.  I.,  p.  89.) 

1708.  Dr.  Wall,  in  the  "  Philosophical  Transactions*'  for  1 708, 
remarks,  respecting  the  light  and  sound  attendant  upon  the 
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dectrical  excitatiQn  of  a  large  stick  of  aml>er,  aa  follows :— * 
**  This  light  and  crackling  seems  in  some  degree  to  repre* 
^  sent  thunder  and  lightning/'  (See  Bakewell's  Electric 
Science,  p.  12;  also  Encyclopadia  Metropolitana,  VoL  IV., 
art.  Electricity^  p.  44.) 
1720.  Gray  and  Whelsr's  experiments  extend  from  1720  to 
1736.  Tlie  discoveries  relating  to  tension  electricity  which 
these*  experiments  embrace  are  as  follows : — The  i^alitf  to 
electricallj  excite  metals  when  they  are  insulated  (1729- 
31) ;  that  the  homan  body  is  a  conductor  of  electricity 
(1731) ;  that  when  sulphur  is  fused  and  suffered  to  cool,  it 
acquires  a  strong  electrical  property,  particularly  when  it  is 
cast  in  glaa»~-oertain  resins  have  also  a  similar  property ; 
tiiat  the  glass  in  which  the  sulphur  is  cast  is  also  electrictd ; 
and  that  bodies  may  be  preserved  for  <nonths  in  an  elec- 
trically excited  state  by  wrapping  them  in  worsted  (1732), 
Mr.  Stephen  Gray,  just  before  he  died,  \^t  upon  an 
experiment  which  seemed  to  indicate,  that  the  attractive 
"  power  which  regulates  the  motions  of  ihe  heavenly 
**  bodies,  is  of  the  electric  kind.  The  experiment  was  this : 
"  He  fixed  a  large,  round,  iron-ball  upon  the  middle  of  a 
**  large  cake  of  rosin  and  wax;  and  exciting  the  virtue 
"  strongly  in  the  cake,  a  fine  feather,  suspended  by  a  thready 
**  and  held  near  the  iron-ball,  was  carried  roimd  it,  by  the 
effluvia»in  a  circular  nuumer,  and  performed  several  revo- 
lutions :  it  moved  the  same  way  with  the  planets,  from 
west  to  east,  and  its  motion,  like  theirs,  was  not  quite 
"  cbcnlar,  but  a  little  elliptical."  (See  Encyclop<Bdia  Jfe* 
tropoUtoMa,  Vol.  IV.,  art.  Electridty,  pp.  45-47 ;  also  A 
new  Utdvertal  History  of  Arts  and  Sciences,  VoL  I.,  art. 
Electricity,  pp.  460,  461.) 
1729,  Gray  and  Whblkr,  in  February  1729,  produced 
motion  in  light  bodies  at  a  distance  of  &66  feet  by  means 
of  6ictional  electricity.  This  experiment  was  tried  ^th  a 
view  to  ascertain  the  distance  through  which  the  dectric 
force  could  be  transmitted ;  it  thus  possesses  an  interest 
in  connection  with  electric  telegraphs.  (See  Encyclopadia 
MetropoUtana,  VoL  IV.,  art.  Electricity,  pp.  45,  46;  also 
Saturday  Review,  August  21, 1858,  p.  190.) 
1733,      Do  Fat'8  experiments  extend  (ram  1733  to  1737,    His 

discoveriei  axe  as  follows  :«-Tbat  all  insulated  bodies  may  / 
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be  elecfcrically  excited  more  or  less;  "that  all  electric 
bodies  attract  all  that  are  not  so,  and  repel  them  as  soon 
as  they  become  eleetric  by  the  yicinily  or  contact  of  the 
electric  body ;"  and  that  there  are  two  distinct  develop- 
ments of  electricity,  one  from  excited  fl;lass,  and  the  other 
from  excited  resin ;  bodies  being  electrified  by  the  same 
substance  repel  one  another,  by  opposite  substances  attract 
one  another.     Du  Fay  thus  orif(inated  his  dbal  theory  of 
electricity.    In  some  experiments  Du  Fay  was  assbted  by 
the  Abb^  Nollbt.     (See  Encyclopttdia  MetropoUtanOy 
Vol.  IV.,  art.  Electricity,  pp.  46,  47.) 
1734.       SwEDBNBORO,  in  1734,  in  his  ''  Principia,''  puts  forward 
the  following  theoretical  views  in  advance  of  the  age  in 
which  he  lived  and  of  interest  to  electricians : — 1 .  Electrical 
eflfects  are  referred  to  a  force  less  subtile  than  that  pro- 
ducing magnetic  e£Pects.    2.  Electrical  effects  are  said  tp 
be  produced  by  the  gyration  (movement  in  a  spiral,  helical, 
or  circular  path)  excited  by  the  tremulation  of  the  particles 
of  bodies.    3.  Lightning  is  referred  to  the  same  origin  as 
electricity.    4.   Other  polar  forces  besides  magnetism  are 
recognized,  and  amongst  them  electricity.    5.   All  forces 
moWng  in  a  spiral  or  helical  path,  and  therefore  magnetic 
and  eleo^c  forces,  vaiy  in  the  inverse  duplicate  ratio  of 
the    distances.    (See  Principia    Rerum    Naturtdium,   she 
Novorum  Tentandnum  Phenomena  Mundi,  elementaris  pkUth 
topkice   explicandi,    Fol.    Dresden,   1734,  in  Vol.   I.  of 
"  Swedenborgii  Opera,''  pp.  410,  409,  427,  48,  49,  81,  60, 
61.) 
1741.       BozB,  in  1741,  introduced  the  prime  conductor,  sus- 
pended ftt)m  silk  threads  to  the  electrical  machine,  and 
proved  by  many  experiments,  that  the  weight  of  bodies 
was  not  affected  by  giving  to  them,  or  abstracting  from 
them,  electricity."     (See  Encyclopadia  Metropolitana, 
Vol.  IV.,  art.  Electricity,  p.  48.) 

1 741 .  WiNKLBR,  in  1 741 ,  in  the  electrical  machine  "  substituted 
"  a  cushion  for  a  rubber  instead  of  the  hand."  (See  Encf' 
elop4Bdia  MetrapoUtana,  Vol.  IV.,  art.  Electricity,  p.  48.) 

1742.  Dr.  Desaoulibrs,  in  1742,  published  an  essay  on 
electricity,  in  which  he  "  distinctly  divided  bodies  into 
*'  electrics   and   fum^lecirics   or   conductors;"   he-  also 

accounted  "for  the  superior  success  of  electrical  expem« 
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**  mento   in  firoity  weather,  and  in  diy   states   of  the 

**  atmosphere''  by  attributing  it  to  the  conducting  pro- 

perties  of  the  vapour  of  waters    (See  Enejfclopdsd&a  Metro^ 

poUUma,  Vol.  IV.,  art.  Electricity,  pp.  41,  48.) 

1/42.      Mr.  Gordon,  about  1742,  used  a  glass  cylinder  for  an 

electrical  machine  instead  of  a  globe.    (See  Encyclopaedia 

MeiropoUtana,  VoL  IV.,  art  Ehsctricity,  p.  48.) 

1744.  LuDOLP  of  Beriin,  about  1744,  ignited  combustible 
substances  by  the  electric  spark.  He  set  fire  "to  the 
"  ethereal  spirit  of  Frobenius."  (See  Encyckpiedia  Bri' 
Uauttca^  8th  edition,  art.  Electricity,  p.  526;  abo  Encyclo* 
pttdia  MetropoHtana,  Vol.  IV.,  art.  Electricity,  p.  48.) 

1745.  Dr.  Milks,  in  1745,  **  observed  the  pendl  of  luminous 
"  rays  ptrooeeding  from  an  excited  electric,  even  without 
**  the  mpproach  of  a  conducting  body.''  (See  Encyelo- 
pmdia  MetropoUtana,  Vol.  IV.,  art.  Electridty,  p.  48.) 

1745.  Dr.  Watson,  in  1745,  made  some  experiments  and 
researches  respecting  the  electric  spark,  and  "showed  that 
"  in  electrifying  conductors  of  considerable  extent,  elec- 
**  tneity  is  first  developed  at  that  part  which  is  most 
"  remote  from  the  excited  electric."  (See  Encyclopttdia 
MetropoKiana,  Vol.  IV.,  art.  Electricity,  p.  48.) 

1745.  MvBCHSNBBOBK  and  Kleibt,  in  1745,^simultaneousIy 
discovered   the    Leyden  jar.      Accordmg   to    Dalibard, 

1746.  however,  the  inventor's  name  was  Ccnbus  (1746).  Exag- 
gerated accounts  were  given  of  the  effects  of  the  shock 
from  the  Leyden  jar  by  these  philosophers ;  public  atten- 
tioD  was  thereby  drawn  to  the  subject  of  electricity  more 
by  this  than  by  any  previous  discovery.  The  Leyden  jar 
was  perfected  by  Sir  W.  Watson,  Smbaton,  Bbvis, 
WiLsoif,  and  Canton.  (See  Encyclopaedia  Mdropolitana, 
VoL  I V^  art.  Electricity,  p.  48 ;  also  Bakewell's  Electric 
Sdemce,  -pp.  14-17 ;  also  Sir  W.  Snow  Harris'  Rudimentary 
Electricity,  pp.  58-74.) 

1746.  Dr.  Watson,  in  1746,  proposed  a  single-fluid  theory 
of  electricity  very  like  that  of  Dr.  Franklin's.  (See 
Eneychpeedia  MetropoUtana,  Vol.  IV.,  art.  Electricity, 
p.  49.) 

1746.  Lb  Monnibb,  in  1746,  showed  that  electricity  was 
commuiiicated  to  homogeneous  bodies  in  proportion  to 
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^  their  sttrfacefl.  (See  Eneyclop^Bdia  MetrdpoUtanOf  VoL  IV., 
art.  Electridtf,  p.  49.) 

1746.  The  Abb^  Noll^t,  in  1746,  found  that  dedaicitsr 
accelerates  the  efflux  of  fluids  through  capillaiy  tubei. 
(See  Encyclopedia  MetropoUtana,  VoL  IV.,  art.  Eleciricity, 
p.  49.) 

1746,  Mr.  Maim  BRAY  at  Edinburgh,  in  October  1746,  deo- 
trified  two  myrtle  trees  for  a  month,  and  found  them  put 
forth  leaves  and  blossoms  sooner  than  those  that  had  not 
been  electrified.  (See  Encyclopedia  MetropoUtana,  VoL  IV., 
art.  Electricity,  p.  49.) 

1747.  PivATi,  in  1747«  stated  that  the  effect  of  medidnea  wtm 
conveyed  through  electrified  glass  tubes ;  it  was  afterwards 
found,  however,  that  the  electric  force  in  this  case  per- 
formed the  alleged  cures.  (See  Encyclopedia  Metro* 
politana,  VoL  IV.,  art.  Electricity,  p.  60.) 

Franklin's  first  cqpmunication  to  Mr.  Peter  Col- 

1747.  linson,  of  the  Royal  Society,  is  dated  March  28th,  1 74?.  In 
these  series  of  communications  he  propounds  his  single- 
fluid  electrical  theory.  (See  Encyclopedia  MetropoUtana, 
VoL  IV.,  art.  Electricity,  p.  60.) 

1747*  Dr.  Watson,  in  1747>  in  the  presence  of  many  scientific 
persons,  transmitted  electricity  through  2800  feet  of  wire 
and  8000  feet  of  water,  thus  making  use  of  the  earth  eir- 
ctdt.  This  fact  is  interesting  in  a  telegraphic  point  of  view* 
(See  Highton's  Electric  Telegraph,  p.  11.) 

1748.  Bknjamin  Franklin,  in  1748,  performed  his  cete* 
brated  experiments  on  the  banks  of  the  Schuylkill  in 
North  America.    These  experiments  "  were  concluded  by 

a  pic-nic,  when  spirits  were  fired  by  an  electric  spark 
sent  through  the  rivor,  and  a  turkey  was  killed  by  the 
electric  shock  and  roasted  by  the  electric  jack  before  a 
fire  kindled   by  the  electrified   bottle."     (See   Penny 

Cyclopedia,  Supplement  2 ;  also  Saturday  Review,  Aug^ 

21,  1868,  p.  190.) 
1748,       Jallabsrt,  at  Geneva,  since  1/48,  '^  entertained  the 
idea  of  submitting  some  invalids  to  electrical  treatment, 
by  drawing  sparks  from  different  parts  of  their  body, 

*'  which  he  brought  near  to  the  conductor  of  an  electrical 
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"  madmie.*'  Panlysis  in  the  right  um  was  ameliorated 
bj  this  means.  (See  De  la  Rive's  Treatise  on  Electricity, 
VoL  III.,  p.  586.) 

1751.  Canton's  discoveries  range  from  1751  to  1762.  Thcgr 
we  as  fbOowa: — That  the  excitement  of  positive  or  of 
legalive  ekctridtj  depends  upon  the  mhber  used,  as  well 
m  upon  the  electric  rubbed,  and  upon  the  condition  of  its 
mxrheti  that  a  body  of  air  in  a.  state  of  rest  can  be  eleo- 
tnfied;  and  that  an  amalgam  of  tin  can  be  applied  advsn- 
UgtaoMlj  to  the  cushion  of  an  electrical  machine.  (See 
&€jfchp€Bdia  MetropoUtana,  Vol.  IV.,  srt.  Electricitj, 
p.  62.) 

1752.  M.  Dalibard,  in  1752,  erected  a  lightning  rod,  and 
sparka  from  it  were  first  observed  by  his  assistant  on 
Msj  10th.  (See  Bakewell's  Electric  Science,  p.  21 ;  also 
Dc  la  Rtve's  Treatise  on  Electricity,  Vol.  III.,  p.  92.) 

1762L  M.  DS  Romas,  in  1752,  elevated  an  electricsl  kite  and 
obtained  pro<^s  of  the  existence  of  atmospheric  electricity. 
(See  Eneyclpttdia  MetropoUtana,  Vol.  IV.,  art.  Electrici^, 
p.  134 ;  also  De  la  Rive's  Treatise  on  Electricity,  Vol  III., 
p.  92.) 

1752.  Frank  LIN,  in  June  1752,  proved  the  identity  of  light- 
ning and  electricity  at  Philadelphia  by  his  Celebrated  kite 
experiment.  He  immediately  applied  this  discoveiy  to 
useful  purposes  by  inventing  meti^c  conductors  to  protect 
buildinga  from  the  effecta  of  lightning.  (See  Bskewell's 
Electric  Science,  p.  22 ;  also  De  la  Rive's  Treatise  on  Elec* 
tricity,  \oL  III.,  pp.  91,  92;  also  Encyclopedia  Metropolis 
tomm.  Vol.  rV.,  art.  Electricity,  pp.  134,  135.) 

1753.  Pkofessor  Richmann  of  St.  Petersburgh,  in  August  1753, 
frn  a  victim  to  his  experiments  upon  lightning,  being  killed 
by  a  thunder  dap  whilst  examining  its  effects  upon  sn' 
electrometer  of  his  own  construction.  (See  Encyclopedia 
MetropMana,  VoL  IV.,  art.  Electricity,  p.  52 ;  also  Bake* 
well's  Electric  Science,  pp.  23,  24.) 

C.  M.  of  Renfrew  (Charles  Marshall  of  Paisley  7) 

1753.  wrote  a  letter,  dated  Febraaiy  Ist,  1753, "  to  the  author  of 

**  the  Scots'  Magaxine,"  proposing  a  plan  for  an  electric 

tdegraph.     The  insulated  wires   were  supposed  to   be 

stielched  in  the  air,  and  were  to  be  equal  in  number  to  the 
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letters  of  the  alphabet ;  the  signals  were  given  bj  the  risbif^ 

of  pieces  of  paper  (bearing  the  letters)  to  electrified  balls,  or 
by  the  passage  of  a  spark  to  certain  bdls,  one  bell  answer- 
ing to  each  letter  of  the  alphabet ;  according  to  another 
method,  the  characters  were  kept  constantly  in  contact  with 
the  balls  by  the  continual  passage  of  electricity  through  the 
line  wires,  except  when  a  signal  was  to  be  conveyed,  at  which 
time  the  wire  corresponding  to  the  letter  to  be  telegraphed 
was  removed  from  the  source  of  electricity  at  the  transmit- 
ting station.  Sir  David  Brewster  shows  that  it  is  veiy 
probable  that  the  "  C.  M."  of  Renfrew  is  identical  with  the 
*'  Charles  Marshall "  of  Paisley — a  person  of  whom  an  aged 
lady  says,  that  he  was  a  very  clever  man,  who  had  ioimaij 
resided  in  Renfrew,  and  who  could  "  make  lightning  speak 
"  and  write  upon  a  wall."  (See  The  Engineer,  December 
24th,  1858;  also  a  number  of  The  CommonvoeaUh  (Gla^w 
newspaper);  ^^so  Chambers^  Journal,  J BxixLdry  15th,  1859, 
pp.  47,  48.) 

1753.  Beccaria,  in  1753,  published  the  results  of  his  experi- 
ments ;  they  related  to  the  speed  of  transmission  of  elec- 
tricity through  various  media,  and  showed  particularly  the 
imperfect  conducting  power  of  water.  (See  Encyclopedu 
Metrapolitana,  Vol.  IV.,  art.  Electricity,  p.  52.) 

1759.  Mr.  Del  AVAL,  between  the  years  1759  and  1764,  com- 
municated to  the  Royal  Society  certain  experiments  to 
ascertain  "the  conducting  powers  of  the  same  body  in 
"  different  states."  (See  Encyclopedia  MetropolUana,  Vol 
IV.,  art.  Electricity,  p.  53.) 

1759.  iEpiNUS,  in  1759,  announced  the  production  of  elec- 
tricity by  heating  the  tourmaline,  and  that  opposite  elec- 
tricities were  developed  in  opposite  points  of  the  stone. 
(See  Encyclopedia  Metropolitana,  Vol.  IV.,  art.  Electridiy, 
p.  53.) 

1759.  Mr.  Robert  Svmmer,  in  1759,  in  a  communication  to 
the  Royal  Society,  advanced  the  theory  that  there  are  two 
electric  fluids,  but  that  they  are  not  independent  of  one 
another,  as  Du  Fay  supposed,  on  the  contrary,  they  are 
co-existent,  and  simultaneously  developed  by  electrical 
excitation.  (See  Encyclopedia  Metropolitana,  Vol  IV., 
art.  Electricity,  pp.  53,  54.) 
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17&      iEpiNUB  uid  WiLCKE,  in  1759,  electrified  "  two  sur- 

"  hon  of  a  plate  of  air,  ao  as  to  obtain  a  shock  from  the 

'*  discharge  of  these  surfaces,  exactly  on  the  principle  of 

"  the  Leyden  jar."      (See  Encyclopedia  Metropolitana, 

VoL  rV.,  art.  Electricity,  p.  54.) 

^piNUS,  in  his  "Tentamen  Theorise  Electricitatis  et 

1759.   "  Magnetismi,"  published   at   St.  Petersburgh  in  1759, 

bnugfat  mathematical  science  to  bear  upon  Franklin's 

siKgle-fliiid  theory.   (See  Eneyckp^HUa  MetropoUiana,  Vol. 

IV.,  art.  Electricity,  p.  54.) 

17^.  Canton,  in  1760,  discovered  the  electric  excitability  of 
the  topaz  upon  the  application  of  heat.  (See  EncycUh' 
pitdia  MetrcpoHtana,  VoL  IV.,  art.  Electricity,  p.  132.) 

M.  SuLZBR,  in  his  "Theory  of  Agreeable  and  Disagree- 
17^2.  ''  able  Sensations,"  published  at  Berlin  in  1/62,  noticed 
the  pecuUar  sensation  occasioned  by  a  piece  of  silver  and  a 
piece  of  lead  in  contact  with  each  other  and  with  the 
tongue,  and  thought  this  effect  might  result  from  solution 
of  either  of  the  metals.  This  sensation  is  now  known  to 
be  an  effect  of  electrolytic  action.  (See  Bakewell's  Electric 
Science,  p.  29.) 

Lane's  discharging  electrometer  was  contrived  about  the 
1767.  year  17^«    (See  Sir  W.  Snow  Harris'  Rudimentary  Elec- 
tricity, p.  86.) 

JosKPH  BozoLUS  (a  Jesuit,  and  lecturer  on  natural 
philosophy  at  Rome)  invented  ''a  practicable  system  of 
"  telegraphing,  similar  to  that  of  C.  M."  (See  a  Latin 
poem  entitled  Mariant  Parthenii  Electricorum,  in  VI. 
1767.  Libros,  Roma»  1767>  p<34;  also  Saturday  Review,  August 
21, 1858,  p.  190.) 

1771.  Mr.  Henry  Eales,  in  I77I9  "originated  a  doctrine  of 
•*  opposite  electric  forces."  (See  Sir  W.  Snow  Harris' 
Rmdunentary  Electricity,  p.  33.) 

1772.  Mr.  W.  Henley,  F.R.S.,  in  1772,  invented  the  quadrant 
electrometer.  He  also  invented  a  "  universal  discharger." 
(See  Sir  W.  Snow  Harris'  Rudimentary  Electricity,  p.  78.) 

1774.  Lesarge,  in  17/4,  "employed  24  wires  and  a  pith-baU 
'*  electrometer,"  to  communicate  signals  by  frictional  elec- 
tricity.   (See  Highton's  Electric  Telegraph,  pp.  38  and  40.) 
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1776.       Mr.  Cavbn  dish,  in  1776,  described  an  artificial  torpedo, 

with  which  he  exhibited  the  ordinary  properties  of  tliii 

fish.     (See  Philosophical  Transactions,   1776;  also    f»- 

cyclopadia  Metropolitana,  Vol.  IV.,  art.  Electricity^  p.  54.) 

1776.  VoLTA,  in  1776,  made  known  the  properties  of  tine 
elcctrophorus.  (See  Encyclopmdia  Metropolitana,  VoL  IV., 
art.  Electricity,  p.  55.) 

1776.  Van  Marum,  about  1776,  employed  an  electrical  ma- 
chine, consisting  of  a  circular  disc  of  shellac.  (See  Sir  TV, 
Snow  Harris'  Ruditnentary  Electricity,  p.  46.) 

1777.  LiCHTBNBERG,  about  1777,  published  his  discovety  oi 
the  phenomena  of  "  electrical  figures."  These  figures  axe 
produced  by  sifting  pulverized  sulphur  and  minium  on  to 
electrized  resin.  (See  Encyclopiedia  Metropolitana,  VoL 
IV.,  art.  Electricity,  p.  101.) 

1777.  Beccaria,  about  the  year  1777»  "found  that  a  needla 
through  which  he  had  sent  an  electric  shock,  had,  in 
consequence,  acquired  a  ciuious  species  of  polarity  ;  for 
instead  of  turning  as  usual  to  the  north  and  south,  it 
"  assumed  a  position  at  right  angles  to  this,  its  two  ends 
"  pointing  to  the  east  and  west."  (See  Library  qf  Useftd 
Knowledge,  Electro-magnetism,  p.  3.) 

1781.  Mr.  Warltire,  in  1781,  related  his  experiment  of  pro- 
ducing  water  by  the  union  of  "  inflammable  and  common 
"  air"  to  Dr.  Priestley.  The  mixture  of  the  two  gases 
was  placed  in  a  close  vessel,  and  fired  by  electricity.  (See 
Noad's  Lectures  on  Chemistry,  pp.  182,  183.) 

1781,  Mauduyt,  in  1781,  published  certain  observsiioiUy 
from  which  he  concluded  that  the  application  of  electricity 
was  fiivourable  in  paralysis.  He  placed  the  patient  on  an 
insulating  stool,  and  put  him  into  communication  witili 
the  conductor  of  an  electric  machine.  (See  De  la  Rire's 
Treatise  on  Electricity,  Vol.  III.,  pp.  586,  587.) 

1785.  Coulomb,  about  1785,  applied  his '* torsion  balance'' 
and  ''proof  plane"  to  the  measurement  of  electrical  force, 
and  the  investigation  of  its  distribution.  (See  Sir  W. 
Snow  Harris'  Rudimentary  Electricity,  pp.  81-83 ;  also 
Encyclopedia  Metropolitana,  Vol.  IV.,  art.  Electricity, 
pp.  70,  71.) 
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785.  Van  Makum  and  Cuthbbbtson,  in  1785,  eonstracted 
the  laige  lyierian  electric  machine  at  Haarlem.  Cuth- 
bbbtson also  inFented  a  discharging  electrometer^  which 
measures  the  electric  intensity  by  the  weight  able  to  be 
OTercome.  (See  Sir  W.  Snow  Hams'  Rudimentary  Elee^ 
trUity,  p.  47;  bIso  Encyclopisdia  MetropoUtana,  VoL  IV., 
art.  Electricity,  pp.  98,  99.) 

85.  M.  Haut,  in  1785,  knew  the  electric  properties  of  cala- 
mine and  of  spbene,  as  developed  by  heat.  (See  Eney" 
dop^dia  Metropolitana,  Vol.  IV.,  art.  Electricity,  pp.  133, 
134.) 

Mr.  Bbnnet,  in  1786,  by  his  electroscope,  discovered 
tike  electricity  developed  by  sifting  powders.  (See  Eney^ 
r2op«(iia  Meiropoliiama,  Vol.  IV.,  art.  Electricity,  p.  122.) 

Mr.  Bbnnbt,  in  1787>  first  noticed  that  electricity  was 
developed  during  the  separation  of  the  particles  of  bodies. 
(See  Emeyelop^dia  MetropoUtana,  Vol.  IV.,  art.  Electricity, 
p.  138.) 

M.  Hauy,  in  1787)  made  the  following  discoveries: — 
Hiai  electricity  is  developed  by  heat  in  the  minerals  meso^ 
type  and  prtkmite:  and  that  Iceland  spar  and  some  other 
crystals  become  electric  by  pressure.  He  also  established 
many  of  the  laws  of  pyro-electricity.  (See  Haiiy's  Mmi" 
fvloyie,  VoL  II.,  p.  604 ;  also  Eucyclopisdia  MetrcpoUtana, 
VoL  rV.,  art.  Electricity,  pp.  132,  133,  and  138,  139.) 

M.  Brabd,  about  1787>  remarked  that  some  crystals 
of  axinite  become  electric  by  heat.  (See  EncycXopitdia 
MetrvpoHtaua,  VoL  IV.,  art.  Electricity,  p.  132.) 

Lomond,  in  1787,  in  an  electric  telegraph,  employed  one 
wire  and  a  pith-ball  electrometer.  (See  Highton's  Electric 
Teleyrapk,  pp.  29  and  41.) 

Bbtancoubt,  in  1 787,  used  a  telegraphic  airangement 
of  one  line  wire  and  a  battery  of  Leyden  jars.  (See 
Highton's  Electric  Telegraph,  pp.  38  and  41, 42.) 

Cavallo,  about  1788,  made  known  his  condenser  and 
other  similar  improvements.  Other  ''  condensers,"  **  multi- 
••  pliers,'' and  "  doublers,"  were  invented  about  this  period. 
(See  EncycUrpetdia  Metropolitana,  VoL  IV.,  art.  Electricity^ 
p.  91.) 
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A.D.  jt^^  Abb^  Barthel^my  ''is  said  to  have  auggesial 
*'  an  electric  telegraph  in  his  well-known  work  '  Yojaigi 

1788.  ''  '  du  Jeune  Anacharsis/  which  appeared  in  1788."  Tfal 
fanciful  idea  is  as  follows: — ^Two  clocks  were  to  hwn 
similarly  magnetized  hands;  artificial  magnets  were  pai 
sumed  to  be  so  far  improved  that  they  could  convey  thcii 
directive  power  to  a  distance,  thus,  by  the  sympathetii 
movements  of  the  hands  or  needles  in  connectioii  wH] 
a  dial  alphabet,  communications  between  distant  frieml 
could  be  carried  on.  (See  Mr.  Macgregor's  letter  in  tb 
Society  of  Arts  Journal,  May  20,  1859,  pp.  472, 4/3.) 

MM.  FouRCROY,  Vauquelin,  and   Sequin's 
experiment  of  the  composition  of  water  from  its 

1790.  tuent  gases  was  commenced  on  May  13,  1790,  and  coi> 
tinned  without  intermission  until  its  finish  on  the  22aA 
of  the  same  month.  The  gases  were  fired  in  a  cdoti 
vessel  by  means  of  electricity,  and  produced  a  nearly 
equal  weight  of  water.  (See  lire's  Dictionary  of  Chemistry  j 
also  Noad's  Lectures  on  Chemistry,  pp.  183,  184.) 

1790.  Paetz  and  Van  Tboostwik,  in  1790,  deoompoaed 
water  into  its  constituent  gases  by  passing  the  electric  spaik 
through  it,  very  fine  gold  wires  being  used  as  electrodes. 
(See  De  la  Rive's  Treatise  on  Electricity,  Vol.  II.,  p.  443.) 

1791.  Ha'uy,  in  1791,  discovered  the  electrical  propettiai 
developed  in  borate  of  magnesia  (boradte)  by  heat.  (Sec 
EncyclopiBdia  JiLetropolitana,  Vol.  IV.,  art.  Electrici^i 
pp.  131,  132.) 

1791.  Galvani,  in  1791,  found  that  the  limbs  of  a  fro^  wen 
convulsed  when  his  pupil  touched  them  with  a  disseotiag 
knife  at  the  same  time  that  a  spark  was  drawn  from  thi 
prime  conductor  of  an  electrical  machine.  He  aiterwardi 
found  that  similar  convulsions  were  produced  by  eat^ 
blishing  a  communication  between  the  nerves  and  musdoi 
by  means  of  metals ;  thus  laying  the  foundation  from 
which  the  galvanic  battery  afterwards  sprung,  alao  of  tfai 
science  of  animal  electricity.  (See  Encyclop<Bdia  Metro' 
politana.  Vol.  IV.,  art.  Galvanism,  p.  220 ;  also  BakeweU'i 
Electric  Science,  pp.  27-29 ;  also  De  la  Rive's  Treatise  as 
Electricity,  Vol.  I.,  pp.  29,  30,  VoJ.  II.,  pp.  483  and 
488,  499,  and  Vol.  III.,  pp.  3-6.) 


ELECTRICITY.  Iv 

LD. 

1/91.  KxiR,  in  1791»  knew  that  iron  and  other  metals  could 
be  made  ''  paadye"  or  dectro-negative,  so  as  not  to  be 
soluble  in  acids.  (See  Gmelin's  Handbook  of  Chemittry, 
Vol.  I.,  p.  353.) 

^93.  Dr.  FowLKR,  in  1/93^  made  a  great  number  of  experi- 
ments ou  the  effects  of  galvanism  in  different  animals,  and 
on  different  parts  of  animals.  (See  Encyclopedia  Metro* 
poUtana,  YoL  IV.,  art.  Galvanism,  p.  220.) 

f93.  VoLTA,  in  1793,  in  a  letter  to  Cavallo,  laid  the  foun- 
dation of  the  contact  theory  of  galvanism.  (See  PhilO' 
wopkieal  TransaetUmSf  17^3;  also  Eneyclopwdia  Metro- 
poiUama,  Vol.  IV.,  art.  Galvanism,  p.  220.) 

794.  RsizEN,  in  1794,  had  an  electric  telegraph  of  26  line 
wires ;  the  letters  of  the  alphabet  were  cut  out  in  pieces  of 
tinfoil,  and  rendered  visible  by  sparks  of  electricity.  (See 
Highton's  Electric  Telegraph,  pp.  38  and  42,  43.) 

795.  Cavallo,  in  1795,  used  an  electric  telegraph  with  one 
wire;  the  number  of  sparks  was  made  to  designate  the 
Tarious  signals,  and  the  explosion  of  gas  was  used  for  an 
alanim.  (See  Cavallo's  Traiti  de  r  Electricity,  4th  edition. 
Vol.  Ill,  p.  285;  alsoAbb^Moigno's  Trait/ de  TeUgraphie 
Electrique,  p.  61 ;  also  Highton's  Electric  Telegraph, 
pp.  'J»  and  43.) 

795.  Dr.  Wblls,  in  1795,  found  that  charcoal  may  be  em- 
ployed to  excite  the  galvanic  iniSuence,  and  that  it  is  a 
oonductor  of  that  influence.  He  supposed  galvanism  and 
dectridty  to  be  Identical.  (See  EncyclopiBdia  Metro* 
potitana.  Vol.  IV.,  art.  Galvanism,  pp.  220,  221.) 

796.  Salva,  in  1796,  invented  an  electric  telegraph,  the 
oact  particolars  of  which  are  unknown.  (See  Highton's 
Electric  Telegraph,  pp.  38  and  43,  44.) 

796.      Alsiki,  about  1796,  produced,  by  galvanism,  powerful 
muscular  contractions  upon  the  head  of  an  ox  recently  kiUed. 
(See  De  la  Rive's  Treatise  on  Electricity,  Vol.  II.,  p.  489.) 
Nicholson's  spinning  condenser  was  made  known  in 

397.  "  Nicholson's  Journal"  of  April  1797-  Hooks  con- 
nected to  tinfoil  mounted  suitably  on  glass  planes,  one  of 
which  revolves  while  the  other  is  quiescent,  conduct  the 
charges  successively  derived  from  ^e  electrified  body  to 
dectrosoopic  balls;  a  rotation  given  by  the  finger  and 
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^'    '    thumb  thus  enables  an  exceedingly  small  charge  of  dee* 

tricity  to  be  detected  find  examined.  By  means  of  thii 
instrument,  Messrs.  Nicholson  and  Carlisle  ascertained  thi 
nature  of  the  electricity  of  the  ends  of  the  composite  galvanii 
battery.  (See  JEncychptedia  Metropolitana,  Vol.  IV.,  art 
Electricity,  pp.  90,  91,  and  art.  Galvanism,  p.  177.) 

1799.  Fabroni,  in  1799,  ''  enters  into  an  enquiry  whetha 
the  phenomena  of  galvanism  may  not  originate  ironi  th< 
action  of  chemical  affinities,  of  which  electricity  may 

*'  be  one  of  the  concomitant  effects.'*  (See  Jownal  A 
Physique,  xlix.,  348;  also  Encyclopedia  MetropoUtama^ 
Vol.  IV.,  art.  Galvanism,  pp.  215,  216.) 

1800.  VoLTA,  on  the  20th  of  March,  1800, ''  addressed  a  leM 
to  Sir  Joseph  Banks,  then  President  of  the  Royal  Soi 
ciety,  in  which  he  announced  to  him  the  disooToy 
of  '  the  voltaic  pile ;' "  this  letter  was  read  before  tiu 

Royal  Society  on  June  2S,  1800:  the  arrangement  used 
consisted  of  discs  of  silver,  zinc,  and  moistened  cardf 
placed  in  series.  *'La  Couronne  de  Tasses"  was  wJttet' 
wards  invented  by  Volta;  this  arrangement  oonaisted 
of  a  circle  of  cups,  each  cup  containing  solution  of 
salt,  silver,  and  zinc,  thus  forming  a  perfect  Voltaic  or 
galvanic  battery.  (See  Bakewell's  Electric  Science,  pp.  29, 
30;  also  Highton's  Electric  Telegraph,  p.  13.) 
Messrs.  Nicholson  and  Carlisle,  on  the  2nd  of  May, 

1800.  1800,  decomposed  water  by  the  voltaic  pile.  Th^  con* 
structed  a  voltaic  pile  by  means  of  the  particulars  given  in 
the  first  four  pages  of  Volta's  letter.  Sir  Joseph  Banks 
having,  at  the  end  of  April,  shown  this  part  of  the  comma* 
cation  to  Sir  Anthony  (then  Mr.)  Carlisle.  (See  Highton'f 
Electric  Telegraph,  pp.  27-29.) 

1800.  Mr.  Cruickshank,  in  1800,  arranged  metallic  plates  and 
a  liquid  according  to  the  principle  of  Volta's  pile,  but  hoii- 
zontally  in  a  trough  instead  of  vertically,  the  plates  them- 
selves forming  the  cells.  He  also  changed  the  color  of 
litmus  paper  by  the  galvanic  current.  (See  Highton'i 
Electric  Telegraph,  pp.  13, 14,  and  29.) 

1800.  Dr.  Henry  of  Manchester,  about  the  year  1800,  Itf 
the  galvanic  battery,  decomposed  the  nitric  imd  sulphoiie 
adds  and  resolved  ammonia  into  its  demeniaiy  oonsti* 
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taenia.     (See  Eneyclcp^ia  3fetropoliiana,  Vol.  IV.^  aii, 
Galvftnism,  p.  221,  and  art.  Chemistry,  p.  611.) 

Dr.  W0LLA8TON,  in  ISOl,  used  ordinary  frictional 
dectricitj  to  decompose  water  by  means  of  his  guarded 
poles.  These  poles  were  made  by  fusing  the  end  of  a 
ca^nSaiy  tube  round  a  gold  wire,  and  grinding  the  tube 
down  gradually  until  the  least  possible  portion  of  the  wire 
was  exposed ;  he  was  thus  able  to  transmit  the  power  of 
the  electrical  machine  as  a  continuous  cuirent.  (See  De  la 
Hire's  TVeaiue  om  Electricity,  pp.  444,  445.) 

Dr.  WoLLABTON,  in  1801,  *' decidedly  pronounced  that 
"  the  oxidation  of  the  metal  in  the  pile  is  the  primaiy 
**  cause  of  its  electrical  effects."  (See  EneyclopwcUa  Metro* 
poUtoMo,  VoLTV.,  art.  Galvanism,  p.  216.) 

Gbrboin,  in  1801,  pointed  out  certain  movements  of 
mercuiy  in  an  inverted  syphon,  beneath  the  positive  pole 
of  a  galvanic  batteiy,  the  said  pole  being  immersed  in  an 
dcctruljftic  solution,  which  covers  the  surface  of  the 
mercniy,  and  the  other  pole  of  the  batteiy  being  connected 
to  the  meccuiy  in  the  other  leg  of  the  syphon.  (See  De 
la  BiYe*9  JVeatise  on  Electricity,  VoL  IL,  p,  433.) 
A  CoxTitiBUTOR  to  the  Monthly  Magazine  for  April, 

l9Q2.  1802,  says  that  ''Galvanism  is  at  present  a  subject  of 
**  oocapation  of  all  the  German  philosophers  and  chemists. 
**  At  Vienna  an  important  discovery  has  been  announced 
'*  — an  artificial  magnet,  employed  instead  of  Volta's  pile, 
**  decompoaes  water  equally  well  as  that  pile  or  the  elee- 
dne,  whence  it  has  been  concluded  that  the 
gahame,  and  magnetic  fluids  are  the  same.'' 
This  announcement  is  of  interest  in  respect  to  magneto* 
deetridty.    (See  Bakewell's  Electric  Science,  p.  40.) 

1803.  Trommsdorpp,  about  the  year  1803,  discovered  the 
efficacy  of  large  plates,  in  galvanic  batteries,  in  producing 
combustion  of  thin  metaUic  leaves.  (See  Encyclopedia 
MetropoUtana,  Vol.  IV.,  art.  Galvanism,  p.  221.) 

1803.  HiBiNGBR  and  Bbrzbliub,  in  1803,  **  ascertained,  by  a 
"  numerous  series  of  experiments,  the  transfer  of  the  ele* 
**  meots  of  water  and  of  neutral  salts  to  the  respective 
"  poles  of  the  battery.*'  (See  Encyclopedia  MetropoUtana, 
VoL  IV.,  art.  Galvanism,  pp.  221,  222;  also  Gehlen's 
Joiimal,\ oil.,  \Q03.) 
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W^  Mr.  Carpub,  in  1803,  published  some  note-woiihy  ex- 
Periments  on  the  therapeutic  action  of  common  electridty. 
(See  Encyclopmdia  Metropolitana,  Vol.  IV.,  art.  Electncitjr, 
pp.  105,  106.) 

1803.  M.  Thillaye  gave,  in  1803,  a  great  number  of  usefiil 
precepts  on  the  medical  application  of  ordinary  electridtjr. 
He  used  electric  brushes,  held  by  an  insulated  handle  and 
put  into  communication  with  the  conductor  of  the  marfiine, 
(See  De  la  Rive's  Treatise  on  Electricity,  Vol.  III.,  pp.  587, 
588.) 

1803.  Aldini,  in  1803,  sent  a  galvanic  current  through  the 
body  of  a  criminal  executed  at  Newgate.  The  most  viokiit 
agitations  and  muscular  contractions  were  produced.  (See 
Encyclopedia  Metropolitana,  Vol.  IV.,  art.  Galvanisnit 
pp.196, 197,  and  221.) 

1803.  Mr.  Dyekhoff,  about  1803,  made  a  dry  electric 
coliunn.    (See  Sturgeon's  Lectures  on  Galvanism,  p.  73.) 

1805.  Behrenb,  in  1805,  constructed  a  dry  pile  of  80  pain  of 
zinc,  copper,  and  gilded  paper.  (See  De  la  Rive's  TWotue 
on  Electricity,  Vol.  II.,  p.  852.) 

1805.  RoMAGNisi,  a  physician  of  Trente,  about  the  year  1805, 
observed  that  the  magnetized  needle  "escperienoes  a  dee&' 
"  nation,"  when  submitted  to  the  action  of  the  galvanic 
current.  (See  Manuel  du  Gdlvanisme,  par  Joseph  Izani, 
Paris,  1805,  p.  120;  also  Journal  qf  the  Society  of  ArU, 
April  23, 1858,  p.  356.) 

1805.  M.  MojoN,  a  chemist  of  G^nes,  about  the  year  1805, 
observed  that  unmagnetized  needles,  when  submitted  to 
the  action  of  the  galvanic  current,  '*  acquire,  by  this  meaiu» 
"  a  kind  of  magnetic  polarity."  (See  Manuel  du  Galwah 
isme,  par  Joseph  Izam,  Paris,  1805,  p.  120;  also  Jourudcf 
the  Society  of  Arts,  April  23,  1858,  p.  356.) 

1805.       Brugnatelli,  in  1805,  "gilt  in  a  complete  manner 
two  large  silver  medals,  by  bringing  them  into  oornnm- 
nication  by  means  of  a  steel  wire,  with  the  n^ative  pde 
of  a  voltaic  pile,  and  keeping  them  one  after  the  other 
immersed  in  ammoniuret  of  gold,  newly  made  and  wdl 
saturated."      (See    Smee's   Electro-metaUwrgy,    Histoiy, 
pp.  XXV.,  xzvi. ;  also  a  letter  from  Brugnatdli  to  Yn 
Mons  in  the  Philosophical  Magazine,  1805.) 
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Sir  HuMPHRST  Davy,  on  October  6th,  1807,  made  his 
edebvsted  disoorefy  of  the  compound  nature  of  the  alka- 
lies. By  means  of  a  batteiy  power  of  274  pairs  of  plates, 
he  decomposed  potash,  and  found  that  potassium  was 
foimcd  on  the  application  of  galvanic  power  to  a  piece 
of  moistened  potash.  Sir  Humphrey's  delight  on  this 
memonble  occasion  was  excessive ;  on  se^ng  the  globules 
of  potassium  burst  through  the  crust  of  the  potash,  and 
take  fire  as  they  entered  the  atmosphere,  he  could  not  con- 
tain his  joy,  and  some  time  was  required  for  him  to  com- 
pose himself  sufficiently  to  continue  the  experiment.  (See 
Noad's  Leetmres  on  ChemUtry,  pp.32,  33;  also  Bakewell's 
Eieetrie  Scieuce,  pp.  33-^.) 

Napolbon,  in  1808,  presented  a  trough  galvanic  battery 
of  600  pairs  of  plates  to  the  Polytechnic  School  at  Paris. 
(See  Lardoer's  Handbook  of  Natural  Philosophy,  Voltaic 
Eleetricity,  p.  116.) 

Sobmmbring's  telegraph  was  invented  in  1809.  In 
this  tdegimph  galvanic  electricity  was  used,  and  as  many 
wires  were  employed  as  there  were  letters  or  signals  to 
be  denoted.  The  letters  were  designated  by  the  decom- 
position of  water ;  an  alarm  was  also  added."    (See 

Highton's  Electric  Telegraph,  p.  39 ;  also  Journal  of  the 

Society  of  Arts,  May  13,  1859,  p.  453.) 

Mr.  Childrbn,  in  1809,  formed  a  very  large  and 
powerful  galvanic  battery,  upon  the  principle  of  Volta's 
Comvnne  de  tosses.  The  most  refractory  substances  were 
ftised  by  it,  such  as  platinum  (a  bar  one-sixth  of  an  inch 
square),  the  oxides  of  molybdenum,  tungsten,  uranium, 
titanium,  onium,  and  tantalium,  the  compound  ore  of 
iridium  and  osmium,  also  diamond,  blue  spineU,  gadolinite, 
and  xiicon;  ruby,  sapphire,  quartz,  and  silex  were  not 
affected.  (See  Philosophical  Transactions,  1815,  pp.  368- 
370;  also  Encyclopedia  MetropoHtana,  Vol.  IV.,  art. 
Galvanism,  pp.  179, 222.) 

CoXB*s  telegraph  was  invented  in  1810;  he  ''proposed 
"  the  use  both  of  the  decomposition  of  water  and  also  of 
"  metallic  salts."  (See  Highton's  Electric  Telegraph, 
p.  39.) 
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1810.  De  Luc,  in  1810,  made  a  "  dry  '*  pile  of  tinned  Iron  and 
gilded  paper.  (See  De  la  Rive's  Treatise  on  ElectrieUy, 
Vol.  II.,  p.  852.) 

1812.  Schilling,  in  1812,  proposed  to  blow  up  mines  hj  gal- 
vanism. He  ignited  the  powder  by  means  of  pieces  ol 
charcoal,  and  invented  an  "  electro-conducting  cord "  to 
convey  the  electric  fluid  to  the  desired  locality.  (See  Jour* 
nal  of  the  Society  of  Arts,  July  22,  1859,  p.  598.) 

1812.  Zamboni,  in  1812,  constructed  a  dry  pile  of  paper  discs, 
covered  on  one  side  with  tin  and  on  the  other  with  per- 
oxide of  manganese.  (See  De  la  Rive's  Treatise  tm  Eke- 
tricUy,  Vol.  II.,  p.  852.) 

1812.  RiTTER,  about  the  year  1812,  constructed  his  "  seoondaif 
*'  pile."  This  instrument  consists  of  alternate  discs  ol 
copper  and  moistened  card,  and  is  capable  of  receiving  a 
charge  from  a  voltaic  pUe,  and  of  thence  producing  the 
physical,  chemical,  physiological  effects  obtained  from  tha 
ordinary  pile.  (See  Encychpadia  Metropolitana,  VoL  lY., 
art.  Galvanism,  p.  206.) 

1813.  Sir  Humphrey  Daw,  about  the  year  1813,  discovered 
the  convective  discharge  between  charcoal  or  carbon  eko* 
trodes,  called  "  the  voltaic  arc."  The  galvanic  batteiy  of 
the  Royal  Institution,  consisting  of  2000  pairs  of  zinc  ind 
copper,  each  having  a  surface  of  32  square  inches,  and 
charged  with  acidulated  water,  was  used  to  produce  tiiii 
phenomenon.  The  dbcharge  took  place  through  mom 
than  4  inches  of  air,  and  6  or  7  inches  of  vacuous  space. 

When  any  substance  was  introduced  into  this  are, 
it  became  incandescent ;  platinum  melted  in  it  like  wax 
in  the  flame  of  a  candle ;  sapphire,  magnesia,  lime, — all 
the  most  refractoiy  substances, — entered  into  fusion. 
Fragments  of  diamond,  points  of  carbon  and  of  plum- 
bago, disappeared  rapidly,  and  seemed  to  evaporate  in 
"  this  focus,  without  appearing  to  undergo  previous 
"  fusion."  (See  Davy's  Elements  of  Chemical  PhUosophy, 
pp.  152-154;  also  De  la  Rive's  Tr^aftse  on  Electricity, 
Vol. II.,  pp.282,  283;  also  Encyclopedia  Metrcpolitana^ 
Vol.  IV.,  art.  Galvanism,  pp.  176, 178,  and  222.) 
Mr.  J.  R.  Sharpe,  of  Doe  Hill,  near  Alfretton,  eariy  in 
1813.  February,  1813,  *'  devised  a  voltaic  electric  telegraph,  whidi 
he  exhibited  to  the  Lords  of  the  Admiralty,  who  spokt' 
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"  approTiiigl J  of  it,  but  added,  that  as  the  war  was  over^ 
*'  and  monej  scarce,  they  oonld  not  cazry  it  into  effSoct." 
(See  Repertory  of  Arts,  2nd  series.  Vol.  XXIX.,  p.  23;  also 
SBiwrday  Review,  August  21, 1858,  p.  190.) 

1815.  Dr.  WoLLASTON,  in  1815,  inyented  his  galvanic  bat- 
tetj.  Dilute  sulphuric  add  was  the  exciting  solution,  a 
pl^  of  copper  was  placed  on  each  ude  of  the  zinc,  and 
the  whole  was  arranged  in  a  trough  composed  of  a  number 
of  eeUs.  By  attaching  the  plates  to  a  rod,  the  whole  of 
them  might  be  lifted  out  of  the  liquid  at  once.  (See 
Highton'a  Eleetrie  TeUffraph,  p.  14.) 

Wollaston's   celebrated   thimble  battery  apparatus 

1815.  was  constructed  in  1815.  It  consisted  of  a  flattened 
ffhrer  thimble,  in  which  a  zinc  plate  was  fixed  by  sealing 
wax.  T\uM  galvanic  batteiy  ignited  a  fine  platinum  wire 
by  immersion  in  an  aqueous  solution  of  only  one-fiftieth 
pari  of  sulphuric  acid.  (See  Encycloptedia  MetropoUta$M, 
Vol.  IV.,  art.  Galvanism,  pp.  180,  181,  and  222.) 

1816.  Mr.  F.  Ronalds  invented  his  electric  telegraph  ml8l6. 
Tension  electricity  was  employed.  ''The  wires  used  were 
^  laid  under-ground  as  well  as  suspended  in  the  air.  A  pith- 
"  ball  electrometer,  hung  before  a  clock  movement,  enabled 
''  the  letters  on  a  dial  to  be  read  off.''  (See  Highton's 
Electric  Telegraph,  p.  39.) 

EB18.  Dr.  A.  Urb,  in  1818,  submitted  the  body  of  aman  who  had 
been  hanged,  immediately  after  the  execution,  to  the  action 
of  a  galvanic  batteiy  of  270  pairs  of  copper  and  zinc  plates. 
One  of  the  dectrodes  was,  by  means  of  an  incision,  placed 
in  contact  with  the  spinal  marrow;  whilst  the  other  was 
applied  to  the  sdatic  nerve,  which  had  also  been  laid  bare. 
Immediately  all  the  limbs  of  the  body  were  agitated  by 
eonvulnve  movements,  and  a  wondeiful  likeness  to  the 
action  of  various  oigans  of  the  body  in  life  was  produced, 
mndi  to  the  terror  of  the  spectators.  (See  De  la  Rive's 
TretUise  on  Electricity,  Vol.  II.,  pp.  489,  490;  also  Eney 
clop4edia  MetropoUtana,  Vol.  IV.,  art.  Galvanism,  p.  197.) 

IVofessor  Obrstbd,  of  Copenhagen,  in  a  work  published 

in  1807*  proposed  "  to  try  whether  electricity,  in  its  latent 

**  state,  wiU  not  affect  the  magnetic  needle ;"  and,  at  the 

§19.   dose  of  the  year  1819,  he  found  that,  .''that  end  of  the 
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*    '    "  needle  which  is  situated  next  to  the  negative  side  citht  ** 

[galvanic  ?]  "  battery,  or  towards  which  the  current  of  posi- 
tive electricity  is  flowing,  immediatelj  moves  to  the  west- 
ward.*'   (See  Encyclopedia  Metropolitana,  Vol.  IV.,  art. 

Electro-magnetism,  p.  1 ;  also  Library  of  Useful  Knowledge, 

Electro-magnetism,  p.  4.) 

1819.  Hare's  ''  calorimotor"  was  constructed  in  1819.  In 
this  galvanic  battery  the  zinc  plates  were  in  flat  copper  cases. 
(See  Encyclopadia  Metropolitana,  Vol.  IV.,  art.  Galvanism, 
p.  222 ;  also  Gmelin's  Handbook  of  Chemistry,  Vol.  I.,  pp. 
409,  410.) 

M.  Ampere,  at  a  meeting  of  the  Royal  Academy  on 

1820.  September  18,  1820,  proved  that  the  voltaic  pile  itself 
acted  in  the  same  manner  on  the  magnetic  needle  as  the 
connecting  unre,  and  produced  to  the  meeting  a  "  galTano- 
"  meter."  (See  Encyclopcsdia  Metropolitana,  Vol.  FV.,  ait. 
Electro-magnetism,  p.  5.) 

1820.       M.  Ampere,  on  September  25,  1820,  announced  the 
fieuH;  of  the  attraction  and  repulsion  of  two  wires  connect- 
ingthe  poles  of  a"  [galvanic?]  "  batteiy;  and  showed  that 
the  magnetic  needle  which  had  previously  been  used  to 
prove  the  magnetic  attractions  and  repulsions  of  the  wire, 
could  be  replaced  by  another  connecting  wire  like  the 
first."    (See  Encyclopaedia  Metropolitana,  Vol.  IV.,  art 
Electro-magnetism^  p.  5.) 
1820.      M.  Araoo,  on  September  25,  1820,  "  stated  to  the  Royal 
Academy  of  Sciences,  that  he  had  ascertained  the  attrac- 
tion of  iron  filings  by  the  connecting  wire  of  the  "  [gal- 
vanic ?]  "  battery,  exactly  as  by  a  magnet."    (See  Encyclo- 
padia  Metropolitana,   Vol.   IV.,   art.  Electro-magnetism, 
p.  6.) 
1820.       M.  Arago,  about  the  end  of  September,  1820,  mag- 
netized a  sewing  needle  permanently  by  the  galvanic  current. 
(See  Encyclopedia  Metropolitana,  Vol.  IV.,  art.  Electro- 
magnetism,  p.  6.) 
1820.      M.  Ampere,  in  September  1820,  found  a  spiral  or  helical 
arrangement  of  the  galvanic  conducting  wire  most  advan- 
tageous in  magnetizing  needles.  (See  Encyclopedia  Metro- 
politana, Vol.  IV.,  art.  Electro-magnetism,  p.  6.) 
1820.      M.  BoiBGERAUD,  ou  October  9,  1820,  read  a  ^^mpet  to 
the  Royal  Academy  of  Sciences,  in  which  he  proposed  ta 
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laoerbdn  the  conducting  power  of  diiferent  substances  by 
plaeinff  them  in  the  galvanic  circuit  together  with  Amp^'s 
galTanometer.  (See  Encychpadia  Metropolitana,  Vol.  IV,, 
art.  Electro-magnetism,  p.  6.) 
1820.  M.  Amp^rb,  on  October  3(),  1820,  read  an  account  to 
the  Royal  Academy  of  his  method  of  proving  the  action  of 
terrestrial  magnetism  upon  galvanic  currents.  (See  Ency" 
elop4s£a  Metropolitana^  Vol.  W.,  art.  Electro-magnetism 

p.  7.) 

1820.  MM.  BioT  and  Savart,  on  October  30,  1820,  read  a 
memoir  to  the  Academy  of  Sciences  in  which  it  was  demon- 
strated by  oscillations  of  the  magnetic  needle,  that  the  action 
of  a  galvanic  conducting  wire  upon  it  (the  needle)  was  ''  in 
*'  the  inverse  ntio  of  the  simple  distance.''  (See  £ncy« 
cloptBdia  MetropoHtana,  Vol.  FV.,  art.  Electro-magnetism, 
pp.  4  and  7.) 

1820.  M.  Arago,  on  November  6,  1820,  announced  that 
oommon  or  static  electricity  produced  the  same  eifects  in 
magnetizing  iron  and  steel  as  voltaic  electricity.  (See 
Enejfckptedia  MetropotUana,  Vol.  IV.,  art.  Electro-magnet- 
ism, p.  /•) 

1820.  AiipkRB,  on  November  6,  1820,  perfectly  imitated  a 
magnet  by  a  helical  galvanic  conducting  wire.  (See  .Ency- 
chp^dia  MetropolitaHo,  VoL  IV.,  art.  Electro-magnetism, 
pp.  7, 8.) 

1820.  ScHWBiGGBR,  in  1820,  invented  his  galvanometer.  (See 
Emeydopttdia  Britannica,  7th  edition,  art.  Voltaic  Elec- 
tricity, p.  687.) 

1820.  Sir  Hum PHRSY  Davy,  about  the  close  of  the  year  1820, 
caused  the  rotation  of  an  arc  of  electric  %ht,  by  the 
proximity  of  the  poles  of  a  powerful  permanent  magnet. 
(See  EncyeJoptedia  Metropolitana,  Vol.  IV.,  art.  Electro* 
magnetism,  pp.  9,  10.) 

1820.  AMPkRB  invented  his  telegraphic  arrangement  in  1820. 
He  **  employed  the  magnetic  needle,  the  coil  of  wire,  and 
the  galvanic  battery,  and  proposed  the  use  of  as  many 
wires  as  letters  or  signals  to  be  indicated."  (See  Highton's 
Electric  Telegraph,  p.  39.) 

1820.  Sir  William  Snow  Harris,  in  1820,  supplied  sea- 
going vessels  with  lightning  conductors.  (See  Encyclopiedia 
Britamnica,  8th  edition,  art.  Electricity,  p.  610.) 

1820,       BoHMRNBXRORR>  in  1820,  invented  his  electroscope. 
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ThiB  instroment  consists  of  a  gold  leaf  suspended  between 

the  opposite  poles  of  two  diy  piles ;  it  is  thus  made  not 
only  to  show  the  presence  but  also  the  kind  of  electricity 
possessed  or  devdoped  hj  the  body  under  examination, 
and  is  extremely  sensitive  in  its  indications.  (See  Noad's 
Manual  of  Electricity,  p.  30 ;  also  De  la  Riye's  'Dreatite  <m 
Electricity,  Vol.  I.,  pp.  54-56.) 

1821.  Farad  A  Y>  .in  1821,  discovered  the  electio-magnetio 
rotative  force  developed  in  a  magnet  by  a  wire  oonductiiig 
galvanic  electricity,  and  in  a  conducting  wire  by  a  magneL 
He  also  demonstrated  the  ability  of  teirestrial  magnetism 
to  rotate  a  conducting  wire.  (See  Encyclopedia  Metropolis 
tana,  Vol.  IV.,  art.  Electro-magnetism,  p.  12.) 

182L  Professor  Gumming,  in  April,  1821,  invented  a  galvano- 
meter in  which  a  conducting  wire  was  disposed  in  a  drde 
or  square  of  two  or  more  coils,  and  the  terrestrial  directioa 
of  the  needle  (placed  within  the  coils)  was  neutralized.  In 
certain  experiments  he  found  that  the  tangent  of  the 
needle's  deviation  varied  inversely  as  the  distance  of  the 
conducting  wire  from  the  magnetic  needle ;  also  that,  when 
the  battery  plates  were  placed  at  different  distances  fiooi 
one  another,  the  "  tangent  of  deviation  varied  inversely  si 
<'  the  square  root  of  the  distances  of  the  plates."  Pro- 
fessor Gumming,  with  the  assistance  of  Dr.  Glakkb  and 
Mr.  LuNN,  produced  ''electro-magnetic  effects  from  the 
electricity  of  the  atmosphere,  by  the  usual  apparatus,  an 
electrical  kite."  (See  the  Transactiona  of  the  Cambridge 
Thiloeophicai  Society,  1821 ;  also  Eneyclopttdia  Mdropoli" 
tana.  Vol.  IV.,  art.  Electro-magnetism,  pp.  14, 15.) 

1821.  Hare's  "deflagrator"  was  constructed  in  1821.  This 
galvanic  arrangement  consisted  of  80  coils  of  zinc  and 
copper  plates  immersed  in  80  separate  vessels.  (See  En- 
cyclopedia  Metropolitana,'\ol.  IV.,  art.  Galvanism,  pp.  176 
and  222;  also  Gmelin's  Handbook  qf  Chemistry,  Vol  I., 
pp.  409, 410.) 

1823.  M.  Sbbbeck  discovered  thermo-electricity  in  1823.  Hit 
first  experiment  was  as  follows : — A  kind  of  arc  was  made 
of  a  plate  of  copper  soldered  to  a  bar  of  bismuth,  in  the 
interior  of  which  a  magnetic  needle  was  pivoted;  a  deflec- 
tion of  the  needle  was  produced  by  heating  either  of  the 
soldered  junctions.  (See  De  la  Rive's  Treatise  on  Eleetrt' 
city,  Vol.  II.,  p.  535.) 
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1923,      Professor  Cumming,  in    18235    Moertained   tlutt   th« 

unequal  distributioii  of  heat  was  the  caase  of  thermo- 

electricity^  and  made  a  table  of  positive  and    negative 

tiiermo-electricSi     About  this  period  Van  ZuyIiSN,  Dr. 

Van  Bkxk,  and  Professor  Moll,  of  Utrecht,  extended 

Scdieck's  experiments.    (See  Encyclopttdia  MetropoUtaiiuif 

VoL  IV.,  art.  Electro-magnetism,  pp.  20-26 ;  also  the  Traiu^ 

mctumt  of  the  Cambridge  Philosophical  Society,  1823.) 

1833.  Pbpts,  in  1823,  constructed  the  galvanic  battery  for  the 
London  Institution.  It  was  formed  of  a  single  pair  of 
plates  (copper  and  zinc),  coiled  like  a  double  ribbon  round 
a  wooden  cylinder,  and  prevented  from  coming  into  contact 
by  means  of  horsehair  ropes.  (See  Practical  Mechanic  and 
Engineer^ M  Magazine,  February  1842,  p.  191 ;  also  ^ncyclb- 
peedia  MetropoUtana,  Vol.  IV.,  art.  Gidvanism,  pp.  176  and 
222.) 

182*l.  Sir  Humphrey  Davy,  in  1824,  applied  the  principles  of 
galvanic  electricity  to  prevent  the  corrosion  of  the  copper 
sheathing  of  ships  by  sea  water.  Strips  of  zinc  were 
affixed  to  the  copper  sheathing  for  this  purpose  t  the  copper 
was  thereby  protected  at  the  expense  of  the  zinc,  but,  in 
practice,  sea-weed  and  shell-fish  were  found  to  adhere  to 
the  protected  surface.  (See  Encyclopedia  Metropolitana, 
Vol.  IV.,  art.  Galvanism,  p.  222;  also  Bakewell*s  Ekctrio 
Science,  p.  35.) 

Db  la  Rivb  described  the  sine  galvanometer  in  1824* 
(See  De  la  Rive's  Treatise  on  Electricity,  Vol.  I.,  p.  334.) 

Professor  Barlow,  in  1824,  established  the  fact  that  the 
galvanic  fluid  in  a  conducting  wire  acts  on  the  magnetic 
fluid  in  a  magnetized  needle  with  a  force  varying  inversely 
as  the  square  of  the  distance ;  he  also  proved  that  magnetic 
poles  tend  to  place  themselves  at  right  angles  to  electric 
poles,  and  rice  f>ersd,  by  the  action  of  a  tangential  force. 
(See  An  Essay  on  Magnetic  Attractions,  2nd  edition,  1824 ; 
also  Encyclopaedia  Metropolitana,  Vol.  IV.,  art.  Electro^ 
magnetism,  p.  15.) 

PoHL,  about  the  year  1826,  made  the  following  galvanic 
airangement : — **  One  zinc  and  seven  copper  plates  are 
"  separated  from  one  another  by  seven  layers  of  a  moist 
"  conductor  which  does  not  surround  them^  but  merely 
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A.U.  «  ^iiqIj^  ^iieir  surfaces."  The  zinc  at  one  end  Is  con- 
nected by  a  metallic  arc  with  the  copper,  No.  7$  at  the 
opposite  end;  No.  1  copper  plate  is  similarly  connected 
with  No.  6;  No.  2  with  No.  5;  and  No.  3  with  No.  4. 
An  electric  cuirent  sensible  to  an  interposed  galvano- 
meter, goes  through  all  the  arcs,  through  the  first  and 
third  in  one  direction,  through  the  second  and  fourth  in 
the  opposite  direction.  The  current  in  the  first  arc  is  the 
strongest,  that  of  the  second  weaker,  and  that  of  the 
''  fourth  weakest  of  all."  (See  Gmelin's  Handbook  of 
Chemistry,  Vol.  I.  p.  408.) 
1826.  Sir  Humphrey  Davy,  in  his  Bakerian  Lecture  in  1826, 
stated  that  ''zinc  in  amalgamation  with  mercury  is  poative 
"  with  respect  to  pure  zinc "  in  a  galvanic  arrangement. 
(See  Sturgeon's  AnnaU  of  Electricity,  Magnetism,  and 
Chemistry,  Vol.  I.,  January  1837,  p.  81.) 

1826.  M.  Leopold  Nobili  of  Reggio,  in  the  year  1826,  dis- 
covered metallo-chromy.  This  phenomenon  is  known  bj 
the  name  of  "  Nobili's  rings,"  and  is  produced  by  the 
electrolysis  of  a  solution  of  acetate  of  lead,  using  a  platinum 
plate  as  a  positive  pole  and  a  platinum  wire  as  a  negative 
pole.  The  deposit  takes  place  on  the  positive  plate,  and 
consists  of  concentric  colored  rings  of  peroxide  of  lead. 
Mr.  Gassiot  used  for  this  experiment  a  perforated  card 
placed  over  a  polished  steel  positive  plate,  and  a  negathv 
plate  of  copper  covering  the  whole.  (See  Sturgeon's 
Lectures  on  Galvanism,  pp.  197,  198.) 

1827.  Ohm,  in  1827,  put  forward  the  following  celebrated 
formulee  relating  to  the  quantity  of  the  galvanic  current:— 

1 .  For  a  conductor  into  whose  extremities  the  two  electri- 
cities flow  with  a  given  tension :  Let  A  be  the  electrial 
"  tension ;  K  the  conducting  power  of  the  wire  or  other 
"  conductor ;  w  the  surface  of  its  transverse  section;  Lits 

"  length ;  Q  the  quantity  of  the  current,  then  Q  =  — | — ." 

"  2.  For  a  simple  galvanic  circuit :  Let  A  be  the  electro- 
**  motive  power  of  the  circuit  (or  the  tension  ?),  R  the 
"  resistance  which  the  current  meets  with  in  the  circuit 
"  itself.  This  is  the  resultant  of  the  following  individual 
"  resistances : — a.  Resistance  of  the  two  metallic  plates 
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**  which  tiie  current  has  to  traverse ; — b.  Resistance  of  the 
liquid  through  which,  according  to  the  ordinaiy  view, 
the  current  passes."  *'  To  this  Fbchner  and  Poggbk- 
"  DORFF  add  c :  the  resistance  of  transition, — t.  e.  the  re- 
"  sistanoe  which  exists  to  the  passage  of  the  electric  current 
"  from  the  metal  to  the  liquid,  and  conversely.  Also,  let 
'*  r  he  the  resistance  of  the  conductor  which  unites  the  two 
**  metals,  and  Q  the  quaniitj  of  the  electric  current  whick 

*•  enten  it;  thai  Q  ==  gTjiT;.;  therefore  A  =  ft  (R  +  r)/' 

**  3.  For  the  galvanic  battery :  n  denoting  the  numher  of 

ft  A 
"  united  simple  dicuits,  Q=: — p  ,    \*'    (See  Gmelin^s 

Handbook  of  Chenastry,  Vol.  I.,  pp.  414,  415.) 
1827.  M.  Savary,  in  1827,  pointed  out  that  the  intensity  and 
even  the  direction  of  the  magnetization  produced  upon  a 
steel  needle  hy  a  discharge  of  frictional  electricity  trans- 
mitted through  a  rectilinear  wire,  depends  upon  the  dis- 
tance of  the  needle  from  this  wire;  also  that  the  magnetic 
intensity  does  not  diminish  as  the  distance  from  the  wire 
increases,  hut  that  there  are  points  of  maximum  and 
minimum  intensity.  He  produced  similar  results  hy  dis- 
charges of  successively  increasing  intensity  through  a  helix. 
M.  Savary  found  that  insulated  conducting  (but  non- 
magnetic) envelopes  to  the  needle,  placed  within  the  helix 
and  insulated  from  it,  diminished  the  magnetizing  power 
of  the  helix.  (See  De  la  Rive's  Treatise  on  Electricity, 
Vol.  I.,  pp.  281-287,  also  Vol.  II.,  p.  889.) 

1827.  Sir  William  Snow  Harris,  in  1827,  invented  the 
thermo-electrometer.  (See  Sir  W.  Snow  Harris'  jR«ctf- 
memtary  Electricity,  p.  89.) 

1828.  Mr.  Kkmp,  in  1828,  employed  fluid  ftmiilgftTin  of  zinc  in 
galvanic  batteries.  (See  Sturgeon's  Annals  of  Electricity, 
Maynetimn,  and  Chemistry,  Vol.  I.,  January  1837,  pp.  81- 
88.) 

1828.  Dr.  Fabb±  Palaprat,  in  1828,  published  a  translation 
of  a  work  of  Labaumb.  The  medical  effects  of  electricity 
are  brought  about  in  this  instance  by  galvanism.  Dr; 
Fabr^  Palaprat  "  employed  a  platinum  wire  heated  by  a 
**  voltaic  battery,  in  order  to  produce  moxas."    (See  De 
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^•^'  1a  Rive^B  Treatite  on  Electricity,  Vol.  III.,  pp.  S89 
and  687.) 

1828.  Mr.  Gresn^  in  a  work  published  in  1828,  investigaied 
the  subject  of  the  distribution  of  electricity  mathematically, 
and  proved  that  an  infinite  number  of  forms  of  conductors 
may  be  invented  so  that  the  distribution  of  electricity  in 
equilibrium  may  be  expressed  in  finite  algebraic  terma.  ( See 
Encyclopedia  Britannica,  8th  edition,  art.  Electricity, 
pp.  633,  534.) 

1828.  Tribaoillet,  in  1828,  invented  his  electric  telegraph; 
it  *'  required  but  one  wire,  and  this  was  buried  in  the  earth. 
"  A  galvanic  batteiy  and  a  galvanoscope  were  employed." 
(See  Highton's  Electric  Telegraph,  p.  39.) 

1829.  Becqoerbl, in  1829, made  public  a  double-fluid  galvanic 
battery  consisting  of  copper,  a  salt  of  copper,  dilute  aulphuric 
acid  or  sulphate  of  zinc,  and  zinc.  (See  Practical  Mechanic 
and  Engineers*  Magazine,  September  1842,  p.  484.) 

1829.  Becquerel,  in  1829,  used  membranous  diaphragms  in 
voltaic  batteries.  He  also  used  porcelain  day,  wetted  with 
a  solutiou  of  sea  salt,  and  plaster  of  Paris.  (See  Practieal 
Mechanic  and  Engineers*  Magazine,  November  1842,  p.  43.) 

1830.  Mr.  Sturgeon,  in  1830,  published  his  method  of  using 
amalgamated  rolled  zinc  plates  as  positive  plates  in  gal- 
vanic batteries.  His  cast-iron  single-fluid  galvanic  batteiy 
was  invented  about  this  time.  (See  Sturgeon's  Lectures 
on  Galvanism,  pp.  135-137.) 

1830.  Mr.  Fox  of  Falmouth,  in  1830,  published  his  reseaiches 
respecting  the  electricity  of  metalliferous  veins.  (See 
Philosophical  Transactions,  1830,  p.  399.) 

1830.  Dr.  Ritchie,  in  1830,  put  forward  his  torsion  galvano* 
meter.  (See  EncycloptBdia  Britannica,  7th  edition^  art* 
Voltaic  Electricity,  p.  688.) 

1830.  M.  Rayer  'introduced,  since  1830,  during  his  service  at 
"  the  hospital  of  charity,  a  trough  "  [galvanic?]  ''battery, 
"  and  made  it  serve  in  th  etreatment  of  all  kinds  of  para- 
"  lysis."  (See  De  la  Rive's  Treatise  on  Electricity,  Vol.  III., 
p.  592.) 

1831.  Dr.  Faraday,  in  1831,  produced  an  electric  spark  by  the 
sudden  separation  of  a  coiled  keeper  from  a  permanent 
magnet.    He  also,  in  1831,  found  an  electric  cutt«nt  to 
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exist  in  a  copper  pkte  rotated  between  the  polefi  of  a  magnet* 
(See  BakeweU'8  Electric  Science,  pp.  39,  and  140,  141.) 

1831.  MM.  ANDRALand  Ratier,  in  1831,  published  an  article 
in  the  Dictionar|r  of  Medicine  and  Practical  Suigery  which 
gives  a  summary  of  the  work  of  M.  Andribux  on  medical 
dectricitj.  The  various  kinds  of  electricity  are  herein  pro* 
posed  as  extremely  powerful  physical  agents.  (See  De  la 
Rive's  Treatise  onEUctricity,  Vol.  III.,  pp.  591,  592.) 

1831.  Dr.  Faraday,  in  1831,  discovered  the  existence  of  the 
dectiic  current  induced  in  a  hollow  coil  of  wire  when  a  steel 
permanent  magnet  is  introduced  into  or  withdrawn  from 
the  coiL  An  electro-magnet  was  afterwards  substituted  for 
the  permanent  magnet  with  even  greater  success.  (See 
Bakewell's  Electric  Science,  p.  39.) 

1831.  Professor  Henry  of  Princeton,  U.S.,  in  1831,  sug- 
gested the  application  of  electro-magnetic  force  to  motive 
power.  (See  Encyclopetdia  Britannica,  7th  edition,  art* 
Voltaic  Electricity,  p.  687.) 

1832.  Schilling  invented  his  electric  telegraph  in  1832.  He 
employed  five  magnetic  needles  and  had  also  a  mechanical 
alarom."    In  another  telegraph  he  only  used  one  wire 

and  one  needle.    (See  Highton's  Electric  Telegraph,  p.  39.) 

)832.       Schilling,  in   1832,  placed  the  telegraph  magnetic 

needles   vertical.      (See    Highton's   Electric    Telegraphy 

p.  137.) 
1832.       Schilling^  in  1832,  used  a  weight  which  was  caused  to 

ftJl  by  a  current  of  electricity  to  sound  a  belL    (See  High«» 

ton's  Electric  Tdegraph,  p.  137.) 
1832.       Dr.  BoTTO  of  Turin,  in  1832,  made  a  thermo-electric 

batteiy  of  platinum  and  iron.    (See  Noad's  Lectures  on 

BleetrieUy,  p.  426.) 
1832.       M.  Pixii,  in  1832,  constructed  his  magneto-electric  ma* 

chine.    In  this  arrangement  a  horseshoe  permanent  magnet 

rotated  in  front  of  a  coiled  keeper.    (See  Highton's  Electric 

Tdegrapk,  p.  17;  slso  De  la  Rive's  Treatise  on  Electricity, 

VoL  I.,  p.  373.) 
1832.       Salvator  Dal  Negro,  in  November  1832,  published 

a  paper  in  which  he  explained  the  method  adopted  by  him 

of  applying  dectro-magnetism  to  move  machines.      (See 

Praetieal  Meckamc  and  Engineers'  Magazine,  November 

1842,  p.  48.) 
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1832.  Dr.  ScHULTHBSs,  in  December  1832,  delivered  alectuie 

before  tbe  Philosophical  Society  of  Zurich,  in  which  he  asks, 
*'  Whether  such  a  power  as  that  which  is  obtained  by  inter- 
"  rupting  the  electric  current,  and  then  restoring  ii,  could 
"  not  be  applied  with  advantage  in  mechanical  science;" 

1833.  and  in  January  1833,  he  exhibited  before  the  Medianics' 
Society  a  machine  in  which  tlus  had  been  so  far  accomplished. 
(See  Practical  Mechanic  and  Engineers*  Magazine,  November 
1842,  p.  48.) 

1833.  Mr.  Saxton,  in  1833,  submitted  his  magneto-electrie 
machine  to  the  British  Association ;  the  coils  rotate  in  front 
of  the  poles  of  a  fixed  magnet  (See  Highton's  Electric 
Telegraph,  p.  17.) 

Gaum  and  Weber  invented  thdr  electric  telegraph  in 
1833.    1833.    "  One  wire  and  one  needle  only  were  needed.    The 
"  power  employed  was  magneto-electricity."    (See  High- 
ton's  Electric  Telegraph,  p.  39.) 

1833.  Thomas  Davenport,  in  1833,  suggested  electro-motion. 
(See  Encyclopedia  Britannica,  7th  edition^  art  Voltaic 
Electricity,  p.  687.) 

1 833.  Sturgeon,  in  1833,  exhibited  an  electro-magnetic  engine 
which  was  capable  of  pumping  water,  sawing  wood,  and 
performing  other  mechanicsl  operations.  (See  Dodd'a 
Industrial  Applications  of  Electricity,  p.  8.) 

1833.  M.  Marianini,  in  1833,  relates  a  number  of  cases  of 
paralysis  treated  by  voltaic  electricity.  The  application  is 
by  shocks,  which  are  made  to  pass  through  the  affected  part, 
sometimes  in  one  direction  and  sometimes  in  tiie  opposite. 
In  one  case  cited,  a  batteiy  of  from  58  to  7^  pairs  was  em- 
ployed. (See  De  la  Rive's  Treatise  on  Electricity,  VoL  III., 
pp.  689,  690.) 

1834.  Dr.  Faraday,  in  1834,  demonstrated  the  de6nite 
nature  of  electro-chemical  or  electrolytic  decomposition, 
and  showed  that  the  chemical  equivalents  of  bodies  were 
also  their  electro-chemical  equivalents ;  he  also  discovered 
that  the  chemical  power  of  an  electric  current  is  in  direct 
proportion  to  the  quantity  of  electricity  that  circulates. 
(See  Faraday's  Experimewtal  Researches  in  Electricity,  7tii 
series,  section  7;  also  Philosophical  Transactions,  1834; 
also  Bakewell's  Electric  Science,  pp.  124-127.) 
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1834,      Dr.  Fabaday,  in  1834,  establiBhed  the  principle  thai 

the  quantity  of  electricitj  evolved  from  a  galvanic  battezy 

depends  upon  the  size  of  the  plates,  and  the  intensity  of 

fte  dectric  cnmnt  upon   the   number   of  pairs.    (See 

Firaday's  Experimemtal  Researches,  8th  series,  paragraph 

991 ;  also  Dr.  Golding  Bird's  Natural  Philosophy,  p.  22?.) 

1834.  Dr.  Fakaday,  in  1834,  applied  the  voltameter  to  test  the 
quantity  of  a  voltaic  current.  (See  Philosophieal  Transact 
turns,  1834,  pp.  704-741. 

1834.  Sir  William  Snow  Harris,  between  the  years  1834 
and  1839,  applied  the  principle  of  his  hydrostatic  magneto- 
meter to  the  dectrometer.  (See  Sir  W.  Snow  Harris'  Rudv- 
maUary  Electricity,  p.  85.) 

1834«  %  William  Snow  Harris,  in  1834,  applied  the 
common  scale  beim  to  measure  electric  forces.  (See  Sir  W. 
Snow  Hams'  Rudimentary  Electricity,  p.  86.) 

1834.  Ptoftsaor  Whbatbtonb,  in  1834,  found  the  velocity  of 
deotridty  to  be  288,000  miles  in  a  second,  upon  the  double- 
fluid  theory  of  electricity,  or  upon  the  smgle-fluid  theory 
576,000  miles  per  second.  ''This  fbct  was  deduced  by 
"  catrhing  in  a  mirror,  whilst  revolving  on  a  horizontal 
"  axii  at  the  rate  of  800  times  in  a  second,  three  electrical 
**  sparks  produced  by  the  discharge  of  an  electrical  jar  in 
**  an  interrupted  drcnit,  the  interruptions  bdng  at  each 
**  end  and  in  the  middle  of  the  conducting  wire."  In 
this  experiment  the  centre  spark  fell  out  of  the  line  of  the 
other  sparks  by  half  a  degree  of  the  circle."  (See  Sir 
W.  Snow  Harris'  Rmdimentary  Electricity,  p.  123.) 
Mr.  Hbnry  Bbssbmer,  of  Camden  Town,  about  the 

1834.  year  1834,  electro-deposited  "copper  on  lead  castings  so  as 
to  produce  antique  heads  in  rdief  for  mantelpiece  oma- 
Tnents."  (See  Encyclopedia  Britannica,  8th  edition,  art. 
Electrotypie,  p.627;  also  Mechanics*  Magazine,  February 
1844,  p.  73.) 

1834.       Processor  Jacobi,  in  November  1834,  laid  before  ''the 
Academy  of  Sciences  of  Paris,  a  note  upon  anew  electro- 
magnetic apparatus."    (See  Practical  Mechanic  and  En^ 
pincers'  Magazine,  November  1842,  p.  48.) 

1834.       Mr.  E.  M.  Clarkb,  in  1834,  invented  a  magneto-electric 
machine  in  which  coils  rotate  at  the  side  of  the  magnet. 


Ixxii  INTRODUCTION:  . 

A.D.    Difpgp^nt  armatures  were  used  for  intensity  and  quantity 
currents.    (See  Encyclopedia  Britannica,  7th  edition,  art 
Voltaic  Electricity,  p.  693.) 
J834.      Dr.  Faraday,  in  December  1834,  experimented  on  the 
induction  of  a  galvanic  current  upon  itself.      Professor 
Henry  of  Princeton,  U.  S.,  M.  Abria,  and  M.  Wart- 
MANN   also  laboured  in  the  same  field  of  science.    (See 
Faraday's  Experimental  Researches  in  Electricity,  Vol.  I., 
pp.  322-343;   also  De  la  Rive's  Treatise  on  Electricity, 
Vol.  I.,  pp.  393-402.) 
1836.       Forbes,  in  1835,  employed  a  thermo-multiplicr  to  mea- 
sure the  heat  caused  by  the  concentration  of  moonlight 
'  3000  times;  the  result  was  that  no  trace  of  heating  was 
observed.    (See  London  and  Edinburgh  Philosophical  MagOf 
tine.  Vol.  VI.,  p.  138 ;  also  Gmelin's  Handbook  ofChtmistry, 
Vol.  I.,  p.  166.) 
1836.      M.  ScHOENBBiN,  in  1836,  made  his  celebrated  investi- 
gations on  the  negative  polarity  induced  upon  iron,  which 
renders  it  unattackable  by  acids  or  "  passive."    Dr.  Fara- 
day and  M.  Bebtz  immediately  followed  up  these  experi- 
ments, and  proved  that  passive  iron  was  covered  with  a 
pellicle  of  oxide.    Mr.  Andrews  demonstrated  the  pas- 
sivity of  bismuth,  M.  Beetz    that  of  nickel,  and  M. 
NiCKLks  that  of  cobalt.      Heat,  and  electrolytical  and 
chemical    action    unde^    certain    circumstances,    are  the 
means   of  rendering    the    above    metals    passive.      (See 
Faraday's  Experimental  Researches  in  Electricity,  Vol.  II., 
pp.  234  and  239 ;  and  De  la  Rive's  Treatise  on  ElectricUy, 
Vol.  II.,  pp.  738-744.) 
1836.       Sir  William   Snow  Harris,  in  1836,  published  a 
description  of  "  the  bifilar  balance  electrometer,"  invented 
by  himself.     (See  Philosophical  Transactions,  1836;  also 
Sir  W.  Snow  Harris'  Rudimentary  Electricity,  p.  83,) 
1836.       Chevalier  Antinori,  of  Florence,  in  1836,  "  by  con- 
**  nccting  a  thermo-electric  battery  with  a  helix  of  insulated 
"  copper  wire,   about  500  feet  in  length,   obtained  on 
breaking  contact,  a  vind  spark  from  the  induced  or 
secondary  current  produced  by  the  passage  of  the  pri- 
mary thermo-electric  current."    (See  Dr.  Golding  Bird's 
Natural  Philosophy,  p.  280.) 
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1636.  Professor  D  anibll.,  in  1836,  published  an  account  of  his 
"constant  galvanic  battery  in  the  Philosophical  Transao* 
tkms.  In  this  double-fluid  battery  the  elements  are,  copper, 
sdd  solution  of  sulphate  of  copper,  dilute  sulphuric  add, 
and  amalgamated  zinc ;  a  copper  cylinder  surrounds  a  bolt 
of  zinc.  A  battery  of  70  cells  fiised  titanium  and  heated 
16  feet  4  inches  of  No.  20  platinum  wire.  (See  Encffelo* 
pedia  Britannica,  /th  edition,  art.  Voltaic  Electricity, 
pp.  669-671 ;  also  Gmelin's  Handbook  of  Ckemtttry, 
pp.  393  and  421 ;  also  Bakewell's  Electric  Science,  pp.  43, 
and  106, 107.) 

Mr.  MuitLiNS  brought  forward  his  "sustaining"  galvanic 
1B36.  battery  in  1836.  This  double-fluid  battery  consists  of  copper, 
acid  solution  of  sulphate  of  copper,  solution  of  chloride  of 
ammonium,  and  unamalgamated  zinc ;  the  zinc  surrounds 
the  copper.  (See  Philosophical  Magazine,  1836,  p.  283; 
also  Bncyclop^ia  Britannica,  7th  edition,  art.  Voltaic 
Electricity,  p.  671 ;  also  Gmelin's  Handbook  of  Chemistry, 
VoL  I.,  p.  393;  also  Practical  Mechanic  and  Engineers' 
Magazme,  September  1842,  pp.  484,  485.) 

De  LA  Rub  published  a  description  of  his  galvanic  battery 
1836.  in  1836.    lliis  was  a  peculiar  form  of  Daniell's  battery 
in  which  all  the  cells  could  be  filled  at  one  time.    (See 
Philosophical  Magazine,  1836;  also  Smee's  Electro-metaU 
lurgy.  History,  p.  xviii.) 

1936,      ilr.  De  LA  Rue,  in  1836,  published  the  following  re* 
marks  in  reference  to  the  properties  of  his  modification  of 
Daniell's  galvanic  battery : — "  The  copper  plate   is  also 
covered  with  a  coating  of  metallic  copper,  which  is  con- 
tinually being  deposited ;  and  so  perfect  is  the  sheet  of 
**  copper  thus  formed,  that,  being  stripped  off,  it  has  the 
"  counterpart  of  every  scratch  of  the  plate  on  which  it  is 
**  deposited."    This  is  interesting  in  relation  to  electro- 
metallurgy.    (See    Philosophical   Magazine,  1836 ;   also 
Smee's  Electro^metaUurgy,  History,  p.  xviii.) 
Messrs.  Taouin  and  Ettieyhausen  established  their 
1836.  electric  telegraph  in  Vienna  in  1836.    The  wires  were  partly 
suspended  in  the  air  and  partly  buried  in  the  earth.     (See 
Highton's  Electric  Telegraph,  pp.  39  and  67.) 
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1836.  Mr.  Andrew  Crosse,  in  1836,  showed  his  electrical 

arrangements  to  Sir  Richard  Phillips  and  other  members  of 
the  British  Association.  These  arrangements  consisted  of 
2500  voltaic  pairs  excited  only  by  pure  water,  and  prin* 
dpallj  employed  to  produce  minerals  artificial^;  also  of 
one-third  of  a  mile  of  exploring  wire  to  collect  atmospheric 
electricity,  and  suitable  apparatus  for  its  discharge  and  for 
carr3ring  on  gigantic  experiments  with  it.  Professor  Sedg- 
^ok  saw  the  atmospheric  apparatus  in  the  year  1819.  Crosse 
also  used  a  condenser  or  electrical  battery,  in  which  plates 
of  mica  separated  the  polar  surfaces.  (See  Sturgeon's 
Annah  of  Electridtyy  &c..  Vol.  I.,  January  1837,  pp.  135- 
145;  also  Noad's  Manual  of  EUctricUy,  pp.  257-259.) 
1837*  Mr.  Andrew  Crosse,  in  1837,  found  insects  (the 
'^electrical  aoarus'*)  produced  in  his  apparatus  for  electro- 
crystallization.  (See  Sturgeon's  Annals  qf  Eleetrieity,  &c., 
Vol.  I.,  April  1837,  pp.  242-244.) 

1837.  Steinhsil,  in  1837,  made  the  counting  of  the  number  of 
motions  of  the  magnetic  needle  the  basis  of  his  telegraphic 
alphabet.    (See  Highton's  Electric  Telegraph,  p.  137.) 

1837.       Stbinheil,  in  1837,  used  wires  suspended  in  the  air, 

and  buried  in  the  ground,  for  an  electric  telegraph.    (See 

Highton's  Electric  Telegraph,  p.  137.) 

1837.       Steinheil   invented  his  electric   telegraph  in  1837. 

This  telegraph  required  only  one  wire  and  one  or  two 

magnetic  needles.    The  power  used  was  magneto-dec« 

tricity.    Steinheil  had  a  printing  telegraph  as  well  as  a 

means  of  telegraphing  by  sounds  produced  by  electric 

apparatus  striking  bells."    The  signals  of  the  printing 

or  marking  telegraph  were  made  by  furnishing  the  needles 

with  small  tubes  containing  ink ;  by  the  motions  of  the 

needles  "  dots  were  made  on  paper  properly  moved  in  front 

"  of  them  by  wound-up  mechanism ;  one  needle  making 

"  dots  in  one  line,  and  the  other  needle  making  dots  in  a 

"  line  underneath  the  former."    (See  Highton'&Eiecfric 

Telegr(q)h,  pp.  39,  and  57-60.) 

1837.       Masson,  in  1837>  erected  a  telegraph  at  Caen,  in  which 

magneto-electridty  was  made  to  operate  upon  magnetic 

•needles.    (See  Highton's  Electric  Telegraph,  pp.40,  and 

60-62.) 
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ISSJ,  Dr.  An  DRxwBj  in  1837,  oonstruoted  a  thenno^eleotric 
bttttoy  of  platinum  wires  and  fused  salts.  (See  Londtm, 
Edimburgh,  and  Dublin  Philosophical  Magatine,  Juae  1837> 
Vol.  X.,  p.  433.) 

1837.  M.  BBcauBBBL^  in  1837,  invented  his  electro-magnetic 
beSanoe.  Bj  means  of  this  instrument  the  proportional 
intennty  of  galvanic  currents  is  ascertained,  weights  being 
pbceJ  in  a  scale  pan  attached  to  the  moveable  soft  iron 
ecse  of  the  electro-magnet  sufficient  to  restore  the  equili- 
bnnm.  (See  Sturgeon's  AnnaU  of  Electricity,  8ie,,  Vol.  I^ 
July  1837,  pp.  398-404;  also  De  la  Rive's  Treatise  on 
EleetTicUy,  VoL  I.,  pp.  339-341.) 

1837.  Dr.  Goi^DXNO  Bud,  in  1837»  by  using  a  constant  gal- 
vanic current  of  low  tension,  decomposed  flucnrides  of  silicon, 
and  the  chlorides  of  potassium,  sodium,  and  ammonium ; 
silicon  [silicium  ?]  was  thus  obtained  in  a  metallic  state,  and 
potassinm,  sodium,  and  ammonium  as  amalgams.  .  (See 
Philosopkieal  Tnmsactions,  1837,  p.  37 ;  also  Dr.  Golding 
Bird's  Natural  Philosophy,  p.  240.) 

Professor  MoRaa  says  that  the  idea  of  an  electric  tele- 
graph occurred  to  him  in  1832,  but  he  did  not  test  his 

18S7.  tsiegrapfa  until  September  1837,  and  the  first  experimeni 
was  made  October  2, 1837.  In  this  telegraph  a  marking 
Isver  makes  pridu  on  paper  (a  pen  or  pencil  was  at  first 
used),  ibe  kver  being  actuated  by  an  electro^magnet ;  one 
wire  only  is  used.  (See  Abb^  Mdgno's  Traits  de  TiU^ 
graphie  l^ectrique,  pp.  75-79;  also  Highton's  Electric 
Jhlegraph,  pp.  60-63.) 

1837.  Vail,  in  September,  1837,  whilst  making  the  Morse 
instmrnent,  invented  a  single-wire  printing  electric  tele- 
graph. A  type  wheel  is  moved  forward  by  a  dockwork 
escapement,  regulated  by  a  pendulum,  on  the  excitation  of 
an  electro-magnet;  the  paper  is  pressed  against  a  type 
wheel,  and  an  impression  made  of  the  letter  then  present.' 
(See  Highton's  Electric  Telegraph,  pp.  63,  64.) 

1837.  Mr.  Sturoson,  in  1837,  published  his  investigations 
relating  to  the  thickness  of  iron  suitable  for  electro-magnets. 
Some  time  previous  to  this  date  he  discovered  "that  if  a 
"  bar  of  soft  iron  be  surroimded  with  coils  of  wire,  and  an 
"  dectric  cunent  be  transmitted  in  the  same  direction 
**  through  each  convolution,  that  the  soft  iron  bar  instantly 
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"  becomes  a  magnet^  and  is  capable  of  attiracting  other 
pieces  of  soft  iron  or  steely  and  that  it  remains  magnetic 
so  long  as  the  electric  current  is  passing  through  the 

"  coils;  and  that  as  soon  as  the  current  ceases  the  bar 
instantly  loses  its  magnetic  condition,  and  no  longer 
attracts  pieces  of  adjacent  iron  or  steel."    (See  Sturgeon's 

Annals  of  Electricity,  &c..  Vol.  I.,  October  1837,  pp.  470- 

484;  also  Highton's  Electric  Telegraph,  p.  27.) 

Young's  single-fluid  galvanic  battery  was  invented  in 

1837.  1837,  It  consists  of  zinc  and  copper  plates  so  arranged  that 
a  copper  pkte  comes  between  two  zinc  plates,  and  a  sine  piste 
between  two  copper  plates;  the  pairs  are  interlaced.  A 
mixture  of  dilute  sulphuric  and  nitric  acids  is  used  to  ex- 
cite this  battery.  (See  Gmelin's  Handbook  of  Chemistry, 
Vol.  I.,  p.  425 ;  also  Practical  Mechanic  and  Engineer^ 
Magazine,  February  1842,  p.  193.) 

1838«  MuLLiNS,  in  1838,  substituted  sycamore  porous  cells 
(in  double-fluid  galvanic  batteries)  for  animal  membranes. 
(See  Gmelin's  Handbook  of  Chemistry,  VoL  I.,  p.  422 :  also 
Practical  Mechanic  and  Engineers*  Magazine,  September 
1842,  pp.484,  485,  and  November  1842,  pp.  43,  44.) 

1838*  Professor  Jacobi,  in  1838, ''  produced  a  vessel  upon  the 
''  Neva  worked  by  electro-magnets."  (See  Abridgments  nf 
the  Speci/ic<Uions  relating  to  Marine  Proptdsion,  Part  II., 
p.  144;  also  Times  Newspaper,  December  26,  1857,  p.  9, 
col.  4 ;  also  Practical  Mechanic  and  Engineers*  Magazine, 
November  1842,  p.  48.) 
M.  Amyot's  proposal  for  an  electric  telegraph  was  made 

1838.  to  the  Acadteie  des  Sciences  on  July  2,  1838.  In  this 
telegraph  it  was  intended  to  use  a  single  current  and  a 
single  needle,  ''which  writes  of  itself  on  the  paper,"  the 
paper  being  moved  by  clockwork.  (See  Abb^  Moigno's 
Traits ds  Telegraphic  £lectrique,  pp.84,  85.) 

1838,  Professor  Jacobi  first  announced  his  "galvano-plastic" 
process  in  October,  1838.  An  allusion  to  it  was  published 
in  this  country  in  May  1839 ;  the  paragraph  is  as  follows  :— 
"  He  has  found  a  method — ^if  we  understand  our  informant 
rightly — of  converting  any  line,  however  fine,  engraved 
on  copper,  into  a  relief  by  galvanic  process."  Jacobi  says 
that  his  process  is  applicable  to  copper-plate  engranngs, 
medals,  stereotype  plates,  ornaments,  and  to  making  calico* 
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printinn^   blocks  and  patterns  for  paper-hangings.    (Sea 

Smee's  Eieetro^metaUurgy,  Histoij^  p.  xviii. ;  also  AtketuBum, 

Maj  4,  1839;  also  Mechanic^  Magazine,  May  11,1839,  and 

Febnuuy  24,  1844,  p.  118;  also  Gmelin's  Handbook  of 

Chemistry,  Vol.  I.,  pp.  502-510.) 

183S.  ScHWKiGOBB,  in  his  journal,  in  1838,  proposes  the  fol- 
loiring  modification  of  Soemmering's  electric  tel^^raph : — 
The  use  of  two  galvanic  batteries,  one  weaker  thsji  the 
other,  so  as  to  tbtj  the  amount  of  gas  evolved  in  a  given 
time ;  he  proposes  also  to  vaiy  the  period  of  time  of  the 
evolution  of  the  gases.  The  number  of  wires  would  be  then 
reduced  to  two.  Printing  the  letters  by  means  of  lamp- 
black papo',  &c.,  was  also  suggested.  (See  Abb^  Moigno's 
TVaiU  de  T^^/raphie  £leetrique,  pp.  64, 65 ;  also  Highton's 
Electric  TeUgivph,  pp.  48,  49.) 

1838.  Mr.  J.  Dancer,  of  Liverpool,  about  1838,  used  porous 
vessels  of  the  thinnest  ungUzed  biscuit  ware  for  galvanic 
batteries.  (See  Dr.  Golding  Bird's  Natural  Philosophy, 
p.  229 ;  aiK)  Mechanics'  Magazin    Febrnaiy  3,  1844,  p.  7^,) 

1839.  Dr.  William  O'Shauohnessy,  at  Calcutta,  in  1839, 
made  experiments  on  a  small  scale  to  submerge  an  insu* 
lated  electric  conductor  underwater;  the  conductor  con- 
sisted of  copper  wire  coated  with  cotton  thread  saturated 
with  pitch  and  tar.  (See  Journal  of  the  Society  of  Arts, 
April  23»  1858,  p.  351.) 

M.  YoBssBLMAN  DE  Hbbr,  ou  the  31st  of  January, 
1839.  1839,  exhilnted  an  electro-physiological  telegraph  at  a 
meeting  oi  the  Soci^t^  de  Physique  of  Deventer.  Ten  wires 
ave  need,  and  the  operator's  fingers  receive  shocks,  the 
signal  bdng  determined  by  the  fingers  affected ;  it  is  also 
proposed  to  use  secondary  currents.  (See  Poggendorff*s 
Annalen,  Vol.  XLVI.,  p.  513;  also  Abb^  Moigno's  Traiti 
de  T^Mgraphie  £lectrique,  pp.  90-95 ;  also  Journal  of  the 
Society  qfArts,  April  23,  1858,  p.  358.) 

1839.  Grovb's  galvanic  battery  was  invented  in  1839.  In  this 
double-fluid  battery  the  elements  are  platinum,  nitric  acid, 
dilute  sulphuric  acid,  and  amalgamated  zinc.  (See  Gmelin's 
Handbook  qf  Chemistry,  Vol.  I.,  pp.  391  and  422 ;  also 
Noad's  Lectures  on  Electricity,  3rd  edition,  p.  167.) 
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y^^       Mr.  T.  Spencer,  about  the  year  1839,  in  galvanic  tni- 

teries,  substituted  a  brown  packing  paper  porous  cdl  for 
the  oz-guUet  of  Daniell's  battery:  also  Glauber's  salt  or 
sulphate  of  zinc  for  dilute  sulphuric  acid.    (See  Gmelin's 
Handbook  qf  Chemistry,  Vol.  I.,  p.  422 ;  also  Instruetiom 
for  the  Multiplication  of  Works  of  Art  in  Metal  by  VoUaie 
Electricity y  by  Thomas  Spencer,  8vo.,  Glasgow,  1840,  pp. 
59,  60.) 
1839.       Mr.  T.  Spencer,  on  May  8,  1839,  gave  notice  to  read  a 
paper  on  the  *'  Electrotype  process  "  to  the  Liverpool  Poly- 
technic Society:  this  paper  was  read  September  12,  1839. 
The  experiments  resulting  in  this  discovery  were  begim  in 
September,  1837.    The  invention  comprises  the  following 
points  : — 1st.  '*  To  engrave  in  relief  on  a  plate  of  copper:** 
the  plate  was  etched  by  the  ordinary  etching  process,  and 
copper  electro-deposited  in  the  sunken  lines,  so  as  to  stand 
out  in  relief.  2nd.  ''To  deposit  a  solid  voltaic  plate,  having 
"  the  lines  in  relief;*'  an  electrotype  cast  is  taken  of  an 
engraved  plate ;  as  the  lines  are  sunken  in  the  plate,  they 
are  in  relief  in  the  electro-cast.    3rd.   ''  To  procure  fsa^ 
**  similes  of  medals,  &c.;"  according  to  one  method  an 
electro-mould  and  electro-cast  from  that  mould  was  taken : 
and  according  to  another  method  a  leaden  mould  was  taken 
by  pressure,  and  an  electro-cast  from  that  mould.    4tL 
To  obtain  ''  a  voltaic  impression  from  a  plaster  or  clay 
model ;"  the  object  was  rendered  conducting  by  means  ci 
bronze  powder"  or  gold  leaf,  and  an  electro-cast  taken. 
5th.  "  To  obtain  any  number  of  copies  from  an  already- 
'•  engraved  copper-plate;"  a  copper-plate  is  engraved  in 
the  usual  way,  an  impression  of  it  is  obtained  in  sheet  lead 
by  pressure,  and  an  electro-cast  taken  from  the  lead.     It  is 
besides  stated  that  iron  castings  may  be  preserved  from  the 
weather  by  an  electro-coat  of  copper.    ITie  single-cell  pro- 
cess is  used.    The  subject  was  afterwards  brought  bdfore 
the  meeting  of  the  British  Association  at  Birmingham  in 
1839,  and  numerous  specimens  were  exhibited,  thus  attract- 
ing the  attention  of  the  public  to  this  application  of  electric 
force.     (See  An  Account  of  some  Experiments  made  for  the 
Purpose  of  ascertaining  how  far  Voltaic  Electricity  may  be 
usefully  applied  to  the  purpose  of  Working  in  Metal,  by 
Thomas  Spencer,  Liverpool,   1839;  also  Mechanic^  Ma- 
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^azine,    November    23,    1844,   p.   567  ;  also  BakeKrell's 
Electric  Science,  p.  176.) 

1839.      Mr.  C.  J.  Jordan,  on  May  22,  1839,  communicated  the 
lesults  of  his  electro-metallurgical  experiments  to  the  Editor 
of  the  ''Mechanics'  Magazine,"  and  the  letter  appeared  in 
that  periodical  on  June  8,  1839.    These  experiments  were 
begun  in  the  commencement  of  the  summer  of  1838,  and 
they  were  made  "  with  a  view  of  obtaining  impressions  from 
"  engraved  copper  plates,  by  the  aid  of  galvanism."     A 
single-cell  arrangement  was  employed  to  obtain  an  electro- 
cast  from  an  engraved  copper  plate.    The  application  of 
electro-metallurgical  processes  to  various  useful  purposes 
was  also  suggested.    (See  Mechanic^  Magazine,  June  8, 
1839 ;  also  Jordantype,  othertoise  called  "  Electrotype,*'  by 
Henry  Dircks,  London,  1842;  also  Contributions  towards  a 
History  ofElectro-metaUurgy,  deposited  in  the  Patent  Office 
library,  January  1859,  by  Henry  Dircks). 
1B39.       Colonel  Pas  ley,  in  1839,  proposed  to  the  Admiralty  to 
blow  up  the  wreck  of  the  Royal  George,  which  had  been 
submerged  for  sixty  years  at  Spithead,  by  electro-blasting. 
Brass  guns  of  sufficient  ^'alue  to  pay  for  all  Colonel  Pasley's 
operations  were  recovered.   (See  Dodd's  Industrial  Applica-' 
tUms  of  Electricity,  pp.  14,  16.) 
1S39.      Dr.  GoLDiNG  Bird,  in  1839,  noticed  that  the  platinum 
plates  of  a  voltameter,  already  polarized  by  connection  with 
a  galvanic  battery,  when  connected  with  an  amalgamated 
zinc  plate  immersed  in  the  acidulated  water,  would  evolve 
hydrogen  in  unequal  volumes,  one  nearly  twice  as  much 
as  the  other.     (See  Philosophical  Magazine,   1839;    also 
Dr.  Golding  Bird's  Natural  Philosophy,  pp.  238,  239.) 
Professor  Wheatstone,  at  the  commencement  6f  the 
IWO.  year  1840,  invented  his  "  chronoscope  "  or  instrument  for 
measuring  the  duration  of  small  intervals  of  time;  this 
instrument  has  heen  applied  to  measure  the  velocity  of  pro- 
jectiles.    It  is  composed  of  a  clock  movement,  set  free  at 
the  moment  of  the  ball's  exit  from  the  gun,  and  stopped 
when  the  ball  reaches  the  target.    For  this  purpose  a  wire 
in  the  galvanic  circuit,  at  the  gun's  mouth,  is  broken  at  the 
instant  the  ball  passes  out  of  the  gun ;  the  circuit  is  com- 
pleted when  the  hall  reaches  the  target.    The  galvanic 
conent  acti  on  the  dock  movement  by  means  of  an  electro«> 
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^^'  magnet.  (See  Abb^  Moigiio's  Traits  de  TeUgrapkU  iiec- 
trique,  pp.  142-150 ;  also  De  la  Rive*s  Treatise  on  Eleetrieity^ 
Vol.  III.  p.  484.) 

1840,  Mr.  Murray,  in  January  1840,  used  plumbago  to  make 
non-conducting  surfaces  conducting,  so  as  to  enable  metaUie 
coppqf  to  be  electro-deposited  upon  them.  (See  Smee's 
Electro'tnetallurffy,  History,  pp.  xxi.  xxii.) 

1840.  Db  LA  RiVB,  in  1840,  made  known  the  process  of  electro* 
gilding  employed  by  hun  in  1828.  Platinum  and  silver 
wires  were  electro-gilt  *'by  employing  them  as  negative 
"  electrodes  in  a  solution  of  chloride  of  gold."  (See  De  la 
Rive's  Treatise  on  Electricity,  Vol.  III.,  p.  546. 

1840.  Professor  Jacobi,  in  1840,  used  a  modification  of 
Daniell's  constant  galvanic  battery,  consisting  of  a  lead  or 
copper  cylinder,  with  thin  earthenware  to  separate  the  fluid 
elements ;  the  zinc  is  in  the  centre.  (See  Gmelin's  Handbook 
of  Chemistry,  Vol.  I.,  p.  422.) 

1840.  Mr,  William  Armstrong,  of  Newcastle,  in  1840, 
successfully  experimented  upon  the  electricity  of  efflueot 
high-pressure  steam;  the  result  was  the  hydro-electric 
machine.  Faraday  proved  that  the  electrical  excitement 
is  due  to  the  friction  of  the  particles  of  water  against  the 
sides  of  the  jet  whence  the  steam  issues.  (See  Bakewell's 
Electric  Science,  p.  45.) 

1840,  Smee's  galvanic  battery  was  invented  in  1840.  In  this 
single-fluid  arrangement  the  elements  are,  platinized  silver, 
dilute  sulphuric  acid,  and  amalgamated  zinc.  (See  Smee*8 
Electro-metaUurgy,  p.  18  ;  also  Gmelin's  Handbook  (^ 
Chemistry,  p.  419.) 

J840,  Mason,  in  1 840,  employed  the  battery  process  in  electro- 
typy.  (See  Proceedings  of  the  Electrical  Society,  April 
1840,  p.  203 ;  also  Walker's  Electrotype  Manipulatum,  Put 
I ,  p.  22.) 

1840.  Mr.  Andrew  Crosse,  in  1840,  imitated  constant  and 
intermittent  springs,  by  passing  the  current  from  a  constant 
galvanic  battery  through  moistened  pipe-clay  in  a  garden 
pot  placed  in  a  basin  full  of  water.  (See  Noad's  Mannal  cf 
Electricity,  pp.  390-392.) 

1840.  M.  Db  Ruolz,  on  December  19,  1840,  took  out  a 
patent  fm  France  ?]  for  electro-gilding.    He  uses  the  fol- 
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lowiag  idlntioiis: — The  doable  chloride  of  gold  and 
•cMitiim  dindlTed  in  soda,  chloride  of  gold  dissolved  in 
jdloir  ferrocjanide  of  potassium^  sulphuret  of  gold  dis- 
aolred  in  nentral  salphuret  of  potassiam.  (See  De  la  Rive's 
Trealtw  om  Eieetrieity,  Vol.  III.,  pp.  549-^1.) 
1841.  M.  Abrxa,  in  18419  proved  that,  in  magnetizing  a  sted 
needle  by  an  ekctro-dTnamic  helix,  whatever  be  the  length 
of  the  needle,  providcMi  it  is  not  longer  than  the  helix,  its 
poles  are  always  placed  at  the  two  extremities  of  the  part 
inserted,  and  that  the  portion  which  is  outside  the  helix  is 
not  magnetised.  He  also  investigated  the  influence  that 
the  kngth  and  diameter  of  the  needles,  and  the  length  and 
diametfT  of  the  helix,  exerted  over  the  magnetic  intensity, 
and  found  that  the  longer  a  needle  or  helix  was  in  com- 
parison to  its  diameter,  the  greater  the  magnetic  intensity 
(See  De  la  Rive's  Treatise  an  Ekctrieity,  VoL  I.,  pp.  287- 
289;  also  VoL  II.,  p.  889.) 

1841.  M.  Dm  RuoLZ,  in  1841,  electro-deposited  brass  from  the 
cyanides  of  zinc  and  copper  dissolved  togethier  in  a  solution 
of  cyanide  of  potassium.  (See  Gore's  neory  and  Practice 
of  Electro-depontiom,  p.  62;  also  Walker^s  Electrotype 
MamipMiatitM^  last  edition.) 

1841.  Professor  Gbovb,  in  1841,  read  a  paper  at  a  meeting  of 
the  London  Electrical  Society,  in  which  he  proposed  to  etch 
dagneneotypes  by  the  voltaic  current.  The  solution  used 
consists  of  moderately  dilute  hydrochloric  add.  (See  Prac* 
tieal  Mechanic  and  Engineers*  Magazine,  October  1841, 
p.  34 ;  also  Smee's  Electro-metallurgy,  p.  336,) 

1S4I.  Mr.  Alfrbo  Smbk,  in  1841,  published  the  results  of  his 
electro-metallurgical  experiments,  and  enunciated  the  laws 
regulating  the  character  of  the  metallic  deposit.  He  electro- 
depodted  the  following  metals  from  their  solutions  in  the 
r^uline  form : — Platinum,  gold,  palladium,  iridium,  rho- 
dium, silver,  nickel,  copper,  zinc,  cadmium,  iron,  lead,  and 
antimony.  Many  appUcations  of  electro-metallurgy  are  set 
forth  and  suggested  in  the  three  editions  of  Mr.  Smee*s 
''Electro-metallurgy."  (See  Smee's  Elements  of  Electro* 
metaUmrgy,  1st  edition,  8vo.,  London,  1841,  also  the  2nd 
and  did  editions  of  the  same  work.) 
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1842*        Professor  Mouse,  in  1842,  gave  it  as  his  opinion  thai 

Europe  and  America  might  be  connected  bj  means  of  the 
electric  telegraph.  (See  Whitehouse's  pamphlet.  The  Atlantic 
Telegraph,  pp.  3,  4.) 

1842.  Mr.  J.  P.  Joule,  in  1842,  made  some  remarkable  re- 
searches on  the  electric  origin  of  the  heat  of  combustion. 
(See  British  Association  Report,  1842,  p.  31.) 

1842.  Bunsen's  double-fluid  galvanic  battery  was  invented  in 
1842.  Its  elements  are,  coke,  nitric  acid,  dilute  sulphuric 
acid,  and  amalgamated  zinc ;  a  hoUow  cylinder  of  coke  is 
made  to  surround  a  rod  of  amalgamated  zinc.  Bonijol 
places  a  hollow  cylinder  of  zinc  round  a  solid  cylinder  of 
coke.  (See  Gmelin's  Handbook  of  Chemistry,  pp.  392  and 
423 ;  also  De  la  Rive's  Treatise  on  Electricity,  Vol.  I.,  pp. 

46^7.) 

1 842.  Grove's  gas  battery  was  invented  in  1 842.  This  arrange- 
ment consists  of  platinized  platinum  plates  arranged  in 
pairs,  one  plate  of  each  pair  being  in  contact  with  oxygen 
gas  and  acidulated  water,  the  other  in  contact  with  hydrogen 
and  the  same  acidulated  water;  the  pairs  are  connected  as 
in  ordinary  galvanic  batteries,  and  the  gases  are  absorbed 
during  the  action  of  the  battery.  (See  De  la  lUve's  Treatise 
on  Electricity,  Vol.  II.,  pp.  723-733.) 

1842.  MM.  Masson  and  Breouet,  in  1842,  constructed  so 
electro-dynamic  coil,  with  which  they  obtained  a  spark 
between  the  poles  in  vacuo  without  previous  contact,  the 
apparatus  being  in  connection  with  a  galvanic  batteiy. 
(See  Noad's  Manual  of  Electricity,  pp.  726,  727.) 

1842.  Mr.  Robert  Davidson,  in  September  1842,  tried  his 
electro-magnetic  locomotive  upon  the  Edinburgh  and  Glas- 
gow Railway.  It  consisted  of  horseshoe  electro-magnets 
opposed  radially  to  keepers  fixed  on  the  driving  wheel 
shafts  parallel  to  their  axes.  Mr.  Davidson  was  engaged 
in  the  construction  of  electro-magnetic  engines  in  183/. 
(See  Practical  Mechanic  and  Engineers'  Magazine,  Novem- 
ber 1842,  pp.  49-52.) 
Roberts'  single-fluid  galvanic  battery,  and  the  method 

1842.  of  using  it  for  blasting  purposes  were  made  public  in  1842. 
The  battery  consists  of  cast  iron  and  amalgamated  zinc  plates 
placed  interlacing  in  a  frame ;  the  exciting  liquid  is  dilute 


ELECTRICITY.  Ixzxm 

A.D. 


mlplnmc  acid.  The  nrhole  apparatus  for  blasting  consists 
of  the  batteiy,  oonducting  wires,  cartridges,  and  galvano- 
meter to  test  the  cartridges ;  the  conducting  wires  are  insu- 
lated from  on^  another  and  twisted  so  as  to  form  one  rope, 
th^  terminate  in  the  cartridge,  and  have  fine  steel  *'  balance 
*'  wire "  stretched  across  their  ends,  their  other  termina- 
tions are  connected  to  the  battery  poles.  To  use  this  app»- 
zatus  the  cartridge  is  placed  in  the  centre  of  the  charge  of 
powder  and  the  batteiy  connection  made,  when  the  steel 
wire  becomes  red  hot,  fires  the  cartridge,  and  explodes  the 
charge  of  powder.  {See  Practical  Mechanicand  Enffineer^ 
Magazine,  Norember  1842,  pp.  45-48.) 

1842.  M.  Mattsucci,  in  1842,  wrote  upon  the  electric  current 
proper  to  the  frog,  and  determined  the  conditions  of  its 
derdopment  and  its  course.  (See  British  and  Foreign 
Medieo-Ckirurgical  Review,  January  1854,  pp.  134-137.) 

1842.  WoHLBR  and  Wbbbr,  in  1842,  used  a  double-fluid 
galvanic  battery  in  which  iron  was  the  positive  as  well  as  the 
negative  plate ;  the  pontive  plate  was  immersed  in  dilute 
and  sulphuric  add,  the  negative  plate  in  strong  nitric  acid, 
and  thus  kq[>t  in  a  passive  state.  (See  AnndUn  de  Chemie 
mad  Pkarmaeie,  Vol.  XXXVIII,  p.  307 ;  also  Gmelin's 
Hcatdbook  </  Chemistry,  Vol.  I.,  p.  423.) 

1842.  MosxB,  in  1842,  discovered  that  if  two  bodies  are  in  con- 
tact, or  voy  near  together,  they  impress  their  image  upon 
each  other.  Karstbn  succeeded,  a  short  time  after  Moser's 
diaooveiy,  in  producing  similar  figures  under  analogous 
dicumstanoes,  making  use  of  Motional  electricity.  A  glaas 
pkte,  placed  between  a  coin  and  metal  plate,  which  respec- 
tively reoeivea  and  conveys  away  the  electric  fluid,  has  the 
image  of  the  coin.  This  image  appears,  in  its  most  minute 
details,  on  being  breathed  upon.  (See  De  la  Rive's  Treatise 
M  ElectrieUg,  Vol.  II.,  pp.  174-180.) 

Mr.  CuBiTT  planned  the  destruction  of  the  Round  Down 
Cliff  by  electro-blasting.    This  event  took  plaoe,  January 
1813.  26,  1843.    (See  Noad's  Lectures  on  Electricity,  pp.  191- 
193.) 

1843.  M.  Ddbois  Rxymond,  in  January  1843,  announced  the 
following  law  of  animal  electricity  (the  so-called  ^'  frog  cur- 
*'  rent") : — "When  any  point  of  the  longitudinal  section  of 
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<«  1^  muscle  18  connected  by  a  conductor  with  any  point  of 

'^the  trans vene  section,  an  electric  current  is  established, 
'^  which  is  directed,  in  the  muscle  from  the  transverse  to 
''  the  longitudinal  section."  (See  British  and  For^gn 
MedicO'Chirtargical  Review,  January  1854,  p.  137.) 

1843.  Mr.  J.  P.  JouLB  made  public  his  galvanometer  in  1843. 
This  instrument  consists  of  a  pivoted  magnetic  needk» 
which  can  be  surrounded  by  ooils  respectively  adapted  to 
the  measurement  of  the  galvanic  current  under  examination. 
(See  Practical  Mechanic  and  Engineer^  Magagine,  October 
1843,  pp.  39,  40.) 

1843.  MM.  Brj^ovet  and  Konstantinoff,  in  1843,  con- 
structed a  chronoscope  depending  on  the  same  principles  as 
that  of  Professor  Wheatsone;  a  rotating  cylinder  with 
styles  is,  however,  substituted  for  the  dock  movement, 
(See  Abb^  Moigno's  Traits  de  Til^graphie  iHectrxque^  pp. 
138, 139,  and  160 ;  also  De  la  Rive's  Treatisem  Eleetriiity, 
Vol.  III.,  pp.  484,  486.) 

1843.  Professor  Wheatstonb,  in  1843,  proposed  to  register 
observations  of  meteorological  instruments.  The  electric 
circuit  is  completed  by  the  contact  of  mercury  with  a  plati- 
num wire  placed  in  the  tube  of  the  instrument.  In  this 
way  the  meteorological  condition  of  space  may  be  observed 
by  means  of  a  balloon,  or  the  instruments  maybe  buried  in 
the  depths  of  the  earth.  The  "  thermometer-tdegraph  '*  is 
said,  in  a  Report  addressed  to  the  British  Association  to 
act  perfectly  at  the  distance  of  many  miles.  (SeeAbb^ 
Moigno's  Traits  de  Til^aphie  £lectrique,  pp.  128-132.) 

1843.  Mr.  NoTT,  on  August  17»  1843,  read  a  description  of 
his  rheo-electric  machine  to  the  British  Association.  It 
consists  of  a  plate  of  glass  and  a  plate  of  resin ;  the  rubbers 
to  these  plates  being  connected,  **  a  complete  circle  is  formed 
"  as  in  the  voltaic  pile."  (See  Practical  Mechanic  and 
Engineers'  Magazine,  September  1843,  pp.  469,  470.) 

1843.  Mr.  G.  Little,  in  1843,  described  an  *'  electro-magnetic 
*'  motion."  A  metallic  ball  is  caused  to  move  m  a  circular 
metallic  railway  by  the  alternate  tipping  of  the  sole  plate ; 
the  rails  are  divided  at  opposite  pointo  of  the  circle,  and 
caused  to  complete  the  electric  circuit  differently,  according 
to  the  position  of  the  ball  on  one  or  other  semicirde ;  the 
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tipping  of  the  sole  plate  is  caused  by  horseshoe  electro- 
magnets  alternately  excited  by  the  above-described  means. 
(See  Traciieal  Meektmie  and  Engineer^  Magazine^  August 
1843,  pp.  435,  436.)        ^ 

1844.  Baron  Rkichbnbach,  in  1844,  investigated  the  action 
of  ekctiical  forces  of  all  kinds  upon  ''sensitives,"  and 
found  that  electrified  bodies  appeared  to  the  "  sensitives,"  in 
an  absolutely  dark  room,  to  give  forth  luminous  emana* 
tkma.  Other  effects  are  described.  (See  Reichenbach's 
ReBtarehet  en  3Iagtietism,  Electricity,  Heat,  Light,  Cryt' 
taUizaiiom,  and  Chemical  Attraction  in  their  relation  to 
VUal  Force.  Translated  and  edited  by  Dr.  Gregoiy, 
London,  1846.) 

1844.  Kir.  GsoBOB  Littlb,  in  1844,  described  an  "  electro- 
"  looomotiTe."  It  consists  of  an  axle  on  whicli  T-shaped 
magnets  are  placed;  fixed  horseshoe  electro-magnets  act 
upon  these,  and,  by  means  of  a  commutator,  produce  rota- 
tion of  the  axle.  (See  Practical  Mechanic  and  Engineers^ 
Magazine,  May  1844,  p.  290.) 

1844.  M.  PouiLLET,  about  the  year  1844,  invented  a  chrono« 
scope,  having  for  its  principle  the  deviation  produced  by  a 
given  battery  upon  a  given  galvanometer  by  various 
durations  of  eompletion  of  the  galvanic  circuit.  (See  Abb^ 
Moigno's  TVot/^  de  TtflSgrapkie  ^lectrique,  pp.  132-138  ; 
also  De  la  Rive's  TreaJtise  on  Electricity,  Vol.  III.,  pp. 
485,486.) 

Mr.  John  Dancbr's  electro-metallurgical  experiments 
1814.  were  not  published  till  1844,  although  they  were  made 
about  the  year  1838.  Metallic  copper  was  deposited  on 
sheet  copper  with  a  letter  D,  cut  from  a  printed  bill,  fastened 
OQ  to  it  by  varnish.  An  electro-cast  of  a  stamp  on  a  copper 
cylinder  was  also  obtained.  (See  Mechanics*  Magazine, 
February  3,  1844,  pp:  76,  77.) 

1845.  Schobkbbin,  in  1845,  wrote  upon  ozone  at  the  request 
of  the  British  Association.  This  odorous  principle  is  pro* 
duced  during  the  action  of  the  electrical  macldne,  mani- 
teted  in  thunder-clouds,  developed  in  the  electrolysis  of 
water,  and  appears  always  to  attend  electric  polarization. 
(See  Report  of  the  British  Association  for  the  meeting  in 
1845,  p.  91;  also  De  la  Rive's  Treatise  on  Electricity, 
Vol  II.,  pp.  46Sf-480.) 
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1845.       M.  Heidbr,  in  1845,  employed  a  platinum  tvire,  heated 

by  a  voltaic  battery,  to  cauterize  the  dental  nerves.     (See 

De  la  Rive's  Treatise  on  Electricity,  Vol.  III.,  p.  687.) 

1845.  Professor  William  Thomson,  in  1845,  showed  how 
the  electric  polarization  is  to  be  taken  into  account  in  the 
Leyden  jar.  (See  Encycloptedia  Britannica,  8th  edition,  art. 
Electricity,  p.  634.) 

1845.  Mr.  C.  V.  Walker,  in  1845,  by  means  of  three 
Darnell's  ceUs  and  a  brass  anode,  electro-deposited  brass 
from  a  strong  solution  of  cyanide  of  potassium  which  had 
been  sequentially  electrolysed  with  a  copper  and  zinc  anode. 
Alloys  of  gold  and  copper,  or  gold  and  silver,  may  be 
electTO-deposited  by  similar  means.  (See  British  Assocu^ 
tion  Report  for  the  meeting  in  1845,  p.  30.) 

1845.  Dr.  Remak,  in  1845,  discovered  that  certain  points 
favourable  for  the  application  of  electricity  to  the  human 
body  ''corresponded  with  the  points  of  entrance  of  the 

muscular  nerves,  and  that  the  degree  of  contraction  of  a 
muscle  was  proportioned  exactly  to  the  number  of 
motory  nerve-fibres  embraced  by  the  current  at  its  point 
of  application."  (See  Dr.  Remak's  Ueber  Methodist 
Efectrisirung  geldhmter  Muskeln,  Berlin,  1845;  also  The 
British  and  Foreign  Medico-CMrurgical  Emew,  January 
1859,  p.  91,  et  seq.) 

1846.  Dr.  Pring,  in  1846,  submitted  to  the  Royal  Society  his 
process  of  electro-disruptive  etching.  The  hardest  steel  is 
thereby  engraved  by  the  disruptive  discharges  passmg 
between  a  metal  tool  and  the  face  of  the  plate.  A  galvanic 
series,  in  eoimection  with  an  electro-magnetic  coil,  is  used, 
the  plate  being  attached  to  one  pole  and  the  tool  to  tiie 
other  pole  of  the  arrangement.  (See  Smee's  Electro- 
metallurgy, pp.  337,  338.) 

1846.       M.  Crusbll,  of  St.  Petersburgh,  in  1846,  ''conceived 

the  idea  of  cutting  and  cauterizing  the  tissues,  by  mesni 

of  a  wire  or  a  thin  plate  of  platinum,  rendered  incsn- 

descent  by  a  powerful  electric  current,  by  making  them 

act  after  the  fiishion  of  a  saw,  by  means  of  a  backward 

"  and  forward  motion."    (See  De  la  Rive's  Treatise  tm 

Electncity,  Vol.  III.,  p.  687.) 

1846.       Mr.  Hearder,  in  1846,  constructed  his  electro-dynamic 

coil.    By  means  of  this  apparatus,  in  connection  with  a 
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galvftnic  bstteiy  and  the  condenser  of  M.  Fizeau>  sparks 
ean  be  obtained  through  an  inteivening  space  of  air  with- 
out previous  contact.  (See  Noad's  Manual  of  Electricity, 
pp.  727.  728.) 
1847.  Professor  William  Thomson,  in  1847^  advanced  his 
nngularlj  beautiful  theory  of  electrical  images  and  reflec- 
tions. (See  Encyclopedia  Britannica,  8th  edition,  art. 
Electricity,  p.  534,) 

1817.  Professor  Silliman,  about  the  year  1847,  successfully 
copied  the  iridescent  colors  of  mother-of-pearl  by  the  electro- 
type process.  For  this  purpose  a  mould  is  taken  of  the 
sheQ  in  fdsible  metal,  and  an  electro-cast  from  that  mould. 
(See  Smee's  Electro-metallurgy,  pp.  281,  282 ;  also  Timb's 
Ye^  Book  of  Facts,  1847.) 

1847.  WsRNKR  Siemens,  in  the  summer  of  1847,  tried  suc- 
cessfully a  gutta-percha-covered  copper  wire  on  an  electric 
telegraph  line  of  from  four  to  five  English  miles  in  length, 
viz.,  between  Berlin  and  Gross-Beeren.  (See  Journal  of 
the  Society  of  Arts,  April  23,  1858,  p.  350.) 

1847.  Mr,  £.  Loom  is,  in  a  letter  to  Mr.  Sabine,  dated  August 
2,  1847,  proposes  to  use  Morse's  "  magnetic  telegraph," 
to  detennine  the  difference  of  longitude  between  Philadel- 
phia and  Washington.  (See  Abb^  Moigno's  Traits  de 
T^legrt^kie  £Uctrique,  pp.  124-126.) 

1847,  Cbablbs  V.  Walkbr,  F.R.S.,  in  1847  and  1848,  pro- 

1848.  posed  and  adopted  underground  wire  insulated  with  gutta 
percha  for  electric  telegraphs.  (See  Whitehouse's  pamphlet. 
The  AtlmUic  Telegraph,  p.  4.) 

1848.  M.  FoucAULT,  in  1848,  constructed  an  electric  light 
apparatus,  in  which  the  luminous  point  remains  fixed ;  to 
effect  this  the  carbons  are  moved  by  clock-work,  which  is 
libented,  by  the  annatore  of  an  electro-magnet  included  in 
the  dectrio  circuit,  on  the  weakening  of  the  electric  current. 
M.  Brxton's  apparatus  is  similar  to  M.  Foucault's,  but 
instead  of  springs  for  approximating  the  carbons,  wdghts 
and  counterpoises  are  used ;  there  is  also  a  ratchet  wheel 
and  click  movement  instead  of  a  detent  employed  to  main- 
tain the  separation  of  the  electrodes.  In  DuBosca's 
appantas  the  dectfodea  have  a  constant  tendency  to  come 
into  oontacty  the  upper  one  by  ita  weight,  the  lower  by  & 
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spiral  spring  tending  to  unwind  an  endless  screw ;  during 
the  passage  of  the  current  the  regulating  electro-magnet's 
lever  armature  gears  into  the  endless  screw  and  prevents 
the  approach  of  the  electrodes  bj  intenrening  mechanism, 
but  on  the  weakening  of  the  current  the  force  of  the  spring 
preponderates,  moves  the  lower  electrode,  and  revolves  a 
barrel  carrying  a  cord  connected  with  the  upper  electrode ; 
a  pulley  of  variable  diameter,  which  transmits  motion  to 
the  barrel,  enables  the  comparative  motion  of  the  electrodes 
to  be  accurately  adjusted,  the  luminous  point  thus  remains 
fixed  under  all  circumstances.  (See  De  la  Rive's  Treatise 
on  Electricity,  Vol.  II.,  pp.  326-^28,  also  Vol.  III.,  pp. 
31(W16.) 

1848.  Dr.  Faraday,  in  1848,  showed  that  gutta  percha  has 
powerful  insulating  properties.  "When  rubbed  it  shows 
"  negative  electricity."  (See  London  and  Edinburgh  PhUo" 
Mophical  Magazine  and  Journal  of  Science,  Vol.  XXXI L, 
p.  165  ;  also  Gmelin*s  Handbook  of  Chemistry,  Vol.  I., 
p.  313.) 

1848,  WsRNKR  Siemens,  in  1848,  in  the  bay  of  Kiel,  and  in 
crossing  the  Rhine  at  Cologne  and  other  rivers,  successfully 
established  subaqueous  electric  telegraph  conductors.  (See 
Journal  of  the  Society  of  Arts,  April  23,  1858,  p.  351.) 

1848,  M.  Dubois  Rbymoxd,  in  1848-9,  published  his  re- 

1849.  searches  in  animal  electricity.  (See  British  and  Foreign 
MedicO'Chirurgieal  Review,  January  1854,  p.  126.) 

1849.  Charles  V.  Walker,  F.R.S.,  on  January  10,  1849, 
made  an  experiment  of  submerging  a  gutta-percha-covered 
electric  conductor  in  the  open  sea.  "  He  attached  two  miles 
**  of  insulated  wire,  submerged  in  the  sea,  to  the  end  of  one 
"  of  the  wires  of  the  South  Eastern  Company's "  [tele- 
graphic?] "  system  at  Folkestone,  and  spoke  through  it 
*'  to  the  Directors  in  London  from  the  deck  of  the 
"  steamer.''  (See  Whitehouse's  pamphlet,  The  AtkaUk 
Telegraph,  p.  4.) 

1849.  Werner  Siemens,  in  1849,  observed  the  electric  charge 
in  underground  telegraphic  line  wires.  (See  Journal  qf  tke 
Society  of  Arts,  April  23,  1858,  p.  35S.) 

1849.  Baum GARTNER,  in  1849,  made  observations  which 
proved  the  existence  of  earth  currents  in  telegraphic  wires. 
(See  Noad's  Manual  of  Electricity,  p.  239.) 
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}S49,       Mr.  W.  H.  Walbnn,  in  1849^  invented  a  single-fluid  con- 

fttnt  galnnic  battery  composed  of  cast-iron,  acid  sulphate  of 

inm,  and  prepared  zinc.   The  zinc  plate  is  coated  with  lead 

(from  a  sohxtion  of  the  acetate),  and  then  amalgamated ;  or  it 

may  be  iromeraed  in  a  solution  containing  lead  and  mercury* 

(See  Briiitk  As9oeiatum  Report  for  the  meeting  in  1849^ 

pp.  45,  46.) 

1850.       Messrs.  Brstt,  in  January  1 850, "  projected  and  obtained 

"  ooQceasions '*    for  an  electric  telegraph  line  across  the 

ChanncL      (See  Whitehouse's  pamphlet  The  Atlantic  Tele* 

$raph,  p.  4.) 

1850.       M.  Fbombnt's  electric  telegraph  was  invented  in  1850* 

This  appantna  writes  or  marks  the  dispatch  in  conventional 

ngns,  by  means  of  a  style  which  cuts  as  it  writes,  because  it 

turns  Toond  itself  in  the  same  time  that  it  makes  its  to-and* 

fro  movement.    The  style  is  moved  in  a  direct  manner  by 

the  armature  of  the  electro-magnet,  and  can  make  from 

3000  to  4000  vibrations  per  minute      {See  Abb^  Moigno's 

TrmUde  TO^apkie  £lectrique,  p.  104.) 

1850.  Professor  Page  of  America,  in  1850,  described  his 
electro-magnetic  engine  in  a  series  of  lectures  which  he 
delivered  before  the  Smithsonian  Institution.  This  ar- 
nngemc&t  consisted  of  dectro-dynamio  helices,  which,  by 
their  alternate  excitement,  gave  reciprocating  motion  to 

•  iron  oores;  a  connecting  rod  and  crank  commumcated 
this  motion  to  a  fly-wheel  shaft,  and  thence  to  the  work  to 
be  performed.  (See  Dodd's  Industrial  AppUeations  of 
Electricity,  p.  10;  also  De  la  Rive's  Treatise  on  Electricity, 
VoL  III.,  pp.  339,  340.) 

1851.  RuHMKORFP,  in  1851,  constructed  his  electro-dynamic 
coiL  Gbovb  and  Gassiot  subsequently  made  researches 
upon  the  passage  of  the  electric  spark  developed  by  this 
appsxatos  in  connection  with  Fizeau's  condenser,  and 
made  to  traverse  various  media.  Poooenoorff  and 
FoucAULT  constructed  improved  instruments  of  this  kind. 
(See  Noad's  Manual  qf  Electricity ,  pp.  726-730 ;  also 
De  la  Rive's  Treatite  on  Electricity,  Vol.  II.,  pp.  23,  24, 
and  VoL  III.,  pp.  722-729;  slso  PoggendorTs  Annalen, 
t.  xciv.,  p.  289;  also  Annates  de  Chimie  et  de  Physique, 
U  zlir.,  p.  375}  also  Comptes  Rendus  de  I'AcadAnie  des 
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^•^'    Scieneesy  t.  xlii.,  p.  216 ;  aLso  Arch,  des  8c.  PAyt.  et  Nai., 
t.  xzzi.  of  the  4th  series,  p.  243;  also  Canutes  Rendus  de 
r Academic  des  Sciences,  t.  xliii.,  p.  44.) 
Messrs.  G.  P.  and  R.  F.  Bond  of  the  Cambridge,  U.S., 

1851.  Observatory,  in  1851,  read  an  account  of  their  apparatus 
for  making  astronomical  observations  hj  means  of  electro- 
magnetism  to  the  British  Association  at  Ipswich.  This 
apparatus  consists  of  an  electric  break-circuit  dock,  » 
galvanic  battery,  and  a  spring  governor,  by  which  uniform 
motion  is  given  to  the  paper.  The  cylinder  revolves  onoe 
per  minute,  and  the  observer  depresses  a  break-circuit  key 
at  the  instant  of  the  transit  of  a  star  over  the  wire  or  hair 
line  of  the  tdescope,  thus  making  a  record  accordingly  on 
the  paper.  This  apparatus  enables  observations  to  be 
increased  in  number,  and  reduces  the  personal  equation  to 
the  nunimum.  (See  British  Association  Report  for  tiie 
meeting  in  1851,  pp.  21,  22.) 

1851.  Messrs.  Brett,  on  September  25, 1851,  laid  an  electric 
telegraph  cable  of  massive  construction  across  the  ChanneL 
(See  Whitehouse's  pamphlet  The  Atlantic  Telegraph,  p.  4.) 

1852.  Mr.  Latimer  Clark,  in  April  1852.  noticed  the  phe- 
nomenon of  the  slow  transmission  of  electric  currents 
through  submerged  wires.  (See  Journal  of  the  Society  of 
Arts,  April  23,  1858,  p.  356.) 

1853.  M.  BouLU,  from  the  year  1853,  endeavoured  to  reduce 
tumours  by  causing  electric  excitation  to  penetrate  into  the 
substance  itself  of  the  tumours.  (See  De  la  Rive's  Treatise 
on  EUctricity,  Vol.  III.,  pp.  683,  684.) 

Dr.  Faraday  communicated  the  results  of  his  enquiries, 
respecting  the  Leyden  jar  charge  of  buried  electrio  con- 
ducting wires,  to  the  members  of  the  Royal  Institution,  on 

1854.  January  20,  1854;  he  then  showed  that  the  electric 
currents  which  he  employed  travelled  at  the  rate  of  only 
750  miles  per  second  idong  buried  wires.  (See  Whitehouse's 
pamphlet  The  Atlantic  Telegraph,  p.  5.) 

1854.  Mr.  Whitbhousb,  in  1854,  commenced  his  researches 
on  the  possibility  of  working  an  Atlantic  electric  telegr^h. 
(See  Whitehouse's  pamphlet  The  Atlantic  Telegraph,  p.  6.) 

1854.  Mr.  RuTTER,  in  1854,  invented  a  very  delicate  electro- 
scope, that  rendered  the  development  of  human  electricity 
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TnUe  to  the  senses.    (See  Eneyclopmdia  Britannica,  8ih 
edition,  art.  Electricity,  p.  572.) 

1864.  Dr.  BoBKBL,  of  Strasburg,  in  1854,  made  regular  ozono« 
metric  observations  in  that  city,  and  is  thereby  led  to 
suppose  that  a  connection  exists  between  the  presence  of 
cholera  and  the  diminution  of  the  quantity  of  ozone  in  the 
atmosphere.  (See  De  la  Rive's  Treatise  on  Electricity,  \oL 
III.,  pp.  TOO,  701.) 

1965.  Dr.  MiDDBLDORPFF,  of  Breslau,  in  1855,  published  a 
work  on  galvanism  as  a  caustic.  He  uses  three  instru- 
ments, the  '* galvanic  cautery,*'  the  "galvanic  porte-liga- 
ture,"  and  "  galvanic  setons."  The  galvanic  cautery  con- 
sists of  a  wooden  handle,  through  which  wires  from  the 
battery  pass;  the  portion  of  the  platinum  rendered  incan- 
descent is  rounded,  and  it  can  be  turned  to  useful  account 
when  cold.  "  The  galvanic  porte-ligature  consists  of  wires 
that  are  made  to  pass  either  in  tubes  of  glass  or  of  metal 
and  good  conducting  tubes,  but  insulated  from  each 
other ;  the  cutting  lumdle  is  made  to  project  beyond  the 
extremity  of  the  tube ;  the  wires  that  pass  through  the 
"  tubes  enable  us  to  give  to  the  tenninal  handle  the  volume 
"  and  extent  that  are  desired."  Galvanic  setons  consist  of 
platinum  wires  that  are  guided  through  tissues  when  the 
object  in  view  is  to  develope  an  inflammatory  work.  (See 
De  la  Rive's  Treatise  on  Electricity,  Vol.  III.,  pp.  687-690.) 

1855.  Dr.  DucHXNNE,  of  Boulogne,  in  1855,  pointed  out  the 
different  degrees  of  the  susoeptiUlity  of  the  various  muscles 
under  the  same  electric  current ;  also  methods  of  local 
efecirixation,  by  which  other  the  skin  or  the  subcutaneous 
tissues  can  be  electrised^  (See  Dr.  Duehenne's  work  On 
LoeaUted  Eleetrigation  and  its  Application  to  Physiology,  to 
Paiholoffy,  and  to  TkerapeuOcs,  Paris,  1855 ;  also  De  la 
Rive's  Treatise  on  Electricity,  Vol.  III.,  pp.  618,  633 
and  703.) 

1855.  M.  Dubois  Rbymond,  in  1855,  gave  some  lectures  on 
eleetTO-pbysiology  at  the  Royal  Institution,  in  which  the 
existence  of  the  electric  conent  developed  by  the  action  of 
the  human  muscles  was  proved.  (See  Noad's  Manual  of 
Electricity,  p.  4^.) 
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^R'  Mr.  Whitehousk,  in  1855,  showed  tbe  effect  of  oppo- 
sitely chargiDg  a  sabroaiine  electric  telefi^phic  conductor  in 
neutralizing  the  Ley  den  jar  charge.  (See  British  Associatimi 
Report  for  the  meeting  in  1855 ;  also  Practical  Mechaxies' 
Journal,  November  1855,  p.  185;  also  \Vhitehouse*8  pam- 
phlet The  Atlantic  Telegraph,  p.  7.) 

1856.  Dr.  Andrews,  in  1856,  proved  that  ozone  is  an  aUo- 
tropic  modification  of  oxygen.  Ozone  has  the  following 
remarkable  properties: — 1.  It  negatively  polarizes  metals 
that  have  only  a  weak  affinity  for  oxygen.  2.  It  is  a 
powerful  oxydizing  agent.  3.  It  bleaches  vegetable  colors. 
4.  It  liberates  iodine  from  a  mixture  of  iodide  of  potas- 
sium and  starch  paste.  (See  Philosophical  Transaciums, 
1857,  pp.  1-13 ;  also  De  la  Rive's  Treatise  on  Electricity, 
Vol.  II.,  pp.  469,  480.) 

1856.  Professor  Matte uc^i,  in  1856,  made  note-worthy  dec- 
tro-physiological  researches,  the  results  of  which  were  as 
follows : — "  Living  muscular  tissue  developes  heat  by  the 
"  sole  act  of  its  contraction."  "  The  electro-motive  power 
'*  of  a  cut  muscle  is  independent  of  the  size  of  its  trans- 
"  verse  section."  "  The  electro-motive  force  of  the  muscle 
"  increases  with  its  length."  Mammifers  have  the 
greatest  electro-motive  force  of  muscles ;  fish  and  amphibia 
have  the  longest  duration  of  this  force  after  death.  Any 
cause  that  influences  muscles  also  influences  their  electro* 
motive  force.  An  instantaneous  electrical  discharge 
takes  place  in  a  muscle  during  contraction.  (See  Philo* 
fophical  Transactions,  1857,  pp.  129-143.) 

1856.  Mr.  Whitehouse,  in  1856,  described  an  dectro-mag' 
netic  balance  which  gave  the  "value  "  of  an  electric  cunent, 
telegraphically  speaking ;  he  also  proved  that  the  "  law  of 
*'  the  squares  "  is  not  the  law  applicable  to  the  transmission 
of  signals  in  submarine  circuits,  but  that  it  is  "  very  little 
"  beyond  the  simple  arithmetical  ratio."  (See  Athenaum, 
August  30,  1856,  p.  1092 ;  also  British  Association  Report 
for  the  meeting  in  1856.) 

1857*  Dr.  ZiEMSSEN,  in  1857,  states  that  the  electric  con' 
ductability  of  the  tissues  of  the  human  body  is  in  direct 
proportion  to  the  quantity  of  water  they  contain,  also  thst 
the  central  organs  of  the  nervous  system^  as  well  as  nenr^ 
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bnncbes  in  the  large  natunl  cavitiefl  of  the  hodj,  escape 
the  electric  cmrent  on  aocoant  of  their  enyelopment  in 
good  conductors.  With  a  powerful  current,  however,  these 
organs  maj  be  reached.  Dr.  Ziemssen  also  states  that 
electricity  is  of  use  in  intestinal  atonj.  In  his  work 
drawings  are  given  of  the  position  of  the  points  by  which 
to  dectricallj  affect  the  muscles  through  the  agency  of  the 
nerves.  (See  Dr.  Ziemssen's  BU  Electricitat  in  der 
Medicm,  Berlin,  1857;  also  The  British  ead  Foreign 
MedieO'Ckirmrffical  Retiew,  Januaiy  1859,  p.  91,  et  seq.) 
1858.  The  Ati^antic  Tblbgraph  Company,  on  Auguiit  5, 
1858,  received  the  first  signals  through  2050  miles  ai  the 
great  Atlantic  electric  telegraph  cable.  This  is  the  daj  on 
which  the  cable  was  first  landed  at  Valentia.  (See  Saturday 
Urnew,  August  21,  1858,  p.  191.) 
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A.D.  1766,  June  10.— N**  850. 

KXIGHT,  GowiN  [GowAN  ?]. — "  Constructing  compasses/' 
"  so  as  to  prevent  them  being  affected  by  the  motion  of  the  ship/'  &c. 
"  The  card  and  box  "  "  are  made  to  oscillate  in  equal  times/' 
"  bj  placing  the  centre  of  gravity  both  of  the  box  and  of  the  card  " 
at  proper  distances  "from  their  points  of  suspension^"  and  by 
filing  an  adjustable  weight  to  act  as  a  ''  pendulum  "  '*  to  the  rim 
**  of  the  outward  gimbol,  under  the  axis,  by  which  the  outward 
"  gimbol  may  be  made  to  move  in  the  same  time  as  the  inward. 
**  The  inward  axis  or  gimbol  is  fixed  to  the  bottom  of  the  box." 
Hie  agate  receives  the  point  on  which  the  needle  moves,  that  point 
Iscxng  attached  to  the  needle  by  means  of  a  metal  "  cross  piece  " 
having  "  small  gimbob."  "The  agate  is  fixed  to  a  slender  stem  of 
'*  metal,  the  lower  end  of  which  is  pointed,"  and  turns  freely  in 
*'  a  hollow  sockett."  *'  The  sockett  is  fixt  as  a  pedestal  in  the 
"  centre  of  the  bottom  of  the  box,  and  has  a  slit  on  one  side,"  to 
admit  a  pendulum  screwed  to  the  lower  part  of  the  st^m.  When 
"  the  box  is  in  motion,"  the  pendulum, "  stem,  and  agate  will  move 
*•  to  and  fro." 

Also,  "constroeting  the  variation  compass,"  ''for  taking  the  sun's 
"  azimnth  and  amplitude,  and  the  bearing  of  distant  objects."  A 
moveable  "  mirroir  is  placed  at  each  end  of  the  index,  just  behind 
the  aightfl!,''  "  so  as  to  reflect "  "  the  graduated  rim  of  the  card, 
which  will  Ihen  appear  to  the  eye "  vertical,  and  cut  by  the 
thread  of  the  opposite  sight,"  which  also  cuts  the  object.  "  In 
taking  the  sun's  azimuth/'  when  its  height  is  considerable,  "the 
rays  &[  the  sun  are  reflected  from  a  small  polished  cylander  placed 
'*  behind  the  sights  and  an  opening  is  made  in  each  end  of  the 
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*'  index  bar,  that  the  brass  rim  may  be  reflected  n-ithout  interruption 
"  from  the  bar,  which  is  slit  that  the  shadow  of  a  thread  undemeicth 
*'  it  may  cut  the  graduated  rim  of  the  card." 

CPrinted,  ad.   Sae  fioUs  Ohap^  Eoports,  6tk  Seport,  p.  189.] 

A.D.  1779,  June  25.— N^  1229. 

WRIGHT,  Gabriel. — "A  new-constructed  azimuth  and  amplitude 
*'  Ofnnpats." 

"  The  new-invented  parts  "  and  **  improvements  "  consist  of : — 

"  A  horizontal  nonius  (or  verniers)  division,"  '*  having  a  vertical 
"  motion  "  by  means  of  a  nut  outside  the  compass  box. 

An  '^  index  and  sights,  which  goes  on  the  comjNiss  box,'*  used 
when  the  sun's  azimuth  or  amplitude  is  taken.  Two  '*  mirrouiB  " 
are  ''placed  at  right  angles  to  each  other  on  the  plane  of  the  index ;" 
also  ''  a  screen  or  dy'd  glass,"  and  "  a  convex  glass."     *'  To  the 

vertical  sight "  "  is  fixed  a  horizontal  one,"  "  to  look  down  on 

the  reflecting  glasses  &c.  to  view  the  sun  &  the  horizon  of  the 

sea  and  to  read  of  the  degrees  from  the  card  &c.  thro'  the 
**  convex  glass."  ''  At  the  other  end  of  the  index  "  is  placed  1 
weight  "  to  ballance  the  whole." 

Also  an  improved  "reflecting  quadrant  or  octant,  having  the 

following  new  parts  "2 — 
A  round  plate"  (with  "a  hole,"  "a  circular  slit,'*  and  "a 

milled  edge "),  **  carrying  the  index  glass,"  and  moving  round 
the  centre  of  the  index,   adjusted  by  a  "clamp  &  screw;"  /'i 

horizontal  screw"  acyusts  the  index  glass  to  the  horizontal  gbas. 
The  index  glass  has  a  horizontal  fine  hair  line. 

A  piece  of  brass  is  screwed  to  the  quadrant  frame,  having  **  a  fine 

division  cut  on  it "  and  adjusted  "  to  coinside  with  a  like  divisioii 

cut  on  the  edge  of  the  round  plate." 

A  "  sight  vane,"  "  having  a  piece  of  thin  brass  with  a  hole  in 
"  the  center,"  sliding  up  and  down  in  a  "slit,"  "so  as  to  view  objects 
"  in  the  true  plane  of  the  quadrant." 

"  A  brass  frame,"  carrying  a  hair  line,  which  sometimes  takes  the 
place  of  the  sight  vane. 

A  "  sight  vane,"  with  two  lines  drawn  across  the  inside  {**  used 
"  with  the  compass  in  taking  the  sun's  azimuth  and  altitude  at  the 
"  same  time  "),  is  "  fastened  to  the  arch  of  the  quadrant." 

"A  reflecting  glass,"  to  view  objects  from  140  to  180  degxees 
apart. 
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"A  cyfindric  box  with  two  parallel  glass  aides/'  filled  with  a 
'Stfoad  that  will  float  a  hair  (attached  to  a  cork  and  weight)  verticallj, 
*  Id  level  the  ooflapass  by  when  the  horiaon  <tf  the  sea  cannot  be 
« observed/' 

CMated.Stf.    8wBellBOhs»dB0portB,6thB«!Mrt,p.l6i.] 

A.D.  1782,  Fehmafjr  5.— N*  1318. 

SAIRNE,  Edward. — ^This  inyention  is  stated  in  the  title  to  be, 

a  **  New>inrented  and  most  usefdll  improTement  in  the  common 

"  dectrical  madiine  (which  I  call  the  insulated  medical  electrical 

*■  madune),  by  insolating  the  whole  in  a  particular  manner,  and 

**  oonakmctiDg  the  conductors  so  that  either  shocks  or  sparks  may 

**  be  lecdTed  from  them."    The  "  form  to  be  excited  "  of  this 

decAncal  mairtiine  is  **  supported  immediately  on  non-conducting 

*'  SQbstaneea.*'    **  Hie  conductor  or  conductors  which  either  give 

**  to  or  iceeiie  the  electrical  fire  from  the  excited  part,  is  composed 

**  of  a  eoated  electricsl  jar  or  jars  or  any  other  substance  than  " 

[IhatT]  **  caB  receive  a  charge  of  electricity  or  a  conducting  sub- 

**  stance  oennected  with  them."      Connected. with  these  "con- 

"  ductors"  are  "tubes**  or  ''rods,"  with  ball  and  socket  joint  or 

joints,  that  will  conduct  electridty,  to  direct  the  electric  discharge 

to  any  part  of  the  body  required;  and  by  these  means  shocks  a«e 

given  by  disdiarging  the  dectridty  (either  by  metallic  connection 

with  the  earth,  or  with  the  conductor  of  the  oppoute  kind  of 

deetricity)  when  at  some  distance  from  the  part  through  which 

the  shock  is  to  be  sent ;  if  sparks  are  required  the  distance  is 


By  mesna  of  the  **  conductors  "  and  jointed  "  tubes«"  the  human 
body  can  be  in  any  part  affected  with  either  kind  of  electricity  in 
any  oomrenient  manner. 

[Printed,  Stf.   8eeEepertor7orArto,Tol.7,p.880.j 

A.D.  1782,  March  20.— N«  1322. 

HERIOT,  Javks. — ^A  ''New  invented  mariners  compass,  with 
"  compass  boxes  or  biMaiQlss,  peidnt  or  standing,  math  ventilator, 
*'  to  contain  dther  lamp  or  candle,  as  occasion  may  require,  celeii- 
'*  kted  to  obviate  every  difllculty  which  those  of  late  use  have 
"  been  subject  to^  for  the  purpose  of  navigating  all  kinds  of  ships 
••  orvesielB.'* 

Of 0  Speeillcatkm  enroUed.] 
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A.D.  1788,  August  12.— N«  1663. 

MCCULLOCH,   Kenneth. — "A  mariner's  oompasa  on  a  new 
*'  construction." 

An  "azimuth  compass"  is  described  and  shown,  in  wfaicdi 
gimbals  are  dispensed  with.  The  '^compass  vessell "  is  supported 
on  a  pivot  at  its  centre  of  gravity,  which  is  brought  as  near  as 
possible  to  that  of  the  needle;  the  needle  moves  upon  a  point 
''  a  small  distance  above  the  centre  of  gravity,"  and  near  to  the 
centre  of  motion  on  which  the  compass  vessel  is  free  to  move. 
For  this  purpose  the  bottom  of  the  compass  vessel  "  rises  in  a 
"  conical  form,"  is  supported  upon  a  "  prop  "  free  to  turn  in  the 
outer  case  of  the  instrument,  and  has  "  a  ring  of  lead  "  round  its 
bottom  *'  to  ballance  "  it ;  two  arms,  with  slits,  in  which  **  pivets  '* 
are  free  to  traverse  up  and  down,  spring  from  the  prop  and  turn 
with  it  when  necessary ;  the  pivots  are  fixed  to  the  compass  vessel 
'^  in  a  line  with  the  thin  metal  plate  on  which  the  pivot  of  the 
"  needle  rests."  The  needle  is  '*bent  so  that  the  point  of  the 
'*  pivot"  "is  a  small  distance  above  the  centre  of  gravity ."  Besides 
the  above,  the  compass  is  fitted  with  an  azimuth  circle  round  the 
edge  of  the  card,  a  nonius  stop  with  a  slide  passing  through  one 
of  the  pivots,  a  metal  bar  carrying  a  magnifying  glass  to  read  the 
divisions  of  the  azimuth  circle,  and  "  sight  vunes." 

A  "  steering  compass "  on  the  same  principle  as  the  azimuth 
compass,  is  described  and  shown,  having  the  arras  with  slits,  and 
the  prop  screwed  into  the  outer  case. 

Another  compass  is  described  and  shown.  The  compass  vessel 
is  supported  by  "  jambols,"  and  the  inverted  cone  in  which  the 
needle  pivot  rests  has  a  weight  attached  to  it  mounted  in  small 
"jambols."  The  smaller  gimbals  are  supported  by  standards 
rising  from  the  bottom  of  the  compass  vessel.  In  this  compass 
all  the  centres  of  motion  are  as  nearly  as  possible  in  "  the  same 
"  horizontal  plain." 

[Printed,  M.    See  Bolls  Chapel  Eeports,  6th  Report,  p.  144.] 

A.D.  1791,  July  5.— N»  1816. 

WRIGHT,  Gabriel. — A  new  method  of  making  mariners'  com- 
passes. 

A  *'  gimbel  compass  **  is  described  and  shown,  in  which  the 
''  inside  compass  box  or  kettle,''  made  of  wood  or  any  metal  except 
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xroB,lBas''ftniigof  lead"  fastened ''on  the  outaide  &  near  the 
"  eentre  of  motion,"  "to  balance"  it.  ''A  metal  pedestal"  is 
£zed  CO  the  centre  of  the  bottom  of  the  compass  box^  to  which 
iMMOM  "  piDan  or  points  "  *'  are  screwed  on  &  off  at  pleasnie, 
"  being  all  ai  different  times  made  use  of  to  cany  or  suspend  the 
**  magnHic  needle  &  cards."  A  "hollow  metal  cone/'  with  a 
point  at  the  top  to  reo^ve  the  needle,  is  generally  pUced  on  the 
piElar  or  point  screwed  into  the  pedestal ;  the  needle  majr,  however, 
be  plaeed  on  tiie  pDlar  without  the  hollow  cone.  Three  different 
"  pSIarv  or  centres  "  are  described  and  shown ;  one  with  a  point 
to  receire  the  needle ;  another  *'  with  a  round  top  "  to  receive  the 
hoOow  cone ;  and  a  third  with  an  "  agat  cap  "  and  gimbals.  The 
needle  may  either  be  mounted  with  a  reversible  ''agat  cap,"  which 
ia  kept  in  its  place  in  a  "  cjlindric  brass  box  "  by  a  helical  spring, 
or  it  may  have  an  adjustable  inverted  steel  point  mounted  with  a 
hdoal  spring  in  a  biass  box ;  tins  last  is  used  with  the  "  gimbd 
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The  above  compass,  cards,  and  needle  are  used  in  the  azimuth, 
ampfitade,  steering,  and  hanging  compasses ;  also  in  '*  the  conical 
**  eompass  with  the  new  invented  semicircle  to  prevent  its  turning 
"  round  horizontally  on  its  centre  or  prop." 

The  asimuth  compass  has  the  following  observable  points : — On 
its  card  are  drawn  **  a  number  of  lines  "  "  parallel  to  those  usually 
"  drawn  through  Uie  centre,"  "  quite  across  from  the  divisions  on 
"  one  nde  to  those  opponte."  A  metal  cirele,  semicirele,  or  quad- 
rant, having  a  jointed  index  moving  from  the  centre,  with  a  vernier ; 
this  "  may  cither  be  made  fast  to  the  brass  ring  or  cover  of  the 
**  compass,  or  made  use  of  detached,  having  a  handle  to  fruten  to 
"  it  for  the  hMt-mentbned  purpose."  "  One  or  two  sight  vanes." 
"  On  the  plane  of  the  cirele  semicircle  or  quadrant  is  placed  one 
"  or  two  metal  frames  which  contain  reflecting  plain  minors " 
"  to  shew  the  horizon  of  the  line  by  which  means  the  compass  is 
"  'kepi  in  a  horizontal  poflition  by  ^  marine  horizon." 

[Printed,  SdL] 

A.D.  1/92,  June  19.— N»  1891. 

FULLAKTON,  William.—'*  Certain  new  methods  of  separating 
"  'mm  tram  iron  atones  and  other  ores  of  that  metal,  of  smelting 
^  it  into  the  state  of  pig  or  cast  iron,  and  of  redudng  or  refining 
**  it  mto  the  atste  of  mailable  or  forged  iron," 
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The  ores  are  first  to  be  ''nduoed  into  a  pulvesised   atate^* 
*'  previoaely  eeldaing  the  material  when  necessary/'  *'  and 
^*  the  same  thzoogh  sievw  or  boilers."    Then  the 
laatters  are  separated ''  bj  all  or  any  of  the  foUowii^  opei 
(namely,)  by  washing,  levigating,  trituivting,  weanowiuy, 
by  the  appUctUum  of  fnoffwetic  attractum,  aooording  to  iiie 
and  qualities  of  tlie  diilerent  stones  and  ores."    The  matcnala 
tthns  pinified  ars  to  be  pot  into  a  ftimaoe. 

A  ftumaee  ''to  act  as  a  cmcible **  is  described,  also  the  method 
•of  using  it  in  this  inveation,  for  which  it  is  used  in  pretoenee  to 
jHiy  other  kind  of  tenace. 

[Printed,  SA   See  Repertory  of  Arts,  voL  1,  p.  297.] 

A.D.  17H  March  18.— N»  1980. 

NUGENT,  Patrick  Rodney.— "Two  instrumeBtswlifiKbf  the 
*'  latitude,  longitude,  and  magnetic  variation  at  sea  or  oa  ahoR 
*'  may  be  obtained." 

"  An  unireraal  reflecting  septant,  sextant,  oxtant,  or  qa»drMit»" 
*^  a  glass  tubb  and  bubble,"  and  "  a  pendulum  for  taking  altitades 
*'  without  an  horizon,"  are  described,  and  their  use  eluadaied. 

"  A  steering  or  universal  aaimuth  compass  "  is  described,  with 
**  an  aperture  of  45°  horizontal  width"  "  cut  out  of  the  side  <^  the 
*'  kettle,"  half  on  each  side  of  its  shoulders  or  axis.  "  Inuaediateiy 
'^  above  them"  are  "two  plain  sights,"  firmly  fixed  so  that  their 
central  hairs  are  "exactly  opposite  to  the  ncMih  and  south  points 

of  the  card  or  needle."    The  apertures  "are  to  be  glased  with 

glass  or  ising-glass." 

A  method  of  finding  the  magnetic  variation  by  this  com^An  is 
given. 

[Printed,  7<i.   See  Bells  Cbapel  Beporti^  <tli  Report,  p.  188.] 

A.D.  179«,  January  19.— N»  2081. 

WRIGHT,  Gabriel. — An  azimuth  and  amplitude   compass  is 
described  and  shown,  in  which  the  following  additions  are  made, 
*'  by  which  any  one  person,  without  assistance,  is  enabled  to  take 
*^  ikut  azimuth  of  all  celestial  olijects  and  their  altitudes  at  the  \ 
*'  same  time  and  in  eveiy  latitude  or  altitude  of  the  object." 

A  "reflecting  octant"  fitftened  on  to  the  top  rim  of  the  oom- 
pass,  "in  a  vertical  position^"  by  screws. 


4t 
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A  "'refledang  speculum,'*  and  acQnstable  convex  lens,  mounted 
L  •  sfiAng  tube,  used  to  reflect  and  msgnify  the  divisions  on 
IS  card  snd  noniua  ''in  a  horizontal  view,  to  be  read  off  by 
the  ebeerver  at  the  Ume  of  observation  without  any  person^ 


A  ''jointed  sight  vane  wilh  a  silk:  line"  to  ''obserre  by  the 
mui'b  shaddow  f*  also  a  sight  vane  with  dark  glass  fortakiag  the 


A  method  of  stopping  the  compass  card  by  the  action  of  two 
parallpl  "  bent  levers  or  bridles,"  one  end  of  which  "  screws  on  to 
*"  Hie  Bonioa  piece,"  and  the  other  on  to  an  open  stop  piece  on  the 
opposifee  side  of  the  card ;  thus,  by  pressing  a  nut  connected  with 
Ae  nonnia  pteee,  the  levers  cause  the  card  to  be  pressed  in  two 
opponte  Aeckioiis,  and  stop  it  without  eiror. 

An  ''artificial  horixon"  to  be  used  with  the  octant,  a** dial 
"  and  index  "  "  to  shew  the  ship's  run  during  the  interval  of  time 
"  in  making  two  observations  of  the  sun's  anmuth  and  altitude," 
a  "screw  "  with  an  «'aidex"  and  **  scale"  used  with  the  dial,  and 
&  scale  sad  quadrant  made  use  of  for  solving  nantioal  problems, 
ase  also  described  and  shown. 

A.D.  1798,  March  10.— N*  2221. 

PERKINS,  Bkmjamin  Douglas.— The  title  of  Ihis  invention  is 
as  iiHows : — **  Disooveiy  ot  a  certain  art  of  relieving  and  curing  a 
"  vaiiety  of  adies,  pains,  and  diseases  in  the  human  body,  by 

*  dnwing  ow  the  parts  sflfected,  or  those  contiguous  thereto,  in 
**  eertain  Sections,  various  pointed  metals,  which,  from  the 
"  afinhy  they  have  with  the  oflbnding  matter,  or  from  some  other 

*  eaoa^  extract  or  draw  out  the  same,  and  thus  cure  the  patient." 
Hie  iuveution  eonrists  in  emplojing  those  metals  "which  pro- 

'  daee  thai  action  on  the  nerves  and  muscles  of  animals,  known 

*  Vf  the  term  galvaniflm."  "  (Combinations  of  copper,  rink,  and 
**  a  SBBsn  fvopertion  of  gold,  and  also  iron  united  to  a  very  small 
**  praportion  of  silver  or  platina^"  are  found  most  efficacious.  In- 
stmaiests  are  made  with  points,  which  are  applied  "to  those  parts 
**  of  the  body  which  are  affected  with  disease  "  and  drawn  "  otl  on 
"  tile  akin  to  a  oonriderable  distance  from  the  complaint,  and 
"  nsuallj  towards  the  extremities."  "The  diseases  most  readily 
"  cored  by  this  metallic  influence  are  rheumatism,  gout,  pleurisy. 
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"  inflamaiion^  spasmodic  affections,  and  most  kinds  cyf   topical 

*'  complaints.     All  parts  of  the  body  on  which  the  metals  ace  to 

*'  be  used,  as  well  as  the  metals  themselves,  should  be  perfectly  free 

"  from  oUy  and  greasy  applications.    The  relief  from  this  metallic 

'^  application  "  takes  place  in  from  15  minutes  to  "  several  weeks," 

according  to  the  nature  of  the  disease. 

[Printed.  9d.  See  Repertory  of  Arts.  toI.  2  {second  ieries),  p.  179 ;  and  Bolls 
Chapel  Reports,  Sth  Report,  p.  147.] 

A.D.  1798,  June  27.— N»  2246. 

NUGENT,  Patrick  Rooney. — "New  invented  and  improved 
"  mathematical  instruments,  whereby  the  latitude  and  longitude^ 
**  variation  and  inclination  of  the  magnetic  needle  at  sea  and  on 
"  shore  may  be  obtained  in  a  more  general,  masterly,  and  perfect 
"  manner  than  hath  hitherto  been  done." 
[No  Speciflcfttion  enrolled.] 

A.D.  1798,  December  1?.— N'2280, 

PECKHAM,  John  Randall. — "A  new  and  improved  method 
"  of  constructing  a  watch  so  as  to  unite  it  with  a  mariner's  com- 
*'  pass,  in  such  a  manner  as  to  answer  eveiy  purpose  with  equal 
"  accuracy  and  perfection  for  which  either  of  them  might  be  sepa- 
*'  rately  used." 

"  My  method  of  constructing  a  watch  so  as  to  admit  the  uniting 
"  it  with  a  mariner's  compass,  in  such  manner  that  the  works  d 
"  the  watch  shall  not  affect  the  magnetic  needle  nor  be  affected 
''  by  it,  is  this : — 1  substitute  for  those  works  which  are  usually 
*'  made  of  steel,  and  which  are  near  enough  to  afPect  in  the  smallest 
"  degree  the  free  action  of  the  magnetic  needle,  works  made  of 
"  gold,  silver,  or  any  other  metal  or  admixture  of  metals  whidi 
have  no  influence  on  the  magnetic  needle,  (that  is  to  say)  in  all 
cases  (whether  the  mariner's  compass  be  inserted  in  or  upon  the 
"  foce  of  the  dial  in  any  part,  or  in  any  part  of  the  back  of  the 
"  watch,  either  in  the  box  or  case),  for  the  following  parts  usually 
"  made  of  steel  (viz^),  the  barrel,  arbor,  cannon  pinions,  ratchets, 
"  and  clicks,  bolt,  bolt  spring,  detant  work,  stopworks,  cap,  spring, 
'*  and  screws,  and  for  every  article  or  part  where  steel  ia  not 
'*  absolutely  required,  I  substitute  gold,  silver,  or  some  other  metals 
"  or  admixture  of  metals,  as  above-mentioned." 

[Printed,  Sc^.    Bee  Bolls  Chapel  Reports,  eth  Report,  p.  147.] 
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A.D.  1805,  October  7.—N<»  2883. 
STEDS,  John. — ^*'An  improved  steering  amplitude  or  aEimuth 


99 


A  eompass  is  described  and  shown,  in  wluch  '^the  outside 
**  gimboal  '*  is  taken  away,  and  the  kettle  is  suspended  on  pivots  in 
fte  '^betical "  [bimiade  ?],  with  or  without  a  wood  box ;  the  pivots 
on  wluch  the  ketHe  is  suspended  prevent  the  pitching  of  the  ship 
from  silfirting  the  needle.  To  prevent  the  needle  from  being 
lllbetod  bj  the  rolling  of  the  vessel,  "  a  half  gimbol,"  to  which  the 
needle  centre  is  fixed,  is  suspended  inside  the  kettle  on  pivots  at 
light  angles  to  those  suspending  the  kettle,  thus  giving  four 
sospooding  points  to  prevent  the  card  from  being  disturbed  by  the 
motioii  of  the  ship.  In  this  compass  the  '^lubbard's  point'' 
[hibber'Bline?]  is  marked  on  the  half  gimbal,  and  is  therefore  not 
obacored  by  a  nde  hght  when  the  ship  is  rolling. 

Tlie  amplitade  compass  is  the  same  as  the  steering  compass, 
except  that  it  baa  pins  to  receive  sight  vanes,  and  a  deeper  cover. 

An  asimiitii  compass  is  also  described,  in  which  there  is  "  a  spring 
'*  to  tibe  nonios  and  a  trigger  "  to  which  is  fixed  a  thread  tor  the 
obaerver  to  stop  the  compass  card  by ;  there  is  a  Drawing  evidently 
showing  this,  but  not  referred  to  in  the  Specification.  To  keep  the 
asmuth  compass  from  wear,  when  not  in  use,  there  is  "a  notch  in 
"  the  standards  to  place  the  suspending  pivot  into  when  wanted 
''.for  use,  and  to  take  it  therefrom  and  place  the  compass  in  the 
"  bottom  of  the  box  when  not  wanted  to  be  used.'' 

A  "  scale,"  to  work  various  nautical  problems  connected  with  the 
ship's  course,  is  also  described  and  shown  in  detail. 

[Frtiited.lj.ld.] 

A.D.  1809,  September  26.— N*  3265. 

SMITH,  EoKRTON,  and  HARRIS,  Michabl.—"  Certain  un- 
provements  in  ships'  binades  and  compasses,  and  in  the  mode 
of  bghtmg  the  same."  This  invention,  called  "The  patent  tell- 
tale binade  and  compass,"  consists  in  the  following  improve- 
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lat.  The  compass  is  virible  on  deck  and  in  the  cabin ''  at  the 
«*  ame  time." 
2nd*  Hie  compasa  is  Qluminated  by  the  same  light  which  lights 

Aecabin» 
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3rd.  Preventing  the  compass  card  firom  being  unshipped. 

4th.  "  In  enabling  the  mariner  to  steer  with  one  compaas  only  *' 
and  a  small  binnacle. 

5fch.  In  "  darkening  the  binacle,"  so  'Hhat  whilst  the  oompasB  is 
"  distincdj  visible,'*  **  no  light  shews  "  •*  to  an  enemy/* 

These  improvements  are  effected  as  follows : — ^The  compass  bowl 

is  open  at  the  top  and  bottom.  The  compass  card  is  of  paper,  pardi- 

*'  mant,  silk,  cloth>  with  or  without  talk''  [talc?],  ^giwBa,  or  cflher 

**  proper  substance,  printed  on  both  sides ;''  or  "  a  card  of  metel, 

^  with  either  the  points  or  the  interstices  cut  out,  and  the  spscea 

«  filled  up  with  paper,  printed  or  plun,  pasted  over  its  whole  sm^ 

**  fhce,"  may  be  used.    "  Two  card  faces  "  may  be  pasted  toeretlia; 

**  with  tiieir  faces  outwards,"  or  an  impression  may  be  taken  from 

the  engraving,  having  a  sheet  of  transfer  paper  on  the  side  of  the  card 

aot  {muted  on  by  the  block.   To  load  tiie  card,  it  is  stretched  npoa 

two  metal  rims,  rivetted,  one  on  the  upper,  the  other  on  iiie  under 

siff&oe.    The  card  centre  is  supported  either  on  a  bar  fixed  across 

the  bottom  of  the  compass  bowl,  or  fixed  into  a  hole  in  the  lower 

glass  by  a  screw  and  nut.    Another  bar,  with  a  wire  projecting  into 

the  hollow  top  of  the  needle  eap,  is  fixed  across  the  top  of  the 

compass  bowl,  which  prevents  the  card  being  unshipped.     Tlie 

Ught  is  admitted  from  the  cabin  by  openings  in  the  deck,  binnade^ 

and  compass  box.    A  "slide"  is  placed  in  the  binnacle,  **jaat 

**  above  the  compass  box,"  to  exclude  unnecessary  li^ht.     The 

iifvention  is  applied  to  compasses  of  the  usual  construction,  by 

reflecting  the  light  from  below  to  the  face  of  the  compass  by  a 

uiiiTor. 

[Printed,  Zd,    Soe  Bolls  Chapel  Eeports,  7th  Report,  p.  206.] 

A.D.  1810,  July  18.— N<»  3363. 

.  STEBBING,  Gborgb. — "  Certain  improvements  on  the  adaon 
"  and  other  parts  of  sea  and  land  compasses,"  consisting  of: — 

1st.  For  the  ''  metal  or  steel "  "  center  or  point "  that  suppsfts 
the  card  is  substituted  "  a  ruby,  Jewell,  precious  or  any  other  bard 
"  stone  or  composition "  set  in  metal,  and  long  enough  to  hiing 
tiie  esrd  naar  the  centre  of  gravity. 

2nd.  For  the  "  tap  "  or  "  bottom  of  the  cap,"  "  hard  metol "  or 

.stone  IB  aubstituted  foragate.    ''Intiie  cesterl^Mreof  Ksunkthe 

"  section  of  a  small  circle  or  sphere,  well  polished,  to  sscei^ae  ife 
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<*  head  of  the  niby"  that  supports  tiie  cud,  "  instewl  of  the  sockttt 
'^  in  the  signfee,  as  before  used/' 

Jrd.  The  ends  of  ilie  megnetie  needle  aie  made  wqoMtt,  "hj 
**  Tedwrii^  the  width  of  the  needle  to  its  thickness." 

4Ui.  **  In  time  of  action  or  very  bad  weather,"  the  card  and 
■eerfla  aic  soapended  by  a  nlk  tiiread,  **  about  one  quarter  ef  an 
"  hack  off  tiie  center,  hung  from  the  glasa  by  means  of  a  swivel  or 
^  boak"  "to  the  top  of  the  cap  or  from  apiece  of  metal  pot 
**  acroea  the  kettle  or  bowl ;"  "and  at  the  bottom  of  the  cap,  under 
"  the  card,"  **  a  piece  of  tube  about  an  inch  long,  in  a  eanical 
**  ahape,"  is  placed,  so  that  the  card  will  neither  touch  the  side  of 
the  kettle  nor  be  thrown  oiF  the  centre.  Or  the  compass  may  be 
suspended  "  with  clastic  spiings." 

[Pitiitod,Scl.   See BoUs Chapel Beyoitfl, 7th Aeport, p. 206.] 


A.D.  ISIO,  August  14.— N*  3371. 

WHITMORE,  WiLUAM.— "The  magnet  toy,  to  ftuoUtate  the 
tffhing  of  childien  to  spell,  read,  and  cypher  in  any  toi^^, 
with  ease  to  the  teacher,  pleasure  to  the  leamer,and  proportianate 


«< 

«      ■ Kii    ,m,    " 


This  toy  oonsiita  of  a  hoc  (containing  mechanism)  having  de- 
pistad  oo  its  upper  sur&oe  *' either  the  letters  of  the  alphabet, 
**  Mmerals,  tfpes,  symbols,  or  musica]  notes,  according  to  the 
^  Ticws  of  the  teacher,"  aoaaged  in  a  semi-circular  form  somewhat 
&ke  the  plate  of  a  dial;  an  "  index,"  rerolving  about  the  centre  ef 
Am  dial,  canies  ahorse  "  or  other  ci^ptivating,  whimsical,  or  attrae- 
*'  tive  deiriee:"  at  the  pkasne  of  the  teacher  the  horse  is  made  to 
takesfp  any  loose  duplicate  letter  or  sign  laying  on  "another  eon- 
"  eentae,  Ac  ezterior,  semidxcular,  inclined  rim,"  opposite  to 
those  OB  the  dial,  and  to  deposit  it  on  aflat  semi-circular  rim  which 
the  remaining  half  circle  to  that  from  which  the  duplioatM 
taken ;  the  horse  also  nods,  shakes  his  head  sidewi^s,  and  has 
other  motions  at  the  will  ati  the  operator. 

The  banc's  head  is  balanced  by  a  weight  concealed  within  the 
body  Mnd  acted  on  by  a  string  from  the  front  of  the  box,  passing 
thioii^  the  hollow  index  centre  and  the  leg,  so  that  on  its  bong 
palled,  the  horse's  bead  is  depressed,  and  a  magnet  placed  in  his 
mooth  is  broi^ht  into  contact  with  a  piece  of  iron  on  the  dupli^ 
mk;  on  releasing  the  string  the  concealed  bahmoe  weight  raises 
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the  horse's  head ;  another  string,  having  its  two  ends  projecting 
from  the  front  of  the  box,  passes  round  a  pulley  on  the  index 
axis  and  turns  the  horse  round ;  the  head  is  then  depressed^  the 
duplicate  strikes  against  an  upright  ridge,  and  is  deposited  on  the 
rim. 

Another  method  of  moving  the  horse  is  described  and  shovn, 
in  which  a  handle  connected  with  a  shaft  and  pinion  moves  a 
crown  wheel  on  the  index  axis ;  levers,  rods,  and  tubes  give  mo- 
tion to  the  horse's  head. 

[Printed,  7d,    Bee  Bolls  ChiHpel  Reports ,  7th  Report,  p.  906.] 

A.D.  1812,  January  23.— N«  3625. 

ROWLAND,  Richard. — "Certain  improvements  in  ships'  steo^ 
"  ing  wheels,  compasses,  and  binnacles,  and  in  the  mode  of 
"  lighting  the  same." 

A  binnacle  is  described  and  shown  having  three  compartments 
in  the  upper  part.  A  compass  card  is  in  each  of  the  end  com- 
partments, respectively  "  suspended  "  on  metal  centres  fixed  to  the 
bottom  of  the  compartment.  Each  compartment  has  a  door  snd 
*'  wings "  on  hinges,  so  as  to  protect  the  vertical  glass  over  the 
compass;  also  a  skylight,  over  one  of  which  a  rule  and  **  a  pair  of 
"  lights  "  [sights  ?]  is  fixed  to  ascertain  the  "  bearings  of  any  ob- 
*'  ject  seen."  The  centre  compartment  contains  the  light,  wfaidi 
can  be  drawn  up  dose  to  the  compasses,  and  is  minutely  described. 
Rollers  and  curtains  exclude  the  light  when  necessary,  and  a 
'^  time-glass  "  is  fixed  "  on  a  center"  at  each  end  of  the  binnade. 
^'  When  the  glass  comes  to  an  upright  position  the  compass  card  is 
**  about  one  foot  in  diameter."  The  cap  of  the  storm  compan 
*'  is  fixed  under  the  card,  so  that  the  center  of  suspension  isin^ 
*'  plane  of  the  upper  surface  of  the  card."  *'  The  lubber's  line  is  on 
'*  a  swinging  pendulum  "  whose  fulcrum  is  "  in  the  plane  of  Ihe 
**  center  of  suspension  of  the  card."  The  lower  part  of  the  bin- 
nacle has  three  compartments,  the  two  outside  ones  are  cupboardiy 
and  the  centre  one  contains  a  "  dripstone"  cemented  into  a  pan 
without  a  bottom,  thus  forming  a  bottom  to  it. 

When  the  steering-wheel  is  mounted  fore  and  aft,  instead  of 
athwart  ship  as  heretofore,  a  square  binnacle  is  used  with  a 
**  lighthouse  "  at  one  comer.  The  cards  are  viewed  in  a  similar 
manner  to  that  of  the  former  binnacle ;  they  are,  however,  trans- 
parent, and  placed  one  underneath  the  other.    The  light  is  lowered 
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ttd  niaed  by  a  cord,  and  lights  the  cabin  as  well,  the  bottom  of 
Ae  bimiacle  bong  glased. 

V'ttious  compasses  are  described  with  centres  fixed  in  the  bot« 
tola  of  &e  box,  ynth  or  without  *'  gimbolB.''  The  box  is  filled 
^Hh  spirits  of  wine. 

A  method  ci  preserving  candles  is  also  described,  hj  dipping  the 
irieks  into  mdted  tallow  and  packing  them  in  a  vessel  of  water,  oil, 
or  spiritaiy  or  in  a  water-tight  case  in  a  vessel  of  water. 

[Printed,  7<i.    See  RoDs  Cbi^iel  Reports,  8th  Report,  p.  88.] 


A.D.  1813,  January  30.— N*  3644. 


CRCW,  Francis. — "Certain    improvements  in    the  mariner's 
"  compass  or  boat  compass." 

lliis  compass  has  a  '' card  or  index "  that  floats  in  alcohol 

"  contained  in  a  metallic  bowl,  suspended  by  gimbals."     "  The 

"  card  or  index  of  this  compass  is  constructed  of  two  concave 

"  metallic  plates,  which  are  hermeticallj  sealed  or  soldered  together^ 

"  fanning  a  lens,  within  which  is  contained  and  imnly  fixed  a 

"  magnetic  needle."    A  glass  plate  confines  the  liquid  in  the  bowl 

ind  permits  the  card  to  be  seen;  in  the  centre  of  the  inside  of  the 

glass  plate  a  metallic  point  is  cemented,  which  projects  downwards 

into  **  an  inverted  hollow  cone "  fixed  on  to  the  centre  of  the 

upper  part  of  the  card;   to  the  centre  of  the  under  part  of 

the    card   a   weight  is  attached,   keeping  it  in   an    horizontal 

posation  and  "  adjusting  its  pressure   on  the  point  of  action." 

To  atop  the  vibratory  motion  of  the  bowl,  a  "  rod"  is  attached  to 

the  centre  of  its  external  surface,  having  "  a  tender  spring,  which 

**  ia  leoeived  by  a  concave  metallic  dish  attached  to  the  compass 

*'  box  underneath  the  said  bowl,  on  the  surface  of  which  dish  the 

**  aaid  spring  freely  acts."     Another  method  of  stopping  the 

Tibiation  of  the  bowl  is  described  and  shown : — "  A  segment  of  a 

apheie  (the  radius  of  which  taiBeB  from  the  line  of  suspention)  is 

attach  to  the  inferior  side  of  the  said  bowl,  acting  against  the 

"  extremity  o£  a  tender  spring  arising  from  the  side  or  other  part 

"  of  the  compass  box."     A  *'  spring  valve  "  admits  the  escape  of 

lapandf^  air  in  a  hot  climate.  'Fhe  alcohol  is  replenished  by  rnean^ 

ofa  diamber  round  the  upper  part  of  the  bowl. 

rPriated,S4.3 
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A.D.  1813,  February  4.—N'»  3646. 

ALEXANDER,  George.— "An  improved  mode  of  suspending 
the  card  of  the  mariner's  compass." 

The  agate  cup,  receiving  the  steel  point  on  which  the  needle  is 
free  to  move  horizontally,  is  suspended  by  gimbals ;  also  the  point 
on  which  the  needle  moves  is  suspended  by  gimbals.  This  is 
accompUshed  by  having  a  "fork"  with  « two  prongs "  stand  up 
"  perpendicularly"  from  **the  bottom  of  the  brass  (or  o&er 
«  suitable  metallic)  box;"  "a  gimble  ring"  is  suspended  hj 
screws  between  the  prongs,  within  whidi  ring  the  agate  cup  is 
similarly  suspended.  "  In  the  centre  of  the  magnetic  bar,  on 
which  the  card  is  placed,  there  is  a  large  circular  opening  to 
admit  through  the  fork,  at  the  north  and  south  sides  of  which 
are  fixed  two  small  upright  pieces  of  brass  (or  other  suitable 
metal),  holding  between  them  by  a  screw  from  each  a  laiige 
gimble  ring,  on  which  gimble  ring  is  erected  at  the  cast  and 
west  sides  a  gallows  or  arch  of  brass  (or  other  suitable  metal), 
in  the  centre  of  which,  directed  downwards,  is  the  point  which 
rests  in  the  agate  (or  other  substance)  cup  below.  On  the  top 
of  the  gallows  or  arch  there  is  placed  a  thin  piece  of  concare 
brass  (or  other  suitable  metal)  about  one  inch  diameter,  and  in 
the  centre  of  the  glass,  immediately  above  is  fixed  a  pronff 
•*  pointing  downwards  which  acts  within  the  cavity  of  the  braas 
**  (or  other  stutable  metal)  below." 

[Printed,  **.    See  Repertory  of  Arts,  toI.  23  {second  series),  p.  380.] 
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A.D.  1813,  November  25. -N*  3760. 

DTJNCOMBE,  John.— The  title  of  this  invention  refers  to  all 
the  improvements  set  forth  in  the  Specification,  and  is  as  follows  :— 
"  My  invention  and  improvement,  as  hereafter  described  and 
**  applied  to  mathematical  and  astronomical  instruments,  in  order 
'^  to  render  them  more  portable,  accurate,  easy,  expeditious,  and 
*'  certain  in  their  application  to  topographical  and  nautical  sui- 
'*  veying,  and  the  mensuration  of  celestial  angles  on  land  or  sea, 
"  and  for  ascertaining  the  direct  distances  of  inaccessible  objects 
"  within  a  limited  extent  at  one  station  only,  without  the  usual  or 
"  any  other  calculation.  These  inventions  and  improvements 
'*  consist  in  a  new  index,  which  ascertains  the  meaiinped  quantity 
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**  ofan  angle  to  any  proposed  rational  degne  of  preciflion,  bjnn. 

"  demigtiie  dmsiona  of  those  miiuite  parts luthorto imperoeptable* 

'  to  die  sences  tralj  oonspicaous  and  distinctly  legihle  by  the 

"  oQouBon  naked  eye ;  and  an  attached  new  parallel  movement, 

*  ^  which  the  natanl  sine  and  cosine  of  such  angle  are  at  tiie 

"  sune  tune  precisely  obtained  to  any  eligible  radhis,  without 

**  tabular  or  other  reference;  and  also  a  detached  new  parallel 

'*  movement,  famished  with  teleseopic  or  otiier  sights,  by  which 

'  the  £iect  distaneei  of  inaccessible  objects  within  a  limited  extent 

"  ire  accurately  measured  at  one  station  without  trigonometrical 

**  or  other  calculation ;  and  a  new  improved  compass,  whose  index 

"pcNnts  due  north  and  south,  and  which  is  capable  of  ac^justment 

"  aeeording  to  the  known  or  observed  variation  of  the  maimetic 

«  needle." 

•Hie  *•  improved  compass  "  has  *'  a  brass  or  other  non-magnetic 
"  index  fitted  to  the  cap  of  the  magnetic  needle,  and  which  is 

•  capable  of  being  always  a4justed  thereto,  according  to  its  known 

*  oar  observed  variation  from  the  meridian,  and  thereby  caused 
'*  constantly  to  pmnt  due  north  and  south.  This  improvement  is 
"  general  to  the  compass  of  every  description." 

[Printed,  lid.    See  lUdlB  Chapel  Reports,  8th  Report,  p.  99.] 

A.D.  1818,  May  7.— N°  4259, 

JENNINGS,  HsMRT  CeKSTAMTiNS.— <'  An  improvement  in  the 
**  mannefa'  compass,  being  a  means  of  guarding  or  protecting  the 
**  magmtif  needle  of  it  fiurn  all  action  wising  from  iron  in  its 
"  neighbonriiood." 

The  oompaas  is  "  monnted  and  fitted  up  in  the  usual  manner 
**  with  gimbals,  glass  cover,  wooden  case,  &c,;"  but  the  needle 
card  carries  "four  pieces  of  iron  softened  by  annealing,"  two  being 
^  screwed  to  the  card  at  each  end  of  the  needle,''  these  ''  are  in- 
"  tcndad  to  act  as  guards  against  the  paoMge  of  the  magnetic 
*'  fluid,  by  absething  the  first  quantity  of  it."  Iron  filings,  core- 
MIy  annealed,  are  made  to  surround  tibe  needle  by  b<nng  enclosed 
"  betweea  the  aides  and  bottoms  of  the  brass  or  oopper  boxes 
**  which  enclose  the  needle  and  card;"  the  sides  and  bottoms  of 
the  boxes  are  kept  exactly  the  same  distance  apart,  truly  circular, 
ind  flat ;  and  "  the  needle  card,  &c.,"  is  '*  suspended  on  a  point 
"  aoemately  in  the  centre  of  the  box."  The  '^  guards  at  the  ends 
"  aiihe  needle"  ateof  thin  sheethron,  bent  so  as  to  be  conoentsic 
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with  the  card  centre  when  they  are  fixed,  thus  forming  segments  of 
a  circle.  The  iron  for  the  *'  guards/'  as  well  as  the  iron  filings, 
are  annealed  ''by  being  enclosed  in  a  soft  plate  iron  box,  and 
«  intimately  mixed  either  with  alumine  clay,  in  fine  powder,"  or 
«•  an  argiUaoeous  iron  ore ;"  the  box  is  then  "  well  covered  with  a 
"  soft  plate  iron  lid,"  "  exposed  to  a  strong  red  heat,*'  and  let 
**  remain  in  the  oven  or  furnace  until  it  is  become  cold,"  the 
powder  is  then  separated  from  it. 

The  kind  of  needle  **  used  by  the  late  Dr.  Gowen  "  [Gowan  7] 
*'  Knight "  is  preferred. 

[Printed,  M,   See  Rolls  Chapel  Reports,  8tli  Report,  p.  125.3 

A.D.  1819,  May  18.— N»  4374. 

ATKINS,  George. — "  An  instrument  for  ascertaining  the  vaiia- 
''  tion  of  the  compass." 

This  invention  consists  of: — Ist.  ''Certain  improvements  in 
*'  magnetic  needles."  Two  steel  wires  or  arms,  having  north  polarity 
at  their  free  ends,  are  affixed  "  to  the  south  half  of  the  needle, 
**  forming  equidistant  angles  of  about  sixty  degrees  with  the  nortii 
"  end  of  the  needle."  Owing  to  the  magnetic  force  to  which  the 
needle  is  subject  being  greatest  when  the  needle  is  90°  from  the 
meridian,  it  is  believed  that  this  needle  will  have  greater  magnetic 
force  and  steadiness  than  a  needle  of  the  usual  construction. 

Another  improvement  in  magnetic  needles  consists  in  making 
the  needle,  in  vertical  section,  of  the  form  of  a  "  segment  of  a 
"  circle,  or  of  an  elipse,  or  of  a  polygonal  figure,  having  a  ring 
*'  or  aperture  at  bottom  to  admit  the  central  point,  and  two 
"  horizontal  ears  at  the  ends,  to  which  the  card  is  attached."  In 
this  needle  the  magnetic  fluid  is  in  a  vertical  line  near  the  ex- 
tremities. 

2nd.  An  instrument  for  ascertaining  the  variation  of  the  com- 
pass.  A  collar  (suspended  at  its  centre  on  a  pillar  by  gimbals) 
carries  a  dial,  engraved  as  a  compass  card,  and  able  to  be  set  to 
any  required  point,  either  by  a  compass  mounted  on  the  cap  of  tiie 
collar,  by  the  binnacle  compass,  or  by  one  in  another  compartment 
of  the  same  box.  The  collar  has  a  limb,  with  a  long  and  short 
sight  moveable  on  it  and  on  the  dial,  and  a  weighted  hoUow  cone 
to  balance  the  instrument* 

In  another  construction,  the  coUar  is  balanced  on  a  pivot,  and 
carries  an  arm  with  "  a  vertical  crotch,"  "  having  a  slit  or  notch 
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*  wiadi  slides  freely  (but  without  any  shake)  on  a  steel  -fixed  to 

*  the  side  of  the  box.'' 

In  a  third  azrangement,  the  cental  collar  is  suspended  by  exter- 
nal gimbals  afBixed  to  the  box.    A  balance  weight  is  attached. 

Also,  a  dbesipct  form  is  described,  in  which  a  wooden  dial  plate 
is  suspended  to  the  box  by  gimbals,  and  one  removeable  sight  is 
used. 


,  7d,  See  Repertory  of  ATts,ToL  S6  {second  Beriesh  p.l ;  and  Bolls 

Cfaepd  Reports,  8th  Report,  p.  1S8.] 

A.D.  1824,  August  5.— N*  4996. 

GRAYDON,  Gbobge.— The  title  of  this  invention  is :— "  A  new 
"  eompasa  for  navigation,  and  other  purposes ; "  but  it  relates 
to  a  **  eelestaal  compass,"  which  is  ''adapted  to  obtain  data  for 
"  debenmmng  the  latitade  or  longitude  at  sea  by  means  of  the 
**  heavenly  bo^es,  and  at  a  time  when  the  horizon  is  obscured, 
"*  and  also  of  finding  the  azimuth  of  the  sun  or  a  star  at  any  time 
"  when  these  objects  sre  visible." 

Tins  ffflpp'V!*  may  also  be  used  ''  in  place  of  the  ordinary  mag- 
"  netie  eompass,"  and  for  ''ascertaining  the  variation  of  the 
"  magnetic  needle."  No  magnetic  needle  is  used  in  this  com« 
pass;  in  obtaining  "the  moon's  meridian,  distance,  and  declina- 
**  tion,  M  data  for  determining  the  latitude  or  longitude," 
however,  it  is  directed  to  turn  the  instrument  round  upon  a  ver* 
tieal  axis  until  certain  horizontal  axes,  and  consequently  a  certain 
liti^^  **ia  found,  by  the  aid  of  the  common  magnetic  needle  or 
"  any  other  eonvenient  manner,  to  be  somewhere  near  the  plane 
**  off  the  meridian."  Modifications  of  tlus  instrument,  and 
methoda  of  mdjati&ag  it,  for  use  "  by  day  when  the  sun  is  visible," 
"  Ibr  tteemg  a  ship  by  means  of  the  motions  of  the  heavenly 
"  bodies,  instead  of  steering  by  the  magnetic  needle,"  and  for 
"  taking  bearings  on  land^  or  for  laying  down  angles  in  surveying 
'*  by  means  of  the  heavenly  bodies,  without  using  a  magnetic 
«*  needle,"  are  described  at  length. 

[Ftinted,  ^.  See  London  Joamal  iNmpion*$),  yoL  IS,  p.  126.3 

A.D.  IS25,  June  18.— N*  5189. 

PHILLIPS,  Chablks.— "A  certain  improvement  or  improve- 
"  ments  in  the  construction  of  a  ship's  compass." 
In  ofder  to  provide  against  "the  firing  of  cannon  or  any  other 

B 
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"  orcamstanoes  "  that  ''  pfoduoe  violent  ooncusooDA,  such  aa  ihe 
**  sudden  jerks  produced  by  the  paddles  of  a  steam-boat,  Scc*^ 
the  compass  box  is  mounted  on  a  pivot  (the  upper  end  of  wldeh  is 
the  pivot  of  the  needle),  whi<^  rests  upon  a  helical  spring  eiMdoaed 
in  the  standard  rising  firom  the  centre  of  the  bottom  of  tiie  wooden 
case.  The  reacting  force  of  the  helical  spring  is  adjustable  hy  meana 
of  handles  connected  with  the  bearing  on  which  it  rests  by  slita  in 
the  tubular  standard,  the  besring  for  that  purpose  rmtii^  in 
suitable  notches  in  the  standard. 

To  adjust  the  centre  of  gravity  of  the  compass  to  suit  all 
weathers,  a  leaden  ring  is  made  to  move  up  and  down  the  compaas 
box  by  palls  falling  into  notched  racks  fixed  vertically  on  oppoAte 
sides  of  the  compass-box.  "  Whenever  it  blows  hani  the  leaden 
"  ring  must  be  raised  to  sudi  a  height  as  to  reduce  the  motion  to 
'*  that  degree  which  shall  be  most  convenient ;"  "  in  fine  weather, 
^^  on  the  contrary,"  the  leaden  ring  must  be  placed  "  as  low  as  it 

«  will  aUow." 

The  "  lubber's  point "  is  placed  on  the  upper  arm  of  a  pendulum 
whose  centre  of  suspension  is  moveable  in  vertical  guides,  so  as  to 
enable  the  lubber's  point  to  be  adjusted  "  even  with  the  upper  edge 
"  of  the  compass."  The  pendulum  bob  la  also  adjustable  so  aa  to 
make  ''the  motions  of  the  lubber's  point  correspond  with  those  of 
"  the  compass." 


[Printed,  6<i.  .         ,  ,„ 

Journal  (iV«tr^oH'«),  vol.  lli  P.  181:  Rensterof  Arts  and  Sciences.  toL  3, 
p.  8M;  and  Bnglneers^  and  Meohantes'  Bnpyolopeedia,  yoL  1,  p.  SWiJ 


A.D.  1832,  May  30,— N«  6269. 

PRESTON,  Grant. — ^''An  improvement  or  improvements  on 
^'  ships'  compasses." 

Hub  invention  "  consists  of  improvements  or  additions  to  the 
<*  common  compass  to  prevent  the  vibration  to  which  the  compass 
•**  is  now  subject,  and  which  at  pvesent  tends  to  prevent  ihe  oomct 
"^^  action  of  the  needle."  The  pin  on  which  the  compass  card  is 
suspended  passes  up  through  a  tube  or  ring  attached  either  to  the 
agate  cap  or  to  the  card, ''  and  when  the  card  has  a  tendency  to 
*^  vibrate,  in  consequence  of  any  motion  to  the  vessel,  the  lower 
-'^  end  of  the  tube  will  come  in  contact  with  the  pin  and  stop  aueh 
^'  vibration.  At  the  same  time  there  will  be  sufficient  plajy  to 
*'  ensure  the  action  of  the  needle,  and  thus  wiU  compasses  with 
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«  ayiimiiovemento  ^iplied  be  more  oomct  in  their  action/'    The 

tebe  cr  ring  wmy  be  either  acreired  into  the  agate  cap^  or  attached 

to  the  card  by  means  of  anne  riveted  to  the  needle. 

Hub  improyemcnt  ia  applied  to  the  dipping  needle  by  the 

iaOomng  means : — The  needle,  ''in  place  oif  being  affixed  to  the 

*  caid,"  ''is  soapended  on  two  axes,"  one  on  eadi  aide  of  the 

cap,  tbere  being  an  apertme  in  the  centre  of  the  needle  to 

the  agate  cap  to  paas.    The  bearings  of  the  needle  axes  are 

on  ilie  card,  which  is  connected  with  the  agate  cap  by  means  of  a 

tebe  auppoitod  by  arms  from  the  osrd,  as  in  the  application  of  tiie 

ifiwitqaepta   to  the  cidinaiy  compass.     Hie  needle   is  thus 

**  permitted  to  swing  up  and  down,  as  is  usual  with  this  description 

"  «f  compass,"  and  any  vibration  of  the  card  is  checked  by  the 

knpea  part  of  the  iobe  coming  in  contact  with  Ihe  pin  sustaining 

the  card. 

[Triiited,6cL  SeeBapwiory  of  Arte, toL  14  Ukird  mHm),p.  1«X;  iiOBdoa 
Journal  (Nlfwtot^s),  toI.  1  (conjoined  wri^t),  p.  867 ;  and  ttegister  of  Arts 
and  aeJemccii,  roL  7  {new  mtm*),  p.  881.3 
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A.D.  1834,  March  1.— N^  6570. 
PINKUS,  Hkkey. — ^llie  title  of  this  invention  is: — "  An  improved 
method  of  or  apparains  for  communicating  and  transmitting  or 
extending  motive  power,  by  means  whereof  carnages  or  waggons 
wMf  be  propcUed  on  railways  or  common  roads  and  vessels  may 
"  be  propdled  on  canals."  This  invention  relates  to  a  pneumatic 
**  laihray/*  in  which  magnetic  attraction  may  be  employed,  and 
whidi  may  either  form  "a  complete  system  of  railway  in  xtaetE^" 
or  be  appBed  to  common  railways  or  canals. 

"An  extended  tunnel,  tube,  pipe,  or  conduit"  is  laid  down, 
winoh  oootains  a  piston.  On  one  side  of  the  piston  the  air  is 
nhT^f*^^  from  the  tube  by  suitable  stationary  engines  and  pumps 
at  sni^^M^  diatancfls  along  the  line.  To  the  piston  is  attached  '^  a 
'*  vehide  or  maobinft  "  called  "the  dynamic  traveller,"  which  is  in 
Qonnactioii  with  '^a  car  "  on  the  outside  of  the  tube  called  **  the 
''  governor,"  to  which  the  carriages,  &c.  to  be  propelled  are 
attached  In  the  "  pnenmatic  railway  "  itself,  tiie  rails  are  cast  on 
the  sidai  of  the  tabes;  but  in  its  appUoation  to  existing  railways  or 
emals,  the  tube  ia  laid  down  between  the  rails,  or  at  the  margin  of 

thecanaL 

Hie  ooniiectioa  of  the  '*  dynamic  traveller  "  with  the  ''governor" 
iapeopoaed  to  be  made  either  by  means  of  a  longitudinal  "pneumatic 

B  2 
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"  valye/'  through  which  a  vertical  aim  rises,  or  hj  magnetie 
attraction.    To  apply  magnetic  attraction  e£Pectively,  '*  tiie  dynamic 
"  traveller ''    carries  a  frame  of  **  horse-shoe  magnets  "   ^*  set 
**  transversely,"  with  their  poles  placed  as  near  to  the  under 
surfi&ce  of  the  tuhe  as  possible.    "  A  similar  combination  of  similar 
**  magnets  inverted,"  is  attached  or  suspended  **  under  the  body 
"  of  the  governor,"  and  in  order  to  enable  the  space  between  the 
poles  of  the  magnets  in  the  two  frames  to  be  as  small  as  possible, 
the  upper  part  of  the  tube  has  a  copper  plate  fitted  air-tight  into 
the  opening  instead  of  the  valve.    In  the  "  dynamic  traveller  "  soft 
iron  may  be  used  instead  of  the  magnets.    Electro-magnets  may 
be  used. 
Details  are  set  forth  of  the  manner  of  mounting  the  '*  dynamic 
traveller"  and  ''governor,"  and  respecting  the  "pneumatic 
valve,"  valves  interposed  at  the  extremities  of  a  given  length  of 
tube  called  **  station  valves,"  and  other  matters. 


[Printed,  \e,  9d.  Soo  London  Journal  {NewtonCti),  vol.  6  {conjoined  Mriett), 
p.  158;  Engineers' and  Mechanics*  Encyclopaodia,  vol.  1,  p.  36;  and  lioUs 
Chapel  Reports,  7th  Report,  p.  150.] 

A.D.  1834,  March  13.— N«  6574. 

HAWKINS,  John  Isaac  (a  communication  from  Daniel  Hot* 
rington), — "  Certain  improved  instruments  for  facilitating  the  cure 
*^  of  disease  by  administering  galvanic  influence  into  the  human 
"  body." 

•'  Various  instruments  "  "  compounded  of  "  *'  any  two  differentiy 
**  oxidable  metals"  "by  which  galvanic  influence  is  excited, 
**  the  sud  instruments  being  respectively  so  variously  constructed 
'^  as  to  convey  the  mild  galvanic  influence  in  a  convenient 
"  manner  into  or  near  upon  the  parts  of  the  body  on  whidi 
"  it  is  desirable  to  operate."  The  *'  differently  oxidable  metals " 
(silver  and  zinc  are  instanced)  being  placed  or  pressed  in  contact 
with  the  body  and  with  each  other  are  enabled  to  generate  dectiic 
currents  by  means  of  the  natural  fluids  of  the  body.  When  required 
these  instruments  are  made  to  hold  "warm  water  whereby  the  parts 
*'  of  the  body  operated  upon  may  be  raised  in  temperature." 

The  forms  of  the  acting  sur^hces  of  the  apparatus  described  in 
the  Specification,  and  shown  in  the  Drawings,  are  suited  to  the  part 
operated  upon,  and  are  smooth  or  indented  according  as  the  part 
of  the  body  to  which  they  are  applied  is  hard  or  soft ;  more  than 
one  couple  of  metals  are  used  in  certain  cases ;  and  provision  is 
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made  (when  necessary)  for  the  oontinnity  or  intemuttent  character 
of  tlie  electric  caiient,  according  to  the  wish  of  the  operator  and 
teing  the  action  of  walking.  The  contrivances  for  "  electrising  " 
tibe  piMigrH  of  the  human  body  are  smted  to  their  onuositiest 
sid  when  necessary  made  flexible.  Besides  plates,  wires  of  the 
"  £fferenOy  osidable  metals "  are  twisted  together,  made  into 
hcfioes,  and  woven  or  platted  together,  '*  spangles  "  "  overlapping 
^  one  another  "  are  sewn  on  to  silk,  and  a  mixture  of  the  filings  of 
nnc  and  nlver  (for  instance)  are  cemented  upon  cloth,  &c. 

Hie  invention  also  comprises  an  instrument  for  pnncturing  the 
ridn  by  suddenly  letting  go  a  steel  spring  from  its  detaining  catch, 
whidk  spring  contains  the  "  pointed  ends  of  fine  sewing  needles, 
**  say,  from  %  score  to  a  hundred,''  and  has  its  action  regulated  by 
a  perforated  plate  and  adjusting  screw,  so  as  to  enable  the  skin  to 
be  ponctured  to  ^e  desired  depth,  and  thus  render  the  transmission 
of  ^e  electric  current  through  the  cuticle  more  easy. 

rPriaieiL  U.€d,  See  London  Journal  (N^wton'g),  toL  14  {conjoined  seriet), 
p.  MS. J 

A.D.  1837,  April  22.— N«  7350. 

ULRICH,  John  Gottlibb. — "  Certain  improvements  in  chrono- 
"  meters,"  consisting  of  : — 

1st.  "A  mode  of  ensuring  a  continued  action  of  the  balance  of 
**  a  chronometer,  by  means  of  improved  escapements  or  mechan- 
**  ism,  which  prevent  the  liabilility  of  the  works  bring  brougbt  to 
**  rest  by  any  sadden  shock  or  circular  motion  of  the  instrument 
**  in  the  plane  of  the  balance." 

2nd.  "  Modes  of  compensating  for  the  expanrion  and  contrao- 
**  Hon  oi  tiie  balance  spring  under  variations  of  temperature," 
which  "allow  of  the  employment  of  such  materials  for  the  balance 
**  a$  are  noi  subject  to  magnetic  ii^uenee,  (viz.,)  platina,  palliadium  " 
[paUadinm?]  "glass,  &c.;"  "  and  also  a  mode  of  acfjuBting  the 

compensating  parts  of  the  pendulum  of  an  astronomical  time 


3rd.  "An  improved  mechanism  for  stopping  the  hands  of  a 
"  watch  without  interrupting  the  action." 

4th.  "  A  new  mode  of  locking  and  unlocking  the  striking  parts 
**  of  sadi  chronometers  as  report  the  time." 

5th.  "  A  mechanism  for  discharging  the  striking  parts  of  an 
"  alann  or  warning  watdi." 
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6(^.  "  A  mode  of  preventing  the  oxidstioii  of  the  springs  of 
**  ehronometen,  by  oowring  them  wi^  a  thin  coot  of  some 
"  metal  which  is  not  liable  to  become  oxidated.*'  Coating  hj 
immersion. 

[Printed,  3«.  1^.    Bee  London  Journal  iNewion't)^  vol.  17  {eo»Soined  teries), 
p.  121 ;  and  Rolls  Chai>el  Reports,  7th  Report,  p.  186.] 


A.D.  1837,  April  29.— N«  7366. 

CRAUFURD,  Hbnby  William  (a  commvnication). — "  An  im- 
"  piovement  in  coating  or  covering  iron  and  copper  for  the  pn- 
"  yention  of  oxidation." 

A  coating  of  zinc  is  employed,  which  may  be  covered  with  a 
second  coating  of  tin,  or  of  tin  alloyed  with  lead.  The  zinc  coat- 
ing may  either  be  applied  by  means  of  farioiiy  or  "  as  a  pamt, 
"  which  then  takes  the  name  of  galvanic  paint." 

The  metal  to  be  coated  is  prepared  by  *' scouring  ;*' it  is  im- 
mersed "  in  water  acidulated  with  sidphuric  add.  The  addulated 
*'  water  should  be  heated  in  a  leaden  vessel,  or  it  may  be  used  cold 
"  in  wooden  vessels."  The  metal  is  then ''thrown  into  £old  water," 
'^  soouxed  with  sand  and  a  piece  of  cork,"  "rubbed  with  a  brush," 
and  "  thrown  into  clean  water."  Or  the  pieces  of  metal  may  be 
dipped  in  a  solution  of  sal  ammoniac,  or  dilute  muriatic  add ;  tiiey 
should  be  dried  immediately  after  this  last  process,  **  and  coated 
''  with  as  little  delay  as  possible." 

To  coat  iron  or  copper  with  zinc  by  fusion  in  an  earthenware 
crudble : — "The  zinc  being  melted  it  must  be  skimmed  carefully, 
"  and  its  surface  covered  with  sal  ammoniac  or  any  flux ;"  tiie 
prepared  pieces  of  metal  are  then  "introduced  into  liie  melted 
"  metal,"  moved  about,  drawn  out  slowly,  and  before  the  zinc 
surface  "  has  become  set "  "  thrown  into  clean  water,  and  rubbed 
"  therein  with  a  sponge  or  brush ;"  they  are  then  dried  n^idly  in 
bran  or  sawdust;  "  a  grated  case  with  two  handles  "  is  emplc^ed 
for  plates  of  the  ordinary  size ;  small  artides  are  thrown  into  tiie 
laelted  zinc  and  sal  ammoniac,  taken  out  slowly  with  an  iron 
skimmer,  "  put  altogether  in  a  reverberatory  furnace  and  covered 
''  with  dwrooal,"  then  submitted  to  a  red  heat,  shaken,  and  desned 
in  a  similar  manner  to  the  larger  articles.  Wire  may  be  thus 
coated  by  bdng  made  to  pass  through  the  zinc,  and  deaned  as 
above. 
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He  "galvanic  punt*'  ''is  oomposed  of  sine  powder  well 
*  grand  and  nazed  with  the  substances  generally  employed  for 
«*  paiBting;"  *'the  oOs  distilled  from  eoal  tar/'  or  coal  tar  itself 
wA  **  spiirt  of  tBrpentine  "  are  prefeiTed. 

The  second  coating  with  tin,  or  tin  alloyed  with  lead,  is  applied 
io  laige  artidfla,  and  to  yeasela  to  reoetre  acids  or  food.  The 
artMfes  an  moistened  with  a  solution  of  sal  anunoniac  or  muriatic 
acid,  dipped  n^idly  in  the  fused  metal,  and  drawn  out  slowly,  but 
not  BO  that  the  snc  quits  them :  the  fused  metal  is  covered  with  a 
layer  of  fill  or  tallow. 

[In  the  ''soouiing*'  process,  although  no  mention  is  made  of 
dectrical  action  in  the  Specification,  the  immersion  of  the  iron  or 
topper  aitides  in  the  dilute  sulphuric  add,  in  contact  with  the 
leaden  ycsscI,  would  generate  a  galvanic  current  tending  to  increase 
the  aolation  of  the  iron  or  copper,  and  to  perfect  the  process.  The 
ODly  wa/  in  wfaich  the  tenn  "galvanic  paint "  can  ^>ply  is  on  the 
sappocftion  that  the  iron  or  copper  is  partially  laid  bare,  and  thua 
oposed  to  damp,  when  the  presence  of  the  highly  positive  metil 
anc  in  contact  with  the  iron  or  copper  would  form  a  galvanic 
drcnit,  and  prevent  the  solution  or  rusting  of  the  iron  or  copper. j 


A  *'  Disclaimer  and  Memorandum  of  Alteration  "  was  enrolled 

June  14, 1S39,  by  John  James  Siordet,  John  Charles  Louis  Meyer> 

and  Robert  Louis  Siordet,  to  whom  the  interest  in  the  patent  was 

ittsigiMid  by  Louis  Count  Jdski,  to  whom  Henry  WiHiam  Czauford 

nwngnfd  tiie  said  interest;  in  which  that  portion  which  relates 

to  **  galvanic  paint,"   and  the   second    coating    of  tin,  or  tin 

aOoyed  mth  sine,  is  disclaimed,  and  the  invention  restricted  to 

**  the  node  of  coating  copper  and  iron  for  the  prevention  of  osy- 

**  dation  by  immersing  the  same  in  melted  zinc"     Also,  ''the 

words, '  or  any  flux,'  in  the  sentence  '  The  zinc  being  melted  it 

**  'moat  be  sl^^nuned  carefully,  and  its  suxfiftce  covered  with  sal 

"  'ammoniac  or  any  flux,'"  are  proposed  to  be  omitted,  they 

having  been  "  inserted  with  a  view  to  state  that  any  matter  acting 

<'  in  a  Uke  manner  nught  be  used." 


•c 


A  **  DisdMBier  **  vas  enrolled  8^ember  2, 1848,  by  the  same 
pMiiea,  wiio  enrolled  the  above  **  Disclaimar  and  Memonmdum  of 
^  Alterattiefi  ;**  «  which  the  "  gaWanic  paint,*'  the  **  second  coating 
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**  of  tin  or  tin  alloyed  with  lead/'  also  the  words,  '^  ^  or  any  flux/  ** 
are  disclaimed;  thus  restricting  the  invention  to  ''the  mode  of 
*'  coating  copper  and  iron  for  the  prevention  of  ozydation  by  im« 
"  mersing  them  in  melted  in  zinc,  having  its  surface  covered  witii 
''  sal  ammoniac." 

[Printed,  5d.  See  Repertory  of  Arts,  toL  9  {new  seriet),  p.  289 ;  London 
Journal  (Kewton't),  yol.  12  {conjoined  series),  p.  66;  toL  24  {conjwi^ed 
i&riea),  p.  467 ;  and  toI.  21  {ccmjoxned  series) » p.  478,  for  diadaimer  jJBDnd- 
march  on  Patents,  pp.  208  and  4S0 ;  and  Rolls  Chapel  Reports,  7th  Report. 
p.  186.] 


A.D.  1837,  June  6.— N'  7386. 

BERRY,  Miles  (a  communication  from  Edwin  WUlianu  om 
behalf  of  Thomas  Davenport), — ^The  title  of  this  invention  is  :— 
*'  A  certain  improvement,  or  certain  improvements,  in  ohtuning 
*'  motive  power  for  propelling  or  working  machinery."  This 
invention  relates  to  rotary  motion  ohtained  either  by  means  of 
*'  galvanic"  magnets  alone,  or  ''galvanic"  magnets  in  comhi« 
nation  with  ''permanent"  magnets. 

This  invention  consists  of  a  number  of  electro-magnets  fixed 
radially  on  a  rotating  shaft,  and  segmental  permanent  magnets 
("  galvanic  magnets  "  may  be  used)  fixed  to  the  frame  supp<»ting 
the  rotating  shaft.  The  motion  of  the  rotating  magnets  is  made 
to  take  place,  by  the  approach  of  their  poles  to  poles  of  the  fixed 
magnets  of  opposite  names;  for  this  purpose  the  rotating  "gal- 
"  vanic "  magnets  are  made  to  change  their  polarity  at  proper 
times  by  the  motion  of  plates  (in  metallic  connection  with  the  con- 
ducting  wires  surrounding  the  "  galvanic  "  magnets)  against  fixed 
segmental  plates,  corresponding  in  number  and  pontion  to  the 
number  and  position  of  fixed  segmental  magnets,  which  segmental 
plates  are  connected  in  a  suitable  manner  with  the  poles  of  a 
galvanic  battery. 

[Printed,  7cr.  -,See  London  Journal  {Newton^e),  vol.13  {canned  series), 
p.  861 ;  and  Rolls  Chapel  Reports,  7th  Report,  p.  187.] 


A.D.  1837,  June  12.— N»  7390. 

COOKE^  William  Fothbroill,  and  WHEATSTONE, 
Charles. — "  Improvements  in  giving  signals  and  sounding 
alarums  in  distant  places  by  means  of  electric  currents  trans* 
mitted  through  metallic  drcoits ;"  they  are  as  follows  :— 
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A  fire  needle  telegraph.     The  symhols  are  indicated  bj  the 
aBDnltaiieoiiB  deflection  of  two  of  the  magnetic  needles  whose  coils 
ue  ineliided  in  the  circuity  the  required  letter  being  found  on  a 
&1  aft  tlie  pomi  to  which  they  eonyerge.    In  this  signal  apparatus 
Ibe  needles  more  in  vertical  planes^  they  being  heavier  at  the 
Wer  ends  to  enable  them  to  pdint  vertically  when  not  conveying 
sgnals  ;  stops  limit  the  angular  motion  of  the  needles^  and  they 
are  aatstic*  one  bdng  within  the  coil,  the  other  exterior  to  it  on 
the  fiiee  of  the  dial  plate.    To  complete  the  circuit,  a  combination 
of  Smger  keys  is  used,  by  which  the  line  circuit  is  broken  at  the 
■one  tLme  as  the  voltaic  battery  and  signal  apparatus  are  inter- 
posed ;  and  by  spnngs  and  studs,  in  connection  with  the  finger 
keya,  the  cuzrent  may  be  made  to  circulate  in  either  direction. 
PiTe  line  wires  are  used  in  the  above  telegraph  (one  to  each  needle 
ccnl),  or  each  needle  may  be  deflected  separately  by  having  a  sucth 
wire  for  the  return  current.    A  four  needle  tdegraph  on  the 
principle  with  five  line  wires,  is  also  described  and  shown. 

Methods  of  insulating  and  supporting  the  line  wires  are  de- 
scribed and  shown,  consisting  of  placing  them  in  a  resinous 
eement  in  channels  in  the  rails  of  post  and  rail  fences;  or  in 
various  shaped  tubes  or  troughs,  the  wires  being  prenously 
eorered  with  cotton,  and  varnished. 

A  method  of  deflecting  telegraph  magnetic  needles  by  electro- 
msgnets.  The  current  is  made  to  magnetise  two  horse-shoe 
electro-magnets  placed  opposite  to  one  another  with  the  needle 
between  their  poles ;  similar  poles  are  opposite,  and  the  deflection 
takes  place  according  to  the  polarity  (i.e.  the  direction  of  the 
dedric  cuiient). 

A  method  of  "sounding  alsrums  in  distant  places."  The  detent 
of  a  clockwork  is  removed  by  an  electro-magnet,  on  the  completion 
of  the  ctrcuif^  and  is  again  interposed  by  a  spring  on  the  ceasing 
of  the  magnetism ;  or  a  hammer  is  made  to  strike  a  bell  by  similar 


"  Sounding  alarums  in  distant  places  by  the  aid  of  an  additional 

"  rohMic  imUarj.*'    A  battery,  devoted  solely  to  working  the 

^krum,  and  not  belonging  to  the  line  circuit,  has  its  local  circuit 

^pleted  hj  the  electric  current  from  the  distant  ba4;teiy.    For 

^  purpose  the  line  circuit  deflects  a  needle  on  whose  axis  aforked 

^  is  mounted^  which  completes  the  local  circuit  by  dipping  into 

^^Mfcmy  eops  ;  at  the  local  circuit  may  be  completed  by  the  evolu- 


26  ELECTRICITY  AND  MAGNETISM  : 

tion  of  gaa  (caused  by  the  line  dreuit),  fomng  mereoiy  in  a  U  tube 
into  contact  with  a  wiie ;  the  tube  is  closed  at  one  end,  and  has  a 
bnlb  containing  dilated  sulphnric  add  into  which  the  poles  of  the 
line  wires  are  inserted.  A  method  of  connecting  and  disoonnectiag 
an  alarum  from  the  dreuit  in  the  needle  telegraph,  hy  a  belt 
connected  to  the  alarum  circuit  raising  a  spring  in  the  needle  owl 
cireuit,  is  described  and  shown. 

Methods  of  ascertaining  the  precise  place  of  va^paij  to  the  line 
wires  are  described  and  shown;  the  coils  of  needles,  mounted  as 
in  the  needle  telegraph,  are  included  in  the  dreuit  belwaen  two  of 
ihe  Hne  wires,  one  of  which  is  defective,  a  etation  battay  beng 
connected  to  them ;  various  points  in  tiie  drcutt  are  tned  until 
one  is  found  at  which  tiie  needle  is  not  aflected;  half  ^e  distaaee 
between  this  and  the  last  effective  pmnt  is  tiien  tried  until  Ihe 
ii^juzy  is  found.  A  voltameter  may  also  be  used  to  teat  the  com- 
pletion of  the  circuit.  To  distinguish  between  the  line  wires,  it  is 
proposed  to  use  varnish  of  various  colon. 

[Printed.  2b.  9d,  See  Repertory  of  Arts,  vol.  11  {new  terim),  pp.  1  andH 
also  VOL  17  {enlarged  seriei),  p.  366;  London  Jovamal  {Neteton'a),  voLSO 
(conjoined  series), ^p.  46  and  201,  also  vol.  86  {conjoined series),  p.  ISO.alao 
vol.  88  {amjoined  series),  p.  228;  Meehanioa'  Magaaiiie,  voL  8^  p.  M, ate 
vol.  64^  p.  131 ;  Engineers'  and  Architects'  Journal,  vol.  4,  p.  2S7 ;  Patent 
Journal,  vol.  8,  p.  264,  also  vol.  9,  p.  50,  also  vol.  11,  pp.  66  and  166 ; 


Journal  Eeports  (Ck)nunon  Pleas),  vol.  20,  p.  123 ;  Cooun^m  Bendi  Bi^pocta, 
vol.  4^  p.  462,  also  vol.10,  p.  888;  and  EoUs  '^       '  ~        .     —  - 
P.187.J 


vol.  4bp.  462,  also  vol.  10,  p.  888;  and  BoUs  Clu4}el  Reports,  7th  Report, 


A.D.  1837,  December  4.— N»  7496. 

BOOKER,  Thomas  William. — ''Improvements  in  prepariag 
''  iron  to  be  coated  with  tin  and  other  metals."  ''A  mode  of 
^  heating  the  pickling  liquor  (diluted  acid)^  &nd  in  prqiariii^ 
"  iron  plates  to  be  coated  with  tin  and  other  metals^  in  sndi 
**  manner  that  the  heat  can  be  more  uniformly  kept  tf*^i  when 
"  heated  by  the  direct  action  of  a  fire,  by  which  gieater  unifocmiiy 
"  of  production  be  ensured;*'  and  "a  mode  of  submitting  'ihf'^ 
"  of  iron  in  such  manner  to  the  action  of  the  piekiiog  liquor  as  to 
**  ensure  their  being  kept  separate,  notwithstanding  a  number  of 
**  plates  are  in  the  pickling  trough  at  one  time,  the  sheete  bciag 
'*  put  into  tiie  pickling  trough  one  at  a  time." 

Over  a  fireplace  having  a  door,  ashpit,  side  flue,  and  dicmn^,  is 
placed  an  exterior  vessel  containing  a  smaller  vessel  of  lead,  haviog 
a  space  all  round  it  filled  with  water;  the  pickle  (dilute  sulphmic 
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mid)  is  within  tiie  kaden  ytaa^,  and  is  thuB  sabjected  to  the  nni- 


To  keep  the  phlet  cqiante  they  arc  plaoed  in  **  giates  **  of  lead 
or  ^rood  haTing  divisions,  two  in  each  division,  but  not  in  contact 
nib  each  oiher.  Every  plate  is  dropped  *'on  its  lateral  edge 
'  ainsly  ajid  aepantelj'."  After  pickling,  the  rtieets  are  plunged 
into  water  and  "lanain  to  be  taken  as  wanted  for  the  further  pro- 
"  ce^teaof  eoatingwitii  tin  or  other  metak/* 

(Alttoagh  BO  mention  of  eleetrieity  is  made  in  the  8pe(aficat4on, 
tbe  iuiuauMDu  of  the  iron  plates  in  the  dilute  solphnric  acid  in 
Bawtact  with  the  vessel  of  lead,  generates  an  electric  cnnrent  in 
wluclk  tlw  iron  is  the  positive  plate,  and  which  therefore  assists  in 
■nd  ia  favooiahle  to  the  process  above  described.] 

CP»ftsftcd««d.  fi«eSflpartai7orArli,TOl.lO(iMtoMr<«vhp.BO.] 


A.D.  1636,  April  18.— N«  7614. 

COOKE,  William  Fotheroill. — ''Improvements  in  giving 
"  «g»*fti«  and  sounding  alarums  at  distant  places  by  means  of 
"  electric  currents  transmitted  through  metallic  circuits.''  Hiis 
invention  may  be  divided  into  the  following  parts : — 

Fait  A. — ^An  intermediate  signal  apparatus  that  can  transmit 
ngnals  to  either  terminus  as  well  as  receive  signals,  being  an 
improvement  on  the  5th  particular  of  N^  7390.  At  the  inter- 
mediate station,  finger  keys  and  a  galvanic  battery  are  connected 
to  the  intermediate  apparatus,  and  thence  suitably  to  the  line  wires, 
in  order  to  communicate  to  stations  in  one  Predion  or  the  other 
by  means  of  a  **  current  director,"  acQusted  by  an  "  index "  or 
button  on  the  outside  of  the  signal  apparatus.  The  current 
director  consists  of  a  wooden  lever,  to  which  wires  from  the  key 
board  are  attached  at  the  side,  being  insulated  from  each  other ; 
acooiding  as  the  current  director  is  moved  up  or  down  from  an 
interme&te  pootlon,  it  makes  communication  with  fixed  insulated 
springs,  in  connection  with  the  line  wires,  to  stations  in  one  direc- 
tion or  the  other,  thus  placing  the  finger  keys  in  the  circuit. 
When  the  current  director  is  in  an  intermediate  position  (t.e.  not 
m  contact  with  eiAer  set  of  fixed  springs),  the  line  wire  circuit  is 
completed  only  through  the  needle  coils,  and  signals  can  be 
received,  as  the  communicating  springs  are  not  then  pressed  bpBit 
by  the  current  director.    The  tail  of  the  current  director,  by  means 
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of  springs  in  a  similar  way,  introduces  the  battery  of  the  inter- 
mediate  station.  The  signal  instrument,  described  in  connection 
with  this  part  of  the  invention,  has  four  needles  and  five  line 
wires. 

Part  B. — Connecting  the  alarum  apparatus  of  an  intermedial 
station,  during  the  time  it  is  transmitting  messages,  so  as  to 
receive  audible  signals  ftt>m  stations  in  an  opposite  direction  to 
that  receiving  signals  from  it.  The  current  director  carries  a  flat 
plate  or ''  cross  piece,"  at  the  opposite  side  to  those  connected  with 
the  keyboard,  that  makes  connection  with  the  opposite  line  wire 
circuit  to  that  engaged  in  transmitting  messages,  and  its  return 
wire.  The  index  also  carries  a  wooden  prominence,  that  at  the 
same  time  makes  contact  with  springs  in  the  line  wire  drcuit  and 
the  alarum  apparatus,  the  wooden  prominence  for  that  purpose 
carrying  insulated  metal  pieces  in  connection  with  the  alarum 
circuit. 

Part  C. — ^Temporarily  connecting  a  portable  apparatus  with  the 
line  wires  to  give  and  receive  signals.  At  certain  portions  of  the 
telegraph  line  the  wires  are  carried  up  into  boxes,  and  are  fitted 
with  connecting  pieces  that  can  be  removed,  in  order  to  include  in 
the  circuit  a  battery  and  signal  instrument  when  required.  In 
connecting  a  portable  apparatus,  a  block  of  wood,  with  insulated 
springs  carrying  the  junction  wires,  is  locked  into  the  box  by  a 
cross  bar  passing  into  the  notched  groove  used  to  lock  its  door. 
The  signal  apparatus  described  is  only  a  double  instrument  having 
three  line  wires,  and  is  connected  up  or  down  the  line  by  a  current 
director,  turning  half  round  on  an  axis,  but  on  the  same  principles 
as  that  described  in  Part  A.  The  keys  described  in  connection 
with  this  instrument  consist  of  smaU  levers  or  finger  tappets,  each 
poised  on  a  distinct  centre  pin  of  its  own,  and  arranged  so  that 
the  depression  of  the  key  corresponds  to  the  deflection  of  the 
needle;  this  key  is  the  same  in  principle  as  that  described  in 
N*  7390,  but  the  application  is  different.  Contact  with  the  cross 
bar  (or  the  continuity  of  the  line  wire)  is  broken  by  the  flexure  of 
a  watch  spring  on  the  lever  arm. 

Part  D. — Securing  and  protecting  telegraph  wires,  by  laying  them 
in,  or  drawing  them  into,  tubes  or  pipes,  as  gas  pipes,  soldered 
together,  or  screwed  together  with  screw  joints  or  union  joints. 

Part  £. — ^Using  magnetic  attraction,  with  or  without  the  aid  oi 
gravitation,  to  steady  telegraph  needles. 
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Fvt  F. — Soundioig  alarums  withoat  the  assistence  of  a  local 
battoy.  The  fly  of  a  clockwork  actuating  the  hammer  is  released 
hj  the  deflection  of  a  magnetic  needle  acting  on  a  delicately  poised 
lever,  whidi  has  an  arm  that  cannot  resume  its  position  until  a 
itop  on  the  lever  is  allowed  to  enter  a  notch  in  a  slow  moving 
wheeL    Hie  telegraph  needles  may  be  used  for  this  purpose. 

CPrinted,  U.4i.    See  Repertory  of  Arts,  toI.  11  {new  seriet),  pp.  129, 231, 
andJOOi.] 

A.D.  1838,  July  4.— N*  7719. 

DAVY,  Edward. — "  Improvements  in  apparatus  for  making 
"  telegraphic  oommunications  or  signals  by  means  of  electric 
**  eoRenis,  parts  of  such  apparatus  being  applicable  to  obtaining, 
"  regulating,  or  measuring  electric  currents  for  other  purposes," 
oonnstang  of : — 

A  chemically  marking  telegaph.    A  local  circuit  (completed  by 
galvanometer   needles   acted    on    by   the   line    circuit)    marks 
diemicaUy  prepared  paper,  which  is  moved  forward  by  clockwork 
rdeased  by  an  electric  magnet.    Two  line  wires  are  used  to  convey 
tiie  diectric  current,  and  one  return  wire,  with  a  battery  and  two 
galvanometers  (deflecting  opposite  ways)  to  each  wire ;  the  battery 
to  the  return  wire  giving  a  preponderance  to  currents  through  that 
wire,  twelve  different  signals  can  thus  be  produced.    The  action 
is  as  follows : — On  one  or  more  of  six  keys  being  pressed^down, 
either  two  or  three  of  the  galvanometers  act ;  and  as  the  three  wires 
admit  of  the  cuxrent  proceeding  in  either  direction  through  them, 
it  can  complete  either  two  or  three  out  of  the  six  drcuits  of  the 
local  battery ;  thus  marking  longitudinally,  properly  prepared  paper 
aft  two  or  three  out  of  six  places.    The  clock-^ork  escapement, 
fbr  moving  the  pi^per  a  sufficient  distance  between  the  signals, 
oonsists  ci  two  levers,  one  of  which  carries  the  armature,  and  works 
on  a  horizontal  axis  carried  by  the  other  lever.     When  the 
■nnaftore  is  attracted,  it  releases  a  pin  firom  a  notched  fly  vane, 
and  enables  it  to  move  half  a  revolution ;  and  when  the  current 
oeaaes,  the  jnn  is  again  removed,  and  replaced  by  lateral  motion 
given  to  the  second  lever  by  a  wheel  pressing  agunst  a  prqjection 
on  it.      Calico  ''impregnated  with  hydriodate  of  potash  and 
nmriate  of  lime  "  is  preferably  used  to  receive  the  marks  or  signals. 

^  Relays  of  metallic  circuits,"  transmitting  the  electric  current 
tfarooghont^  in  the  desired  direction,  brought  into  operation  by 
n^ii^mi  of  galvanometer  needles  as  in  the  above*described  telegraph. 
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An  aKnungement  enabling  the  pcnon  ooinmnnicating,  to  send 
the  oommunication  to  any  desired  place.  Branch  wires  are  hid 
to  each  pkoe,  and  the  cirooit  is  completed  to  the  denred  place  bf 
the  assistance  of  etecttOHPagnete  acting  on  a  lever  or  leren 
according  to  the  dinction  of  the  cofrent.  These  magnets  aie 
charged  by  a  local  circuity  comjMied  by  galvanometers^  as  above. 

An  improved  galvanometer,  in  which  the  magnetic  needle  is 
mounted  on  a  horizontal  axis ;  the  strength  of  an  electric  cuirent 
is  ascertidned  by  the  weight  it  will  overcome  in  a  scale  attached  to 
the  needle,  or  by  a  sliding  weight. 

pMnied,  It.  (ki.   See  Eepertoiy  of  Arti,  toL  18  {neto  MrtM),  ik.  1.^ 

A.D.  1838,  Joly  11.— N«  7729. 

CALLET,  Louis  Cypribn  {a  communication), — ^The  title  of  this 
invention  is  : — "  Certain  improvements  in  machinery  or  appantas 
for  producing  motive  power,  applicable  to  propelling  boats  and 
other  vessels,  carriages,  machines,  and  other  useful  purposes." 
This  invention  relates  to  motion  obtained  by  means  of  soft  inui 
or  steel  cores  or  ''bolts,''  moving  reciprocally  within  electao- 
magnetic  "helices." 

This  invention  consists  of  a  "  bolt "  or  bolts  attached  to  the 
extremities  of  a  beam,  similar  to  that  of  a  Boulton  and  Watt's 
steam  engine,  and  working  into  helices  in  a  similar  manner  to 
that  of  the  piston  and  cylinder  of  the  steam  engine,  the  hehoes 
being  fbced  to  the  foundation  plate  of  the  machine.  Motion  of 
the  "bolts"  at  each  extremity  of  the  beam  is  produced  by  Ik 
galvanic  current  being  admitted  alternately  to  the  helices  at  the 
opposite  extremities  of  the  beam ;  this  is  accomplished  by  meaai 
of  "straps,"  or  "thin  slips  or  bars  of  copper,  tin,  or  silver," 
pressing  upon  a  "  wooden  cylinder  or  wheel "  on  the  crank  shaft, 
having  two  "  pieces  of  silver  "  inserted  in  the  wood  which  conqilete 
the  electric  circuit  with  each  helix  or  set  of  helices  alternately,  and 
thus  produce  motion. 

[Printed.  Id,  See  London  Journal  iyewton*9),  vol.  15  {ootMned  arkil, 
p.  IM.] 

A.D.  1838,  July  18.— N«  7737- 

HOE,  RicHABD  Mabch  (a  comimiisica/iofi  from  Dr.  H.  H,  Sher- 
wood),— This  invention  relates  to  an  instromoot  containisg  a 
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**  ^ipii^  needle/*  with  gradoftted  vertioal  and  hoiisontal  aics  and 
feiUeiy  bj  which  "the  latitade  or  longitude  of  any  place  on  land,  or 
"  of  a  ship  at  sea^  may  be  aeoertained  and  detennined  without  the 
"  aid  of  celeniial  obeervaitions,  and  also  the  dip  or  inclination  and 
"  firiatioB  of  the  magnetio  needle  aeoertained."  The  inatrament 
it  ealled"'  Sherwood's  magnetic  geometer/"  The  inventor  states 
that  he  has  oonstnicted  the  above-mentioned  tables  firom  the 
latitude  and  IcMigitude  of  the  northern  and  southern  magnetic 
polesy  their  rate  of  motion,  and  the  position  of  the  line  of  no 
filiation  at  a  giren  time,  as  determined  by  himself. 

TVd  instraments  ave  descnbed  and  shown : — One,  in  which  the 
dipping  needle  is  a  "rhombus/'  mounted  upon  agate  centres 
wttfain  a  vertical  arc  having  spirit  levels ;  it  also  has  a  horixontal 
SR  and  moveaUe  noniuay  uui  several  moveable  concentric  cirdes 
of  figures,  so  amnged  as  to  faring  the  diffbrent  figures  required  in 
oaloolation  one  tbove  the  other.  Another,  in  which  a  "  magnetised 
**  ring  "  is  used,  eBn3ring  two  verniers  and  enipported  on  agates ; 
"  two  fiorked  pieces  of  faiass,"  that  can  be  raised  or  depressed  bj 
moving  a  slide,  plaoe  the  axis  of  the  magnet  at  right  angles  to  the 
vertical  divided  cirole.  For  observations  at  sea  the  instrument 
nmst  be  "suspended  bj  universal  joints/'  or  "a  liquid  bath." 
The  moveable  concentric  circles  of  figures  consist  of  9  dndes 
Bsavest  tiie  centre  of  tiie  instrument,  containing  "  a  table  of  one- 
«  half  the  diurnal  variation  in  eveiy  latitude;"  next  to  these, 
6  drdes,  containing  a  table  of  "the  declination  of  the  needle 
**  from  nothing  to  its  maximum  of  23^  2Sf  at  the  terrestrial 
"  equsAor ;"  and  externally,  next  to  the  nonius  circle.  6  other  cixclfls 
ghring  "  ^bft  dedinataon  of  the  magnetic  axis,  or  line  of  no  variation, 
"  in  which  the  declination  of  the  needle  from  nothing  to  90°  is 
"  eoBvcfted  into  degrees  of  longitude."  Copious  examples  are 
given  of  theobtainment  of  the  variation  of  the  needle,  and  latitude 
and  longitude  of  places,  from  the  instrument  and  table,  but  there 
ia  no  tpedal  exphination  of  the  precise  method  of  working  them* 

[Prtiit«d.llii.] 

A.D.  1838,  July  24.— N*  7742. 

BLKINGTON,  Gbokob  Richards,  and  BARRATT,  Ooli- 
TBOBPB  Wakblin. — "Improvements  in  covering  and  coating 
**  certain  metals,"  in  which  improvements  electric  foice  is  used. 
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To  ooat  copper  and  brass  with  zinc, ''  to  prevent  ozjdation :  "— 
"  Zinc  in  the  state  of  powder  or  pieces  "  is  added  to  dilute  mmiatie 
acid,  and  allowed  to  remain  "until  the  acid  and  zinc  cease  to  ad 
*'  upon  each  other ;"  this  solution  is  then  poured  off  and  boiled 
with  comminuted  zinc,  during  which  time  ti&e  articles  to  be  coated 
are  immersed  in  the  solution,  and  brought  into  *'  contact  witii  the 
"  metallic  zinc,"  when  they  speedily  become  coated,  and  are  then 
removed,  washed,  and  dried. 

To  coat  iron  and  steel  with  the  above  solution : — The  articles  we 
previously  coated  with  copper,  by  cleansing  them  in  dilute  sulphurie 
add,  and  immersing  them  in  a  solution  of  sulphate  or  nitrate  of 
copper,  whence  they  are  speedily  removed  and  washed ;  or  they 
may  be  at  once  immersed  in  the  muriatic  acid  solution  in  oontadt 
with  the  excess  of  zinc,  removed,  washed,  and  dried.  In  either  oi 
the  above  processes  the  copper  surface  may  be  "  introduced  into  a 

dilute  solution  of  nitrate  of  mercury  and  then  again  boikd  in 

the  solution  of  zinc,"  by  which  the  same  object  b  obtained. 

"  Iron*  steel,  copper,  brass,  &c."  are  coated  with  an  "amalgam 
"  of  zinc "  "  to  prevent  oxydation,"  by  immersion  in  contact 
with  the  amalgam  to  which  dilute  acid  has  been  added.  Muriate 
or  sulphate  of  ammonia,  or  the  oxides  of  the  metals,  may  be  em- 
ployed instead  of  muriatic  acid,  or  other  acids  may  be  used;  or  the 
amalgam  of  zinc  may  be  employed  "  in  a  melted  state."  Coating 
byfiision  may  be  employed  in  coi^unction  with  the  above  pro- 
cesses. 

Iron  or  steel  is  coloured  to  imitate  brass,  by  coppering  and  zincing 
it  as  above  described,  and  submitting  it  to  heat  in  a  closed  oven 
until  the  required  colour  is  obtained,  as  in  "semiloring"  copper 
and  brass. 

[Although  no  mention  is  made  of  electricity  in  the  Specification, 
the  immersion  of  the  metal  in  the  solution  of  zinc  in  contact  with 
zinc  or  amalgam  of  zinc,  forms  a  galvanic  circuit,  and  thus  employs 
electric  force.] 

[Printed,  4d.   See  London  Journal  {Newion*$),  toI.  19  (cot^oined  mtmi). 

p.  f  W.J 

A.D.  1839,  June  8.— N»  8096. 

DE  BODE,  Baron  Henry. — "  Improvements  in  the  means  of 
*'  rendering  magnetic  needles  less  pr^udidally  influenced  bj 
"  local  attraction,  which  improvements  are  applicable  to  other 
"  magnetic  objects  for  the  same  purposes." 


THEIR  GENERATION  AND  APPLICATIONS.       B3 

A  Darinen'  compass  is  described  and  shown,  in  which  the  needle 
tod  eard  are  supported  by  a  pivot  cemented  to  "  a  double  glass 
"  Tcssd,"  containing  "  quicksilver/'  so  as  to  get  "  a  metallic  surface 
"  of  quicksilver  within  two  surfaces  of  glass  between  the  magnetic 
"  needle  and  the  local  quantity  of  iron."    This  glass  vessel  "is 

*  piaoed  within  an  outer  vessel  of  lead,  consisting  of  two  thicknesses 

*  of  lead,  which  is  a  metal  little  effected  by  the  attractions  or  fluids 
"  which  influence  the  magnetic  needle,  and  there  is,  by  preference, 

*  a  thickness  of  glass  between  the  double  lead  vessel.''  **The 
**  compound  vessel  containing  the  compass  is  suspended  on  the 
**  ordinary  gimbles"  by  means  of  "a  brass  strap."  A  concave 
flass  forma  a  ''comer"  [cover?]  to  the  vessel,  thus  allowing 
**  more  play  to  the  card,"  but  preventing  "  its  being  thrown  off 
«  the  point," 

A  chronometer  may  be  piaoed  in  such  a  vessel,  to  prevent  "the 
**  errors  which  have  been  found  to  be  produced  by  magnetio 
•"  inflaences." 

^Printed,  id.   See  Inrenton*  Advocate,  voL  1,  p.  291.] 

A.D.  1839,  August  26.— N<»  8207. 

PlXK  US,  Hbnrt. — Methods  of  applying  and  using  the  power 
derived  from  the  pressure  of  the  atmosphere,  by  means  of  a  partial 
vacmmi  called  the  ''pneumatic  atmospheric  auxiliary  power,"  and 
the  impelling  force  to  be  derived  from  "explosive  mixtures*' 
(earboietted  hydrogen  gas  in  union  with  air)  called  the  "  gaso- 
"  pneumatic  power." 

The  Spedficatbn  and  Drawings  describe  and  show,  at  great 
length,  the  following  particulars : — 

A  meCbod  of  applying  the  above  motive  powers  to  the  various 
operations  of  agriculture,  by  means  of  "  hermetically  sealed  mains 
"  or  pipes  "  laid  down  in  the  fields,  which,  in  the  first  case  are 
exhausted  of  air  l^  a  stationary  engine,  and  in  the  second  case 
conduct  gas  from  the  stations  to  the  various  parts  in  which  the 
power  may  be  required. 

A  locomotive  "  atmospheric  impelling  engine,"  and  a  locomotive 
**  gaso-pneumatic  engine "  connected  to  the  mains  by  flexible 

tabes. 

Various  agricultural  implements  connected  with  the  "  impeUing 
•*  engine,"  ploughshares  attached  to  levers,  harrows,  scythes  and 

ipades. 

c 
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In  the  application  of  the  invention  to  rulways,  canals,  mad 
common  roads,  "close  tubes"  are  laid  down,  which  are  connected 
at  certain  distances  with  "valve  mains,"  having  longitudinal  valves 
formed  by  metal  valve  plates  pressing  together,  and  placed 
angularly  on  the  main  over  a  longitudinal  aperture,  so  as  to  admit 
a  "flat  pipe  or  tongue"  between  them  from  the  locomotive.  A 
valve  may  be  made  by  having  one  valve  plate  of  leather 
strengthened  with  copper  plates,  whose  upper  edge  lays  in  a  groove 
in  a  "  raised  vertical  surface ;"  the  groove  contains  an  insulated 
copper  wire,  which  is  included  in  a  galvanic  circuit  by  a 
"  conductor  "  projecting  from  the  locomotive,  thus  melting  coooa- 
nut  oil  in  the  groove,  as  the  train  passes,  "in  advance  of  the 
"  locomotive;"  the  galvanic  batteries  may  either  be  on  the 
locomotive  or  at  stations  along  the  line,  in  which  case  a  wire  is 
laid  parallel  to  the  gas  valve  main ;  this  last  valve  may  extend  tiie 
whole  length  of  the  railway. 

"The  pneumatic  principle  may  be  applied"   to  agricultunl 
purposes  by  means  of  "  a  plenum  instead  of  a  partial  vacuum." 
[Printed,  4f .  id.   See  Inventors*  Advocate,  vol.  2,  p.  196.] 

A.D.  1839,  October  24.— N'  8248. 

GRAYDON,  GBORGE.—The  title  of  this  invention  is :— **  Certain 
improvements  in  instruments  for  which  Letters  Patent  were  for- 
merly granted  to  me,  and  which  were  called  therein  '  A  new  com- 
'  pass  for  navigation  and  other  purposes,'  part  of  which  improve- 
"  ments  are  applicable  to  instruments  for  measuring  angles  at  sea 
"  or  on  shore  by  ud  of  reflection  or  refraction,  or  of  reflectioa 
"  combined  with  refraction,  and  part  are  applicable  to  magnetic 
"  compasses  for  ascertaining  true  bearings  from  celestial  obscrvsr 
"  tions,  and  for  comparing  the  same  with  the  bearings  of  the 
"  magnetic  needle  contained  in  such  compasses,  whereby  to  de- 
"  termine  and  be  enabled  to  allow  for  the  deviation  of  such  needle 
"  from  the  true  meridian,  whether  by  variation,  local  attraction,  or 
"  other  cause  of  error;"  but  it  only  refers  to  magnetic  compass 
needles  and  cards  as  a  part  of  the  "  celestial  compass  "  alluded  to 
in  this  Specification.  For  the  former  invention  alluded  to,  see 
Letters  Patent,  N°  4996.  "  The  compass  bowl,"  "  carrying  the 
"  measuring  circles  of  the  celestial  compass,"  has  a  pendulous 
weight,  and  is  suspended  on  "  a  series  of  gimbal  rings  "  (three  aM 
shown  in  the  Drawings),  with  weights  attached  to  them,  so  as  to 
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aol  as  pwidnlmns  of  different  lengths,  and  thereby  prevent  the 
wotiftiis  of  one  from,  being  communicated  to  the  others^  and  keep 
tiie  instmment  hoiuontal.  In  another  modification  of  the  inyen- 
tioo,  the  wdghted  compass  bowl  is  mounted  on  the  vertex  of  a 
weighted  cone,  which  is  on  the  vertex  of  another  weighted  cone, 
CD  a  central  pivot ;  the  weights  being  so  disposed  as  to  act  as  in 
iSbt  gimbal  compass  first  described.  A  method  of  ascertaining  the 
miation  of  the  magnetic  needle  by  this  instrument  is  set  forth. 

"An  instrument  for  measuring  angles  by  reflection  after  the 
"  mode  of  Hadley's  sextant,  but  instead  of  refenng  those  angles 
**  to  the  visible  horizon  of  the  sea  by  directing  the  telescope,"  "  or 
'*  line  of  sight  to  view  that  horizon,  the  same  is  directed  to  view 
"  the  pole  star,"  is  also  described  and  shown. 
CPrlnfeed,  2*.  9d,   See  Inrenton'  Advocate^  vol.  2,  p.  276.] 

A.D.  1839,  November  2.— N°  8255. 

TAYLOR,  William  Hannis. — "  Improvements  in  obtaining 
**  power  by  means  of  electro-magnetism."  The  Specification  and 
Dimwings  describe  and  show  rotary  engines,  in  which,  either  the 
*'  annatares"  are  fixed,  and  the  electro-magnets  revolve,  or  vice 
wra^  these  being  arranged  in  the  drcumferenoe  of  a  circle,  so  that 
the  magnets  or  "  armatures  "  (as  the  case  may  be)  may  fireely  move 
near  to  the  "armatures"  or  magnets  opposite  to  them.  The 
magnets  are  demagnetised  when  opposite  each  armature,  and  until 
within  the  attractive  influence  of  the  next  armature,  thus  pro- 
ducing a  continuous  rotary  motion.  A  conducting  disc^  inlaid 
with  non-eonducting  material  and  in  connection  with  one  pole  of 
the  galvanic  battery,  magnetises  and  demagnetises  the  electro- 
magnets at  the  proper  times ;  and  by  arranging  the  conductor  in 
connection  with  the  disc  communicating  with  the  electro-magnets, 
and  thenee  with  the  other  pole  of  the  battery,  in  different  relative 
positions,  the  engine  may  either  move  in  a  forward  direction,  be 
■topped,  or  reversed.  No  change  of  magnetic  polarity  takes  place 
in  this  engine. 


[Muted,  u.  itf.  See  Heohaoiea'  Magaaine,  vol  92,  p.  0B4 ;  also,  vol.  83,  p.  6S 
and  lAToiton'  AdTooate»  toI.  t,  p.  292.] 

A.D.  1840,  January  21.— N'*  8345, 
WHE.VTSTONE,  Charles,  and  COOKE,  William  Fothkr- 
GILL. — "  Improvements  in  giving  signals  and  sounding  alarms  at 
**  distant  plftoes  by  means  of  electric  currents,"  consisting  of: — 

C  2 
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A  signal  apparatus,  by  which  the  letters  of  the  alphabet  are  pn* 
aented  at  an  opening  in  a  dial  plate,  by  means  of  an  dectro-magnd 
in  the  circuit  which  acts  upon  the  pallets  of  an  escapement  fdmiU 
to  an  ^* '  echappement  d  cheville/  "  put  in  motion  by  independent 
clockwork.  When  the  electric  current  passes,  the  dectrcKmagnet 
attracts  a  keeper  attached  to  the  end  of  a  "  sliding  spindle  "  canyii^ 
the  pallets,  which  action  takes  away  the  detaining  pallet^  releases  i 
tooth  of  the  escape-wheel  on  the  dial  axis,  and  brings  the  other 
pallet  into  action,  so  that  the  wheel  is  advanced  only  half  a  tooth. 
On  the  electric  current  ceasing,  a  spring  restores  the  sliding  spindle 
to  its  original  position,  and  enables  the  escape-wheel  to  advance 
another  half  tooth ;  and  so  on  until  the  required  signal  appears  ai 
the  dial  plate  opening,  when  a  pause  is  made,  and  the  same  process 
gone  through  for  the  other  signals.  The  escape-wheel  may  be 
driven  without  clockwork,  by  means  of  spring  pallets  (attached  to 
a  sliding  spindle  parallel  to  its  axis)  in  connection  mth  the  electro- 
magnet and  reacting  spring.  A  magnetic  needle  and  coil  may  also 
be  used  (by  reversing  the  electric  current)  in  connection  wiUi 
pallets  and  an  escape-wheel,  to  give  motion  to  the  dial. 

A  "  communicator,"  having  a  dial  plate  similar  to  that  of  the 
signal  apparatus  and  radial  arms  to  work  it,  one  to  each  signaL 
Under  the  dial  is  a  metallic  circle  inlaid  with  wood,  the  metal  of 
which  is  connected  with  one  circuit  wire,  the  other  circuit  wire 
from  the  battery  being  only  brought  into  metallic  contact  with  it 
when  a  spring  is  in  contact  with  the  metallic  portion  of  the  circle. 
The  rotation  of  the  dial  plate  by  the  operator  makes  and  breaks  I 
the  circuit  alternately,  so  that  when  this  instrument  is  used  in  con-  ' 
nection  with  the  signal  apparatus,  it  moves  the  disc  aocordingr  to  the 
signals  required  to  be  given.    When  the  communication  is  finished, 
the  dial  plate  is  made  to  indicate  blank,  and  the  main  drcuit  is 
completed  by  means  of  a  single  inlaid  piece  of  metal  in  a  wooden 
circle  against  which  a  spring  presses,  thus  enabling  signala  to  be 
received ;  at  the  same  time  connection  with  the  battery  is  broken. 

An  electric    alarum.      In  the  signal  apparatus,  the   electro* 
magnet  is  mounted  upon  a  "  slider,"  so  as  to  be  moved,  by  a 
suitable  "  stem,"  opposite  to  another  piece  of  soft  iron  fixed  to  a 
sliding  spindle  (carrying  a  detent)  that  releases  the  fly-wheel  of  tiic 
alarum  clockw6rk  whenever  the  electric  current  passes  round  the  ■ 
magnet  in  that  position.    This  train  has  a  '*  serrated  wheel,"  which  ' 
"  by  acting  on  suitable  pallets,  moves  the  hammer  of  the  alarum  ^ 
"  backwards  and  forwards  so  as  to  strike  the  bell." 
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An  ihnni]  appsratiu,  in  which  a  hammer  ia  made  to  strike  upoii 
i  stop  al  certain  regular  intervals  by  clockwork  always  in  motion ; 
rlien  a  magnetic  needle  is  deflected  by  the  completion  of  the 
bcnit,  it  places  itself  against  a  detent,  so  that  the  hammer  strike^ 
|Km  it,  releases  the  clockwork,  and  enables  the  alarum  to  sound, 
in  electro-magnet  and  keeper  may  be  used,  instead  of  the  coil  and 
eedle,  to  enable  the  hammer  to  act  on  the  detent. 

A  magneto-electrio  machine,  that  may  be  used  in  connection 
jth  the  ngnal  apparatus  above  described.  The  current  is  made 
I  dreolate  in  one  direction  by  means  of  an  inlaid  wooden  disc  on 
le  axis  of  the  armature,  in  connection  with  springs  in  metallia 
Hitact  with  the  main  wires ;  the  disc  is  inlaid  with  two  insulated 
idallic  semidrdes  respectively  in  connection  with  each  terminal 
rtihe  annatore  coil ;  thus  the  to-and-fro  cunent  generated  by  the 
lachine  is  reversed.  The  machine  is  driven  by  a  cog-wheel  and 
inkm,  the  cog-wheel  having  twelve  pins,  so  disposed  that,  by  the 
Btion  of  the  wheel  through  a  space  equal  to  the  distance  between 
Mm,  the  armature  moves  through  half  a  revolution.  IVelve 
pials  are  thus  made  without  the  "  communicator,^'  and  are  all 
mt  this  machine  can  make  with  the  above  described  signal  ap- 
iiatus,  as  its  electric  current  is  only  of  momentary  duration,  and 
le  electro-magnet  cannot  act  a  sufficient  time  to  convey  a  signal 
f  stopping  the  pointer. 

A  signal  apparatus,  in  which  the  force  of  two  electro«magnets  in 
m  ciraut  is  made  to  act,  through  pallets  and  an  escape-wheel, 
I  a  hand  or  moveable  dial  without  the  reaction  of  a  spring.  The 
iDcta  have  a  tail-piece  (free  to  vibrate  between  the  poles  of  the  two 
Mtro-magnets)  which  is  attracted  to  one  of  the  electro-magnets 
hen  the  instrument  is  at  rest,  in  consequence  of  the  circuit  in- 
Bding  the  electro-magnets  being  then  closed;  by  this  means  the 
Dckwork  b  prevented  from  running  down.  Three  main  wires  are 
led  with  tluB  instrument ;  one  which  connects  dissimilar  poles  of 
e  batteries ;  a  second  connecting  similar  terminals  of  the  "right- 
handznost"  magnetic  coils;  and  a  third  connecting  similar 
iminaJs  of  the  'Meft-handmost"  magnetic  coils.  When  the 
rcuit  is  completed  through  the  two  main  signal  wires  so  that  each 
ntejs  half  the  electric  current,  both  the  magnets  are  excited  and 
e  signal  apparatus  can  receive  signals.  The  "  communicator  **"  is 
aeed  conoentric  with  the  dial,  and  the  current  is  conveyed  to  the 
igneti  alternately,  or  both  at  once,  by  means  of  a  pinion  whos^ 
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axiB  cazries  a  metal  wheel  inlaid  with  wood  ^th  which  the  remaii 
ing  batteiy  wire  is  connected,  and  agunst  which  springs,  oonnecta 
with  the  remaining  coil  terminals,  press ;  the  pinion  is  moved  by 
toothed  wheel  on  the  dial  axis.  In  order  to  enable  intenned^ 
stations  to  work  this  signal  apparatus  with  the  batteries  at  it 
terminal  stations,  the  intermediate  apparatus  have  two  inlaid  meti 
wheels,  one  for  each  magnet ;  this  instrument  is  portable.  Hi 
dial  or  hand  may  be  worked  by  the  electro-magnets  only,  a  deten 
to  ring  an  alarum  (when  a  stop  is  pulled  out)  may  be  released  b 
the  completion  of  the  circuit  without  shifting  the  magnets,  and  tb 
keepers  of  the  magnets  may  be  attached  to  the  pallets  themsdva 
In  all  the  above  signal  apparatus,  either  a  dial  revolving  behind  i 
perforated  dial-plate,  or  a  hand  revolving  over  a  fixed  dial-plate 
may  be  used.  Letters  Patent,  N~  7390  and  7614  are  n 
fenred  to. 

[Printed,  29,  11(2.  See  London  Journal  {Ifewion'ii,  toL  80  (eoi^oiM 
aerie9),m.  116 and 201 ;  Inventon'  Advocate,  vol. 3.  p. 90 ;  and  Comma 
Bench  Reports,  vol.  4,  p.  402.] 


A.D.  1840,  March  3.— N»  8407. 

SHORE,  Joseph. — "  Improvements  in  preserving  and  coveria| 
**  certun  metals  and  alloys  of  metals." 

This  invention  "relates  to  a  mode  of  obtaining  or  applying  i 
"  permanent  covering  of  copper  or  of  nickel  by  means  of  gali-aai 
"  batteries  on  articles  manufactured  of  wrought  or  cast  iio^ 
tin,  lead  &  copper,  and  of  alloys  of  such  metals,  such  coTena| 
acting  as  a  preservative  to  some  of  those  metals  and  alloTS  d 
"  metals,  and  in  other  cases  as  a  superior  surface."  For  this  pin 
pose  "  an  open  vessel "  "  of  wood  or  of  earthenware,'*  divided 
"  two  compartments  by  a  partition  of  unglazed  earthenwsre 
"  other  porous  substance,"  is  taken.  Into  one  of  the  comj 
ments  "pure  water  slightly  acidulated  by  preference  with  sulphi 
acid,"  is  placed ;  and  into  the  other,  a  solution  of  "  sulphate 
copper  or  nitrate  of  nickel,  whichever  is  to  be  used,  as 
covering  metal."  These  metallic  solutions  must  be  '*  kept  up] 
a  neutral  strength."  A  piece  of  zinc  is  placed  in  the  first-m( 
tioned  compartment,  and  connected  by  a  copper  ^ire  to  the 
to  be  covered,  which  is  placed  in  the  metallic  solution. 

The  articles  are,  preferably,  cleansed  by  submitting  them  to  al 
ted  heat  when  covered  with  sand,  charcoal,  or  black  ]ead,ii 
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tmabkg  and   "permittiiif^  the  same  to  cool''  before  covering 
them. 

The  tolutiona  may  be  either  used  hot  or  cold,  and  ''the  longer 
**  the  articles  are  under  operation  the  thicker  the  covering." 
Large  articles  are  covered  separately,  **  small  articles,  such  as  iron 
"  nils"  [nails 7]>  are  placed  in  a  wire  "basket"  connected  by  a  wire 
to  the  nnc  plate.  The  article  should  be  "  moved,  from  time  to 
*  time,  to  prevent  any  part  or  parts  being  left  uncovered." 

[Printed*  SA  Bee  Sepertoiy  of  Arts,  vol.  14  (imw  «me«),  p.  858 ;  London 
Jonnod  {y9wttm*$),  vol.  10  ieonjoined  teries),  p.  82 ;  and  Inventors'  Advo« 
cat«bToL8,]>.ltt.j 


A.D.  1840,  March  26.-N«  8447. 

ELKlNGT0N,GKORGBRicHABDs,and  ELKIN6T0N,  Henry. 
•^"  Improvements  in  coating,  covering,  or  plating  certain  metals," 
eonsstiDg  of : — 

1st.  "  Coating,"  &c.,  "  copper  and  brass  with  silver,"  by  im« 
mersing  the  article,  cleaned  and  silvered  (See  Letters  Patent, 
K*  7496,  or  the  second  improvement  herein-after  mentioned),  in  a 
solution  of  nitrate  of  silver;  expelling  the  acid  by  heat;  and  fusing 
on  the  coating  by  immersion  in  fused  borax ;  the  cooled  article  is 
then  boiled  "  in  dilute  sulphuric  acid  "  "  until  the  adhering  borax 
"  is  all  dissolved."  "  For  a  finish,"  the  article  is  preferably 
electro-coated  with  silver,  as  herein-after  described. 

2nd.  "  Coating,"  &c.,  "  metals  with  silver."  The  cleaned  arti* 
dea  are,  by  preference,  immersed  in  a  solution  of  oxide  of  silver  in 
"  pnissiate  of  potash  (cyanide  of  potassium) "  by  boiling.  For  a 
thicker  coat  a  galvanic  current  is  used,  by  means  of  a  single  cell 
apparatus.  Oxide  of  silver  must  be  added  "  from  time  to  time." 
"  Pnissiate  of  soda  or  other  analogous  salt,"  or  "  pure  ammonia  " 
may  be  used  either  with  or  without  a  galvanic  current,  or  a 
**  neutral  aalt "  of  ulver  in  connection  with  a  galvanic  current,  the 
artide  having  previously  received  a  thin  coating  by  the  **  cyanide 
"  of  silver  "  solution. 

3rd.  "Coating,"  &c.,  metals  with  gold.  The  cleaned  articles 
are,  preferably,  immersed  in  a  solution  of  comminuted  gold,  or  oxide 
of  gold,  in  "  prussiate  of  potash  "  by  boiling.  For  a  thicker  coat 
a  galvanic  current  is  used  as  described  for  silver.  The  solution 
nrosi  be  kept  "  saturated  with  gold."  Double  and  "  haloid  salts" 
of  gold,  and  oxide  of  gold,  or  metallic  gold  dissolved  in  "  any 
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'*  soluble  prussiate,"  or  "any  other  analogous  salt/'  may  be  used, 
either  with  or  without  a  galvanic  current,  as  for  coating  with  silrer. 
In  these  two  last-mentioned  improvements  the  article  maj  either 
be  of  metal  or  coated  with  metal. 

4th.  Iron  is  prepared  "for  receiving  a  coating  of  copper,'*  &e^ 
by  immersing  it,  connected  with  a  strip  of  zinc,  in  dilute  sulphuric 
acid,  thus  causing  it  to  be  "  electro-negative  "  whilst  cleaning.  It 
is  then  placed  in  a  "  brass  vessel "  containing  an  acid  solution  of 
sulphate  of  copper,  and  having  thus  received  "a  thin  film,*'  is 
ready  to  be  covered  with  any  metal  by  a  galvanic  arrangement  simi- 
lar to  that  described  for  silvering,  or  *'  by  other  known  means." 

[Printed,  bd.  See  Repertory  of  Arts,  voL  16  {neto  teries).  p.  239 ;  London 
Journai  ( ^etcton't).  vol.  19  {conjoined  seriesX  p.  83 ;  Hecoanics'  MagaiiirM*, 
vol.  33,  p.  307 ;  And  Inventors'  Advocate,  voL  8,  p.  228.] 

A.D.  1840,  May  7.— N»  8499. 

GROVER,  Hbnby  Montague. — "An  improved  method  of  re- 
"  tarding  and  stopping  railway  trains." 

This  invention  consists  "in  the  application  of  the  powers  of  an 
*'  electro-magnet,  or  of  electro-magnets,  or  of  magnetism  gene- 
"  rally,  whether  applied  directly  or  indirectly  to  any  wheel  or 
"  wheels  upon  which  a  train  or  any  portion  of  a  train  of  carriages 
"  or  other  vehicles  upon  any  railway  moves,  or  in  any  other  man- 
**  ner."  The  Specification  and  Drawings  describe  and  show  an 
electro-magnet  "  applied  to  the  face  of  the  tire  of  one  wheel  of  a 
*'  railway  carriage,  called  a  truck."  An  electro-magnet  is  fitted 
into  a  wooden  block  or  box,  covered  with  a  lid,  and  is  suspended 
from  a  transverse  rod  at  the  bottom  of  the  truck,  so  as  to  hang 
within  '*  half  an  inch,  more  or  less,  according  to  the  power  of  the 
*'  magnet  from  the  tire  of  the  wheel."  On  the  connection  of  the 
wires  from  the  battery,  which  is  placed  in  the  truck,  the  adhesion 
of  the  electro-magnet  to  the  tyre  of  the  wheel  "  will  impede  or 
totally  prevent  its  turning  round,  and  thus  retard  or  stop  the 
train  of  which  the  carriage,  the  wheel  of  which  is  thus  acted 
upon,  forms  a  part.  Any  number  of  the  wheels  of  a  carriage  or 
train  may,  of  course,  have  these  magnets  applied  to  them,  and 
*'  the  retarding  of  each  such  wheel  will  be  in  proportion  to  the 
power  of  the  magnetism  so  ehcited  and  applied." 

[Printed,  Od.    Bee  Mechanics'  Magazine,  vol.  S3,  p.  479 ;  Inventors'  Advocate, 
VOL  8,  p.  807 ;  and  Sngineen'  and  Arohitectt'^  Journal,  voL  8,  p.  488.J 
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A.D.  1840,  AugUBt  27.— N«  8610. 

LOCKETT,  Joseph. — "  Certeln  improvements  in  manu&cturing, 
"  preparing,  and  engraving  cylinders,  rollers,  or  other  surfaces  for 
"  printiDg  or  embossing  calicoes  or  other  fabrics,"  relating  to : — 

1st.   The  application  of    galvanic  electricity  to   ''recoating, 

covering,  or  thickening''  the  cylinders,  &c.,  used  for  calico 
pnnting ;  or  to  make  new  cylinders.  This  is  done  by  taking  a 
"  mould  or  ahait,"  which  may  either  be  a  conductor  of  electricity 
and  **  retained  as  a  portion  of  the  cylinder,"  or  a  non-conductor 
"  subsequently  rendered  a  conductor  "  by  any  of  the  usual  means, 
**  and  then  removed  from  the  cylinder  when  it  has  attained  the 
•*  requisite  thickness."  The  "  mould  "  is  then  covered  with  copper 
by  the  ordinary  process  of  electro-deposition. 

2nd.  A  "  method  of  preparing  surfaces  by  galvanic  or  voltaic 
"  electriciW,  applicable  to  cylinders,  plates,  or  blocks  for  printing 
"  or  embossing  calicoes  and  other  fabrics."  ^^hen  any  of  the 
engraved  ground  is  required  to  be  obliterated  or  '^  rendered  plain," 
those  portions  are  left  exposed,  whereas  the  rest  of  the  surface  is 
coated  with  varnish ;  the  exposed  part  is  then  coated  with  copper 
by  galvanic  agency  in  the  usual  manner. 

3rd.   A   "mechanical  contri^-ance"  for  ''cleaning,   filing,    or 

"  turning  off  the  superfluous  portions  of  the  copper  thus  deposited 

"  upon  rollers  or  cylinders."    This  consists  of  a  "  rotary  cutting 

"  or  filing  tool "  applied  "  either  to  the  ordinary  slide  lathe  or  the 

*'  engraving  machine  commonly  used  for  cylindrical  engraving " 

and  acting  upon  the  cylinder,  the  cylinder  being  properly  "  sup- 

"  ported  by  and  revolving  on  the  mandril "  of  the  lathe.    The 

•*  filing  tool "  is  carried  **  from  end  to  end  of  the  Toiler "  by  a 

screw  extending  the  whole  length  of  the  lathe,  *'  or  it  may  be 

*'  alidden  to  any  part  of  the  bed  by  hand  or  otherwise,"  and  has 

proper  adjustments  for  regulating  its  speed  and  depth  of  cut. 

p»rir.tcd,  lOA  See  London  Journal  {Newton^s),  vol.  19  {conjoined  series), 
p.8S»;  Mechanics'  Magazine,  vol.  S4,  p.  221;  and  Inventors'  Advocate, 
Tol.4,p.l50.3 

A.D.  1840,  September  10.— N°  8625. 

DEXT,  Edward  John. — "  Certain  improvements  in  clocks  and 
**  other  timekeepers,"  consisting: — 

Ist.  **  In  giving  the  impulse  to  the  pendulum  of  a  clock  at  the 
"  centzt  of  percussion,  or  as  near  as  practicable  to  that  centre." 
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2nd.  "  la  producing  a  compensation  for  the  expansion  and  oon- 
"  traction  of  the  length  of  the  pendulum  arising  firom  changes  of 
"  temperature,  hj  causing  the  arcs  of  oscillation  to  vary  in  an 
"  inverse  ratio  to  the  variations  of  the  length  of  the  pendlum  *' 
[pendulum?]. 

3rd.  "  In  combinmg  three  or  more  mun  springs  and  barrels  to 
"  act  simultaneously,  without  the  medium  fuzee,  upon  the  train  of 
"  wheels  of  a  chronomer"  [chronometer?]  **  or  other  timekeeper." 
4th.  "  In  connecting  three  or  more  msdn  spring  arbors  with  a 
"  common  arbor,  whereby  all  the  springs  may  be  wound  up  at  the 
"  same  time  by  one  application  of  the  key." 

5th.  "  In  withdrawing,  as  much  as  practicable,  the  atmospheric 
air  from  the  interior  of  an  air-tight  case  contuning  a  chronometer, 
*'  and  in  filling  the  space  with  a  dry  non-corroding  gas  such  as 
hydrogen." 

6th.  "  In  the  application  of  the  well^knoum  voltaic  or  electro^ 
metallurgic  process  to  the  depositing  of  a  thin  film  of  gold  or 
other  metal,  incorrodible  by  the  atmosphere,  upon  the  steel 
"  balance  spring  and  the  compensation  balance,  the  surfiftoe  of 
which  having  been  cleaned  with  alkali  or  acid  immediately 
previous  to  the  application,  in  order  that  the  metallic  adhesion 
may  be  perfect  and  rust  prevented,  and  consequently  one  cause 
"  of  variation  in  the  rate  of  chronometers  is  thus  avoided." 

[Printed,  M.     See  Eepertory  of  Arts.  vol.  15  {new  series),  p.  280;  Me- 
chanics' Magazine,  vol.  H  P.  249;  and  Inventors*  Advocate,  voL  4^  p,  180.] 

A.D.  1840,  September  24.— N»  8644. 

PINKUS,  Henry. — "  Improvements  in  the  methods  of  applying 
motive  power  to  the  impelling  of  machinery,  applicable,  amongst 
other  things,  to  impelling  carriages  on  railways,  on  conunon 
roads  or  ways,  and  through  fields,  and  vessels  afloat,  and  in  the 

"  methods  of  constructing  the  roads  or  ways  on  which  carriages 

"  may  be  impelled  or  propelled,"  relating  to : — 

1st.  •'Propulsion  on  railways"  by  means  of  the  "gaso-pneu- 

"  matic  "  force. 
2nd.  "Propulsion  on  canals"  by  means  of  the  "gaso-pneu- 

"  matic  "  force. 
3rd.  "  Applying  the  aforesaid  gaso-pneumatic  principle  to  im- 

"  pelling  machinery,  to  wit,  the  impelling  engine  described  in  my 

"  said  former  Specification,  dated  twenty-fifth  day  of  Februaiy 
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"  1841/'  [Docs  not  this  refer  to  N«  8207,  which  was  enrolled 
Fehruaiy  25,  1840?]  and  to  "the  purpose  or  purposes  of  a  firc- 
CDgine. 

4th.  *'  Effecting  propulsion "  on  railways  or  canals  by  *'  steam 
"  power,  in  ocmbination  with  the  same,  or  parts  of  the  same 
^  impelling  machineiy  or  apparatus,  in  lieu  of  gaso-pneumatic 
"  power/' 

5th.  Eflbcting  propulsion  on  railways,  common  ways,  and  canals, 
and  through  fidds,  by  the  application  of  electrical  force,  however 
generated. 

This  inventioB  is  applied  to  agricultural  purposes,  by  either 
erecting  a  central  station  in  which  "  an  electric  battery  or  batteries" 
are  placed,  or  constructing  "wells  or  tanks"  too  deep  in  the 
ground  to  interfere  with  agricultural  operations ;  from  which  pipes 
oontalniog  bundles  of  insulated  wires  are  laid,  having  at  conve- 
nient places  "  vertical  branches  "  with  "  boxes  "  in  which  are  the 
loose  ends  of  the  wires ;  the  wires  are  colored  to  distinguish  their 
dectiic  polarity.  "To  put  implements  into  action,"  a  locomotive 
engine  Is  constructed,  with  a  drum  carrying  and  winding  up  the 
hUtery  wires,  and  a  "Taylor's,"  (See  Letters  Patent,  N**  8255  7) 
or  any  other  electro-magnetic  engine. 

TVains  are  stopped  by  electric  agency  as  follows  : — Batteries  are 
placed  at  convenient  distances  along  the  line,  and  between  each 
line  of  rails  a  light  hollow  "railway  bar"  is  laid  (in  half  mile 
lengths)  having  continuous  bars  of  wood  carrying  two  copper 
strips  insulated  from  one  another ;  the  copper  strips  are  in  con- 
nection with  two  insulated  wires  in  the  interior  of  the  hollow  rail, 
thence  with  one  of  the  batteries.     By  means  of  "  an  electro-mag- 
"  netic  coupler  "  "  composed  of  two  masses  of  copper  "  insulated 
from  one  another,  and  suspended  by  a  moveable  joint  to  the  loco- 
motive engine,  the  stationary  battery  is  connected  at  will  with  a 
"  Taylor's,"  (or  any  other)  electro-magnetic  engine  on  the  loco- 
motive, which  enables  any  person  having  charge  of  the  railway  to 
shut  off  the  steam  and  blow  the  whistle.    The  "  Taylor's  "  engine 
mcta  on  the  shnt-off  valve  and  steam  whistle  by  means  of  a  pulley, 
cord,  and  lever.    A  similar  apparatus  may  be  placed  in  the  break 
carriage,  and  actuate  the  break  when  required.    An  electro-mag- 
netic break  is  described,  in  which  "  a  flexible  armature,"  of  "thin 
**  laminated  plates  lying  one  on  another,"  is  attracted  to  an  electro- 
magnet, and  actuates  suitable  levers.  To  prevent  collision,  a  battery 
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on  the  locomotive  may  complete  the  circuit,  whenever  it  gets  on 
the  same  half  mile  length  as  another  train,  through  the  strips  on  \ 
the  wooden  bars.  "Taylor's  rotary  wheel,"  or  any  other  electro- 
magnetic engine,  may  be  used  as  "  the  moving  power  on  a  looo- 
"  motive  engine,"  "  by  taking  up  the  electric  force  from  the  wires  *' 
laid  down  between  the  rails. 

An  electro-magnetic  beam  engine  is  described  and  shown,  con- 
sisting of  electro-magnets  with  horizontal  surfaces,  on  each  side  of 
the  beam,  acting  alternately  on  a  "flexible  armature"  "formed 
"  of  thin  laminated  plates  lying  on  one  another,*'  with  one  edge 
of  which  they  are  connected,  thus  enabling  the  beam  to  vibrate, 
and  rotate  a  fly-wheel.  This  engine  has  a  circuit  breaker,  con- 
sisting of  a  weighted  lever  in  contact  vnih  one  or  other  of  two 
plates,  according  as  a  hammer  jointed  to  an  excentric  stud  on  a 
rotating  "  circular  cam  "  rests  upon  the  lever  plate  or  not. 

The  electro-magnetic  force  may  be  used  on  canals  by  means  of 
the  "  dynamic  impeller ;"  this  consists  of  a  firame  travelling  on  a 
"  suspension  rail "  (one  of  which  is  laid  on  one  or  both  margins 
of  the  canal).  To  keep  it  properly  balanced  on  the  suspension 
rail,  the  dynamic  impeller  has,  besides  "  travelling  wheels,"  "  adhe- 
"  sion  wheels  "  bearing  against  the  sides  of  the  rail,  on  whose  axis 
pullies  are  attached,  that  carry  a  "  cord  or  tow  rope  "  passing  round 
a  pulley  in  the  vessel ;  there  are  also  weights  to  keep  the  prindpal 
weight  below  the  centre  of  gravity.  The  wooden  bars  carrying  the 
battery  wires  are  supported  on  each  side  of  the  rail,  and  an  electro- 
magnetic engine  may  be  placed  either  on  the  "  impeller  "  or  in  the 
vessel. 

llie  electro-magnetic  force  may  be  applied  to  railways  by  means 
of  a  "  difiPerential  railway."  Fixed  engines,  erected  at  suitable  dis- 
tances apart,  give  motion  to  bands  passing  round  horizontal  wheels 
mounted  between  the  rails,  the  bands  thus  traversing  beneath  the 
carriages.  The  motion  is  communicated  to  the  carriages  by  pullies 
or  "  impelling  wheels,"  in  a  trench,  at  certain  distances  apart,  which 
work  into  a  flange  bar  at  the  bottom  of  the  carriages. 

The  electro-magnetic  force  may  also  be  applied  to  putting 
"  impelling  engines "  in  motion,  in  manufactories,  by  establish** 
ing  "  electric  metalUc  circuits "  from  fixed  stations  contaimng 
batteries. 

"  The  combinations  of  method  and  apparatus  "  set  forth  in  this 
Specification  for  applying  electric  currents  may  be  used  "  for  the 
"  purposes  of  lighting  places." 
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•*  The  valve  main  of  the  gaso-pneumatic  railway  '*  may  be  un- 
sealed by  a  heated  electric  wire. 


[Printed. ««.  8dL    See  Mechanics'  Magazine.  toI.  M,  p.  299 ;  Inveoton' Advo- 
cate, ToL  4p  p.  ZI5 ;  and  Engineers'  and  Architects^  Journal,  yoL  4,  p.  174.] 


A.D.  1840,  October  l.—N'  8650, 

TALBOT,  William  Henry  Fox. — "  Improvements  in  producing 
"  or  obtaining  motive  power  "  by  means  of  galvanic  electricity. 

Id  one  engine,  the  galvanic  current  is  made  alternately  to  gene- 
rate  the  mixed  gases  from  the  decomposition  of  water  under  a 
piston,  and  to  explode  those  gases,  thus  giving  motion  to  a  fly-awheel 
shaft. 

In  a  second  engine,  a  lever  is  moved  downwards,  and  then  up 
again,  by  means  of  an  electro-magnet,  and  the  reactive  force  of  a  rod 
free  to  move  after  the  armature  has  reached  the  magnet.  The 
temporary  magnetism  attracts  the  lever  (it  being  fixed  to  the  arma- 
tarc)  till  the  armature  comes  into  contact  with  the  magnet;  the 
cJecCric  current  then  ceases,  but  a  rod  (passing  through  a  hole  at 
the  end  of  the  lever)  attached  to  a  crank,  continues  moving,  and 
on  its  upward  motion  raises  the  lever,  which  is  then  ready  to  be 
again  attracted  by  the  magnet.  A  variation  of  this  plan  is  described 
and  shown,  in  which  the  armature  merely  rests  in  the  lever,  and 
several  magnets  and  armatures  may  be  used ;  in  this  case  the 
lever  ttsdf  continues  its  motion  after  the  armature  is  in  contact 
with  the  magnet.  Other  plans  may  be  used,  in  which  only  the 
armature  itself  is  stopped,  the  rest  of  the  machineiy  continuing  its 
motion. 

In  a  third  engine,  motive  power  is  obtained  by  the  alternate  ex« 
pannun  and  contraction  of  a  gas,  vapour,  or  fluid,  heat  being  applied 
and  withdrawn  at  proper  intervals  by  a  galvanic  battery.  A  strong 
iron  U-shaped  tube,  partially  filled  with  mercury,  has  one  leg  in 
oonnecCion  with  a  piston,  the  other  leg  closed  at  the  end  and  filled 
^'th  BoUd  carbonic  acid;  this  soon  Hquefies,  a  part  becomes 
^Useous,  and  motion  of  the  piston  is  produced  by  passing  a  galvanic 
^^Urrent,  at  proper  intervals,  through  a  thin  piece  of  metal  (thus 
^eating  it)  in  the  carbonic  acid. 

rPriniiwL  6d.    See  B^pertoiy  of  Arts,  rot  16  (new  feriet),  p.  86 ;  Mechanical 
^»S^Vot»k.  p.  wST  «d  Inveitors'  AdYOcate.  rof.  4.  p.  ao.] 
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A.D.  1840,  October  7.— N»  8666. 

SPENCER,     Thomas,    and   WILSON,    John.— '' Engrayinif 
"  metallic  surfaces"  by  means  of  "voltaic  olactricitjr." 

The  surface  to  be  engraved  is  coated  with  varnish  or  "etching 
"  ground ;"  the  required  drawing  "is  then  made  with  a  pointed 
"  instrument ; "  the  surface  thus  prepared  is  "  put  into  commnni- 
cation  with  the  copper  or  negative  end  of  a  voltaic  arrange- 
ment," and  placed  in  a  vessel  containing  a  suitable  solution 
opposite  to  a  "  conducting  surface,"  "  which  communicates  with 
"  the  zinc  or  positive  end"  of  the  battery.  *'  During  the  process 
"  the  engraved  plate  may  be  withdrawn  snd  examined,"  and,  if 
necessary,  replaced.  "  When  some  of  the  lines  are  required  to  be 
"  fainter  than  others,  such  parts  of  the  design  may  be  stopped 
"  out."  Or  the  etching  may  be  done  in  one  vessel,  by  connecting 
the  prepared  surfsKse  with  a  sur&ce  electro-negative  to  it  in  a  suit- 
able solution.  Or  the  prepared  plate  may  be  placed  "  in  a  solution 
"  between  the  plates  forming  the  poles  or  ends  of  the  voltaic 
"  apparatus." 

[Printed,  M-  Bee  London  Journal  {Nmoton't^  vol.  19  (confoinsd  MTMt), 
p.  88;  Mechanics'  ]ib«aun9,  voL  84»  P*  8S8;  •&<&  InTenton'  Advocate^ 
vol.  4,  p.  246.] 

A.D.  1840,  October  15.--N*  8663. 

PINKUS,  Henry. — The  title  of  this  invention  is,  "An  im- 
"  proved  method  of  combining  and  applying  materials  applicable 
"  to  formation  or  construction  of  roads  or  ways."  The  invention 
consists  of : — 

Methods  of  combining  materials  so  as  to  form  foundations 

as  bases  for  superstructures  of  roads,  ways,  streets,  or  rail  or 

tramways,  and  applying  to  said  combination  fixtures  so  as  to 
"  suit  said  combinations  or  structures  to  the  impelling  of  common 

or  improved  vehicles  thereon."  Various  modes  of  forming  the 
foundation  and  superstructure  of  street  and  other  paving  of  stone, 
brick,  wood,  asphalt,  and  "  artificial  granite "  are  set  forth,  and 
the  structure  is  called  "  the  textile  or  woven  pavement." 

"An  improved  locomotive  impeller"  for  ascending  inclines  on 
railways,  applicable  "  to  any  kind  of  locomotive  engine,  whether 
*'  of  steam,  gaso-pneumatic,  or  electro-magnetic."  Two  hori« 
zontal  "  adhesion  wheels,"  affixed  to  the  locomotive,  are  made  to 
rotate  with  the  same  peripheral  speed  as  the  driving  wheels,  and 
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are  pressed  upon  the  inclined  sides  of  a  centre  r^  laid  between 

the  ordinaiy  rails,  thos  assisting  "the  bite  or  adhesion  of  the 

"  drhring  wheels  of  the  locomotive."    The  motion  is  given  to  the 

adhesion  wheels  by  bevil  gearing  connected  with  the  crank  shaft; 

and  the  pressure  of  the  wheels  on  the  sides  of  the  centre  rail  (one 

on  one  side  of  the  rail^  and  one  on  the  other  side)  is  regulated  by 

levers  that  move  the  bearings  of  the  axles  of  the  adhesion  wheels, 

which  levers  are  under  the  governance  of  the  engine  driver,  by 

means  of  a  handle  connected  by  "  pauls,"  ratchet  wheels,  and  a 

right  and  left-handed  wGtew  to  the  levers. 

"  Self-acting  "  and  '^  self-regulating  indicators ; "  for  marking, 

printing,  and  recording  at  the  station  the  times  of  trains'  arrival 

at,  departure  firom,  and  passing  the  said  station ;  also  for  recording 

on  the  engine,  whilst  passing  a  station,  "  the  time  of  departure  of 

"  a  preceding  train." 

[Printed,  4t.  id,  gee  London  Journal  {NewUm*») ,  voL  20  {conjoined  mtmv), 
p.  251;  Mectumica'  Magazine,  vol.  M,  p.  884;  and  Inventors'  Advocate, 
ToL  ^  p.  281.] 

A.D.  1840,  December  17.— N«  8743. 

M ABLET,  William  Tudor. — Producing  surfaces  for  'Sprinting, 
"  embossing,  or  impressing,"  by  means  of  "  electro-metallurgy." 

1st.  The  production  of  a  device  suitable  for  printing,  &c.,  such 
device  "constituting  one  perfect  or  connected  design  produced 

from  an  originally  engraved  or  otherwise  executed  portion  of  the 

said  design,"  by  obtaining  as  many  moulds  in  relief  of  the 
portion  of  the  engraved  design  as  are  required  to  form  the  com- 
plete design,  placing  them  properly  together  so  as  to  form  the 
complete  design,  and  electrotyping  an  entire  plate  therefrom  fit  for 
printiiig.  Flanges,  for  joining  the  moulds  together,  may  be  ob- 
tained on  the  mould  by  fixing  bars  on  the  original  design  and 
depoeitiiig  partly  on  them. 

2nd.  A  mode  of  joining  together  printing  plates,  by  electro- 
depositing  metal  in  grooves  formed  at  the  edges  intended  to  be 
united,  the  plates  being  in  contact. 

3rd.  A  method  of  "  obtaining  an  extended  surface  to  an 
"  engraved  pkte"  by  taking  a  mould  of  it,  '*  attaching  thereto,  as 
**  described  above,  a  plain  metallic  or  other  surface,"  and  then 
electrotyping  the  whole. 

4th.  A  method  "  of  producing  suitable  surfaces  as  aforesaid"  by 
taking  "  »  flat  metal  surface,"  coating  it  with  wax  or  other  easily 
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removeable  composition,  tracing  the  design  thereon,  removing 
those  portions  thereof  down  to  the  metallic  ^late  that  are 
required  to  print,"  rubbing  over  this  a  conductor  of  electricity, 
and  electro-precipitating  metal  thereon.  The  application  of  this 
method  to  a  cylinder  is  also  given^  and  plans  are  described  in  which 
a  lithographic  or  other  stone  or  soft  metal  is  used  to  form  the 
design  upon. 

6th.  The  rerao\dng  from  moulds  of  plates  or  blocks  portions  of 
the  design  thereon,  in  order  to  produce  plates  or  blocks  suitable 
for  printing  in  various  colours.  Electrotype  copies  are  obtained 
from  the  moulds,  so  that  each  copy  contains  only  the  portion  of 
the  design  to  be  printed  in  one  colour. 

6th.  Dies  for  embossing  horn  buttons.  Electrotype  copies  of 
an  original  mould  or  die  are  taken,  and  mounted  in  blocks  for  use ; 
various  ways  of  mounting  them  are  described,  and  a  method  of 
electrotyping  die  blocks  from  a  mounted  block,  from  wax  moulds, 
and  from  buttons  themselves. 

7th.  Various  modes  of  moimting  seals,  bookbinders'  tools,  &c., 
by  causing  the  electrotype  to  attach  itself  to  the  holder  ^'  in  the  act 
"  of  depositing." 

8th.  Setting  up  moulds  of  portions  of  seals  and  producing  per- 
fect seals  from  them  by  electro-deposition.  Various  applications 
relating  to  initials,  &c.,  are  described. 

[Printed,  1«.  8d.  See  London  Journal  {Nefoton*9)f  vol.  19  {conjoined  geriet), 
p.  94;  MechanicB*  Ma^gazine,  vol.  34  p.  476;  and  Inventors'  AdvooatCL 
voL  4,  p.  406.] 

A.D.  1841,  January  11.— No  8783. 

BARWISE,  John,  and  BAIN,  Albxandbb. — **  Improvements 
"  in  the  application  of  moving  power  to  clocks  and  timepieces," 
consisting  of: — 

"  A  method  of  applying  the  pendulum  of  a  regulating  clock 
*'  or  timekeeper  for  making  and  breaking  alternately  the  electric 
**  connection  between  the  source  of  electricity  and  the  electro- 
"  magnetic  clocks  and  timepieces."  A  "  regulating  clock"  con- 
veys an  electric  current  and  cuts  it  off  periodically,  by  means  of 
equidistant  metal  studs  let  into  an  ivory  ring,  over  which  a  metal 
spring  on  the  escape-wheel  axis  moves;  the  spring  is  connected 
with  one  battery  pole  and  completes  communication  with  various 
wires  leading  to  electro-magnetic  clocks,  each  stud  having  a  wire. 
Sixty  studs   giving  motion  to  sixty  clocks,  are  shown,  90  that 
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tuh  dock  is  moved  once  every  minute  if  the  pendulum  beaid 
leooods.  A  wire  leads  from  each  stud  to  one  end  of  the  coil  of 
ID  efecteo-magnet  in  a  clock  or  set  of  clocks,  consequently  every 
beat  of  the  pendulum  of  the  regulating  dock  wiU  put  in  motion 
an  dectro-ma^ctic  dock ;  the  return  wire  to  the  battery  is  con- 
tinuous, and  is  connected  with  the  remaining  tenninal  of  the  coil 
of  the  electro-magnet  in  each  clock.  The  dectromiagnetic  dock 
eonaists  of  a  train  of  wheels,  the  escape-whecl  of  which  is  moved 
one  tooth  by  means  of  a  spring  and  "catch  spring,"  fastened  at 
ite  bottom  angle,  connected  ndth  a  soft  iron  armature,  every  time 
an  dectro-magnet  is  discharged. 

A  •*  method  of  working  simultaneously  a  number  of  clocks." 
The  pendulum  of  the  reguLiting  dock  completes  the  circuit  every 
time  a  spring  which  it  carries,  connected  with  one  battery  pole, 
passes  over  a  "  metal  conductor  "  connected  with  the  other  batter^  ^ 

pole.     This  pkn  requires  more  battery  power  than  the  former. 

A  means  of  winding  up  the  going  and  striking  tram  and  setting 
the  hands  of  a  clock  once  eveiy  hour.     Sixty  electro-magnetic 
docks  are  connected  with  the  positive  and  negative  wires  from  the 
battery  and  regulating  clock,  but  each  clock  only  fems  a  dosed 
circuit  once  eveiy  hour,  when  a  metal  stud  inlaid  in  a  disc  comes 
into  contact  with  a  spring.    An  electric  current  is  made  to  traverse 
once  every  minute  by  the  regukting  clock,  which  acts  on  that  par- 
ticular dectro-magnetic  dock  in  which  the  circuit  is  unbroken* 
In  the  dectro-magnetic  clock,  a  horizontal  sliding  bar  is  free  to 
move  backwards  and  forwards,  by  the  attraction  to  the  electro* 
magnet  of  a  keeper  fixed  to  the  bar,  and  the  reactive  pressure  of 
"  a  gun-lock  spring;"  this  bar  carries  spring  catches,  working  into 
the  teeth  of  ratchet  wheels  on  the  main-spring  axes  of  the  going  and 
striking  trains ;  thus  partly  winding  up  the  main-springs.   Attached 
to  the  sliding  bar  is  an  arm  with  prongs  which  take  hold  of  a  pro- 
jecting pin  on  the  disc  fixed  to  the  minute-hand  spindle,  and,  by 
the  sliding  motion,  set  it  to  its  proper  time ;  when  the  dectro- 
magnet  is  discharged,  the  pin  is  out  of  the  way  of  the  prongs. 

A  method  of  bringing  the  minute  hand  of  an  ordinary  clock 
"  (provided  it  deviate  not  more  than  a  minute  from  the  time  of 
**  the  regulating  dock)  to  exact  time  with  the  regulating  clock," 
by  actuating  an  dectro-magnet  whose  keeper  moves  two  clips 
working  on  pivots  attached  to  the  front  plate  of  the  dock ;  on  the 
magnetism  ceasing  the  dips  are  sepanted  by  a  spring  fordng  the 
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keeper  from  the  magnet.  The  circmt  is  completed  at  the  proper 
time  by  a  piece  of  metal  inlaid  in  an  ivoiy  disc,  over  which  a  spring 
(in  the  circuit),  fixed  to  the  minute-hand  axis,  traverses.  By  vazying 
the  position  of  the  spring  in  «ich  clock  a  number  of  clocks  may  be 
Bet  in  succession. 

"  A  mode  of  supplying  the  voltaic  battery  with  sulphate  <rf 
"  copper  or  other  suitable  materials/*  by  causing  two  rings, 
between  which  cups  are  free  to  turn,  to  revolve  and  bring  levers 
on  their  axes  into  contact  with  a  spring  fixed  on  the  battery  cell, 
thus  overturning  the  cups  at  certain  times. 

A  number  of  wires  for  transmitting  the  above  currents  twisted 
together  like  a  rope,  "or  the  positive  and  negative  wires  are 
"  twisted  with  hemp  or  other  fibrous  rope." 

A  timepiece  worked  solely  by  electro-magnetism.  The  electro- 
magnet acts  on  a  keeper  fixed  on  to  the  pendulum,  which  has  a 
"catch  spring"  that  works  the  '* escapement  wheel"  connected 
with  ordinary  clockwork.  A  spring  on  a  "  sliding  rod,"  worked 
by  the  pendulum  by  means  of  shoulders,  comes  periodically  into 
contact  with  a  "  stud,"  and  completes  the  circuit  at  siutable  times. 
Making  a  balance  timekeeper  transmit  the  electric  current  to 
other  clocks,  as  in  the  first  improvement,  by  a  stud  on  the  seconds 
wheel  which  passes  over  an  inlaid  ivory  ring. 

**  The  application  of  an  electric  current  to  the  striking  of  a 
«'  clock."  *'  The  gathering  palette  wheel "  "  of  the  striking  train, 
**  which  makes  one  revolution  for  each  blow  of  the  hammer  on  the 
**  bell,"  has  a  projecting  spring,  which,  striking  agunst  a  stud, 
completes  the  electric  circuit  and  causes  the  hammer  to  strike  the 
bell ;  for  that  purpose  the  hammer  rod  carries  an  armature  which 
is  attracted  to  the  electro-magnet  whenever  the  drcuit  is  completed. 
**  A  method  of  giring  motion  to  a  number  of  clocks."  "  By 
"  this  method  five  "  [three?]  "  long  conducting  wires  are  required." 
On  a  spindle  of  a  pendulum  or  balance  clock,  a  spring  is  fixed, 
connected  with  the  positive  battery  wire,  which  moves  uniformly 
over  a  fixed  non-conducting  disc,  having  two  metallic  half-circles, 
with  which  two  long  conducting  wires  are  respectively  in  contact ; 
the  current  is  thus  transfeired  to  the  wires  alternately.  Another 
long  conducting  wire  returns  the  electric  current.  Each  electro- 
magnetic clock  has  two  electro-magnets  each  respectively  con- 
nected with  each  positive  wire;  a  soft  iron  f^ame  is  suspended 
between  thefar  poles  containing  ''catch  springs"  that  work  the 
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•loekwark.  As  soon  as  the  frame  of  the  first  dock  is  attracted  to- 
Ha  magnet  it  completes  the  drcoit  for  the  next  clock,  and  so  on ;. 
thus  oompletuig  tiie  circuit  to  as  many  clocks,  in  succession,  as  the 
time  tiie  regulator  spring  is  in  contact  with  one  half-drcle  will 
aOow.  When  the  regulator  spring  moves  over  the  other  half- 
drcle  it  puts  into  action  the  second  set  of  magnets. 

A  combination  in  which  a  regulator  dock,  im^ylring  Greenwich 
time»  enables  uniform  tune  to  be  shown  throughout  the  countiy. 
A  cbcoit  to  a  distant  station  battery  and  regulator  is  actuated  by 
the  central  regulator,  that  actuates  a  second,  and  so  on.  The 
docks  in  the  neighbourhood  of  each  station  may  be  worked  as  in 
the  ftnt  impvorement. 

CPriBtcd,  2c  S<2.    See  Mechanics'  Magaslne.  vol.  85,  p.  180 ;  sIm  vol.  80»  pp.  66 
and  97 ;  and  Inventon*  Advocate,  vol.  6,  p.  71.] 


A.D.  1841,  January  14.— N*  8793. 

JONES,  Alxxandsr. — ''Improvements  in  the  manufiftcture  of 
copper  tubes  and  vesselB."  "  Manufacturing  tubes  and  vessels 
of  copper  deposited  or  thrown  down  in  the  form  and  of  the  sub- 
*'  stance  of  the  tube  or  vessd  required  to  be  manufactured,  by  the 
"  action  of  voltaic  dectridty/' 

"  A  solid  or  other  mould,  of  the  diameter  and  form  of  the 
"  required  tnbe,"  is  made  of  "wood,  day,  earthenware,  plaster  of 
Paris,  wax,  or  other  non-conducting  substance,"  "  or  the  mould 
may  be  of  lead  or  other  metal  fusible  at  a  less  degree  of  heat 
than  the  copper  of  which  the  tube  is  to  be  formed."  A  non- 
condocting  mould  is  made  conducting  by  the  application  of  nitrate 
of  silver  Bc^hition,  the  metal  bdng  afterwards  reduced  by  immersbn 
in  a  solation  of  proto-sulphate  of  iron,  or  by  phosphorus,  dther  in 
or  solntion  in  vapour ;  or  plumbago,  metallic  leaf  or  foil,  or  bronze 
powder,  may  be  used.  The  mould  is  then  placed  in  a  vessd  oon- 
taining  a  solution  of  sulphate  or  nitrate  of  copper,  connected  to  the 
**  poi^e  plate  "  of  a  suitable  galvanic  battery,  and  '*  surrounded 
*'  by  a  cylhider  of  copper  of  a  larger  interior  diameter  than  th^ 
"  required  tube,"  which  cylinder  is  connected  with  the  *'  negative 
«'  plate"  of  the  battery ;  instead  of  a  cylinder,  "  clippings,  tum- 
"  mgs,  or  other  refuse  of  copper,"  ''  placed  in  a  frame  of  wicker 
**  work,"  may  be  connected  to  the  "  negative  plate"  of  the  battel}'. 
When  the  deposit  of  copper,  thus  caused,  is  of  the  required  thick- 
ness, it  may  be  removed  from  the  mould  either  by  mechanical  fores 
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or  by  heat.  It  may  be  neceBsary  to  form  vessels  io  separate  por« 
tions,  and  afterwards  to  join  the  said  portions,  which  may  be  done 
by  galvanic  electricity  as  follows : — Every  part,  except  the  edges  to 
be  joined  and  a  small  portion  on  each  side,  is  coated  with  a 
''  resinous  varnish  ;'*  the  parts  are  brought  together  as  they  are 
required  to  be  fixed,  the  whole  is  immersed  in  the  copper  solution, 
and  connected  with  the  battery  as  aforesaid,  with  a  copper  plate  in 
connection  with  the  battery  surrounding  it.  A  single  cell  appa« 
ratus,  with  diaphragm  and  constant  supply  of  sulphate  of  copper, 
may  be  used  instead  of  a  separate  galvanic  battery* 

CPrinted,  7<2.  Bee  London  Jonmal  {NewtoiCa),  vol.  19  {conjoint  ierim), 
p.  106;  Meohanics'  Masasine,  Tol.  8^  P*8W;  and  Inventon*  Adfooato^ 
voL  i,  p.  824.] 


A.D.  1841,  January  23.— N»  8809. 

BAGGS,  IsHAM. — The  title  of  this  invention  is; — "  Improvements 
**  in  printing." 

The  invention  relates  :-— 

Ist.  To  the  application  of  "  the  chemical  powers  of  electridty,'^ 
"  however  obtained,"  "  to  the  purpose  of  printing  in  one  or  more 
'*  colours."  When  "  quantity"  electricity  is  used,  a  design  is 
prepared  for  printing  by  forming  the  parts  of  various  metals  or 
metallic  alloys,  this  design  is  placed  upon  paper  '*  slightly  mois^ 
"  tened"  with  a  suitable  chemical  solution,  and  the  paper  is  placed 
tipon  **i)\e  negative  pole  of  an  active  battery;"  on  the  oonnectiofl 
of  the  metallic  design  '*  with  the  positive  wire,"  electro-chemicsl 
affinities  operate,  and  a  coloured  impression  of  the  design  is  pro« 
duced.  When  "  electricity  of  high  tension  and  small  quantity"  is 
used,  a  design  is  "  formed  upon  a  glass  plate  by  cementing  upon 
"  its  surface  a  numlier  of  small  pieces  of  very  fine  platinum,"  or 
other  metallic  "  wire,  in  consecutive  order,  so  as  to  form  a  series  t 
"  it  is  then  to  be  laid  upon  a  sheet  of  paper  moistened  with  any 
'*  appropriate  solution,"  "  and  submitted  to  the  action  of  a  spark 
*•  or  current." 

2nd.  **To  a  mode  of  employing  tests  in  printing,"  by  using 
paper  moistened  with  solutions  of  various  re-agents,  when  more 
colours  are  required  than  one  re-agent  can  produce. 

[Printed.  4(1.    See  Itepertory  of  Arts,  vol.  16  {new  tsriea),  p.  180 ;  Mechanics' 
Maganne,  vol.  36,  p.  148  {  and  Inventors'  Advocate,  vol.  6,  p.  71.] 
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A.D.  1841,  March  8.— N»  8865. 

SPENCER,  Thomas. — ^This  inyention  is  entitled  "An  improve- 
ment  or  improvements  in  the  manufacture  of  picture  and  other 
frames  sod  coixiices,  applicable  also  to  other  useful  and  deco« 
rative  purposes,"  and  it  relates  to : — 

Isi.  The  '*  application  of  voltaic  electricity  "  to  the  above  pur-* 
poses,  by  taking  a  mould  from  a  model  of  the  required  design,  and 
a  copper  electeotfpe  from  that  mould.  The  mould  may  be  either 
cast  in  anj  suitable  substance  or  electrotjped.  If  the  mould  is  not 
metallic  it  must  have  its  surface  made  conductable,  preferably,  by 
giving  it  a  "  coating  of  thin  varnish ;  *'  when  nearly  dry,  "  bronze 
powder''  is  applied  until  the  whole  surface  is  "rendered 
metallic."  The  electric  apparatus  may  be  a  single  cell,  but 
preference  is  given  to  the  batteiy  process.  When  the  deposit  is 
thick  enough,  the  copper  frame  may  be  removed  '*  by  a  slight  ap«> 
"  pJicafion  of  heat."  The  back  of  the  frame  may  be  filled  with 
solder,  and  a  "  rabbitt "  fastened  entirely  round  it  for  the  picture 
and  glasa  to  be  fitted  into.  The  frame  is  then  ready  to  be  gilt^ 
^vered,  or  covered  with  platinum. 

2nd.  The  "  application  of  voltaic  electricity  to  the  manufacture 
"  <tf  moulds"  for  casting  "composition"  and  "papier  mftch^" 
ornaments,  "  also  for  casting  glass,  earthenware,  and  china."  An 
exact  model  is  fastened  to  a  plate  of  polished  metal  or  glass  by 
Tamiah.  The  model  and  plate  (if  non-conductable)  must  then  be 
"  metallized"  and  electrotyped  in  copper,  the  electrotype  may  then 
be  removed  and  tinned  on  the  back,  or  it  may  be  electro-tinned 
before  its  removal  from  the  model.  Lead  or  other  suitable  sub- 
stance is  then  poured  on  the  back  of  the  mould  to  make  it  "  level." 
Moulds  for  casting  in  glass  may  be  made  by  metallizing  a  cut  and 
polished  article  of  glass  and  depositing  on  it. 

3rd.  The  "  application  of  voltaic  electricity  for  the  purpose  of 
**  making  patterns  or  moulds  for  ironfounders  in  copper."  For 
this  purpose  a  cast  is  taken  from  an  original  pattem—- if  non- 
condactable,  metallised — and  electrotyped  in  copper.  To  obtain 
uniform  thickness,  the  surface  to  be  deposited  on  should  be  placed 
horizontal,  opposite  to  the  dissolving  plate  which  lies  at  the  bottom 
of  the  deponting  vessel. 

4ihf  The  *'  use  of  bromine  and  iodine  combined  with  gold,  in 
'*  conjunction   with  voltaic  electricity,  for  the   purposes  above 
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"  eDumerated."  Gold  is  dissolved  in  bromine,  either  by  adding 
gold  leaf,  or  by  the  help  of  alcohol,  acetic  acid,  and  sulphuric  add  in 
certain  proportions;  the  gold  plate  being  attached  to  the  ''pla- 
*'  tinum  end  of  a  galvanic  batt^."  This  solution  is  used  slightly 
.diluted.  When  a  thick  deposit  of  gold  is  required,  "  an  am- 
''  moniacal  salt "  is  added  to  the  solution  of  gold ;  an  alkaline 
carbonate  is  added,  when  the  metal  to  be  gilt  reduces  the  gold  by 
immersion.  The  solution  of  iodide  of  gold  in  "  acetate  or  muriate 
''  of  ammonia,"  or  in  "  prussiate  of  potassa,"  may  be  used  instead 
of  the  bromine  solution.  '*A  device  or  embossment"  may  be 
formed  in  gold  by  using  ''  a  reverse  of  the  design  "  electrotyped  by 
the  above  solution. 

5th.  '*  The  use  of  bromine  and  iodine  combined  with  silver,  and 
*'  in  conjunction  with  voltaic  electricity,*'  for  the  purposes  above 
enumerated.  For  an  electro-depositing  solution,  nlver  is  dissolved 
in  acetate  of  ammonia,  proceeding  as  with  gold,  or  in  bromine 
and  alcohol  by  electriaty ;  the  solution  is  suffered  to  rest  **  until 
"  a  yellowish  white  predpitate  takes  place,"  which  is  dissolved  in 
acetate  of  ammonia  by  boiling.  Other  ammoniacal  salts  or  **  pnis- 
"  slate  of  potassa"  may  be  used ;  or  a  solution  may  be  formed  bj 
dissolving  an  iodide  of  silver  in  "  prussiate  of  potassa "  or  any 
of  the  ammoniacal  salts. 

6th.  Methods  of  electro-coating  metallic  surfaces  with  platinum. 
To  prepare  the  solution,  the  "  platino-bichloride  of  ammonia "  is 
added  to  weak  hydrochloric  add,  and  boiled,  or  platinum  is 
dissolved  by  electricity  in  "muriate  of  ammonia;"  or  when 
bromine  is  used,  spongy  platinum  is  dissolved  in  a  mixture  of 
alcohol  and  bromine,  and  dilute  sulphuric  acid  added;  or  the 
''  platino-bichloride  of  ammonia "  may  be  combined  with  the 
alcoholic  solution  of  bromine.  Lead  may  be  coated  by  either  oX 
these  solutions,  and  used  as  the  negative  plate  of  a  galvanic 
battery. 

7th.  "  Covering  metallic  surfaces  with  tin."  The  solution  used 
for  electro-tinning  is  of  "acetate  of  ammonia  or  muriate  of  that 
**  salt  or  suphate"  [sulphate?]  "of  soda;"  this  is  used  in  the 
ordinary  manner. 

8th.  Methods  of  cleaning  the  surfaces  of  iron  that  are  to  be* 
electro-coated  with  copper,  and  of  electro-coating  those  surfaces. 
The  iron  is  attached  to  the  "  platinum  end  of  a  voltaic  battoy," 
.and  immersed  opposite  to  another  iron  surface,  connected  with 
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the  "  line  end/'  in  a  tolntion  of  sulphate  of  8oda»  or  malleable  mm 
may  be  cleaned  by  immenion  in  a  solution  of  sulphate  of  zinc 
containing  a  very  small  quantity  of  any  salt  of  copper.  The  iron 
is  then  to  be  electro-coated  with  copper  by  proper  contact  with  a 
soitsble  galvanic  battery,  and  immersion  in  a  solution  of  "the 
"  acetate,  sulphate,  nitrate,  or  the  ammonia  acetate  "  [ammonio- 
aoetate  ?]  "  of  copper." 

9th.  A  "  method  of  producing  embossed  or  enriched  surfaces  " 
on  picture  frames,  &c.  by  the  use  of  embossed  calico,  &c. 

10th.  The  "application  of  caoutchouc  "  to  improve  "the  texture 
"  of  composition  used  to  cast  ornaments  "  for  picture  frames,  &c. 

fPrhited,  9d.  See  Bepertoiy  of  Arts,  toL  16  (new  Mftm),  p.  287 ;  London 
Journal  {y^wtam'M},  toL20  {cona&imed  aeriet),  p.  IWi  Mediaiiics' Maga- 
sine^  Tol.  SS,  p.  28S ;  and  InTentors'  Advocate,  toL  5,  p.  180.] 


A.D.  1841,  March  29.— N»  8905. 

FARKES,  Alexander. — "  Certun  improvements  in  the  produc- 
*'  tion  of  works  of  art  in  metal  by  electric  deposition." 

These  rdate  "to  the  manulkcture  of  works  of  art  <tf  silver  and  of 
**  ITold,  by  causing  these  metals  to  be  deposited  by  electric  agency  in 
*'  or  oa  suitable  moulds  or  models,"  "in  place  of  producing  such 
"  articles  by  casting,  or  by  pressure,  or  hammering,  or  stamping  in 
^  dies  or  shapes."  Under  the  heads  of  "  internal "  and  "  external " 
moulds^  the  Specification  and  Drawings  describe  various  methods 
of  making  moulds  from  other  moulds,  models,  or  patterns,  to 
electro-deposit  gold  or  silver  in  or  on,  which  moulds  may  be 
tenioTed  by  heat  or  otherwise;  a  method  of  making  the  said 
moulds  by  electro-deposition ;  various  means  of  making  the  moulds, 
such  as  employing  wax,  stearine,  and  frisible  or  other  metal,  so  that 
thej  may  be  removed  from  the  deposit  "by  heat  or  solution;" 
making  the  moulds  or  models  up  of  parts,  so  that  they  may  sen'e 
for  many  copies  of  the  deposited  article,  or  to  enable  the  moulds  to 
"be  **  highly  finished,"  or  "  internal "  moulds  to  be  obtained  in  one 
piece  from  "external"  patterns  in  parts;  and  a  "mode  of 
"  strengthening  articles  of  gold  and  silver  produced  in  or  on 
"  moulds  by  electric  depositions,  by  introdudng  a  baser  metal 
"  within  them,"  either  electro-deponted  or  by  fusion.  In  an 
"  internal "  mould  the  face  or  pattern  of  the  article  is  against 
the  mould,  and  in  an  "  external "  mould  the  face  is  away  from  the 
mould,  the  mould  merely  imparting  form  l^  Hbt  eqoa^  of  the 
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thickness  of  the  deposit.  Detuls  respecting  solutions,  fosible 
metal,  coating  and  preparing  non-metallic  moulds,  removal  of 
moulds,  batteiy,  &c.,  are  given. 

[Printed,  Id.  See  Repertory  of  Arts,  vol  17  {n^to  series),  p.  199;  London 
Journal  lNewt(m*$),  toLSO  {conjoined  eerie»),p.  171;  Meehftmcs*  Maga- 
zine, vol.  85,  p.  816 ;  and  Inventors'  Advocate,  vol.  5,  p.  227.] 


A.D.  1841,  April  27.— N«»  8937. 

PETRIE,  William.—"  The  application  of  the  deflective  action 
*'  which  exists  between  electric  currents  and  magnets  for  the  pnr- 
"  pose  of  obtuning  a  moving  power." 

The  Specification  and  Drawings  descrilie  and  show  an  electro-motive 
engine  in  which  "  two  rectangular  helices"  (one  including  the  other) 
cross  each  other  at  right  angles,  and  "  are  fixed  in  a  suitable  firame 
*'  work;"  an  axis,  in  proper  bearings,  passes  freely  through  one  side 
of  the  hehces,  and  "  on  that  part  of  the  axis  within  the  helices  are 
'*  placed  magnets  with  similar  poles  adjacent ; "  these  may  either  be 
electro-magnets  or  permanent  magnets.  A  "current-changer" 
attached  to  the  axis  enables  the  electric  current  to  traverse  one 
helix,  then  the  other,  then  again  the  first  helix  in  the  opposite 
direction,  then  the  second  helix  in  the  opposite  direction,  and  so 
on ;  thus  producing  a  constant  tendency  of  the  magnets  to  deflect 
in  the  same  direction,  from  each  of  the  coils  respectively,  and 
giving,  therefore,  a  rotary  motion  to  the  magnet's  axis.  A  descrip- 
tion of  a  "  spark-prcventer"  is  also  given,  in  which  a  "bridge  "  on 
the  "current  changer,"  "attached  to  a  spring,"  is  made  to  com- 
plete a  "  short  circuit "  between  the  poles  of  the  battery  during  the 
changing  of  the  current  from  one  helix  to  the  other,  thus  avoiding 
the  disruptive  discharge;  two  "bridges"  are  necessary,  one  for 
each  helix.  Another  "spark-preventer"  is  also  described,  in 
which  an  additional  "inlaid  strip"  on  the  "current-changer," 
connected  with  one  pole  of  the  battery,  is  brought  into  connection 
with  the  other  pole  by  one  of  the  conductors  proceeding  to  the 
helices,  during  the  change  of  current.  Remarks  are  made  re- 
specting the  construction  and  working  of  the  engine,  and  the 
proportion  of  magnets  and  helices  to  battery  power  is  minutely 
given. 

fPrinted,  7rf.    See  Mechanics*  Magazine,  vol.  05,  p.  882;   and  Inventors' 
Advfcate,  vol.  5,  p.  S9S.] 
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A.D.  1841,  May  14.— N»  8958, 

PIXKUS,  HxNBT.  —  "An  improved  method  or  methods  of 
^  applying  electrical  currents  or  electricity,  either  frictional, 
"  atmoapheiic,  voltaic,  or  electro-magnetic."  This  invention  re- 
lates to: — 

The  propulsion  of  "vessels  at  sea."  Galvanic  batteries  are 
arranged  on  the  external  and  internal  sides  of  the  ship,  in- 
sulated from  the  vessel  and  from  the  sea  by  "a  surface  of 
pitched  or  resend  felt,"  also  "auxilliaiy"  troughs  are  used. 
"The  electro-magnetic  engine  of  contact"  (See  N'*  8644)  by  this 
means  gives  motion  to  the  paddle  wheels.  To  supply  and  circu- 
late the  sea  water  or  other  solution  through  the  battery  cells,  and 
to  asffist  in  propelling  the  vessel,  engines  are  erected  in  the  ship, 
with  "  piston  cyhnders  arranged  with  clack  valves  as  blast  cylinders 
"  for  the  compression  or  rarification  of  air,  or  arranged  for  forcing 
**  other  fluids  or  water,*'  worked  by  means  of  levers,  connected  to 
shafts  proceeding  through  stuffing-boxes  to  the  outside  of  the 
vessel,  the  levers  having  floats,  which  move  up  and  down  according 
to  the  combined  motions  of  the  sea  and  the  vessel.  This  "supply 
engine'*  compresses  the  air  into  reservoirs,  and  thus  works  an 
"  auxiUiaiy  "  engine  connected  to  the  paddle  shaft ;  by  means  of 
pumps  in  connection  with  the  tanks  it  also  causes  circulation 
through  the  battery  cells.  The  "  supply  engine"  may  also  have  the 
bottoms  of  its  cylinders  open  to  the  sea,  its  pistons  will  then  be 
moved  up  and  down  at  each  motion  of  the  vessel  over  the  waves. 

The  application  of  the  above  electro-magnetic  engine  to  canal 
propuLdon.  A  '*  locomotive  impelling  engine "  is  mounted  on  a 
"  suspension  rail,"  and  has  toothed  spur  gearing  working  into  a 
rack  on  the  side  of  the  rail,  also  horizontal  guide  wheels  running 
on  side  rails ;  this  engine  is  moved,  either  "  by  the  electro-magnetic 
"  engine  on  the  locomotive,"  or  from  the  vessel  bj  a  cord  passing 
round  suitable  pullies,  in  the  latter  case,  "a  distending  rod," 
capable  of  adjustment  by  nuts,  and  right  and  left  handed  screws, 
joins  the  centres  of  the  pulleys ;  "  the  metalic  circuits  must  be 
"  farmed  "  as  described  in  N°  8644. 

Sealing  and  unsealing  the  "pneumatic  valve,"  described  in 
4V  8644.  "Metalic  circuits"  are  connected  "with  the  valve 
•  mains,  and  so  render"   "soft  iron  bars,"  "magnets  to  hold 
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''  down  the  flexible  ralve/'  by  means  of  soft  iron  attached  to  its 

lips. 

[Printed,  St.  6(1.    See  Mechanics'  Magazine,  vol.  35,  p.  S09 ;  and  InTenton' 
Advocate,  vol.  6,  p.  326.] 

A.D.  1841,  June  12.— N*»  8987. 

PALMER,  Edward. —  "  Improvements  in  producing  printing 
"  Burfeu^es  and  printing  china^  potteiy  ware,  music,  maps,  and 
"  portraits."    These  relate : — 

1st.  To  a  mode  of  drawing  and  painting  on  a  conducting  eur- 
face,  or  on  a  surface  afterwards  made  conducting,  so  that  metallic 
plates,  with  sunken  surfaces,  can  be  obtained  from  them  by  the 
electrotype  process,  from  which  prints  may  be  taken  as  from  copper 
or  steel  plates.  The  drawing  is  made  on  a  "  whitened  "  plate  with 
a  dark  composition  (which  is  described,  and  the  "  handling  *'  of  it 
elucidated),  the  plate  is  then  made  conducting  with  plumbago 
(for  instance),  and  electrotyped. 

2ud.  To  a  mode  of  drawing  on  the  above  mentioned  surfacea,  so 
that  metallic  plates  with  raised  surfaces,  as  in  wood  blocks,  may  be 
obtained  for  printing.  The  drawing  is  made  on  a  "  darkened  " 
plate  with  a  white  composition  (which  is  described,  and  the  ''hand- 
ling" of  it  elucidated),  the  surface  is  then  made  conducting,  and 
electrotyped.  A  method  of  "  lowering  the  light  parts  "  is  given, 
which  consists  in  pressing  the  original  plate  between  millboard, 
thickened  and  cut  out  in  appropriate  places  by  a  method  described. 

[Printed,  Ad.  Bee  Benertory  of  Arts,  vol.  17  (new  seriea)^  p.  101;  I/ondon 
Journal  {Newton^i)^  vol.  20  {conjoined  teries),  p.  172;  and  Meehanicg' 
Magazine,  vol.  36,  p.  28.] 

A.D.  1841,  July  7.—N»  9018. 

MALLET,  Robert. — "  Certain  improvements  in  protecting  cast 
"  and  wrought  iron,  and  steel,  and  other  metals  firom  corrosion 
"  and  oxidation,  and  in  preventing  the  fouling  of  iron  ships  or 
"  ships  sheathed  with  iron,  or  other  ships,  or  iron  buoys,  in  finesh 
"  or  sea  water." 

The  Specification,  amongst  other  things,  mentions  the  electro- 
chemical protection  of  ships  '*  by  the  contact  of  zinc  according  to 
"  the  plan  suggested  by  Sir  Humphry  Dhvj." 

The  improvements  consist  of: — 

A  mode  of  cleansing  metals  before  alloying  or  coating  them 
with  other  metals. 
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A  method  of  presemng  iron  by  means  of  a  triple  alloj. 
The  nse  of  a  Tarnish,  particularlj  described  in  the  Specification^ 
and  all  analogous  compounds,  "  for  the  purpose  of  protecting 
**  iron  or  other  metals  from  corrosion  when  employed  in  com- 
"  bination  with  a  coating  of  the  triple  alloy "  above  alluded  to, 
"  or  when  used  in  combination  with  a  covering  of  zinc,  lead,  or 
''  tin,  or  any  mixture  of  these  metals/' 

The  use  of  a  *'  zoofagous,"  or  animal-and-vegetable-life-de- 
strojing  punt  (composed  of  **  drying  linseed  oil,"  red  lead,  sul- 
phate of  barytes,  turpentine,  "  oxychloride  of  copper,"  hard  yellow 
soap,  common  rosin,  and  a  little  water]  particularly  described  in 
the  Specification,  or  of  any  other  paint  possessing  similar  pro- 
peities,  other  in  combination  with  the  triple  alloy  and  varnish 
above  alluded  to,  or  with  one  of  them,  or  separately,  to  prevent 
the  fouling  of  ships,  &c. 

The  appUcation  of  the  zoofagous  paint  to  ships,  &c.  "  sheathed 
"  with  copper  and  electro-chemically  protected  by  the  contact  of 
''  zinc,  according  to  the  plan  suggested  by  Sir  Humphry  Davy." 

The  application  of  the  triple  alloy,  the  varnish,  and  punt  to  iron 
or  steel  articles,  and  to  ships,  "  whether  all  three  or  any  two  of 
**  them  are  used  in  combination,  or  they  are  used  separately." 

The  application  of  palladium  for  the  purpose  of  protecting  iron 
or  steel. 

[PrinUd.  5d.    See  Bepertoiy  of  Arts,  vol.  1  {enlarged  seriet),  p.  284.] 

A.D.  1841,  July  7.— N«  9022. 

WH EATSTONE,    Charles. — "  Improvements  in   producing, 
"  regulating,  and  applying  electric  currents,"  relating  to : — 

1st.  "The  production  of  electric  currents  by  means  of  magneto- 
"  electric  machines."  A  magneto-electric  machine  is  described 
and  shown,  in  which  ^xe  pairs  of  coils,  fixed  on  the  same  axis, 
revolve  between  the  dissimilar  poles  of  six  permanent  horseshoe 
magnets,  the  axis  passing  between  tiie  poles  of  the  magnets. 
llie  coils  are  fixed  in  diflTerent  relative  positions,  so  that  *'the 
"  current  in  any  one  coil "  commences  *'  before  the  currents  in 
"  the  other  coils  have  ceased."  The  terminal  wires  of  each  coil 
are  ooonected  to  insulated  semicircular  pieces  of  metal,  inlaid  in 
the  axis,  and  springs  always  press  upon  these;  by  which  arrange- 
>Dent  an  electric  current  always  passes  through  the  springs  in  the 
^lOM  direction.    A  proper  metallic  connexion  is  made  between 
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the  springs,  so  as  to  conduct  tbe  nearly  continuous  cunent  thus 
produced  to  suitable  binding  screws. 

2nd.  **  A  means  of  regulating  an  electric  current  by  varying 
*'  tbe  length  of  the  circuit/'  First  method : — A  "  slide,"  con- 
nected with  one  circuit  wire,  includes  in  the  circuit  more  or  less 
of  a  wire  wound  round  a  wooden  cylinder,  according  to  its 
position  by  the  turning  of  the  cylinder.  Second  method: — A, 
flexible  wire  is  wound  from  a  wooden  to  a  brass  cylinder,  or  vice 
versd:  the  brass  cylinder  being  connected  with  one  circuit  wire  ; 
the  wooden  cylinder  carries  the  wire  included  in  the  circuit. 
Third  method : — ^A  wire  is  bent  backwards  and  forwards  on  the 
surface  of  a  fixed  wooden  cylinder,  parallel  to  its  axis ;  the  amount 
in  the  circuit  depending  on  the  position  of  a  spring,  moving,  from 
the  centre,  over  studs  terminating  each  double  length  of  wue. 

3rd.  "  A  new  method  of  constructing  electro-magnets."  In- 
sulated copper  ribbon  is  coiled  in  concentric  grooves  cut  in  the 
face  of  a  soft  iron  disc,  the  grooves  communicating  by  a  notch. 

4th.  "  New  means  of  arranging  the  parts  of  an  electro-magnetic 
**  engine."  Horseshoe  electro-magnets  are  fixed  in  the  circum- 
ference of  a  circle  and  a  soft  iron  ring  or  armature  rolls  over 
them ;  the  armature  being  excentric  to  the  magnets  gives  motion  to 
an  axis  fixed  in  their  centre.  Another  method : — The  axis  of  a 
soft;  iron  disc  or  armature  is  inclined  "  to  the  axis  of  the  drcle  of 
*'  the  fixed  electro-magnets  "  and  works  in  sockets  in  the  driving 
shaft  at  one  end,  and  in  a  crank  attached  to  the  driving  shaft  at 
the  other  end ;  the  axis  of  the  disc  "  describes  the  surface  of  a 
"  cone,"  and  the  disc,  by  rolling  over  the  fixed  electro-magnets, 
gives  motion  to  the  driving  shaft.  The  following  are  modifica- 
tions of  the  application  of  the  principle  of  giving  a  rolling  motion 
to  an  armature  in  an  electro-magnetic  engine  :~-llie  armature 
may  roll  over  other  lines  besides  a  circle;  a  reciprocating 
motion  may  be  given  by  the  armatures  rolling  over  the  electro- 
magnets in  a  straight  line  backwards  and  forwards;  either 
electro-magnets  or  armatures  may  move;  both  may  be  electro- 
magnets ;  and,  separate  armatures  may  be  used. 

5th.  '^A  new  mode  of  combining  the  parts  of  an  electro- 
"  magnetic  engine."  The  driving  shaft  carries  horseshoe  per* 
manent  magnets  (their  poles  radiating  outwards  and  disposed 
alternately)  in  front  of  a  fixed  curcular  frame  supporting  electro- 
magnets at  right  angles  to  the  permanent  magnets,  and  with  their 
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mndkr  poles  opposed.  By  interrupting  and  reversing  the  current 
Ij  means  of  an  inlaid  disc  alternately  connected,  called  a 
"  rheotrope,"  motion  of  the  driving  shaft  is  obtained.  The  coils 
of  the  electro-magnets  form  a  continuous  single  circuit.  The 
following  modifications  are  stated : — Coils  may  be  used  instead 
of  dectro-magnets ;  the  electro-magnets  or  coils  may  be  lengthened 
m  the  radial  direction ;  electro-magnets  may  be  used  instead  of 
pomanent  magnets ;  the  electric  current  may  pass  through  all  the 
coils  amnltaneously ;  magnetic  bars  may  be  used,  with  similar 
poks  outwards,  instead  of  horseshoe  magnets,  the  coils  being 
then  wound  in  the  same  direction  and  the  current  merely  being 
intcnnpted ;  also,  any  number  of  circles  of  magnetic  bars  and 
electro-magnets  or  coils  may  be  used  on  the  same  axis ;  by  this 
mesna  both  sides  of  the  magnets  and  coils  (except  the  exterior 
ones)  are  used. 

6ih.  Releasing  the  "  detent "  of  a  clockwork  by  means  of  an 
electro-magnet,  thus  causing  a  hammer  to  impress  characters 
upon  a  surface.  The  application  of  this  invention  *'to  the  electro- 
"  magnetic  telegraph,"  described  in  the  Specification  of  Patent 
N'*8345,  is  set  forth.  "Two  independent  movements"  are 
employed;  one  to  bring  ''any  required  stamp  to  the  proper 
"  position,"  (similar  to  the  mechanism  described  in  N^  8345, 
except  that  "  steel  punches,"  at  the  extremity  of  separate  radiating 
iprings,  axe  substituted  for  the  "  paper  disc ") ;  another  to  move 
"  the  cylinder  so  that  the  type  may  be  opposite  to  a  fresh  place," 
%nd  to  cause  "  the  hammer  to  strike  upon  it  when  placed  there." 
The  detent  has  a  piece  of  soft  iron  at  its  upper  end  and  is 
released  from  "the  quickest  wheel "  ''  of  the  train  "  by  the  electro- 
magnet when  the  current  passes,  but  has  a  "  projection  bearing 
**  against "  a  *'  slower  wheel"  that  prevents  the  detent  returning 
until  its  revolution.  A  "  pin  *'  is  fixed  on  the  slower  wheel,  which, 
by  striking  against  a  ratchet  wheel  and  lever,  puts  in  motion 
respectively  the  cylinder  and  the  hammer  to  strike  the  punch. 
The  cylinder  may  be  moved  helically  by  being  rotated  on  an  axis 
moving  on  a  fixed  screw;  or  a  platform  moved  by  a  rack  and 
pinion  may  be  used.  Alternate  layers  of  white  and  blackened 
paper  are  employed  to  receive  the  impressions  of  the  punch. 

7th.  Obtaining  "  any  determined  succession  of  independent  and 
^  «^^M»milar  actions,"  by  means  of  a  single  electric  circuit  acting 
tacoetsiTely  on  electro-magnets  through  an  inlaid  disc.     The 
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application  of  this  apparatus  to  tdegraphic  printing  is  set  forth. 
By  means  of  a  spring  rotating  by  clockwork  over  an  ivory  *'  disc," 
inlaid  with  metal  pieces  in  connection  with  separate  electro- 
magnets and  mechanical  movements  the  clockwork  is  released, 
the  type-wheel  moved,  the  cylinder  advanced,  and  the  blow  of  the 
hammer  struck ;  the  spring  then  comes  again  to  its  first  position ; 
one  end  of  the  circuit  wire  is  connected  with  the  rotating  spring, 
the  other  with  the  remaining  ends  of  the  wires  of  the  electro- 
magnets. 

8th.  Recording  the  time  at  which  distant  actions  take  place. 
A  surfiice  carrying  paper,  ruled  to  represent  equal  intervals  of 
time,  is  made  to  move  uniformly  by  clockwork ;  and  an  electro- 
magnet, included  in  the  drcuit,  has  a  lever  armature  canying  a 
pendl,  which  is  depressed,  and  marks  the  paper  whenever  tiie 
circuit  is  completed. 
[Printed,  «•.  2rf.] 

A.D.  1841,  August  21.— No  9063. 

DE  MOLEYNS,  Frederick. — "Certain  improvements  in  the 
"  production  or  developement  of  electricity,  and  the  application 
"  of  electricity  for  the  attainment  of  illumination  and  motion ; " 

relating  to : — 

1st.  A  galvanic  battery,  composed  of  a  mixture  of  a  solution  of 
nitrate  of  ammonia  and  sulphuric  acid  in  contact  with  a  "platina" 
plate,  and  muriate  of  ammonia  in  contact  with  an  unamalgamated 
zinc  plate ;  a  sycamore  porous  cell  divides  the  fluids. 

2nd.  A  means  of  generating  the  electric  light,  by  constantiy  sup- 
plying the  electrodes  at  their  junction,  with  "  pulverized  charcoal*' 
from  a  tube  in  which  the  upper  electrode  is  enclosed :  the  electrodes 
consist  of  two  coils  of  platinum  wire  of  suitable  thickness,  the 
lower  one  enclosing  a  piece  of  spongy  platinum.  The  whole 
arrangement  is  enclosed  in  an  exhausted  glass  globe. 

3rd.  Constnicting  an  electro-magnet,  by  rolling  "a  strip  of 
"  sheet  iron  "  with  insulated  wires  laid  upon  it  "  upon  a  cylin- 
''  drical  rod,"  so  that  upon  its  withdrawal  the  sheet  iron  and  wires 
may  present  "  a  compact  electro-magnet,  each  wire  having  a  sur- 
"  face  of  iron  on  both  sides ;"  the  hollow  portion  of  the  magnet 
may  be  filled  up  with  an  iron  rod. 

An  electro-magnet  is  described^  consisting  of  **  soft  iron  hollo\i^ 
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«< 


"  cylinders/'  properly  covered  with  insulated  wires,  introduced 
into  one  another,  and  fastened  '*  by  a  screw/' 

The  above  or  any  other  electro-magnets  are  applied  to  electro- 
laoCkm  by  fixing  them  on  the  rim  and  spokes  of  ''a  wooden 
"wheel/'  "  parallel  to  its  axis; "  similar  electro-magnets  are  fixed 
so  thai  their  poles  *'are  opposed  "  to  the  poles  of  those  on  the 
wfaed ;  the  motion  of  the  wheel  is  produced  by  "  a  change  in  the 
"  polaritiea  of  the  fixed  magnets  effected  by  a  commutator  worked 
•'  by  the  wheel/* 

[Printed,  7<i.    Bee  Mecfaanics'  Magutne,  toI.  S6,  d  .23S.J 


A.D.  1841,  September  8.— N«  9077. 

BARRATT,  Oglethorpe  Wakblin. — "  Certain  improvements 
in  the  precipitation  or  deposition  of  metals/'  consisting  of : — 
1st.  "The  application  of  electric  currents  for  the  purpose  of 
depositing  copper  and  it9  alloys  taken  into  solution  in  the  acids 
employed  during  the  process  of  cleaning  such  metals/'  "A  satu- 
rated solution  of  copper"  is  made  in  dilute  " dipping  aquefortis/ 
Hie  work  to  be  cleaned  is  placed  in  this  solution  in  connection 
inth  the  wire  from  the  negative  batteiy  plate,  and  plates  of  copper 
are  connected  with  the  positive  battery  plate.  If  the  articles  to  be 
cleaned  are  required  bright,  ''£ree  acid"  is  added;  but  if  they  are 
required  dead,  "  muriatic  add  "  is  added. 

2nd.  A  mode  of  electro-depositing  zinc  ''  upon  other  metals."  The 
articles  to  be  coated  are  placed  in  a  solution  of  zinc  "  in  diluted 
"  Bolpbnric  add  cold"  in  connection  with  the  positive  batteiy 
piste,  a  plate  of  cine  being  attached  to  the  negative  battery  plate. 
If  smsigamated  zinc  is  used  in  the  battery  the  zinc  phttes  in  the 
depositing  liquid  may  be  slightly  amalgamated,  otherwise  they  are 
not  amslgamafted.  Other  solutions  of  zinc  may  be  used. 
drd.  Two  methods  of  electro-coppering  iron  and  other  metals. 
First,  the  articles  to  be  coated  are  connected  with  a  zinc  plate 
wrapped  in  doth,  and  the  whole  is  immersed  in  an  add  solution  of 
■olphate  of  copper. 

Second,  a  station  of  sidphate  or  "  cyanuret "  of  copper  is  made 
in  **  cyanuret  of  potasinm  "  by  boiling.  The  articles  are  then  im- 
mersed in  this  solution  proper  battery  connections  being  made  with 
them  and  witii  copper  plates  in  the  solution.  Ol^er  compounds  of 
potaarima  or  soditun  may  be  used.    If  a  brass  surface  is  desired. 
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cino  is  electro-deposited  on  the  copper  surface,  and  a  heat  of  300^ 
Fahrenheit  is  applied  ''in  a  muffle." 

4th.  Modes  of  depositing  platinum  from  its  solutions  ''as  a 
"  covering  to  other  metals."  The  article  is  connected  to  a  zinc  plate 
and  the  whole  immersed  in  an  acid  solution  of  platinum.  Another 
process  is  to  dissolve  platinum  in  certain  proportions  of  muriate 
of  soda,  alum,  cream  of  tartar,  and  water ;  this  solution  may  be 
used  with  or  without  the  battery.  Palladium  may  "  be  employed 
"  in  like  manner." 

5th.  Electro-depositing  copper  from  mineral  waters.  A  porous 
earthenware  vessel  is  placed  in  a  pit  containing  the  cupreous  solu- 
tion and  filled  with  a  solution  of  muriate  of  soda.  Iron  is  then 
placed  in  the  porous  vessel  and  connected  with  the  sheets  of  metal 
intended  to  receive  the  deposit  of  copper. 

6th.  Gilding,  silvering,  or  platinating.  The  metallic  sulphuret 
is  dissolved  by  boiling  in  hydrate  of  potash.  These  solutions  may 
be  used  udth  or  without  a  battery. 

7th.  Electro-depositing  alloys  of  metals.  The  sulphurets  of  the 
metals  forming  the  alloy,  in  the  proportions  requisite  to  make  the 
alloy,  are  dissolved  in  "cyanuret  of  potassium."  An  "alloyed 
"  anode  "  of  "  the  proportions  contained  in  the  solution  "  is  em- 
ployed "  when  using  a  galvanic  or  other  battery." 

[Printed,  4d.  See  Repertory  of  Arts,  vol.  17  (new  series),  p.  867 ;  London 
Journal  (Newton's),  vol.  20  (conjoined  series),  p.  438;  and  Mechanics' 
Hagaasine,  vol.  30,  p.  476.] 


A.D.  1841,  December  9.— N*  916/. 

TALBOT,  William  Henry  Fox. — "  Improvements  in  coating 
**  or  covering  metals  with  other  metals,  and  in  coloring  metallic 
''  surfaces,"  consisting  of : — 

1st.  "  Adding  gallic  acid  to  the  metallic  solution  intended  to 
"  be  precipitated."  "  A  clean  bright  plate  of  metal"  is  immersed 
in  "  any  convenient  solution  of  silver,  gold,  or  pUitina,"  to  which 
an  alcoholic  solution  of  gallic  acid  has  been  added. 
2nd.  *'  A  method  of  silvering  metallic  surfaces."  "  A  dean 
bright  plate  of  metal"  is  immersed  in  a  solution  of  "freshlj 
precipitated  chloride  of  silver  in  hyposulphite  of  soda,  or  aoj 
other  liquid  hyposulphite." 
In  either  the  1st  or  2nd  process,  a  galvanic  battery  may  be 
employed  "to  obtain  thicker  coats  of  metal;"  ''brass,  copper. 
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"  silrer,  German  silrer,  and  also  (though  less  effectually),  iron  and 
"  sted  "  may  thus  be  coated, 

drd.  ''  Ornamenting  surfaces  of  brass  or  copper,  by  first  gilding 
"  them  partially  according  to  some  pattern,  and  then  washing 
"  them  oyer  inih  a  solution  of  chloride  of  platina,"  which  "  gives 
"  a  dead  black  appearance  "  to  the  parts  not  gilt. 

4th.  "  A  method  of  coloring  polished  surfaces  of  copper  by 
*  exposing  them  to  the  vapour  of  sulphuretted  hydrogen,  or  of 
"  any  of  the  liquid  hydro-sulphurets,  or  to  the  vapours  of  sulpher, 
"  iodine,  bromine,  or  chlorine,  or  by  dipping  the  metal  into  liquids 
"  containing  them/'  Effective  ornamental  patterns  may  thus  be 
produced,  and  "  as  it  is  easy  to  render  the  copper  nearly  white  ** 
by  this  method,  it  may  be  employed  ''for  obtaining  metallic 
*'  specula  or  mirrors  as  follows :" — An  electrotype  cast  from  a 
polished  surface  is  eiposed  "  to  the  action  of  the  vapours,"  "  until 
"  it  is  sufficiently  whitened ;  '*  the  surface  thus  obtained  is  not 
liable  to  tarnish  by  exposure  to  the  atmosphere. 

[Printed.  Sd,  See  Repertory  of  Artv,  vol.  1  {enlarffed  teries),  p.  47 ;  London 
Joomal  iNswion'M),  vol.  21  {conjoined  «0ri««),  p.  857:  Mecnanics'  Maga- 
line,  ToL  86,  p.  4B6 ;  and  Engineers'  and  Architects'  Journal,  vol.  6,  p.  368.] 


A.D.  1841,  December  21.— N»  9204. 

WRIGHT,  Thomas,  and  BAIN,  Albxander.*^*'  Improvements 
"  in  applying  electricity  to  control  railway  engines  and  carriages, 
**  to  mark  time,  to  give  signals,  and  print  intelligence  at  distant 
**  places,"  relating  to ; — 

Controlling  railway  engines  and  carriages,  "  The  deflection  of 
**  the  dectric  conductor,  or  a  coil  of  wire,"  moves  a  dial  hand,  and 
releases  a  "  stop,"  thus  liberating  wheelwork.  A  weight  at  the 
end  of  a  lever  acts  on  the  stop  disc  through  a  rack  head,  pinion, 
ratchet  wheel,  and  spur  gearing.  A  stud  on  the  lever  is  linked  to 
the  throttle  valve  lever  and  steam  whistle,  both  of  which  are  acted 
on  when  the  stop  is  released,  and  the  weight  thus  permitted  to 
descend.  **  A  pilot  engine"  with  a  ''  governor,"  propelled  by  the 
driving  wheel  axle,  about  a  mile  in  advance,  is  used  in  connection 
with  the  above  apparatus ;  the  electric  current  from  a  battery  on 
the  locomotive  passes  through  **  brackets  "  and  spring  '*  plugs  "  to 
long  conducting  wires  laid  on  the  line  of  railway,  thence  through 
the  governor  rod  to  a  coil  of  wire,  and  back  to  the  battery  through 
the  line  wires ;  as  long  as  the  current  circulates  through  the  coilj^ 
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the  "  stop "  prevents  the  clockwork  from  acting,  but  when  tiie 
governor  balls  fall,  a  spring  in  the  circuit  presses  against  a  piece 
of  ivory  on  the  governor  rod,  thus  interrupting  the  drcoit,  and 
putting  the  mechanism  into  action. 

''  An  electro-magnetic  printing  telegraph."  Electro-magnetB 
are  arranged  in  the  circumference  of  a  circle,  each  having  a 
"  feeder"  or  armature  fixed  to  a  spindle,  which  is  attached  bj  means 
of  a  pin  to  the  tail  of  the  ''  type  lever  ;*'  the  type  levers  (mounted 
between  ''  cocks ")  being  aU  made  to  strike  the  paper  and  a 
blackened  ribbon  at  the  common  centre  of  the  magnets.  There  is 
also  a  central  magnet  that  draws  down  the  soft  iron  type  lever 
heads  when  they  get  sufficiently  near,  and  another  to  move  the 
paper  forwards,  through  both  of  which  the  current  passes  when- 
ever the  circuit  is  completed.  The  surface  of  the  ribbon  is  rubbed 
over  with  a  composition  of  oil,  lamp-black,  and  spirits  of  turpen- 
tine; and  the  magnet  that  moves  the  paper  forward  has  a  *'  feeder" 
or  armature  connected  with  a  lever  and  click  working  into  a  dick 
wheel  on  the  shaft  of  the  paper  roller. 

A  method  of  printing  and  giving  signals ;  in  which  a  spring 
barrel  rotates  the  type  wheel,  and  brings  the  corresponding  letter 
to  the  aperture  in  the  dial  by  means  of  a  coil  acting  on  a  ratchet 
wheel  by  pallets ;  a  second  spring  barrel  brings  the  type  to  the 
paper,  and  moves  the  paper  by  means  of  a  governor  (rotated  by 
the  first  spring  barrel,  and  mounted  on  a  "  friction  collet "),  whidi 
allows  an  excentric,  and  ratchet-wheel  to  act  as  soon  as  the  coil  has 
brought  the  derired  type  opposite  the  paper;  for  this  purpose  the 
governor  lever  bears  against  knees  suitably  fixed  on  the  shaft  of 
the  excentric.  The  coil  is  only  deflected  when  the  circuit  is  com- 
pleted. 

An  instrument  to  show  whether  a  telegraph  is  indicating  or 
printing  correctly  at  a  distant  station.  On  the  completion  of  the 
cbcuit,  the  batteiy  current  rotates  a  hand  round  a  disc  at  the 
distant  station,  by  the  deflection  of  a  coil  from  a  permanent  magnet 
acting  on  the  spindle  of  the  hand  through  a  ratchet  wheel  and  j 
click  movement.  At  certain  positions  of  the  hand,  a  battery  at  the 
distant  station  is  brought  into  action  by  studs,  over  which  an  insu- 
lated metal  curve  on  the  hand  passes ;  this  battery  deflects  a  small 
coil  at  the  telegraphing  station,  the  current  being  at  such  times 
insulated  from  the  instruments,  by  a  spring  in  the  circuit  pressing 
against  a  non-conducting  portion  of  the  ratchet  wheel.    At  the 
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tdegnphing  stalioD  a  steel  disc  b  used,  with  ivory  studs  inserted, 
whkh  cut  off  the  mun  dicuit  at  each  deflection  of  the  needle. 
Hub  instmment  is  employed  to  work  the  last-mentioned  telegra- 
phic {Hinting  apparatas. 

Hie  application  of  the  deflection  of  a  oml  to  the  movement  of 
timefneces.  An  electric  current  is  sent  through  a  coil  eveiy  minute, 
bj  means  of  a  pendulum  or  balance-wheel;  eveiy  deflection  of  the 
coil  mores  a  ratchet  whed  forward  one  tooth  by  a  click  on  the  coil ; 
tins  motion  is  communicated  to  the  hands  by  the  ordinary  dock- 
mecfaanism.  Two  coils  working  two  ratchet  wheels  may  be  used 
instead  of  one  in  any  of  the  above  applications,  one  coil  working  at 
a  time  by  the  reversal  of  the  current. 

'*  Laying  down  the  conducting  wires  for  telegnphic  purposes  in 
"  asphalt,  pitdi  or  any  other  cement,"  '*  by  digging  a  trench," 
and  filling  it  to  a  small  depth  '*  with  the  cement  in  a  soft  state. 
"  When  this  is  hardened,"  the  wires  are  lud  on  it,  and  another 
quantity  of  cement  in  a  soft  state  is  run  in  the  trench,  and  on  and 
Of  er  the  wires. 

Unng  "  bodies  of  natural  waters  "  to  complete  the  electric  cir- 
cuit, by  laying  a  single  insulated  wire  between  the  given  stations, 
having  at  each  end  a  metallic  brush  immersed  in  the  water. 
[Printed,  Si.  SdL    SeeMechaiikB'Magaa]ie,Tol.S8,i».97.] 

A.D.  1842,  January  16.— N»  9227. 

PALMBR,  Edwabd. — **  Improvements  in  produdng  printing  and 
"  emboanng  sor&oes,"  consisting  of : — 

1st.  **  A  mode  of  obtaimng  surfaces  for  relief  printing  by  means 
"  of  tiie  eleetrotjpe  process  or  by  casting."  A  smooth  plate  of 
Gcnnao  silver  or  brass,  blackened  on  the  surface,  either  by  means 
of  a  solution  of  chloride  of  platinum  or  of  '' hydrosulphuret  of 
ammonia^"  is  coated  with  a  composition  of  '^  the  dear  part  of 
Burgundy  pitch,"  rosin,  white  wax,  and  spermaceti,  and  its 
surfuse  whitmed  with  finely  powdered  sulphate  of  lead ;  lines 
etched  upon  this  surface  appear  dark  upon  a  white  ground.  The 
whole  plate  is  then  electrotyped,  being  placed  in  the  solution  before 
the  ground  is  made  conducting ;  the  ground  is  then  phunbagoed, 
and  the  electrotype  proceeded  with.  Or  a  plaster  cast  may  be 
taken  of  tiie  subject,  from  which  a  reverse  cast  for  stereotyping  may 
be  had  hy  rubbing  the  first  with  lather  of  soap  and  taking  a 
plaster  cast  in  the  usual  manner. 

X  2 
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2nd,  A  mode  of  obtaining  metallic  printing  surfaces  with  the 
design   sunken.    Drawings  made   upon   prepared    surfaces    are 
dectrotyped  or  cast  in  wax,  from  which  electrotype  or  casting  ''  as 
"  many  printing  copies  as  required  can  be  taken/'    To  make  the 
prepared  surface,  a  veiy  thin  coating  of  a  mixture  of  white  wax  and 
sulphate  of  lead  is  poured  over  a  metal  plate  and  a  border  made 
round  it  when  cold ;  a  sufficient  quantity  of  white  wax  mixed  with 
plumbago  is  poured  on  this  and  the  tablet  is  taken  off  the  plate 
ready  for  use ;  the  design  drawn  on  this  surface  appears  black  upon 
a  white  ground.    Or  a  cast  from  an  oiled  polished  piece  of  metal 
or  glass  is  taken  in  plaster  of  Paris,  and  the  design  drawn  on  it 
with  a  black-lead  pencil,  then  etched  with  an  engraver's  needle ; 
while  working,  finely-powdered  charcoal  Is  dusted  into  the  lines  ; 
this  method  is  preferred. 

3rd.  A  mode  of  obtaining,  by  the  electrotype  or  stereotype,  blocks 
for  surface  printing  from  engraved  plates.  Printers'  ink,  mixed 
with  driers  or  Brunswick  black,  is  spread  carefully  over  the 
engraved  plate,  so  as  not  to  fill  up  the  engraved  lines,  by  means  of 
a  printer's  composition  roller ;  oxide  of  iron  mixed  with  litharge, 
in  fine  powder,  is  sifted  over  this,  the  whole  dried,  and  the  powder 
brushed  off.  This  process  is  repeated  until  a  sufficient  thickness  is 
obtained,  and  the  whole  is  black-leaded  and  electrotyped,  or  cast 
from  in  plaster. 

4th.  "  Obtaining  embossing  surfaces  "  by  '^  sinking  the  subject 
*'  in  a  prepared  surface  of  plaster  of  Paris  "  (see  2nd  improvement), 
*'  and  then,  by  obtadning  a  cast  therefrom,"  producing  ''an 
*'  embossing  surface  by  the  electrotype  or  by  casting."  If  the 
surface  is  to  be  obtained  by  the  electrotype,  a  wax  moidd  of  the 
plaster  must  be  taken,  but  if  by  stereotype,  a  plaster  mould. 

[Printod,  id.   Bee  London  Jourmd  {Kewton*i),  vol.  22  {eoi^joined  $eriet), 
p.  879.] 

A.D.  1842,  June  1.— No  9374. 

LEESON,  Henry  Beaumont. — "  Improvements  in  the  art  of 
depositing  and  manufacturing  metals  and  metal  articles  by 
electro-galvanic  agency,  and  in  the  apparatus  connected  there- 

•*  with,"  consisting  of : — 

1st.  A  galvanic  battery ;  in  which  the  trough  contains  two  re* 

moveable  frames — one,  resting  on  the  bottom  of  the  trough,  and 

containing  porous  cellB  and  partitions — the  other,  resting  on  the 
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top  of  the  troogK  and  containing  the  metal  plates.  The  porons 
eeU  frame  is  not  wanted  when  only  a  single  fluid  is  used.  The 
l^ates  are  secured  to  ''  bars,"  projecting  inwards  from  the  side  of 
the  frame,  with  screw  clamps,  in  such  a  manner  as  to  be  remove- 
able  singly  without  disturbing  the  others.  A  voltameter  is  de- 
scribed and  shown,  that  has  great  area  of  acting  surface  supported 
in  a  glass  vessel  from  a  metal  cover. 

2nd.  Cleaning  zinc  and  copper  battery  plates  by  electricity ;  by 
first  removing  the  impurities  by  immersion  in  an  acid  or  saline 
solution,  in  connection  with  the  positive  pole  of  a  battery,  and  then 
(in  regard  to  the  copper  plates  only)  electro-depositing  copper  on 
them.  Also,  amalgamating  zinc  plates  by  the  electro-deposition  of 
mercury  on  them. 

3rd.  Battery  exciting  fluids  to  be  used  in  connection  with  sul- 
phuric, nitric,  or  muriatic  adds.  Ajnmoniacal  liquor  from  gas 
works,  lime  liquor  after  use  in  gas  purifying,  alkaline  sulphurets 
the  residuum  of  the  *'  processes  for  making  potash  and  soda^"  the 
sulphates  of  calcium,  barium,  and  strontium,  the  alkalies  and  their 
carbonates,  and  "the  acid  solution  of  sulphate  of  iron  "  produced 
*'  in  the  manufacture  of  green  copperas  or  sulphate  of  iron,  in  con- 
"  nection  with  any  of  the  last-mentioned  alkaline  solutions  or 
"  sulphurets." 

4th.  Adjusting  or  diminishing  the  "  quantitative  '^  or  electro- 
lytical  effect  of  a  battery,  by  increasing  the  number  of  pairs,  there 
bong  not  less  than  ten  pairs  used. 

5th.  Using  glue,  either  alone  or  together  with  gums,  resins,  or 
a  solution  of  tannin,  to  make  elastic  moulds  for  wax  electrotype 
casts ;  and  a  strong  solution  of  cyanide  of  silver  and  potassium  to 
deposit  upon  the  casts.  To  projecting  parts  a  pin  of  metal  is 
attadied  which  receives  the  rough  deposit  that  would  otherwise 
take  place  on  the  mould ;  the  pin  is  afterwards  cut  oS,  Positive 
wires  are  led  into  cavities  or  undercut  portions  to  cause  an  equable 
deposit,  and  conducting  wires  are  inserted  into  wax  moulds  to 
fiscilitate  deposition. 

6tli.  Giving  motion  to  the  article  to  be  deposited  upon  (not  on 
Ha  own  axis),  by  means  of  a  roasting  jack,  &c. ;  or  the  depositing 
solution  may  be  a^tated. 

7th.  Forming  parabolic  and  other  reflectors  by  first  electro^ 
depositiDg  the  idlver  or  other  fitoe,  and  then  a  suitable  thickness  of 
copper  j  the  fiaoe  is  then  highly  polished. 
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8th.  Electro-depositing  alloys.  First  method: — By  UBing  a 
solution  composed  of  similar  salts  of  the  different  metals,  and  as 
many  distinct  galvanic  batteries  as  metals,  all  the  negative  poles 
being  connected  to  the  artide  to  be  coated,  and  each  metal  to  a 
positive  pole.  Second  method : — ^A  beam,  moved  by  any  suitable 
power,  alternates  the  battery  connection  with  the  metals ;  one  or 
two  batteries  may  be  used.  Third  method : — One  batteiy  may  be 
used,  and  a  dissolving  plate  of  each  of  the  metals.  Fourth 
method  : — "  Any  of  the  non-metallic  electrotytic  "  [electrolytic  ?] 
'*  fluids,"  described  in  the  1  Ith  improvement,  may  be  used  "  in 
''  connection  with  any  of  the  herein-before  recited  arrangements." 
9th.  Giving  a  coating  of  mercury  by  immersion  to  prepare  me- 
tallic surfaces  for  electro-deposition. 

10th.  Arranging  the  articles  to  be  coated,  themselves,  *'  in  series 
"  as  a  portion  of  the  battery,"  so  as  to  assist  in  generating  and 
"  maintaining  the  galvanic  current." 

11th.  Electro-depositing  metals  "by  the  aid  of  electrolytic  solu- 
tions not  originally  containing  such  metals;"  proto-salts  and 
those  that  form  double  salts  with  the  metal "  are  prefeired,  and 
the  electric  current  roust  be  intense  enough. 

12th.  Manufacturing  platinum  and  other  metals  from  their  ores 
by  electro-deposition.  The  solutions  named  in  the  1  Ith  improve- 
ment are,  by  preference,  used.  The  metal  may  at  once  be  depiosited 
in  the  required  form. 

13th.  Manufeuituring  platinum  vessels,  &c.  by  electro-depositing 
the  metal  upon  a  suitable  mould,  which  is  afterwards  removed ;  a 
platinum  cathode  is  used.  In  electro-coating  articles  with  pht- 
tinnm,  they  are  previously  plumbagoed  or  coppered. 

14th.  The  application  of  certain  compounds  of  the  metals,  not 
before  used,  to  fomish  an  electrolytic  solution  for  their  deposition. 
Sulphate  of  silver  "  is  mentioned  twice,  and  "  sulphate  of  silver 
and  soda,"  "  sulphate  of  silver  and  potassa,"  "  hypo-sulphate  of 
"  silver  and  strontia,"  *'  racinate  of  silver,"  and  "  sulphorinate  of 
"  silver,"  are  also  mentioned  ;  these  are  referred  to  in  the  "  Me- 
"  morandum  of  Alteration."  Under  this  head,  about  430  com- 
pounds of  the  metals  not  before  used,  are  mentioned  in  the  list. 


« 


A  "  Memorandum  of  Alteration  "  was  enrolled  by  the  Patentee, 
March  25, 1843,  in  which  the  sentences, — "  sulphate  of  silver," 
"  sulphate  of  silver  and  soda^"  ''  sulphate  of  silver  and  potassa^" 
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"  bjposulphate  of  silver  and  strontiA/'  ''racinate  of  silver/'  and 
"  aolphorixiate  of  silver,"  occurring  in  the  Specification^ — are 
altered  into  "sulphite  of  silver,"  ''sulphite  of  silver  and  soda," 
**  sulphite  of  silver  and  potassa,"  ''hyposulphite  of  silver  and 
"  8tiontia»"  '*  racemate  of  silver,"  and  "  sulphovinate  of  silver," 


<f 
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pPriBtod,  S«.  See  London  Journal  (If&wton's),  toL  28  Ceot^oinsd  9trte$), 
PL  S98 ;  Mechanics'  Magasine,  toL  88,  p.  60 ;  and  Becord  of  Patent  Inven- 
ttMUj,  voL  1,  p.  S6S.3 

A.D.  1842,  June  4.— N^  9379. 

TUCK,  Edmund. — **  Covering  or  plating  with  silver  various 
**  meteb  and  metallic  alloys." 
Hut  invention  "  oonsisto  in  the  use  of  either  of  the  two  carbon- 
ates of  anunonia,  namely,  the  sesquicarbonate  and  the  bicar- 
bonate as  ono  of  the  ingredients  in  the  mixtures  or  compounds 
employed  for  covering  or  plating  with  silver  various  metals  and 
meiallio  wSSayn  by  the  action  of  electricity."  A  process  is  do- 
scribed  for  phuting  ''  bad  German  silver,"  in  which  "sulphate  of 
"  silver  "  is  uaed  in  combination  with  "  a  solution  of  bicarbonate 
"  of  ammonia"  in  "equivalent"  proportions;  for  plating  "on 
"  copper  or  on  good  German  silver,"  "cyanide  of  silver"  in 
"  eqaiYalent "  proportions  is  used  instead  of  "  sulphate  of  silver." 
Tlie  inventor  prefers  to  use  a  modification  of  "  Daniell's  constant 
"  batteiy,"  which  is  described,  as  a  suitable  source  of  electricity  for 
dectroplating  by  these  solutions.  The  arrangement  of  the  trough 
for  plating,  the  method  of  cleaning  the  metal  alloy  to  be  plated, 
and  the  regulation  of  battery  power  to  the  article  to  be  coated, 
is  set  fwth. 

[Printed,  4dL  flee  London  Joomal  {Kewt(m*$\  voL  SS  (ooH/oifMrf  $6rie$), 
p.  408;  and  Beoord  of  Piitent  Inrentions,  vol.  1,  p.  878.] 

A.D.  1842,  August  l.—N*  9431. 

WOOLRICH,  John  Stbphbn.  —  "Improvements  in  coating 
"  with  metal  the  surflMe  of  articles  formed  of  metal  or  metallic 
*•  afloyi." 

A  magneto-electrio  machine  is  described  and  shown,  consisting 
of  a  horseshoe-formed  armature,  revolving  in  front  of  a  fixed 
hofseshoe  pennanent  magnet.  The  permanent  magnet  is  adjus- 
table to  any  required  distance  from  the  armature  by  means  of  a 
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screw,  and  the  electric  currents  are  made  to  flow  in  one  direction 
by  means  of  a  ''dividor,"  which  consists  of  a  non-conducting' 
collar  fitted  on  to  a  brass  tube  fixed  centrically  to  the  armatures ; 
one  of  the  terminal  wires  is  in  connection  with  a  brass  semicircle 
on  the  collar,  the  other  terminal  wire  is  in  connection  with  an 
opposite  brass  semicircle  $  two  pairs  of  sprinfj^s  (fixed  to  the  frame 
of  the  instrument  by  pillars  containing  binding  screws),  press 
alternately  on  the  brass  semicircles,  one  spring  of  each  pair  bein|( 
on  the  wooden  collar  when  the  other  is  in  contact  vnth.  a  brass 
semicircle,  thus  enabling  each  pair  of  springs  to  become  a  pole  of 
the  instrument,  and  a  nearly  continuous  current  of  electricity  to 
flow  through  the  circuit  when  closed. 

Silvering,  gilding,  and  coppering  solutions,  to  be  used  in  con- 
nection with  the  above  magneto-electric  machine,  are  described. 
The  silvering  solution  consists  of  sulphite  of  silver  (precipitated 
from  the  nitrate  by  sulphite  of  potash)  dissolved  in  sulphite  of 
potash,  of  which  an  excess  is  added.  The  gilding  solution  con- 
sists of  oxide  of  gold  (precipitated  from  a  chloride  by  magnesia) 
dissolved  in  sulphite  of  potash,  of  which  an  excess  is  added.  The 
coppering  solution  consists  of  carbonate  of  copper  (precipitated 
from  the  sulphate  by  ''carbonate  of  potassa")  dissolved  in  sul- 
phite of  potash,  of  which  an'  excess  is  added.  The  solvent  solu- 
tion above-mentioned  (sulphite  of  potash)  is  made  by  passing 
sulphurous  acid  gas  through  a  solution  of  pearlash,  "taking  care 
'*  not  to  add  sulphurous  acid  gas  in  excess." 

[Printed,  lOd.  See  Repertory  of  Arts,  vol.  1  (enlarged  $eriei),  p.  210; 
London  Journal  iIifetot(m*s),  vol.  22  {eot^ained  teriee),  p.  460;  auid  Mjt* 
duplies'  Magazine,  vol  88,  p.  145.] 


A.D.  1842,  September  8.— N«  9465. 

COOKE,  William  Fothkrqill.— This  invention  "relates  to 
*'  the  arrangement  and  disposition"  of  telegraph  wires.  The  im- 
provements consist  of: — 

Stretching,  suspending,  and  insulating  telegraph  wires  on  posts 
and  other  suitable  supports  entirely  of  wood,  or  of  wood  and  iron, 
erected  at  suitable  distances.  If  the  wires  are  required  at  an  un- 
usual height  above  the  level  of  the  ground,  one  pole  is  applied  at 
the  top  of  another  in  the  manner  top-masts  of  ships  are  placed  on 
the  lower  masts,  and  they  are  properly  stayed.  To  cany  the  wires 
beneath  an  arch,  a  piece  QX  pieces  of  wood  in  an  inclined  position 
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fere  used.  Hie  wires  may  either  be  placed  one  over  tbe  other,  at 
one  or  both  sides  of  the  post,  or  on  horizontal  cross  pieces 
fixed  to  one  or  more  posts  or  supports.  When  the  posts  are 
necessarily  at  great  distances  apart,  the  wires  may  be  kept  at  the 
required  distance  by  glass  tubes  lashed  to  a  bamboo  rod.  lliis 
improvement  may  be  used  alone  or  in  conjunction  with  the 
methods  of  mounting  and  insulating  telegraph  wires  set  forth  in 
I^etters  Patent,  N«-  7390  and  7614. 

At  certain  distances  stronger  posts  are  erected,  to  stretch  the 
wires  so  that  they  may  hang  parallel  to  each  other.  The  following 
methods  of  straining  the  wires  may  be  used  : — '*  Winding  up 
**  spindles  with  ratchet  wheels  and  clicks,"  either  fixed  or  re- 
moveable  after  the  stretching ;  screw  bolts  and  nuts  with  eyes  to 
recdve  the  wire ;  or  *'  tackles  or  pullies  in  conjunction  with  holding 
"  tongs,''  or  a  bent  lever  in  conjunction  with  a  bolt  having 
pin  holes  and  an  eye,  may  be  temporarily  applied ;  metallic  con- 
tact between  the  wires,  being  made  through  a  piece  of  metal  on 
whldi  the  ratchet  wheels  and  clicks  are  mounted,  or  through  which 
the  bolts  are  fixed;  or  a  copper  wire  may  make  metallic  contact 
between  the  telegraph  ^nres.  Each  drawing-post  may  have 
stretching  apparatus  on  one  or  both  sides.  When  branch  wires 
are  required,  the  suspending  or  winding  up  apparatus  on  the 
nearest  post  must  be  mounted  separately  for  each  wire,  so  that  the 
circuit  is  only  completed  through  the  signal  apparatus. 

The  insulation  of  the  wires  from  the  suspending  and  drawing 
posts,  and  from  the  earth  is  accomplished  by  the  following  means : — 
The  top  of  the  post  is  enclosed  in  a  wooden,  glass,  or  earthenware 
case,  the  wires  either  being  suspended  on  hooks  outside  the  cases, 
or  the  cases  having  i4>ertures  for  the  wires ;  sheds  may  be  used, 
with  or  without  the  cases,  to  "  preserve  a  dry  zone  "  around  the  posts 
between  the  wires,  and  one  larger  shed  under  the  wires  to  keep 
them  insulated  firom  the  earth;  the  wires  themselves  may  be 
passed  through  tubes  of  glazed  potteiy-ware  or  glass,  or  a  split 
goose  quill  ftstened  to  the  wire  with  white  lead  and  twine ;  or  the 
wires  may  be  suspended  under  a  shed  by  india-rubber  loops  and 
metallic  S  hooks ;  or  the  suspension  hooks  may  be  attached  to 
glass  tubes. 

Tbe  wires  used  may  be  either  single  wires  of  copper  covered  or 
not  with  thread  and  varnish,  or  iron  wire  painted  and  varnished ; 
or  compound  wires  of  several  wires  twisted  together  with  a  central 
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yarn  of  tarred  hemp,  or  a  central  wire  of  copper,  or  a  copper  wire 
twisted  amongst  the  iron  wires  may  be  used. 

The  wires  so  stretched,  suspended,  and  insulated,  may  be  used 
for  one  half  the  telegraphic  circuit,  in  conjunction  with  the  earth 
circuit  for  the  other  hidf,  instead  of  the  *'  sixth  wire  "  referred  to 
in  Letters  Patent,  N»«  7390,  7614,  and  8345. 

Distinct  batteries  may  be  used  in  conjunction  with  the  sus- 
pension of  the  wires  and  the  earth  drcuit,  one  to  each  wire,  thus 
making  as  many  electric  currents  available  at  one  time  as  there  are 
wires. 

Communicating,  by  electric  means,  between  any  caniage  in  a 
railway  train  and  the  engine  driver.    Conducting  wires,  composed 
of  two  twisted  copper  wires  woven  into  a  web  or  threadwork,  well 
coated  with  india-rubber,  are  extended  over  the  tops  of  the  caniages, 
and  ^have  branch  wires  proceeding  to  each  carriage   connected 
respectively  with  springs  that  can  be  brought  into  contact  when 
required,  thus  actuating  a  batteiy  and  alarum  (See  Letters  Patent, 
N^  7390)  placed  in  the  front  carriage.     A  wooden  roller  (through 
whose  pivots  and  standards  the  proper  connections  are  nuule)  is 
mounted  over  the  alarum  for  the  purpose  of  winding  up  the  web. 
.  The  above-described  improvements  may  be  applied  to  com- 
municating action  from  one  regulating  dock  to  other  dock  trains, 
to  ensure  their  moving  uniformly,  also  to  printing  tdegraphs,  and 
to  releasing  mechanism  by  means  of  dectridty. 

Constant  reference  is  made,  in  the  Specification,  to  Letters 
Patent,  N»«  7390,  7614,  and  8345. 

[Printed,  2<.  Sei.    See  London  Journal  {Newttm*$),  vd.  80  (eomfomed  §mm), 
pp.  116  and  SOI;  and  Common  Bench  Beports,  vol  4,  p.  46S.J 

A.D.  1842,  November  25.— N»  9528. 

TALBOT,  William  Henry  Fox. — ''  Improvements  in  coating 
"  or  covering  metals  with  other  metals,"  consisting  of: — 

1st.  Preparing  metallic  surfaces  for  gilding,  by  means  of  a  very 
thin  coating  of  silver,  given  by  immersion  in  a  weak  solution  of 
silver  in  hyposulphite  of  soda. 

2nd.  Preparing  metallic  surfiaces  for  gilding  or  silvering,  by  at- 
taching the  weU-deaned  article  "  to  one  of  the  poles  "  of  a  voltaic 
battery,  and  plunging  both  the  poles  into  an  add  or  saline  solu- 
tion, so  as  to  cause  the  torfeoe  to  be  gilt  to  give  off  hydrogen 
freely;  the  article  is  then  '*  immediately  thrown"  into  a  proper 
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Mlntion  of  gold  or  silTer  and  is  thereby  coated,  it  is  then  washed. 
The  process  is  repeated  as  often  as  may  be  necessary. 

drd.  Gilding  metallic  articles  by  immersion  in  a  mixed  solution 
oontaining  chloride  of  gold,  mixed  with  nitrate  of  lead  or  hydrio- 
dste  of  zinc.  A  weak  solution  of  gold  is  used  first,  then  a  strong 
sdntion. 

4th.  "  Using  a  solution  of  chloride  of  gold,  mixed  with  a  solution 
**  of  boiacic  add,  for  the  purpose  of  gilding  articles  of  brass  or 
"  other  metal." 

Sth.  When  metallic  articles  "acquire  a  dark  tint,*'  by  being 
dipped  into  a  solution  of  gold,  dipping  them  into  a  weak  solution 
of  nitrate  of  merciiiy,  then  again  into  a  solution  of  gold,  and  so 
on.  The  excess  of  mercury  may  be  removed  by  an  add  "  assisted 
"  by  voHaic  action." 

Gth.  Sihrering  metallic  artides  by  immersion  in  different  solu- 
tioDS,  thus  ™^^"g  the  metal  on  the  surface  become  dissimilar  to 
that  is  solution.  A  different  solution  of  silver,  or  of  some  other 
metal,  may  be  used.  A  slight  coating  is  given  by  voltaic  action, 
"  and  these  dippings  are  then  to  be  repeated  altematdy."  This 
method  appfies  to  gilding  also. 

"  Brass,  copper,  sUver,  German  silver,  iron,  and  steel "  may  bp 
coated  bj  the  processes  described  in  this  Specification. 

[Printed,  Sd.    Bee  liOndon  JonnuJ  (A>«rtoi»'«}, jrol.  22  (amjain^  seriet), 

fu  S78 ;  MecbuScB'  Kaguine,  toL  S9.  p.  81     ~ 
onnia], toL  6^  p.  868:  *bA  toI.  6^  p.  803.] 


Su  S78 ;  MecbuScB'  Kaguine,  toL  SOi  p.  81 ;  also  Enginocrs'  uid  Architects' 


A.D.  1842,  December  28.— N»  9572. 

HULL,  Alonzo  Grandison . — ''  Improvements  in  electrical  ap- 
*'  pantos  for  medical  purposes,  and  in  the  application  thereof  to 
"  the  same  parposeo."  The  mode  in  which  these  improvements 
are  earned  into  effect  is  as  follows : — 

lot  By  **  mmltiTig  the  opposite  poles  of  the  electrical  circuit  of 
*'  diiBemit  sizes  fbr  the  purpose  of  regulating  the  quantity,  inten- 
''  ntf,  or  qoality  of  the  electrical  force." 

Sod*  By  **the  introduction  of  medicine  into  the  electrical 
"  dreoit" 

drd.  By  ''insulated  conducting  wires  for  passing  the  electric 
"  cmRnt  into  particular  parts  of  the  body." 

4ih.  By  "putting  particular  parts  of  the  body  into  a  positive  or 
"  negative  state  of  electricity,  in  order  to  stimulate  or  dissolve  or 
"  fetm  it  anew." 
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5th.  Bf  "  yarying  the  extents  of  the  conducting  sutCaoes,  and 
**  quanti^  of  water  or  other  fluid  or  kind  of  fluids  or  medicine,  for 
*'  the  purpose  of  modifying  the  electric  current." 

6th.  By  ''  introducing  medicine  into  the  hody  by  means  of  im- 
*^  mersion  or  partial  immersion  in  a  bath  acted  upon  by  an  electrical 
"  apparatus." 

llie  other  points  alluded  to  in  the  Specification  are  explanatoiy 
of  the  above,  and  refer  also  to  varying  the  "  conducting  power  of 
the  water  or  other  media  in  contact  indth  either  pole,"  also  to 
water  or  other  fluid  or  medicines  or  other  media,"  being  "  the 
communicating  medium  between  either  one  or  both  of  the  poles 
and  the  animal  body,"  and  to  other  means  of  modifying  and  ap- 
plying electrical  apparatus  to  medical  purposes. 

[Priuted,  Zd,  Bee  London  Journal  {Newton's),  vol.  23  {fionjoined  series), 
p.  401.] 

A.D.  1843,  February  21.— N«  9641. 

BLACKWELL,  Benjamin  Brunton,  and  NORRIS, William. 
— The  title  of  this  invention  is  as  follows  : — "  An  improvement  in 
'*  coating  iron  nails,  screws,  nuts,  bolts,  and  other  articles  made 
**  of  iron  ^vith  other  metals ;"  and  the  invention  relates  to  coating 
iron  with  copper  by  galvanic  agency. 

llie  improvement  consists  in  rendering  the  iron  surface  "  much 
*'  less  electro-positive  to  copper,  less  liable  to  oxidation,  and  in  a 
"  better  state  for  receiving  a  sound,  firm,  and  ductile  coating  of 
*'  copper,"  either  by  case-hardening  the  articles  of  iron,  or  by  pre- 
viously coating  them  with  lead  or  an  alloy  of  lead.  The  articles 
may  be  case-hardened  by  subjecting  them  to  a  red  heat  in  a  cru- 
cible or  iron  box,  in  contact  with  parings  of  hoof  or  horn,  or  bone 
dust ;  the  case>hardened  surface  should  be  thin,  otherwise  smsll 
articles  are  liable  to  be  brittle.  Articles  are  coated  with  lead  or  its 
alloys  by  immersion  in  the  molten  metal  ''  in  pr^sely  the  same 
**  manner  as  is  known  and  practised  for  covering  iron  with  tin." 
The  alloys  of  lead  that  may  be  used  are^lead  and  tin — ^and  lead, 
tin,  and  antimony.  The  iron  goods  may  be  placed  (whilst  hot 
firom  the  preparatory  process)  in  a  solution  of  copper,  in  the  gal- 
vanic circuit,  the  battery  being  kept  at  80  or  100  degrees  of 
Fahrenheit's  thermometer. 

[Printed,  8d.  See  Repertory  of  Arts,  vol.  8  {enlarged  series),  p,  S6S ;  Lon- 
don Journal  {Newton's) » vol.  26  {conjoined  series),  p.  16 ;  ana  Mechuiici' 
Mai;azine,  vol.  42,  p.  108.] 


« 
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A.D.  1843,  April  11.- N«  9693. 

XAPIERy  Jahss. — "  Preparing  and  treating  fabrics  made  of 
"  fibrous  materials/'  by  the  electro-deposition  of  "  metal  or 
"  metals*'  upon  them,  so  as  to  make  them  applicable  to  *'  covering 
**  roofs,"  ''  the  bottoms  of  ships,"  and  other  useful  purposes. 
The  electric  current  may  be  *'  derived  from  a  gal^'anic  battery  or 
"  any  other  source."  The  invention  is  described  under  two 
heads: — 

Ist.  "  The  preparation  of  the  fabric  so  as  to  give  it  a  con- 
"  ducting  surface."  Any  convenient  method  may  be  employed ; 
the  following  methods  are  described.  The  fabric  is  immersed, 
and  sometimes  boiled,  in  an  agitated  mixture  of  plumbago,  ground 
very  fine,  and  water.  A  pulverized  "  compound  of  zinc  and  iron," 
mixed  with  black  lead,  "  is  very  useful  in  obtidning  a  metaUic 

suifftoe."     Or  "  plates  or  other  convenient  pieces  of  metal "  are 

clofldy  attached  to  the  opposite  side  of  the  fabric."  Or  the 
&bric  is  impregnated  **  with  a  salt  of  copper,"  and  glycerine  used 
to  reduce  such  salt.  Or  the  impregnated  fabric  is  exposed  to  ''  a 
**  current  of  phosphoretted "  [phosphuretted  ?]  **  hydrogen  and 

other  gtaes"  in  a  mode  described.    "  Phosphorus  dissolved  in 

sulphuret  of  carbon,"  "  diluted  with  turpentine,"  is  a  reducing 
agent  to  be  applied  to  the  impregnated  fabric  "  after  having  been 
**  first  dipped  in  the  solution  of  phosphorus." 

The  introduction  of  '*  thin,  metallic  wires  at  intervals  into  the 
"  fabric,"  is  "  a  method  of  producing  a  stronger  bond  of  union 
"  between  the  fabric  and  the  metal." 

2nd.  The  mode  of  electro-depositing  "on  fibrous  materials." 
In  a  vessel  containing  the  depositing  solution  is  placed  several 
sheets  of  iron,  covered  on  one  side  with  a  diaphragm  of  plaster  of 
Fans  and  Roman  cement,  and  on  the  other  with  the  fabric  to  be 
deposited  on ;  the  whole  are  then  connected  by  suitable  wires  so 
M  to  form  "  a  galvanic  series ;"  a  gidvanic  battery  may  be  inter- 
posed iMtween  the  poles  to  assist  the  action.  Another  mode  is, 
to  attach  the  fabric  closely  to  a  plate  of  metal,  so  as  to  surround 
it;  paste  may  be  used  for  this  purpose,  and  the  face  of  the  fabric 
made  well  conducting :  or  the  fabric  may  be  pasted  on  to  a  plate 
of  amalgamated  zinc,  and  the  compound  of  zinc  and  iron  rubbed 
upon  the  surface ;  this  is  then  "  placed  in  a  suitable  metallic 
**  solution,"  connected  properly  with  a  galvanic  battery,  and  the 
dectro-deposition  conducted  in  the  usual  manner.    Or  the  fabric 
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may  be  electro-coated  in  tlie  usual  manner,  after  having  its  surface 

made  conductable. 

[Printed,  Id,  See  Repertory  of  Arts,  toL  2  {enlarff&d  terieth  p.  SS5 :  London 
Jonmal  {Iiwfton't)^y6l.i4  {conjoined  ««ri««), p. 429;  Meohanict*  Macaxine, 
▼ol.  99,  p.  4S0 ;  and  Engineera'  and  Architects^  Joornal,  voL  6,  p.  4ML] 

A.D.  1843,  May  25,— N«  9741. 

POOLE,  Moses  (a  communication). — *'  Improvements  in  the  de- 
"  position  of  certain  metals,  and  in  apparatus  connected  there- 
"  with,"  consisting  "  in  the  employment  of  certain  solutions  of 
''  gold,  silver,  and  copper,"  and  in  the  *'  application  of  a  tbermo- 
"  electrical  battery  or  apparatus  in  connection  with  the  same,"  or 
other  solutions. 

Silver  solution  is  made  by  dissolving  carbonate  of  silver  (pre- 
cipitated from  the  nitrate  by  carbonate  of  soda)  in  a  solution  of 
hyposiilphite  of  soda  or  potash  and  carbonate  of  soda;  hypo- 
sulphite of  soda  or  potash,  and  carbonate  of  soda,  should  be  added, 
so  that  the  solution  may  contain  those  salts  in  the  free  state.  Or, 
the  above  solution  is  boiled  "  for  one  hour ;  during  which  time,  a 

portion  of  silver  is  precipitated  and  the  hyposulphite  changes, 

forming  a  new  and  distinct  salt." 

Gold  solution  is  made  by  precipitating  ''the  gold"  by  ''liquor 

ammoniac"  from  a  solution  of  gold  in  nitro-muriatic  acid, 
evaporated  ''until  it  assumes  a  deep  red  color,"  and  then 
diluted :  "  this  precipitate  of  gold  "  is  dissolved  in  a  solution  of 
"  hyposulphite  of  soda  (or  potash)"  by  boiling. 

Copper  solution  is  made  by  dissolving  carbonate  of  copper  in 
a  solution  of  "  hyposulphite  of  soda  (or  potash),"  and  carbonate 
of  soda. 

The  above  solutions  are  used  "with  currents  of  electricity." 

The  "  thermo  -  electrical  battery"  consists  of  100  pairs  of 
German  silver  and  iron  rods  connected  together  alternately,  and 
placed  (insulated  from  each  other)  upright  in  an  iron  vessel  by 
means  of  plaster  of  Paris  or  clay,  but  so  that  all  the  soldered 
parts  of  the  series  are  uncovered.  The  upper  surface  is  covered 
with  pitch,  and  has  a  current  of  cold  water  flowing  over  it ;  the 
iron  vessel  or  "  frame "  is  so  placed  that  the  lower  ends  of  the 
series  dip  into  a  sand  bath  "  heated  nearly  to  redness." 

A  battery  of  fifty  pairs  might  suffice  for  small  articles. 

[Printed.  6d.  See  Repertory  of  Arts,  vol.  8  {enUtT^ed  aeriet),  p.  6 ;  London 
Journal  {Hewton't),  voL24  {con^oin^  sm««),  p.  14;  ana  Xechanicfl' 
Magacine,  vol.  40,  p.  14.] 
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A.D.  1843,  May  27.-N»  9745. 

BAIN,  Alkxai«der. — ''Certain  improvements  in  producing  and 
"  ngidating  electric  currents,  and  improvements  in  electric  time- 
"  pieces,  and  in  electric  printing  and  signal  telegraphs,"  relating 
to:— 

Iflt.  "The  production  of  electric  currents  '*  by  means  of  one  or 
mare  positive  and  negative  "  substances  placed  in  the  earth,  or  in 
**  natoral  bodies  of  water,"  proper  insulated  metallic  connections 
being  used. 

2nd.  Regulating  voltaic  currents.  By  means  of  a  sliding 
spindle  carrying  a  pin,  the  keeper  of  an  adjustable  electro-magnet, 
induded  in  the  circuit,  stops  a  clock  mechanism  to  which  the 
battery  plates  are  attached  as  a  weight  whilst  the  current  is 
sufficiently  strong ;  but  when  the  current  weakens,  a  spring  forces 
the  keeper  back,  and  the  plates  are  let  down  into  the  solution. 
Another  arrangement : — ^The  plates  merely  act  as  the  weight  to  a 
dock.  A  third  arrangement: — When  the  current  weakens, 
solution  is  admitted  to  the  battery  by  means  of  a  lever  and  stopper 
attached  to  the  keeper  of  an  electro-magnet  induded  in  the 

CUCtllt. 

3ffd.  Improvements  applied  to  time-pieces  and  printing  or  signal 
tdegraphs.  Various  arrangements,  on  which  the  improvements 
depend,  are  first  set  forth ;  they  are  as  follows  : — A  rectangular  coil 
of  insulated  wire  is  suspended,  free  to  vibrate,  between  the  poles 
of  a  permanent  horseshoe  magnet,  or  of  two  horseshoe  magnets 
with  opposite  poles  facing  each  other,  the  axis  of  the  coil  being  at 
night  angles  to  the  axes  of  the  magnets ;  motion  of  the  coil  is 
produced  by  the  reversal  of  the  direction  of  the  electric  current. 
In  another  pendulum  arrangement,  the  axis  of  the  coil  is  parallel 
to  the  axis  of  the  magnet;  in  this  case  similar  poles  fence  each  other 
when  two  magnets  are  used.  In  a  third  pendulum  arrangement, 
tba  permanent  magnet  has  a  central  soutii  pole  surrounded  by  a 
Bamber  of  north  poles ;  two  magnets,  with  sinular  poles  fadng, 
JDBj  be  used.  In  a  fourth  arrangement,  "a  permanent  magnet, 
**  suspended  oompas  fashion,"  has  two  segmental  arms  free  to 
more  through  the  centres  of  two  coils  according  to  the  direction  of 
the  electric  current;  or  two  semicircular  magnets,  with  similar 
poles  iadng,  fixed  to  a  brass  bar,  may  be  used. 

The  above  arrangements  are  appUed  to  dectric  clocks  in  the 
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following  manner: — Separate  pendulums  regulate  each  other  bj 
the  third  arrangement.    The  ooil  is  mounted  on  a  spring,  and  has 
a  catch  (included  in  the  circuit)  which  detains  each  pendulum 
until  the  last  has  completed  the  drcuit,  and  enabled  the  coD  to 
enter  the  hollow  magnet.    In  another  application,  a  pendulum  is 
worked  by  means  of  the  first  arrangement,  one  wire  being  attached 
to  the  point  of  suspension,  the  other  to  the  axis  of  an  arm  carrying 
a  ball  on  the  pendulum,  which,  by  falling  from  side  to  side  during 
the  vibration  of  the  pendulum,  completes  and  breaks  the  circuit  at 
proper  intervals.    In  a  third  application,  a  pendulum,  vibrating 
according  to  the  third  airangement,  is  used  with  the  arm  and  ball 
movement,  the  coiled  pendulum  bob  being  attracted  whenever  the 
circuit  is  completed  through  the  ball,  but  not  otherwise ;  in  this 
case  the  vibration  of  the  pendulum  works  the  clock  by  means  of 
a  click  spring  and  click  wheel,  or  it  merely  works  the  escapement, 
as  may  be  required.    A  method  of  working  a  set  of  clocks  without 
breaking  the  main  circuit,  by  a  branch  circuit  returning  into  the 
main  wire,  is  set  forth. 

The  applications  of  the  electro-magnetic  arrangements  to  printing 
telegraphs  are  as  follows : — llie  third  arrangement  is  used  to  stop 
governor  balls  connected  with  signal  and  printing  apparatus,  the 
current  always  passing  through  the  coil,  except  when  a  signal  is 
made.  When  the  governor  balls  rotate,  they  enable  one  spring 
barrel  to  rotate  the  signal  pointer  and  type  wheel,  until  the  hands 
of  both  the  telegraph  instruments  (which  are  alike)  point  to  the 
desired  signal,  when  another  spring  barrel  is  permitted  to  act  on 
the  printing  apparatus  by  means  of  the  governor  lever  and  pallets. 
The  printing  apparatus  consists  of  a  crank  and  levers,  which  move 
the  type  wheel  up  to  the  paper  and  the  paper  roller  on  its  fixed 
screw  axis,  by  means  of  a  click,  click  whed,  long  pinion,  and  spur 
wheel ;  a  blackened  ribbon  is  used  to  make  the  characters  visible; 
the  dials  of  both  instruments  contain  ivory  studs,  which  assist 
their  action,  and  enable  the  instruments  to  be  adjusted. 

It  is  proposed  to  lay  the  long  conducting  wires  in  grooves 
(filled  with  asphalt),  in  wood  pavement,  or  railway  sleepers. 

A  method  of  "  taking  copies  of  surfaces,  for  instance,  the  surface 
'^  of  printers'  types,  at  distant  placed,"  is  described  and  showm 
Somewhat  similar  apparatus  is  used  at  each  station;  two  pendulums 
regulate  each  other  by  the  first  method  herein  described  in  relation 
to  electric  clocks,  and  complete  the  electric  circuit  through  short 
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insuhfted  wires  in  a  frame  in  contact  with  printers*  type  at  the 
idign^bing  station ;  at  the  receiving  station,  the  type  is  copied  by 
the  wires,  in  a  series  of  small  dots,  on  paper  moistened  with 
pnissiate  of  potash  and  nitrate  of  soda ;  the  ^e  and  moistened 
paper  are  lowered  alike  by  the  action  of  the  electric  cuxrent  in 
eoonection  with  dockwoik. 

A  signal  tekgn^ih  is  described  and  shown,  in  which  the  hand 
points  to  I  or  V  according  to  the  direction  of  the  current,  and  is 
moved  by  two  semidrculsr  magnets,  as  in  the  fourth  electro* 
magnetic  arrangement. 

A  method  of  conveying  intelligence  to  police'or  fire  stations  is  also 
described  and  shown.  By  clockwork,  inlaid  metal  wheels  complete 
and  break  a  circuit  the  requisite  number  of  times,  thus  causing  a 
hand  at  the  other  stations  to  indicate  the  number  of  the  station 
by  the  last  method  her^n  described  in  relation  to  electric  clocks. 

[PHiited,a«.  Sd.    See  Mechanics'  Magasine,  voL  68,  p.  101 ;  and  AHii 
ToL  S,  pp.  82  and  99.3 

A.D.  1843,  June  15.—N»  9786. 

BARRATT,  Oglbthorpb  Wakblin. — "  Certain  improvemmit 
•<  in  gildiDg,  plating,  and  coating  various  metsllic  surfaces^' 
rdatiDg:  — 

To  a  vdtaic  battery  for  '*  the  deposition  of  metals,"  consisting 
of  lead,  carbon,  and  solution  of  chloride  of  sodium.  ''  The  products 
"  of  tile  battciy  are  chloride  of  lead  and  caustic  soda  mixed 
"  with  eaibonate  of  soda,  the  vslue  of  which  products  is  con- 
*'  sideiably  greater  than  the  expense  incurred  in  the  deposition 
**  of  the  metal" 

To  another  battery  finr  the  deposition  of  metals,  consisting  of 
xmc,  CHboD,  and  water.  Fifty  cells  are  recommended  for  gilding  and 
silveringy  and  plumbago  crucibles  may  be  used  as  negative  plates. 

To  **  obtaining  electricity  continuously  from  the  magnet"  for 
the  depondon  of  metals.  "An  electrical-msgnetic  battery,  or 
'*  bsKttciy  of  magnets,"  is  made  by  fixing  firmly  in  wood  any 
mtfober  of  magnets,  and  forming  a  continuous  metallic  circuit,  by 
oooneclaig  opposite  magnetic  poles  by  means  of  iron  wire.  The 
north  pole  of  the  first  magnet  must  be  connected  with  the  work  to 
be  coated  by  a  copper  wire,  and  the  south  pole  of  the  last  magnet 
is  connected  to  the  dissolving  plate  by  an  iron  wire.  Rotsiy 
[   motion  is  not  required  in  this  arrangement  to  evolve  electricity, 
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To  ''the  dissolving  of  the  metals.'*  An  aqneous  solntioii  of 
"  nitrate  of  potash,  chloride  of  sodium,  and  sulphate  of  alumina 
"  and  potash  "  is  made,  and  the  metal  is  dissolved  in  it  by^  suitable 
battery  arrangements  until  a  proper  deposit  is  obtained.  Hie 
other  solvent  solutions  that  may  be  used  are : — For  silver, "  diloride 
"  of  sodium  or  hyposulphite  of  soda,  or  cyanide  of  potassium ;" 
for  "gold,  platinum,  lead,  silver,  paladium,  &  other  metals," 
diloride  of  sodium  and  boracic  acid,  or  chloride  of  sodium  and 
tartaric  add. 

[Printed,  4d,    Bee  London  Jonrnftl  (Newton's),  vol.  24  {conaoined  serituX 
p.  88.] 

A.D.  1843,  October  27.— N«  9917. 

HULL,  Alonzo  Grandiron. — "  Improvements  in  manufac- 
"  turing  or  improving  fermented  and  distilled  liquors.*' 
These  consist  in  ''  passing  a  current  of  dectridty  through  a 
current  of  wine,  spirits,  beer,  or  other  fermented  or  distilled 
liquors  by  means  of  an  electrical  apparatus,"  in  order  to 
improve  the  quality  of  the  liquor  so  operated  upon  by  perfecting 
the  fermentation,  and  thereby  giving  to  the  liquor  a  property 
"  similar  to  that  usually  acquired  by  age,  and  likewise  aifording  a 
means  of  separating  the  acetous  part  of  the  liquor  from  the 
general  mass."  A  method  of  effecting  this  object  is  g^ven  by 
inserting  the  poles  of  a  galvanic  battery  into  the  liquor ;"  the 
kind  of  battery  to  be  used,  the  time  of  its  action  on  the  Hquor, 
and  the  disposal  and  dze  of  the  poles,  are  set  fDrth.  "  The  most 
<<  add  condition  of  the  liquor  will  always  be  at  the  positive  pole, 
"  and  from  which  any  quantity  may  be  drawn  in  case  the  acid 
"  should  be  too  redundant  to  be  mixed  up  with  the  mass." 
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[Printed,  M.    Bee  London  Journal  {Newt<m*$)t  toL  S6  (congoined  terimU 
p.  121.] 

A.D.  1843,  November  9.— N«  9932. 

BUSH,  William. — **  Improvements  in  rendering  magnetic 
*'  needles  less  prejudidally  influenced  by  local  attraction,"  con- 
sisting of  "  a  mode  of  constructing  a  marine  compass,  whereby 
"  the  local  attraction  may  be  centralized  in  or  near  the  axis  of 
"  motion  of  the  magnetic  needle." 

The  compass  bowl  has  fixed  to  its  under  part  vertical  magnetic 
bars,  "  chain,  tubes,  or  other  forms  of  steel  or  uon,"  supported  by 
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an  "uniTenal  joint ;"  they  *'  act  as  a  pendulum  and  conductor  " 
and  leoeiTe  "the  magnetism  of  all  the  iron  which  might  sur- 
"  round "  them.    Either  a  single  har  may  he  placed  with  either 
pole  uppermost,  or  tubular  magnets  may  be  disposed  concentrically 
with  alternate  poles  uppermost,  there  being   a  space  between. 
Tlie  outer  tubular  magnet  or  collection  of  magnets  are  shown 
oonoentric  with  the  needle  centre  in  plan,  and  the  outer  casing  of 
theae  vertical  magnetic  bars  is  of  brass  *'  to  protect  the  magnetic 
**  ban  or  tubes  from  corrosion."      "  Where  the  barometer  is 
**  required  ^   the  middle  magnetic  bar   ''  may  be  removed,  and 
"  mercury  substituted ;"  in  this  case  there  is  a  "  magnetised  steel 
"  or  iron  dstem,   connected  with  the  magnetic  tube,  through 
**  which  the  mercury  wiU  ascend,  serving  also  as  a  balance  for  the 
"  bofwl  or  basin,  which  is  supported  by  it."    Magnetic  needles 
are  described  and  shown,  with  8,  6,  and  4  points,  respectively 
having  4,  3,  &  2  similar  poles,  also  one  needle  with  2  north  poles 
and  one  south  pole.    In  this  invention,  the  bowl  contains  a  cistern 
of  mercury  in  which  the  **  axis  of  the  compass  "  floats  by  means 
of  a  **  float  of  cork."   A  hollow  cone  is  '*  placed  under  the  needle; 
this  cone  on  its  under  slide  "  [side  ?]  ''  has  an  agate  to  receive 
the  upper  end  of  the  axis  affixed  on  the  float,  and  on  its  upper 
surface  it  has  another  agate  to  receive  the  lower  end  of  the 
point "  **  of  the  needle ;  and  in  case  the  cone  is  not  used,  then 
"  the  axis  affixed  in  the  float  receives  the  magnetic  needle,  it 
«  being  provided  with  a  suitable  agate  to  receive  the  point  of  the 
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rprinted.  lldL  See  Bepertorr  of  Arts,  voL  4  {ei^laro^d  atriea),  p.  81 ;  London 
Journal  [Ifewto»*8)y  vol.  M  (conjoined  aeriei),  p.  412 ;  ana  Meoluuiios' 
Xa^wtne^  vol.  4S,  p.  an.] 


A.D.  1843,  November  18.— N»  9946. 

WALL,  Abtbvr. — *'  Certun  improvements  in  the  manufacture 
•*  of  iron." 

This  invention  consists  in  the  use  and  application  of  certain 
"  substances,  and  of  the  agency  of  electricity  in  the  manufacture 
•*  of  iron.*'  Either  operation  may  be  applied  "  independently  of 
"  the  other.*'  In  the  second  operation,  the  metal  is  subjected, 
**  whilst  in  a  fluid  state,  and  also  whilst  in  the  act  of  congealing 
"  or  solidification,  to  a  current  of  electricity,"  which  is  caused 
**  to  traverse  as  completely  as  possible  tliroughout  the  entire 
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• 

"  metallic  mass."  When  the  metal  runs  into  a  mould  it  may  be 
made  to  complete  the  electric  circuit,  or  it  may  run  around  or  over 
a  wire  included  in  the  circuit.  Any  kind  of  electricity  may  be 
used,  but  that  from  a  Grove's  or  Smee's  battery  is  prefierred. 
The  current  may  be  transmitted  during  solidification  and  then 
stopped,  or  in  casting  ordnance  it  may  be  continued  for  some  time 
after  the  metal  has  entirely  solidified.  *'  In  applying  electricity  to 
**  iron  in  a  smelting  furnace  or  cupola,"  one  batteiy  pole  is  inserted 
^t  the  tap  hole,  and  the  other  *'  into  the  upper  and  posterior  part 
"  of  the  hearth,  or  in  at  one  of  the  tuyre  holes  or  apertures,"  both 
poles  being  in  contact  with  the  iron.  "  In  applying  electridty  to 
*'  the  iron  in  the  pudding  or  balling  furnace,"  a  rod  connected 
with  one  pole  is  inserted  into  one  part  of  the  fused  metal,  and  a 
rod  connected  with  the  other  pole  has  an  insulated  handle  attached 
to  it  so  as  to  enable  it  to  be  moved  about ;  "  thus  mfclring  the 
''  electricsl  cunent  pass  through  the  metal  in  eveiy  possible 
"  direction." 

(Trinted,  9d.    See  London  Journal  (yewion'a)^  vol.  24  (eonaoin^  J»rM»), 
p.  426 ;  and  Engineers*  and  Arohitects'  Journal,  roL  7,  p.  197.] 


A.D.  1843,  December  8.— N»  9982. 

SCHOTTLAENDER,  Julius,— 1st.  "  Improvements  in  the  de- 
position of  metals  by  electric  agency  upon  various  felted  and 
''  other  fabrics,  such  as  doth,  linen,  leather,  glass,  earthenware,  and 
"  the  like  substances,  not  being  themselves  conductors  of  eleo- 
"  tridty." 

To  cover  "  linen  or  other  cloth  with  a  surface  of  metallic  copper," 
it  is  cemented  by  the  edges  to  the  plumbagoed  surfEice  of  a  copper 
plate  or  matrix,  and  immersed  in  a  solution  of  sulphate  of  copper, 
in  connection  with  a  galvanic  battery  and  dissolving  plate  in  the 
usual  manner.  The  process  may  be  continued  until  the  copper 
has  penetrated  to  the  exterior  of  the  fabric.  The  cupreous  sur- 
face given  to  the  material  is  plain  or  ornamented,  according  to 
the  pattern  of  the  matrix.  Three  apparatus  for  metallizing  a 
length  of  fabric  are  described  and  shown ;  one,  consisting  of  a 
roller  immersed  in  the  trough,  round  which  roller  the  fabric 
is  made  to  pass  slowly.  Another,  in  which  sulphate  of  copper 
solution  is  made  to  drop  upon  a  felted  copper  roller  forming  the 
positive  metal,  the  fabric  passing  between  this  and  another  roller 
which  forms  the  matrix,    A  third,  in  which  th^  fabric  is  affixed 
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to  eopper  mfttrices,  placed  round  the  sides  of  a  single  cell  trough 
oontaimng  sine  and  salt  and  water  in  porous  cells,  and  solution  of 
salpbate  of  copper.  Details  of  workings  and  relating  to  other 
mateiials  to  be  metallized,  are  given.  . 

2nd.  Improved  batteries  for  generating  electricity.  The  ''  con- 
"  centric  battery ;"  cylinders  of  copper  and  zinc  separated  by 
porous  oeDs,  and  placed  alternately.  The  *'mercuria}  batteiy;" 
"  alternate  series  of  copper  and  mercury,  separated  by  porous 
**  diaphragms,  and  immersed  in  a  solution  of  sulphate  of  copper.*' 
The  "magnetic  battery;"  "two  circular  arrangements  of  horse- 
**  shoe  or  other  magnets,  placed  one  within  the  other.''  The  outer 
drde  of  magnets  are  coiled,  and,  when  the  inner  circle  of  magnets 
KTohe,  an  intermittent  electric  current  is  generated  in  the  coils, 
deckridty  only  passing  when  sinular  poles  oppose  each  other. 

[PrinteiLyd.  Bee  London  Journal  ^Newton's),  vol.  2&  (conjoined  seriet). 
p.  96;  HechJHiicB'  MugMinn,  toL  41,  p.  47 ;  and  Engineers'  and  Architectr 
Joqanal,  toL  7,  p.  239. j 


A.D.  1844,  July  10.— N*  10,257. 

HIGHTON,  Hbnry. — "Certain  improvements  in  electric  tele- 
"  graphs." 

Telegi^hic  communication  is  made  by  means  of  static  elec- 
tricity. At  the  transmitting  station  there  are : — ''  An  Armstrong's 
"  hydro-electrical  machine,"  ''  a  Leyden  battery  "  with  its  "  Lane's 
**  discharging  electrometer,"  and  a  ''transmitter."  The  spark 
rignals,  at  the  observing  station,  may  be  received  over  cardboard 
moistened  with  dilute  sulphuric  add ;  or  a  clockwork  arrangement 
may  uniformly  drive  similar  paper,  over  which  a  mark  is  made  by 
hand  each  time  a  spark  passes. 

The  '*  transmitter "  may  consist  of  three  non-conducting  radial 
Yotatible  arms,  each  carrying  a  metallic  ball,  according  to  the 
poodon  of  which  in  relation  to  fixed  balls  (respectively  in  con- 
nection with  the  electrometer  and  outside  of  the  Leyden  battery), 
the  discharges  take  place  to  the  earth  or  to  the  distant  station. 
Two  of  the  moveable  metallic  balls  are  in  electric  connection  with 
the  earth  and  each  other,  and  the  remaining  one  with  the  distant 
•tetion.  Another  transmitter  u  described,  but  not  shown,  (Figure 
4  is  not  drawn,)  in  which  a  revolving  wheel  has  jointed  metallic 
radii  that  can  be  raised  upwards,  thus  completing  the  circuit  to  a 
distant  itation. 
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Signals  may  be  registered  at  the  receiving  station  by  sparks 
passed  through  acidulated  paper,  from  wires  not  opposite  each 
other,  thus  distinguishing  between  the  positive  and  negative  dis- 
charges; the  paper  is  moved  uniformly  by  clockwork,  and  the 
position  and  frequency  in  one  direction  of  the  discharge  detennines 
the  signal. 

Two  ways  of  varying  the  signals  are  given  as  examples ;  in  both 
of  which  each  negative  discharge  is  ''taken  to  represent  0,  and 
"  each  positive  discharge  the  number  2,  raised  to  the  power  of  as 
"  many  places  as  the  discharge  comes  after  the  first." 

Chromate  of  lead  may  be  used  in  addition  to  sulphuric  acid,  or 
not,  to  render  the  spark  perforations  visible. 

An  alarum  may  be  sounded  by  an  explosion  of  gunpowder.  See., 
by  the  spark. 

[Printed,  ed.   See  Mechanics*  MaMxine,  vol.  4£,  p.  122 ;  and  Sngineen*  and 
Architects'  Journal,  vol.  8,  p.  S5.J 


A.D.  1844,  July  30.— N«  10,277. 

DENT,  Edward  John, — "  Improvements  in  ships'  compasses." 
In  this  invention  the  following  imperfections  are  sought  to  be 
remedied: — ^The  "friction  between  the  convex  sides  of  the  pivot 
"  and  the  sides  of  the  cup  "  in  the  centre  of  the  needle  and  card, 
as  they  are  mounted  in  ordinary  compasses ;  the  error  owing  to 
"  the  assumption  that  the  magnetic  axis  of  the  needle  coincides 
"  with  what  is  called  the  maker's  axis;  and  "the unequal  amount 
"  of  inertia "  of  the  axis  of  vibration  of  the  card,  according  to 
its  position  in  reference  to  the  needle,  which  the  "  gymbals "  not 
vibrating  in  the  same  time,  ful  to  check. 

To  remove  these  defects  it  is  proposed  to  suspend  "the 
horizontal  card  in  a  similar  way  to  the  balance  of  a  chronometer, 
and  with  equal  delicacy."  "To  remove  the  error  arising  from 
the  non-agreement  of  the  marked  or  maker's  with  the  mag- 
netic axis,"  the  card  is  made  to  invert,  "  so  that  either  side  of  it 
may  be  placed  above  or  below." 
An  azimuth  compass  is  described  and  shown,  in  which  the 
axis  of  the  card  passes  through  the  needle  and  card,  and  is 
supported  at  each  end  in  bearings  let  into  a  rectangular  frame 
which  is  screwed  into  a  horizontal  ring.  This  ring  has  two  oppo- 
site projecting  studs,  that  drop  into  slits  in  an  exterior  ring,  which 
is  mounted  on  "gymbals"  if  required  for  steering.  The  studs  and 
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aqMimfte  firame  enable  the  needle  to  be  turned  on  eitber  side.  A  bar 
with  "  the  ends  screwed/'  to  admit  moreable  weights,  "  is  affixed  at 
"  light  angles  to  the  needle/'  to  compensate  for  "  the  errors  arising 
"  from  the  deflection  of  the  card  from  the  horizontal  plane." 

A  steering  compass  ia  also  described  and  shown,  in  which,  to 
pteveot  the  prejudicial  effects  from  sudden  movements  of  the 
•hip,  the  agate  cup  is  made  to  slide  freely  up  and  down  in  guides^ 
within  a  tube  fixed  to  the  needle.  Above  the  cup,  within  the 
tube,  a  helical  spring  presses  on  the  cup. 

CPrlnted,  It.  7dL   See  Bflipertory  of  Arts,  vol.  5  (etUarged  teries),  p.  282 ;  and 
r  aod  Architeefeft'  Journal,  voL  8,  p.  91.] 
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A.D.  1844,  October  22.— N«  10,362. 

NAPIER,  James. — ^The  title  of  this  invention  is  "  Improvements 
in  treating  mineral  waters  to  obtain  products  therefrom,  and  for 
separating  metals  from  other  matters/'  and  the  invention  relates 
to:— 

1st.  **  The  treatmoit  of  mineral  waters  impregnated  with  copper 
"  and  iron." 

2nd.  "The  application  to  metaUic  ores  when  in  a  fused  state 
of  a  current  of  electridty,  so  as  to  separate  therefrom  the  metals 
which  they  contain.''  The  electric  current  is  made  to  traverse 
the  already  fused  flux  and  ore,  by  using  a  "  crucible,  or  other 
**  convenient  vessel,  made  of  an  electro-conducting  material,"  and 
an  iron  plate,  placed  on  the  surface  of  the  fused  mass ;  the  whole 
connected  wiih  a  suitable  galvanic  battery.  The  positive  pole  of 
tbe  battery  is  connected  with  the  iron  plate,  and  the  negative  pole 
with  the  crudble  Onsulated  in  its  interior,  with  the  exception  of  the 
bottom).  The  electric  current  thus  traverses  the  liquid,  and, 
"  the  heat  being  kept  up,"  causes  the  metal  to  be  "  reduced  and 
•*  deposited  at  the  bottom  of  the  crucible."  ITie  proportion  of 
battery  power  to  the  quantity  of  ore  is  minutely  stated,  and  a 
plan  described,  in  which  merely  the  galvanic  current  from  the  iron 
plate  to  the  bottom  of  the  crucible  is  used. 

fPHnted,  ^d.    See  Eepertovy  of  Artt»  vol.  0  (^enlarged  series),  p.  4A ;  and 
London  Journal  {Newtan>*$),  vol.  27  {cotiaoiiied  series),  p.  402.] 

A.D.  1844,  October  29.— N»  10,366. 

PA&KES,  AuxANDKR.— Methods  of   manufacturing    various 
white  or  pale-adond  alloys  axe  described  under  five  heads. 


88  ELECTRICITY  AND  MAGNETISM : 

Under  the  Birth  and  last  head,  are  described  methods  of  deposit* 
ing  metals  ''  by  electric  currents  from  their  salts  when  in  a  state  of 
"  fusion."  The  "iodides,  chlorides,  and  phosphates"  have  been 
found  most  advantageous  for  the  above  purpose,  but  any  salt  may 
be  employed  that  is  "  capable  of  holding  the  metals  when  in  a 
"  fused  state."  These  salts  may  be  combined  with  other  salts 
that  will  not  decompose  them. 

To  deposit  silver;  a  silver  plate  and  the  article  to  be  coated  are 
properly  connected  with  a  suitable  electrical  apparatus  and  im- 
mersed in  fused  chloride  of  silver ;  iodide  of  silver  may  also  be  used ; 
if  a  large  bath  is  required,  iodide  of  potassium  may  be  used  in  com- 
bination with  iodide  of  silver;  the  *'idodides"  [iodides?]  "of 
"  mercury  or  copper"  may  also  be  combined  with  iodide  of 
silver. 

For  gold,  iodide  of  gold  is  used  in  combination  with  the  iodides 
of  potassium  or  sodium. 

This  process  may  be  "applied  to  other  metals,"  and  "is  applicable 

"  with  the  salts  of  platinum,  of  copper,  and  of  zinc." 

[Printed,  4d,  See  Bepertoiy  of  Art«,  vol.  6  {mUarged  aeries),  p.  82 ;  London 
Journal  (Newton's),  vo\.  W  {coi^oined  series),  p,  97%;  Mechaaies' Hafca- 
alne,  vol.  43,  p.  68 ;  and  Engbeen'  and  ArchiiectB*  Journal,  voL  8,  p.  M4.3 

A.D.  1844,  December  18.— N*  10,441. 

WALL,  Arthur.— "Certain  improvements  in  the  manufacture  of 
**  steel,  copper,  and  other  metals." 

In  regard  to  steel,  "  bars  of  wrought  or  other  iron,"  "  intended 
^*  for  conversion,"  are  placed  "  in  the  usual  boxes  and  furnace," 
or  a  retort  or  converting  chamber  maybe  used.  An  electric  current, 
by  preference  from  100  pairs  of  Smee's  battery,  is  then  transmitted 
through  the  bars  "antecedent  to  and  during  their  oonyersion 
**  into  steel."  In  practice,  the  electric  current  is  transmitted 
Jthrough  the  bars  from  the  time  they  attain  a  red  heat,  until  "one 
"  of  the  pole  bars"  is  found  on  examination  to  have  become 
perfectly  converted.  The  process  "is  equally  applicable  to 
"  blistered  steel,  and  to  cast  steel  (See  Letters  Patent,  N*»  9946). 
The  bars  are  arranged  in  supporting  blocks  in  horizontal  series,  and 
in  rows  "  by  superposition."  The  openings  between  the  supporting 
blocks  must  be  filled  up  with  ^le  day ;  and  between  the  bars  of 
metal,  charcosl  orcharcosl  and  chalk  in  fine  powder  is  placed. 

In  ^plying  the  invention  to  copper,  tin,  and  sine,  those  metala 
are  subjected  during  fusion  and  cooling  to  a  current  of  electricity 
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in  the  flame  manner  as  cast  iron  is  treated  in  the  description  given 
in  the  Specification  of  the  Letters  Patent^  N**  9946^  except  that 
the  connecting  wire  is  of  platinum. 

[Printed,  Id,  See  Repertory  of  Arts,  vol.  6  (enlarged  teries),  p.  848;  London 
JonriMl  {NmeUm*§\  vol.  27  {comsoined  aeries),^.  29 ;  Mechanics'  Mae;asine, 
Tol.  42,  p.  443 ;  Artisan,  vol.  5,  p.  2S6;  Patent  Journal,  voL  8,  p.  460 ;  ana 
Bngineen'  and  Arrliitects'  Joornal,  vol.  8,  p.  297.] 

A.D.  1844,  December  27 —N«  10,447. 

PINKUS,  Hbnrt. — The  title  of  this  invention  is : — "  Improve- 
"  ments  in  obtaining  and  applying  motive  power  to  impelling 
**  machineiy."  The  invention  relates  to  "  the  construction  and 
**  working  of  pneumatic  or  atmospheric  railways^  and  applying 
"  the  motive  power  to  the  impelling  machinery  connected  there- 
*'  withy  through  the  agency  of  the  auxiliary  power  of  atmospheric 
"  air."  "  Some  of  the  methods  herein  described  are  appUcable  to 
"  propulsion,  to  e£Pect  transit  on  canals  and  on  common  roads." 

Electricity  is  employed  to  heat  and  soften  ''  a  cement "  that  seals 
the  longitudinal  valve.  ''  An  electric  trough  in  the  first  carriage  " 
heats  an  insulated  metal  blade,  or  wheels  with  insulated  metal 
peripheries,  that  move  "  along  the  groove  of  the  main  pipe  that 
"  contains  the  cocoa-nut  oil,"  ''which  is  solid  at  common  tem- 
"  peratuies."  The  blade  or  wheel  may  be  used  both  in  unsealing 
and  sealing  the  valve. 

In  working  the  "locomotive  atmospheric  system,"  in  which  a 
locomotive  is  impelled  in  consequence  of  its  communication  with 
an  atmospheric  main  by  means  of  a  hollow  tongue,  it  is  recom- 
mended to  use  the  "  electro -magnetic  breaks'*  described  in 
N»8644. 

Hie  Specifications  of  the  following  former  Patents  are  referred 
to  in  this  Specification,  viz. :  — N**"  6570,  6885,  8207,  and  8644 
besides  the  Specifications  of  certain  Irish  and  Scotch  Patents. 

[Printed,  ISt.  Scf.    Bee  Engineers'  and  Architects'  Journal,  toI.  8,  p.  265.] 

A.D.  1844,  December  31. —N»  10,460. 

BAIN,  Albxandbb.— 1st.  Registering  the  progress  of  ships 
through  waiter.  A  magnetic  needle,  mounted  as  a  compass  needle, 
is  made  to  mark  the  direction  and  distance  of  the  ship's  course  on 
properly  divided  drawing  paper  placed  under  it.  For  that  purpose 
a  horiaKmtal  droolar  coil  sunounds  the  compass  box,  through 
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which  ooil  an  electric  current  is  made  to  pass  at  certain  intervals  of 
distance  by  clockwork,  actuated  by  rotating  vanes  immersed  in  the 
water ;  when  electricity  traverses  the  ooil,  one  end  of  the  needle 
dips,  and  marks  the  paper ;  a  spring  and  ratchet  wheel  then  works 
a  right  and  left  handed  screw  on  the  needle,  which  moves  the 
marker  and  its  counterpoise  radially.  Thus  the  direction  and  dis- 
tance travelled  are  registered. 

2nd.  Indicating  the  progress  of  a  ship  by  placing  the  indices 
inside  the  rotator.    Electric  power  is  not  used. 

drd.  Registering  the  direction  of  a  ship's  course  at  certain  inter- 
vHa  of  time,  by  an  exactly  similar  means  to  that  employed  in  the 
first  improvement,  except  that  the  electric  circuit  is  periodically 
completed  by  a  chronometer,  and  the  drawing  paper  is  ruled 
radially  for  time  instead  of  distance. 

4th.  Printing  the  direction  of  a  ship's  course,  and  the  distance 
travelled.  By  clockwork  (through  a  length  of  plaited  wire  rope) 
the  rotating  vanes  actuate  rollers  containing  divided  paper  and 
carbonised  ribbon,  and  at  intervals  cause  a  hammer  to  fiJl  on  a 
graduated  ring  fixed  to  the  compass  needle,  and  thus  print  the 
degree  under  it. 

5th.  Ascertaining  the  temperature  in  the  holds  of  ships.  An 
electric  circuit  (completed  by  the  expansion  of  mercuiy  in  a  tube 
by  heat)  traverses  coils  through  which  a  magnetic  ring,  fixed  to  the 
pointer  axis,  passes.  The  magnetic  ring  consists  of  two  semi- 
circular permanent  magnets,  with  similar  poles  opposite,  and  moves 
together  ^ith  the  pointer,  on  the  completion  of  the  circuit. 

6th.  Taking  soundings  at  sea.  Vanes  (rotating  only  on  the 
descent  of  the  lead)  complete  an  electric  circuit,  at  certsdn  intervals 
of  depth,  by  wheelwork,  and  cause  indicator  wheels  to  be  actuated 
by  a  click  connected  with  the  axis  of  a  similar  apparatus  to  that 
of  the  fifth  improvement. 

[Printed,  It.  lOd.] 


A.D.  1846,  March  10.— N^  10,548. 

WRIGHT,  Thomas. — "Certain  improvements  in  s^pantus  for 
the  production  and  difPusion  of  light/'  consist  in  "  a  method  of 
producing  a  permanent  light  by  continually  presenting  one  or 
more  fresh  points  or  surfaces  of  carbon  or  other  suitable  mate- 
rial to  the  path  of  an  electric  current."    This  is  eflteoted  by 
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sending  a  galvanic  or  other  electric  current  through  ''  circular 
"  diacs"  of  carbon,  ''mounted  upon  axes  revolving  in  bearings'* 
attadied  to  a  non-conducting  frame,  and  adjustable  at  various  dis- 
tances from  each  other;  or  a  separate  current  may  be  sent  through 
each  pair  of  discs;  by  suitable  wheelwork,  connected  with  "a 
**  weight  or  other  prime  mover,"  the  discs  are  made  "  to  revolve 
**  with  a  alow  and  uniform  motion/'  "  In  order  to  bring  about 
**  the  desired  eflect"  two  neighbouring  discs  connected  with 
opposite  poles  of  the  same  battery,  are  brought  into  contact,  and 
as  soon  as  the  points  of  contact  are  sufficiently  ignited  the  discs 
are  to  be  withdrawn  out  of  contact,  when  a  brilliant  and  perma- 
nent" electric  light  will  be  evolved.  A  ground  glass  globe,  or 
system  of  mirrors,  or  any  other  convenient  method,  may  be  used 
to  diffuse  the  light  equally. 

CPrinted.  id.   See  London  Journal  {IfewUm'B)^  vol.  81  {eonj<yined  9eris$), 
p.  IM;  ukd  Engineen*  and  Architects*  Journal,  vol.  10,  p.  856.] 

A.D.  1846,  April  I/.— N»  10,625. 

PIGGOTT,  William  Pstbr. — "  Certain  improvements  in  mathe- 

matical.  nautical,  optical,  and  astronomical  instruments,  and  in 

the  mode  of  manufacturing  dials  and  other  graduated  plates." 

These  improvements  consist  in  the  application  of  the  electrotype 

process  to  the  manufacture  of  the  above  articles,  and  the  invention 

consists  of  two  parts,  viz. : — 

1st.  "  Producing  graduated  plates,  such  as  those  employed  or 
"  used  for  barometers,  thermometers,  quadrants,  compass,  sun 
dials,  docks,  and  such  like  instruments  requiring  plates  accu- 
rately divided  or  graduated/'  A  plate  is  prepared  "  of  suitable 
siae  for  the  purpose  intended,"  and  graduated  and  engraved  as 
may  be  required.  A  mould  or  matrix  is  taken  from  this  original, 
either  in  wax  or  by  the  electrotype  process,  and  any  number  of 
copies  of  the  original  plate  are  obtained  from  this  mould  by  the 
dectrotype  process.  They  are  afterwards  finished  'Mn  the  ordi- 
"  nary  manner  by  silvering,  which  may  also  be  done  by  the  electro- 
"  type  process." 

2nd,  **A  new  mode  of  manufecturing  the  compass  box  or  case 
''  containing  the  magnetic  needle."  To  obviate  the  local  attraction 
from  BmaU  particles  of  iron,  existing  in  compass  boxes  as  ordinarily 
manufiM^tured,  a  mould  or  matrix  is  made  **  of  wax  or  other  suit- 
**  able  oompositioiiy"  and  electro-coated  to  the  lequired  thickness 
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with  copper  or  other  suitable  metal ;  or  copper  may  be  deposited 
•*  in  the  form  of  a  sheet  or  block,"  and  afterwards  worked  "  into 
"  the  form  required." 

[Printed.  9d.  See  Repertory  of  Arfca.  vol.  7  {enlarged  terie8\ja.  239 ;  London 
Journal  (Hewtfm's),  vol.  27  {conjoined  §eries)t  p.  838 ;  ana  Kngineors'  and 
Architects'  Journal,  vol.  8,  p.  859.] 


A.D.  1846,  May  6.-N"  10,655. 

WHEATSTONE,  Charles,  and  COOKE,  William  Fotheb- 
GILL. — **  Improvements  in  electric  telegraphs  and  in  apparatus  re- 
lating thereto,  part  of  which  improvements  are  applicable  to  other 

purposes,"  consisting  of : — 

1st.  Applying  soft  iron  within  the  coils  for  deflecting  the  mag- 
netic needles  of  electric  telegraphs,  the  needles  not  being  an 
*'  astatic  combination,"  but  having  similar  poles  similarly  dis- 
posed, and  being  themselves  external  to  the  coils  (See  N^  7390). 

2nd.  Applying  stops  to  "  pointer  telegraphs  "  for  limiting  the 
deflection  of  a  magnetic  needle  or  pointer  to  one  direction.  When 
two  needles  or  pointers  are  used,  one  can  thus  be  made  to  deflect 
in  one  direction  only,  and  the  other  in  the  opposite  direction  only 
(See  N°  7390). 

3rd.  Disposing  the  pointer  or  pointers  (in  pointer  telegraphs)  so 
that  the  dial  plate  shall  be  horizontal,  or  nearly  so  (See  N***  7390, 
7614,  and  8345). 

4th.  Giving  audible  signals  at  the  same  time  that  visible  signals 
are  made  by  a  needle  or  pointer,  a  distinct  and  different  sound 
being  given  for  each  direction  of  deflection  of  the  pointer.  This  ia 
proposed  to  be  done  either  by  the  pointer  itself  striking  a  bell,  or 
by  alarum  mechanism ;  examples  are  given  in  regard  to  alarum 
apparatus  described  in  former  Specifications  and  in  the  present 
Specification  (See  N"  7390  and  7614). 

5th.  Giving  signals  in  electric  telegraphs  by  motions  of  a  pointer 
in  quick  succession  to  form  one  signal,  the  difference  between  the 
signals  being  the  number  of  motions,  their  direction,  and  the 
combinations  of  these.  Under  this  head  is  described  a  needle  in- 
strument having  the  1st,  2nd,  and  4th  improvements ;  in  which 
the  electric  circuit  is  continuous  through  the  coils  of  each  instru- 
ment at  each  station ;  the  earth  circuit  returns  the  current,  and 
audible  sounds,  correspondent  to  the  motion  of  the  needle,  are 
given  by  alarums,  the  needles  including  them  in  a  short  circuit  by 


THEIR  GENERATION  AND  APPLICATIONS.        93 

strikini;  against  a  stop  when  deflected.  In  working  this  instni'* 
menty  the  key  making  connection  also  breaks  the  main  drcuit  by  a 
spring  and  admits  the  battery  to  act  on  it ;  there  is  one  key  and 
spring  to  each  direction  of  deflection,  being  "  four  points  of  contact 
"  to  be  made  and  separated  '*  (See  N<»  7390,  8345,  and  9465). 

Gib.  Actuating  a  pointer  by  means  of  an  electro-magnet  or 
electro-magnets,  the  pointer  being  brought  to  rest  by  springs  and 
stops  instead  of  by  gravitation,  and  being  prevented  by  stops  from 
touching  the  electro-magnet.  Various  methods  are  described  and 
shown  of  acting  upon  a  pointer,  either  magnetic  or  mounted  with 
permanent  magnets,  by  an  electro-magnet,  so  as  to  cause  it  to 
deflect  in  one  direction  or  the  other  according  to  the  direction  of 
the  conent  (t.  e.  the  polarity  of  the  electro-magnet) ;  all  depending 
upon  the  principle  that  the  poles  of  the  permanent  magnet  will 
seek  opposite  poles  of  the  electro-magnet,  and  applications  of  the 
2nd,  drd,  4th,  and  5th  improvements  are  set  forth  (See  N<"  7390 
and  8345). 

7th.  ''Applying  a  portable  telegraph  at  any  part  of  a  long  line 
**  of  telegraphic  wire"  without  disuniting  its  continuity.  A 
battery  at  the  terminal  station  constantiy  sends  a  current  along  a 
telegraphic  wire,  and  the  signal  apparatus  is  interposed  between  it 
and  the  earth  circuit  wherever  required;  or  the  batteiy  and  signal 
apparatus  may  be  so  interposed,  thus  enabling  the  current  to  be 
tnnsmitted  in  either  direction  (See  N<»  7614  and  9465). 

8th.  Using  the  "  derived  current "  (a  short  branch  circuit  taken 
from  the  main  wire  without  disturbing  its  continuity)  to  commu- 
nicate to  a  sensitive  signal  apparatus  the  signals  making  through 
the  wire. 

9ih.  Applying  the  1st  improvement  to  galvanometers  by  filling 
op  the  apace  within  the  coils  with  soft  iron. 

10th.  Letting  off  alarums  or  electric  telegraph  clockwork  by  the 
falling  of  a  hammer  previously  raised  by  the  clockwork,  the  clock- 
work at  the  same  time  assisting  to  withdraw  the  keeper  of  the 
letting-off  electfo-magnet* 

1 1th.  "  Employing  two  voltaic  magnets  to  act  in  concert "  to 
let  off  electnc  telegraph  clockwork. 

12th.  "  Substituting  voltaic  magnets  for  permanent  magnets  " 
in  magneto-electric  machines ;  for  instance,  in  that  described  and 
shown  in  N*  8345, 
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Idth.  *'The  application  of  leaden  tubes  fbnned  over  ooyered 
''  wires  "  to  the  iron  telegraph  wires, ''  to  be  suspended  in  the  air»" 
as  described  in  N"  9465  (See  also  N«  7614). 
[Printed.  8«.2<i.] 

A.D.  1845,  May  22. -^N»  10,684. 

NAPIER,  James. — ^The  invention  forming  the  subject  of  these 
Letters  Patent  is  the  same  as  N®  10,362.  By  the  former  Letters 
Patent  the  invention  was  protected  in  England,  Wales,  and  the 
town  of  Berwick-upon-Tweed;  and  these  Letters  Patent  were 
granted  to  extend  the  protection  to  the  islands  of  Jersey,  Guemsej, 
Aldemey,  Sark,  and  Man,  and  also  all  Her  Mijest^s  Colonies  and 
Plantations  abroad. 
[Printed,  4d.] 

A.D.  1845.  August  4.— N»  10,799. 

YOUNG,  William,  and  McNAIR,  Archibald,— An  "  im- 
''  proved  method  of  manufacturing  electric  conductors,"  by 
covering  metallic  wires  with  plaited  cotton  threads,  and  introduc- 
ing them  into  a  leaden  pipe  filled  with  pitch. 

Two  machines  are  described  and  shown,  for  introducing  the 
cotton-covered  wires  into  a  lead  pipe  filled  with  pitch.  The  top 
pUte  of  an  hydraulic  press  has  a  cylindrical  chamber  for  hot  lead ; 
the  action  of  the  press  squeezes  the  lead  round  the  wires,  they 
having  already  passed  through  a  cistern  of  fluid  pitch  connected 
with  the  piston  of  the  press,  and  moving  with  it.  The  wires  (in  a 
state  of  tension)  are  drawn  through  the  cistern  and  a  "  hollow  rod," 
to  a  '^  tubular  core"  and  ''  die "  moving  in  the  lead  chamber, 
which  regulate  the  supply  and  shape  of  the  pitch  and  lead  supplied 
to  the  wire.  The  first  machine  has  the  lead  cylinder  between  the 
hydraulic  press  and  the  tank,  the  tank  being  supported  by  the  pis- 
ton of  the  press ;  but  the  second  machine  has  the  hydraulic  press 
between  the  tank  and  the  lead  cylinder,  the  tank  being  fixed  to  the 
press  cylinder,  but  adjustable  on  it. 

A  cast  iron  box,  with  mercury  cups,  is  described  and  shown,  in 
which  the  lengths  of  wires  are  connected,  when  they  are  laid  in  the 
ground. 

It  is  proposed  to  use  the  leaden  pipes  for  "  returning  the  electric 

**  currents." 

[Printed,  u:6d.    See  London  Journal  iyewton*»),  vol.28  (cotMned  mHm), 
p.  4M ;  and  En^een'  and  Architects'  Journal,  yol.  9,  p.  849.3 
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A.D.  1846,  September  26.— N«  10,838. 

BA EN,  Alexander. — *' Improyements  in  electric  clocks  and  tele- 
graphs, part  of  which  improvements  are  applicable  for  other 
pnrpoees,"  consisting  of: — 
Ist.  Placing  telegraphic  wires  in  a  railway  fence.    Roads  are 
crossed  either  by  imbedding  the  wires  in  asphalt  in  the  ground,  or 
bj*  canying  them  to  a  sufficient  height  in  wooden  posts. 

2nd.  Certain  improvements  in  the  I  and  V  telegraph  signal  ap- 
pantos  described  and  shown  in  N°  9746.  First,  a  handle  (carry- 
ing two  insulated  springs,  and  vibrating  from  a  centre  over  pieces 
of  metal  inlaid  in  a  wooden  block)  is  made  to  change  the  direction 
of  the  current  as  may  be  required^  according  as  the  handle  is 
moved  to  the  right  or  left,  the  pieces  of  metal  being  suitably  in- 
duded  in  the  circuit.  Second,  a  method  of  discharging  a  beU,  by 
a  lever  resting  on  a  part  of  the  pointer  axis  which  has  a  flat  side, 
that  lets  the  lever  drop  when  the  aads  is  deflected  for  that  purpose ; 
a  fiat  portion  ot  the  lever's  axis  then  lets  go  a  catch  on  a  rod  con- 
nected to  the  hammer  lever,  and  the  bell  is  rung,  lliird,  varioiis 
methods  of  combining  and  using  the  signals  I  and  V,  and  repeti- 
tions of  them ;  also  of  indicating  certain  signals,  by  giving  those 
that  intersect  at  a  particular  part  of  the  signal  table. 

3rd.  Applying  the  two  semicircular  magnets  and  their  coils, 
used  in  the  I  and  V  telegraph,  to  work  mechanism  capable  of 
giving  numerous  signals  of  various  descriptions.  The  axis  of  the 
two  semicircular  magnets  has  slotted  discs,  which  let  go  ratchet- 
wheel  teeth,  thus  moving  pointers.  Arrangements  are  described 
for  winding  up  the  wheels,  also  a  code  of  signals  in  which  one  or 
both  pointen  may  be  used. 

4th.  Employing  the  herein-before  mentioned  mechanism  of  the 
I  and  V  telegraph  to  cause  a  ** step  by  step"  motion.  Clicks  on 
the  magnets'  axes  act  on  sectors,  thereby  moving  a  long  pointer  to 
tike  right  or  left. 

5th.  A  method  of  insulating  long  telegraph  wires  on  posts,  by 
placing  them  on  metal  covers  which  protect  the  insulator  under- 
neath  fitnn  wet. 

GQk.  Tb»  apptication  of  the  3rd  improvement  to  deflecting  a 
pointer  on  the  magnet  axis,  at  the  same  time  letting  a  weight  fall 
opposite  the  signal  to  be  given. 

7ih.  Causing  a  pointer  connected  with  clockwork  to  revolve 
until  it  aniTea  opposite  the  required  signal,  by  releasing  and  after- 
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wards  stopping^  a  wheel  similar  to  "  the  contrite  wheel  of  a  verge 
escapement  watch,"  but  having  no  teeth.  For  this  purpose  a  bar 
magnet,  passing  through  coils,  is  moved  to  and  fro  by  the  electric 
current.  Pointers  are  also  attached  to  the  bar  magnet,  and  a  pecu* 
liar  signal  table  is  used. 

8th.  Letting  a  weight  fall  over  a  signal  table,  and  causing 
another  to  move  horizontally,  by  an  application  of  the  3rd  im- 
provement. The  weights  are  wound  up  by  a  separate  spring 
handle  and  pull  frame. 

9th.  A  signal  table,  in  which  the  signals  ^ven  are  indicated  by 
the  signal  at  the  intersection  of  two  elementary  signals  (I  and  V^ 
or  a  revolving  pointer).  The  elementary  signals  are  in  the  circum- 
ference of  a  circle,  and  they  point  to  liltimate  signals  disposed  in 
four  squares,  or  in  the  intersections  of  the  lines  proceeding  to 
them. 

10th.  Improvements  in  electric  clocks.  A  pendulum  is  worked 
by  an  application  of  the  7th  improvement,  in  which  the  pendu- 
lum makes  and  breaks  the  circuit  by  striking  against  a  **  knee'd  " 
bar  resting  upon  points,  one  of  the  points  being  away  from  the 
circuit  during  the  return  vibration  to  allow  the  magnetic  bar  to 
fall  by  its  own  gravity  against  the  penduliun. 

This  improvement  is  applied  to  work  other  clocks,  a  separate 
electric  current  for  so  doing  being  generated  by  reels  on  the  pen- 
dulum rod  passing  over  permanent  magnetic  poles. 

11th.  Improvements  in  printing  telegraphs.  The  7th  improve- 
ment is  applied  to  this  purpose  by  providing  a  printing  cylinder 
revolving  by  clockwork  on  a  screw,  against  which  (according  to 
the  duration  of  the  magnet's  motion)  the  end  of  the  magnet  or 
a  spring  presses. 

12th.  A  "  double  connecting  apparatus,*'  to  send  a  weak  current 
through  the  near  signal  apparatus,  but  a  strong  current  through 
the  distant  one.  Two  connecting  apparatus  (See  2nd  improve- 
ment)  are  used  with  one  handle,  but  the  telegraph  circuit  is  not 
closed  by  the  upper  springs. 

Idth.  Causing  the  telegraph  alarum,  when  released  by  the  ap- 
paratus described  in  the  2nd  improvement,  to  strike  eveiy  second 
vibration  of  a  pendulum  by  means  of  catch  springs,  until  again 

adjusted.    The  pendulum  is  actuated  as  described  in  the  10th  im- 
provement. 

[Printed,  7*0 
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A.D.  1845,  October  9.— N»  10,860. 

PARKES,  Albxandbr. — "  Improvements  in  coating  or  covering 
"  oertun  metals  with  other  metals  and  metallic  alloys,  and  for 
"  ornamenting  the  surfaces  of  various  metallic  articles." 

Tlie  "improvements  in  coating,  &c.  metals  "  are  comprised 
under  the  two  following  heads : — 1st,  coating  iron  with  various 
metals  and  allojs ;  2nd,  coating  copper  and  its  alloys  "  with  lead, 
"  zinc,  and  tin."  The  coating  in  this  part  of  the  invention  is 
perfonned  by  means  of  the  melted  metal  in  coi^unction  with 
certain  fluxes. 

Hie  "improvements  in  embellishing  metals"  consist  of; — 

Ist.  "  The  production  of  a  gold  design  upon  a  silver  or  other 
**  metal  soxfaoe,"  "by  pencilling  by  hand  or  by  printing  from 
"  plates  or  roUs  upon  paper  the  required  design  in  any  suitable 

stopping  vamiah  or  colour,"  placing  the  design  "  on  or  in  the 

article  to  be  embellished,"  gently  rubbing  or  pressing  the  same, 
letting  it  dry,  and  electro-gilding  the  article  by  the  "  cyanides  of 
**  gold "  in  preference.  The  stopping-out  varnish  is  then 
"  removed  by  turpentine  or  alkalies  or  acids,  and  the  design 
"  may  be  left  dead,  or  burnished  as  required." 

2n(L  "The  production  of  a  silver  design  upon  a  gold  or  other 
"  metal  sorftux."  This  is  e£Pected  "  in  the  same  way  as  for  a  gold 
"  design,  only  using  silver  solutions  instead  of  gold,  preferring 
"  the  cyanides." 

M.  "  Frodudng  a  black  or  bronze  design  or  ground  upon  a 
"  gold,  silver,  or  other  metal  surface,"  in  the  same  way  as  for  gold 
and  nlver,  except  that  a  solution  is  used,  composed  of  mtunate  of 
ammonia,  sulphate  of  copper,  and  distilled  vinegar.  , 

[Printed,  4d.   See  Bepertory  of  Arts,  vol.  7  {enlarged  series),  p.  858.] 

A.D.  1845,  November  4.— N»  10,919. 

KING»  Edward  Auoustin  (a  communication). — ''The  appli* 
cation  of  continuous  metallic  and  carbon  conductors,  intensely 
healed  by  the  passage  of  a  current  of  electricity,  to  the  purposes 
of  iDiimination."  A  galvanic  or  other  electric  current,  "  suitably 
TCguIated,"  is  made  to  traverse  a  thin  sheet  of  platinum  foil 
(the  method  of  obtaining  which  is  described)  properly  mounted  in 
an  a4iii«table  stand,  so  that  **  it  attains  the  highest  temperature  it 
**  win  bear  without  fusing;"  a  glass  shade  ''may  then  be  placed 
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"  over  the  apparatus."  'When  carbon  is  used,  ''it  should  be 
"  be  enclosed  in  a  Tooricelieu  "  [Torricellian?]  "vacuum/*  "it 
'*  may  be  employed  where  a  very  intense  light  is  required.  When 
"  an  intermittent  light  for  the  use  of  lighthouses,  or  for  otiier 
purposes  is  required,  it  may  be  obtained  by  brealdng  the  circuit 
at  intervals  by  clockwork."  "  When  the  apparatus  is  suitablj- 
*^  sealed  it  may  be  applied  to  submarine  lighting,"  also  to  the 
illumination  of  "  powder  magazines,  mines,  &c."  '*  When  a 
"  current  is  of  sufficient  intensiiy,  two  or  more  lights  may  be 
"  made  in  the  same  circuit,  care  being  taken  to  regulate  the 
"  power." 

[Printed,  Id.  See  Uepertory  of  Arts,  vol.  7  {enlarged  aeriee),  p.  3S5: 
London  Journal  {Newtoik'B)^  to1^88  {conjoinsd  »eries\  p.  340;  Mecnanics' 
Sbi^iae,  ToL  44,  pp.  312  and  843 ;  Patent  Journal,  voL  1,  p.  20 ;  and 
Engineers*  and  Arcnitects'  Journal,  vol.  9,  p.  220.] 
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A.D.  1845,  November  13.— N«  10,939. 

BRETT,  Jacob  (a  commumcatiGn). — ^This  invention  is  entitled 
Improvements  in  printing  communications  made  by  eleolric 
telegraphs,"  and  it  consists  of  a  ''composing  machine "  far 
transmitting  intelligence  and  a  "  printing  machine  "  for  receivingr 
and  printing  it. 

The  composing  machine  is  to  break  and  complete  the  elecbic 
circuit,  and  to  continue  it  broken  or  completed  "  in  such  a  maimer 
as  to  cause  any  given  letter  to  be  pnnted  by  the  piiuting^ 
machine/*  This  machine  has  a  number  of  keys  oorrespoadinj^ 
to  the  number  of  signs  to  be  pnnted.  Clockwork  (moved  by  a 
weight)  rotates  a  cylinder  or  ''  key  shaft "  with  pins  dispoaed 
helically  on  its  surface,  one  under  each  key.  At  the  end  of  the 
"  key  shaft "  is  fixed  a  *'  circuit  wheel "  ha>nng  a  plain  and  a 
cogged  part ;  springs  in  the  line  circuit  press  upon  each  of  these 
parts,  and  the  revolution  of  the  circuit  wheel  causes  the  drcuit  to 
be  uniformly  broken  and  completed  'until  one  of  the  k^a  la 
depressed ;  this  causes  the  pin  belonging  to  the  k^  to  stop  tiie 
circuit  wheel,  and  thereby  continue  the  circuit  completed  or  broken. 
The  connecticm  of  the  clockwork  to  the  key  shaft  is  by  means  of 
bevel  Action  wheels,  and  a  '' governor  **  is  attached  to  the  cloek- 
work  to  equalise  its  motion,  and  to  keep  it  in  motion  after  tlie 
cireuit  wheel  is  stopped,  so  that  the  key  shaft  may  readily  lesimie 
its  motion  on  being  liberated. 
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Hie  marhinwy  oomponng  the  "printing  machine"  maj  be 
diyidedinto  the  following  parts: — That  causing  and  leguhtting 
ike  teroliEtion  of  the  "  type  wheel/'  which  is  lotated  by  dockwoik 
baring  an  escapement  worked  by  electro-magnets  magnetised  and 
dsmagnetiBed  by  the  breaking  and  completing  of  the  circnit  at  the 
oompoaing  machine ;  the  type-wheel  is  also  the  escape-wheel^  and 
hsa  pins  for  that  purpose.    That  carrying  the  paper-cylinder  to 
sod  from  the  type-wheel,  consisting  of  separate  clockwork  giving 
notion  to  a  shaft  having  ezcentrics,  whenever  the  type  wheel  stops; 
iike  psper-cylinder  bong  moved  np  against  the  type  by  rods  con- 
nected to  the  exoentrics,  and  having  a  rotary  motion  at  the  same 
time  by  means  of  dicks  and  a  cliek  wheel ;  the  paper  may  either 
ran  off  as  the  cylinder  revolves,  be  moved  helically  by  working  on 
a  screw  axis,  or  parallel  to  itself  by  a  "  spring  guide,"  "  cam,"  and 
"rai^et"  [mftchet?]  wheel;  aroUer  revolves  in  slotted  bearings 
in  contact  by  its  weight  with  the  type-wheel,  which  it  supplies 
witii  pinmbago  from  a  groove  covered  with  cloth.    That  enabling 
Uie  excentric-shaft  to  revolve  only  on  the  stoppage  of  the  type- 
wheel  ;  a  lever,  resting  upon  one  of  the  signal  pins  in  the  type- 
wheel,  catries  a  detaining  pin,  which  is  kept  in  contact  with  a 
shoulder  on  an  excentric  catch  wheel  fixed  to  the  excentric  shaft, 
whilst  the  type-wheel  is  in  motion,  by  the  signal  pins  striking 
against  the  lever  and  preventing  its  descent ;  as  soon  however  as 
the  type-wheel  stops,  the  lever  descends,  the  pin  drops  away  from 
tiie  i^oulder  and  the  excentric  shaft  turns  a  portion  of  a  revolu- 
tion, until  a  second  shoulder  on  the  excentric  catch  wheel  stops  it, 
in  the  mean  time  having  moved  the  paper-cylinder  up  to  the  type. 
When  the  type-wheel  again  rotates,  it  raises  the  detaining  pin  from 
tbis  second  shoulder  and  permits  it  to  revolve  as  far  as  the  first 
shoulder,  where  it  is  ready  for  another  stoppage  of  the  type  wheel. 
The  lever  can  vise  rapidbf ,  but  can  only  fall  gradually,  in  conse- 
quence at  a  rod  attached  to  it  working  an  "  hydraulic  regulator  " 
on  ^e  principle  of  the  common  pump,  in  which,  when  the  lever 
is  raised,  it  only  hfts  the  wdght  of  a  valve  which  causes  a  chamber 
to  be  filled  with  water ;  but  when  it  descends  it  has  to  force  a 
portion  d  the  water  out,  which  takes  sufficient  time  to  prevent  the 
deseent  of  the  lever  upon  the  signal  pins  whilst  they  are  in  motion. 
An  alarum  is  made  to  strike,  every  revolution  of  the  excentric  catch 
wheel,  by  a  pin  striking  against  the  hammer  lever ;  during  the  use  of 
tlie  telegraph,  tiie  hammer  lever  is  secured  from  the  bell  by  a  hook. 

o  2 
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Another  method  is  described  of  driving  the  escapement,  bj 
means  of  permanent  magnets  moving  up  and  down  in  coils, 
giving  motion  to  an  ezcentric,  by  the  assistance  of  clockwork 
set  free  by  studs  at  each  movement  of  the  magnets ;  this  plan 
may  either  be  worked  by  the  line  circuit,  or  by  a  local  drcuit 
completed  and  broken  at  the  same  intervals  as  the  line  circuit,  also 
by  permanent  magnets  and  coils. 

An  "  Oceanic  line  "  may  be  used  in  connection  with  the  printing 
apparatus,  in  which  the  wires  are  varnished,  bound  *'  with  vrazed 
''  or  sere  cloth,"  platted  with  waxed  or  greased  twine,  and  around 
the  whole  a  platted  cable  saturated  with  tar  is  formed;  metal 
weights  coated  with  bitumen  and  ballasted  are  attached  to  the 
cable  at  intervals  of  a  mile  or  more ;  tubes  coated  with  bituminous 
substances  (having  openings  fitted  with  water-tight  coverings)  are 
used  to  protect  the  cable  on  or  near  the  shore.  The  wires  may  be 
coated  with  various  colors  to  distinguish  them. 

[In  America  this  telegraph  b  known  as  "  House's  telegraph."] 
[Printed,  1#.  5i<f.    See  Artisan,  vol.  6,  p.  no.] 

A.D.  1845,  December  20.— N*>  11,010. 

CHURCH,  Jabez. — "  Certain  improvements  in  the  manufac- 
**  ture  of  coke,  and  in  the  ovens  for  producing  the  same,"  in 
which  the  following  points  are  observable : — 

A  quantity  of  coal  is  thrown  into  the  oven,  sufficient  to  cover 
the  floor  to  a  certain  depth,  and  as  the  oven  is  being  charged  the 
charging  aperture  is  partly  built  up.  The  coal  is  then  ignited 
and  the  passages  of  a  "  regulator,"  which  admits  air  to  the  coal, 
are  gradually  closed  until  the  body  of  coal  has  become  fairly 
ignited,  when  *'they  are  wholly  shut." 

Valves  and  passages  passing  under  and  around  the  floor  of  the 
oven  (not  communicating  with  the  coke),  are  then  opened,  which 
admit  air  to  cool  down  the  coke.  The  coke  is  not  removed  from 
the  oven  until  it  ''  has  been  thoroughly  cooled,"  thus  superseding 
throwing  cold  water  on  the  hot  coke. 

If  it  is  desired  to  obtain  a  coke  more  than  usually  free  from 
sulphur,  &c.,  as  soon  as  the  apertures  admitting  air  to  the  coke 
are  closed,  a  current  of  electricity  from  ''a  powerful  electric 
"  battery "  is  transmitted  through  it  by  means  of  "  iron  rods " 
inserted  through  the  brick  work  connected  with  the  poles  of  the 
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bftttcry,  the  podtiTe  pole  being  near  the  bottom,  and  the  negative 
pole  lying  on  the  top  of  the  coke. 

[Printed,  9d.  See  BeperUny  of  Arts,  vol.  8  (enlarged  §erie§),  p.  2M; 
Medtumics'  Hansiue,  vol.  45,  p.  121;  f^tical  Mechanics*  Journal,  voL  1» 
p.  SM;  Piteut  Journal,  vol.  1,  p.  77 ;  and  Engineers'  and  Architects'  Jour- 
nal, vol. «,  p.  284l] 

A.D.  1846,  January  20.— N»  11,051. 

NOTT,  John. — '*  Certain  improvements  in  the  means  of  com- 
**  mnnicating  intelligence  from  one  place  to  another,"  consisting 
of:— 

A  telegraph  signal  apparatus  in  which  a  hand  is  made  to  point  to 
the  letters  of  the  alphabet  on  a  circular  dial-plate ;  there  are  four 
seta  of  alphabets  on  the  dial-plate,  and  a  corresponding  number  of 
numerals,  the  letters  being  pointed  to  by  one  end  of  the  hand  and 
the  numerals  by  the  other.  Two  electro-magnets,  worked  by  the 
main  ciitniit,  act  upon  "two  jointed  lever  armatures,"  causing  them 
to  raise  two  pallets  simultaneously,  which  rotate  a  ratchet-wheel 
connected  with  the  pointer ;  one  pallet  raises  the  ratchet-wheel  one 
tooth  by  the  attraction  of  the  magnet,  and  the  other  depresses  the 
opposite  side  of  the  wheel  one  tooth  by  the  reaction  of  springs  on 
the  levers  when  the  magnetic  force  ceases.  By  this  means  a  step- 
by-step  action  of  the  pointer  is  obtained,  one  tooth  of  the  ratchet- 
wheel  moving  the  pointer  one  letter.  ''Latch  stops,"  acting  on  the 
pallets,  "  produce  a  dead  beat  escapement."  The  electro-magnets 
are  horseshoe  formed,  and  placed  so  as  to  act  upon  opposite  arms 
of  Uie  jointed  lever  armatures,  thus  forming  "  a  magnetic  drcle." 

A  signal  beU  apparatus  is  described  and  shown,  consisting  of  a 
horseshoe  electro-magnet  with  a  T-shaped  keeper,  one  edge  of  which 
is  always  in  contact  with  the  poles;  the  tail  of  the  keeper  raising 
the  arm  of  the  hammer  lever  strikes  the  bell.  "  The  reactive  force 
**  of  electric  induction"  is,  by  the  arrangement  of  these  three 
magnets,  enabled  "  to  destroy  the  attractive  force  "  as  soon  as  the 
cvcoit  is  broken. 

Tlie  Erection  of  the  current  is  changed  from  the  telegraph  to 
the  bell,  and  tnee  versd,  by  means  of  wooden  drums  (in  connection 
with  springs  included  in  the  circuit)  partially  covered  with  metal, 
brought  into  action  alternately  by  levers  on  their  axes  and  a  con- 
necting rod.  The  circuit  may  be  closed  for  the  reception  of  signals 
by  a  **  Ifver  "  let  go  by  a  "  stop  "  that  depresses  the  signal  key. 

A  <' commutator  or  pole  changer"  for  reversing  the  direction 
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of  the  electric  cunent  is  described  aod  shown,  oonauting  of  a 
*'  wooden  cylinder "  (moveable  on  an  axis)  with  inlaid  strips  of 
metal,  one  of  which  lays  across  its  periphery,  and  the  odien  are 
connected  parallel  with  the  periphery  or  across,  by  imbedded  wires. 
Springs  in  connection  with  the  circuit  press  against  the  pieces  of 
metal  and  the  direction  of  the  current  is  according  to  the  position 
of  the  cylinder. 

Two  "  rheopeters  "  are  also  described,  which  transmit  the  cur- 
rent to  one  station  or  to  another,  or  through  the  telegn^h  or  main 
circuit,  according  to  its  direction,  as  determined  by  the  ''pole 
*'  changer/'  The  first  consists  of  a  wooden  block,  at  opposite 
points  of  which  are  mounted,  vertically,  two  permanent  horseshoe 
magnets  with  their  similar  poles  opposite ;  between  them  a  bar  of 
soft  iron  is  free  to  move  on  an  axis,  in  a  horizontal  plane ;  this  bsi 
being  magnetised  by  the  current  which  it  carries  with  it  (by  a  wire 
dipping  into  mercury  cups  connected  with  the  circuits  required  to 
be  completed  or  discharged),  changes  the  position  of  the  wire  to 
the  required  mercury  cups,  according  to  its  polarity.  The  second 
"  rheopeter  "  consists  uf  a  similar  airaDgement  mounted  vertically, 
the  poles  of  the  magnets  being  one  over  the  other,  and  the  electro- 
magnet moving  vertically;  each  pole  of  the  electro-magnet  is 
coiled  separately,  and  the  ends  of  the  coils  are  immersed  in  mercury 
cups  on  the  same  side  of  the  centre,  each  being  included  in  a  cir- 
cuit which  it  may  be  required  to  complete  or  interrupt;  this,  how- 
ever, can  be  done  without  interrupting  the  electric  current,  ss 
before  one  pair  of  wires  leave  one  circuit  the  other  pair  may  com- 
plete another  circuit ;  when  the  bar  is  horizontal  the  current  pro- 
ceeds in  two  different  directions  at  once. 

A  telegraph  post  is  also  described,  to  be  "  imbedded  in  Roman 
*'  cement,"  consisting  of  "  a  wooden  lantern-shaped  box  "  com- 
pletely covering  the  upper  end  of  the  post  so  as  to  protect  it  "from 
"  tbe  humidity  of  the  atmosphere ;"  it  has  a  "  pyramidical "  cover 
•'  firmly  fixed  on  the  top  of  the  post,"  and  a  case  "  fastened  to  the 
"  cover,"  so  as  to  completely  envelope  the  top  of  the  post  con- 
taining "binding  screw  clamps"  "which  cany  the  telegraph 
"  wires ; "  a  lightning  conductor  passes  to  the  earth  outside  tiie 
box. 

[Printed,  Is.  6d.  See  Eepertory  of  Arts,  toI.  9  {enlarged  serieg),  p.  97 ;  Lou- 
don  Journal  {Neufton't),  vol.  29  {conjoined  series),  p.  877,  and  vol.  SO 
{eot^nedeeriee),  pp.  116  and  201 ;  Aitisan,  vol.  6,  p.  12;  Patent  Journal, 
vol.  2,  pp.  606  and  542;  Engineers'  and  Architects'  Journal,  vol.  10,  p.  56 ; 
and  Common  Bench  K«ports,  voL  4,  p.  462.] 
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A.D.  1846,  February  3.— N°  11,070. 

UIGUTON,  Hbnrt.— Tbifl  mT«niioa  is  entitkd,  "  Iropoove*^ 
**  ments  in  electric  telegnphs,''  and  it  oonaists  of  the  uae  of  the 
deflectiona  of  a  gold  or  metallic  leaf  (included  in  the  tdegraphic 
dBCuit)  under  the  influence  of  ft  magnet,  to  gire  signals  in  electiio 
telegraphs. 

For  this  purpose  the  "metallic  leaf''  is  placed  in  a  "glass 
**  tube"  **  fitted  in''  tvro  "brass  caps"  (one  of  which  is  remov- 
able), and  the  whole  fixed  in  a  suitable  stand,  with  the  pole  of 
a  magnet  near  to  the  leaf.  Each  time  the  circuit  is  completed  the 
metallic  leaf  moves  one  side  or  the  other,  at  each  of  the  stations 
indnded  in  the  circuit,  according  to  the  direction  of  the  current. 
An  alarum  apparatus  may  be  employed  in  connection  with  the 
above  to  attract  attention. 

fPrinted,  5d.  See  Repertoiy  of  A.rta,  vol.  8  {enlarged  series) ,  p.  162 ;  London 
Joamal  {NetpUm's]^  vol.  89  (conjoined  eeriee),  p.  2S7 :  Artiean,  yoK  4, 

51  239;  Fai«at  Jounial,  vol.  1,  p.  261;  and  Engineers*  and  Architects* 
oumal,  vol.  9,  p.  SSI.] 

A.D.  1846,  February  7.— N**  11,076. 

GREENER,  William,  and  STAITE,  William  Edwards.-* 
Hie  title  of  this  invention  is : — "  Certain  improvements  in  ignition 
and  illumination."  The  invention  relates  to  ''effecting  the 
illnmi nation  of  public  and  private  buildings,  streets,  squares, 
and  other  public  places,  by  means  of  solid  prisms  or  cylinders 
of  carbon  enclosed  in  air-tight  vessels  of  glass  or  some  other 
transparent  substance,  and  ignited  or  rendered  luminous  bjt 
ciBientB  of  voltaic  or  magnetic  electricity,  such  carbon  being 
previously  freed  from  the  impurities  with  which  it  is  ordinarily 
oambined,  and  divided  on  the  surface  thereof  into  numerous 
acute  points."  Also  "  rods  or  strips  of  platinum"  may  be  used 
in  conijunction  with  carbon. 

Pure  carbon  is  obtained  by  the  following  process: — Lamp 
black,  or  (by  preference)  Church's  purified  coke  (See  N**  11,010), 
is  digeated  in  dilute  nitro-muriatic  or  other  add,  strained,  washed 
in  a  weak  alkaline  solution,  and  washed  in  distilled  water  until  n^ 
taMiea  of  impurity  are  perceptible ;  it  is  then  dried,  and  by  pressurt 
oanvcrted  into  solid  prisms,  or  into  cylinders  both  solid  aii4 
hoDaw;  it  may  then  be  subjected  to  intense  heat  for  twenfy-4buf 
hours.    "  fiy  opposing  two  such  acuminated  surfaces  the  one  t* 
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**  the  other^''  if  the  electric  cuztents  should  oeaae  "between  aoj 
**  two  points"  they  ''will  be  kept  up  by  the  remaining  points." 
When  hollow  cylinders  of  carbon  are  used  in  conjunction  with 
hollow  cones  of  platinum,  they  are  put  between  the  platinom 
cones  whose  bases  must  be  placed  facing.  The  carbon,  or  pla- 
tinumy  or  other  infusible  metal,  may  either  be  ''  kept  stationary 
*^  or  made  to  rotate  on  its  axis." 


A.D.  1846,  April  30.— N'*  11,188. 

KING,  Edward  Auoustin  (a   communication),  —  ''  Improve- 
**  ments  in  the  production  of  magnetic  electricity,"  relating : — 

1st.  To  ''  an  improved  method  of  constructing  the  coils  for  the 
''  armatures  of  magneto-electric  machines,  by  forming  them  of 
**  flat  strips  of  copper  instead  of  wires."  These  are  used  when  the 
armature  is  a  "rectangular"  iron  bar;  they  lay  edgeways  to  the 
bar,  each  part  being  "  bent  over  itself  at  right  angles  "  at  each 
comer.  When  the  strip  "  is  of  considerable  thickness,  it  should 
**  have  grooves  "  "  cut  across  it  at  intervals  equal  to  the  diameter 
*^  of  the  bar,"  to  enable  it  to  be  "bent  into  the  required  form 
^  without  increasing  its  thickness." 

2nd.  To  "  a  coil  formed  of  plates  or  rings  of  copper  soldered 
^  together  so  as  to  form  aspiral"  [helix?].  This  is  adapted  to  "a 
*'  cylindrical  armature ;"  each  ring  "  is  cut  open  on  one  side,"  and 
a  second  ring  soldered  to  it  by  the  edges  thus  produced.  "  llie 
**  operation  is  continued  until  a  coil  of  sufficient  length  is 
*  obtained." 

drd.  To  "a  mode  of  collecting  all  the  currents  of  electricity 
**  produced  in  magneto-electric  machines  having  more  than  one 
•*  armature  by  a  combination  of  springs  pressing  on  separate 
^  segments  of  the  break,  and  in  using  the  current  from  each 
^  spring  separately,  or  combining  them  together  into  two  cunents 
**  when  desirable."  The  permanent  magnets  are  so  placed  that 
alternate  poles  are  adjacent  to  each  other;  all  the  terminations  of 
coils  on  one  side  are  in  connection  with  an  insulated  metallic  ring, 
ind  on  the  other  side  with  insulated  segments  of  a  break  (both  on 
tiie  revolving  axis) ;  springs  (one  to  each  s^rment)  are  arranged  to 
press  upon  the  segments  when  the  springs  are  opposite  to  each 
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umatore ;  the  Bprings  are  fixed  to  the  frame  of  the  machine ; 
accotdiog  to  the  connections  made  between  the  springs,  so  is  the 
dinetiofD  and  number  of  electric  currents. 

4th.  ''A  method  of  prerenting  the  formation  of  neutralizing 
"  enirents  in  the  brass  or  other  metallic  plates  forming  the  wheel 
"  which  carries  the  armatures/'  A  saw  cut  is  made  from  the 
edge  to  the  hole  through  which  the  armature  passes. 

5lh.  "  A  mode  of  affixing  an  iron  bar  to  each  of  the  poles  of  the 
**  magnets  in  magneto-electric  machines,  so  that  the  armatures 
**  are  magnetised  a  second  time  by  the  same  magnet  during  the 
"  same  revolution."  Two  bends  are  made  in  a  piece  of  iron 
attedied  to  the  end  of  the  pole  of  each  magnet,  which  enable  the 
magnets  to  act  ujion  the  armatures  a  second  time  by  induction. 
In  this  case,  the  break  has  double  the  number  of  segments  and 
spnngs  as  armatures,  "the  termination  of  each  successive  coil 
*'  being  ccmnected  with  an  alternate  segment."  "  The  spring  in  a 
^  line  with  the  second  bend  in  the  bar  is  connected  with  the  next 
"  group  of  wires  to  the  one  to  which  it  would  from  its  position 
"  belong." 

[Printed,  9d,   See  Bcpertor>'  of  Arts,  vol.  8  {enlarged  teriet),  p.  257.] 


A.D.  1846,  August  11.— N»  11,331. 

JENNINGS,  Hbnry  Constantine. — ^The  tide  of  the  invention 
is, — **  A  new  method  or  apparatus  or  machine  for  the  better  or 
"  move  economic  evaporation  of  fluids  or  liquids  containing 
"  ctystalline  or  other  matters  to  be  concentrated  or  crystaUized," 
and  the  invention  refers  principally  to  apparatus  for  evaporating 
floids  by  the  agency  of  caloric  from  steam  or  hot  air,  in  coigunction 
with  certain  pneumatic  apparatus,  described  and  shown  in  detail. 
The  appUcation  of  electricity  to  fiu;ilitate  evaporation  in  the 
ooneentration  and  crystallization  of  liquids  "  is  also  mentioned, 
and  a  description  given  of  *'  a  galvanic  pile  or  battery  of  three 
'*  dements  "  placed  in  the  pan  charged  with  the  liquid  to  be  acted 
iip<Mi,  but  its  place  is  not  shown  in  the  Drawings,  neither  is  any 
fbiiher  aUnaion  made  to  the  precise  way  in  which  it  facilitates 
erapoiation. 

[Printed,  U.  Id,    See  London  Journal  (y&uian*s),  toI.  80  {conjoined  §erie§), 
p.  15S;  and  Repertorj  of  Arts,  toI.  0  {enlartmi  Mriet),  p.  SSS.] 
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A.D.  1846,  October  27.— N«  11,428. 

M APPLE,     Henry. — ''Improvements  in  apparatus  to 

"  mitting  electricity  between  distant  places  and  in  electric  tele- 

*'  gmphs." 

This  invention  relates  to : — 

A  method  of  "coating  the  conducting  wires  with  a  metal 
"  covering/'  by  enclosing  them  (already  insulated  with  cotton, 
&c.)  in  a  leaden  tube,  reducing  the  tube  in  size,  and  diawing  it 
down  with  grooved  rollers  or  **  draw  plates,"  it  being  introduced 
tibLrough  a  "  hot  water  jacket ;"  the  wires  are  threaded  into  the 
tubes  by  means  of  guide  wires  and  slits,  which  are  afterwaute 
joined. 

Preserving  the  metallic  pipe  by  covering  it  with  "  coir  rope,'* 
or  other  suitable  material  wound  round  it.  "  It  is  then  passed 
"  through  a  bath  of  hot  pitch,"  "  and  while  yet  hot  it  is  passed 

through  a  trough  of  sand,  during  its  passage  through  which  the 

sand  is  well  rubbed  into  it  by  hand."  It  may  be  placed  in  a 
cast-iron  pipe  for  further  protection. 

"  Improving  and  steadying  the  action "  of  telegraph  needles. 
They  are  suspended  on  a  cranked  axle,  "  ^m  which  project  down- 
"  wards  two  steel  pins,"  which  rest  on  "  small  square  pieces  of 
"  agate  or  other  hard  material ;"  one  of  the  pieces  having  a 
"  conical  hollow,"  and  the  other  a  "  slot "  "  cut  parallel  to  the 
"  cranked  axle."  The  needles  are  kept  in  a  vertical  position  by 
having  the  lower  ends  heavy,  and  have  two  loose  collars. 

To  impede  the  vibration  of  the  needle,  the  lower  end  of  the 
inner  needle  may  dip  into  a  vessel  containing  oil,  or  iron  filings, 
or  a  bar  of  iron  may  be  placed  immediately  under  the  needle. 

A  mode  of  constructing  electro-magnets  so  as  to  prevent 
residual  magnetism,  by  "  winding  the  coil  of  covered  wire  on  a 
"  thin  hollow  reel "  within  which  is  placed  the  end  of  a  piece  of 
soft  iron ;  this  is  attracted  within  the  reel  on  the  passage  of  an 
electric  current. 

{Trinted,  U.  4d.    See  London  Journal  (Newton* s),  vol.  80  {coujoined  teriet), 
p.  M7 ;  and  Patent  Joumnl,  vol.  2,  p.  817.] 

A.D.  1846,  October  29.-  N«  11,430. 

REID,  William. — "  Certun  improvements  in  the  manufacture  of 
"  wire,"  more  particulariy  electric  telegiaph  wire. 
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One  of  these  "consists  in  welding  together  (end  to  end^  seaif 
**  wiseX  two,  time,  or  more  rods  of  iron  before  they  are  drawn 
"  into  wire  (instead  of  afterwards),  and  passing  the  welded  as 
"  wdl  as  the  other  parts  through  the  drawing  machine."  This 
pHrflftW  is*  also  i^licable  to  steel  wire. 

The  other  improvement  consists  in  a  method  of  cleansing  wire, 
**  whether  made  of  iron  or  steel,  or  copper  or  brass^  or  any  other 
**  metal  or  miztore  of  metals.*'  This  is  effected  by  passing  the 
wire  from  reels,  on  which  it  is  placed  as  it  comes  ''from  the 
**  MigMHJing  oven,"  over  and  under  various  vertical  and  homontal 
rollers,  through  two  "  friction  plates,"  and  ''  into  and  through  a 

box  containing  sal-ammoniac  or  spirit  of  salt,  whence  it  is 

transferred  as  quickly  as  possible  to  the  bath  of  metal  to 
**  reocsre  ita  required  coating."  The  vertical  rollers  have  a 
hoxiaoniel  **  alternating  "  motion  given  to  them  by  means  of  an 
excentiic  wortdog  into  the  traversing  fr&me  on  which  the  vertical 
rollers  are  mounted.  The  horizontal  rollers  are  so  mounted  upon 
a  hinged  frame,  that  when  its  two  parts  are  separated  eveiy  alter- 
nate roller  is  lifted  up,  thereby  ensiling  the  wire  to  be  laid  in  its 
poMtion  for  cleansing.  The  friction  plates  (containing  wood  or 
ioalJwir  chaiged  with  emery,  or  sometimes  files)  have  a  rectilinear 
reriprftfitting  motion  given  to  them,  either  by  a  crank,  connecting 
rod,  and  guides,  or  any  other  suitable  means.  Instead  of  this 
cleansing  machineiy,  or  in  conjunction  with  it,  "  rollers  covered 
**  with  bristles  of  hair,"  or  other  suitable  material  are  used  after 
the  friction  plates.  The  lower  roller  brush  is  made  to  revolve  in 
any  suitable  cleansing  substance.  The  speed  of  the  traversing 
wire  is  regulated  by  that  of  the  final  reels  on  which  they  are 
wound. 

fPrioted,  lOd.  See  London  Jonrnal  {N0Vft<m*a\  vol.  SO  (conjoin^  terisi), 
p.  S9S ;  Mechanics'  Magazine,  vol.  46,  p.  482 :  Patent  Journal,  vol.  2,  p.  88S; 
and  BngineoB'  and  Architects'  Journal,  vol.  10,  p.  180.] 

A.D.  1846,  December  12.— N°  11,448. 

P1A6ET,  LouM  Htpolitk,  and  DU  BOIS,  Philip  Hbnby.— 
The  title  at  this  invention  is: — ^'^ Improvements  in  producing 
**  Ofiuunental  metal  surfaces;"  and  the  invention  relates  to 
'*  improvements  in  depositing  metal." 

The  following  items  are  described  at  length : — 

A  bath  fbr  eleetrotjping ;  with  sulphate  of  copper  solution, 
poiona  cells,  and  nnc  solution  (composed  of  water,  common  salt. 
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finesh  human  urine,  and  sulphiuic  acid).  An  external  veasel  of 
earthenware  contains  an  earthenware  perforated  shelf,  with 
apertures  for  one  or  more  porous  ceUs,  and  a  central  hole  for  the 
"model.*'  The  "model"  may  be  of  " gold,  silver,  or  copper," 
and  should  be  cleaned  with  "  plumbago  and  a  brush ; "  its  back  is 
fixed  in  wood. 

A  silvering  solution ;  composed  of  sulphate  and  carbonate  of 
soda,  and  carbonate  of  silver  in  certain  proportions,  dependent 
upon  whether  electric  cuirents  are  used  or  not.  When  electric 
currents  a^  used  a  platinum  wire  is  the  positive  pole  in  this 
solution. 

An  electro-gilding  solution ;  consisting  of  an  aqueous  solution 
of  phosphate  and  sulphate  of  soda,  and  chloride  of  gold. 

A  cjlindric  galvanic  battery ;  for  use  in  connection  with  the 
above  silvering  and  gilding  solutions,  consisting  of  charcoal,  dilute 
nitric  acid,  a  mixture  of  sulphuric  acid,  common  salt,  and  water, 
and  amalgamated  zinc. 

A  solution  for  gilding  by  immersion. 

A  method  of  preparing  an  electrotype   model    for  gilding  or 

silvering.     It  is  placed  in  "  essence  of  turpentine,"  washed,  brushed, 

immersed  in  dilute  nitric  acid,  in  cold  water,  sgain  brushed,  placed 

in  human  urine,  and  finally  again  in  cold  water.    After  gilding  or 

silvering,  it  is  merely  brushed  with  spirits  of  wine  and  rouge. 

[Printed,  lOd.  See  Repertoiy  of  Arts,  vol.  10  {mUargsd  series),  p.  8S:  Lon- 
don Journal  (Newton's),  vol.  80  {cot^oined  series),  p.  417:  FMent 
Journal,  voL  2,  p.  885 ;  and  Engineers*  and  Architects^  Jouniai,  toI.  10, 
p.  282.] 

A.D.  1846,  November  12.— N»  11,449, 

STAITE,  William  Edwards.  —  Improvements  in  electric 
illumination,  relating  to :  ~ 

1st.  Improved  arrangements  of  electric  light  apparatus.  In  the 
first,  the  carbon  electrodes  are  propelled  by  clockwork  and  formed 
differently,  the  bottom  "conical,"  the  other  "flat."  The  bottom 
electrode  has  a  guide  piece  of  "two  triangular  pieces  of  platinum" 
connected  to  its  tube  by  vertical  springs;  the  electrodes  arc 
brought  into  contact  by  means  of  a  "  double  scroll  spring  "  bearing 
against  the  "  sole  plate  "  of  the  lamp.  In  the  second  and  third 
arrangements,  the  electrodes  meet  laterally  on  a  "  non-condaoting 
"  and  heat  resisting  substance  "  being  constantly  kept  in  contact 
therewith  by  springs  $  by  means  of  a  "slot"  in  the  sob  plate  and 
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screw,  the  electrodes  can  approach  each  other  or  be 
mofed  apart,  still  bearing  on  the  *'  non-conducting "  substance* 
The  fourth  arrangement  is  the  same  as  the  first,  except  that  the 
electeodes  are  inverted,  the  platinum  guides  to  the  upper  electrode 
ve  supported  bj  the  lower  on  a  ring  of  pipeclay,  and  the  springs 
are  be&cal  springs  on  platinum  spindles.  In  the  fifth  arrangement 
one  of  the  dectrodes  is  a  platinum  ring ;  the  other  a  carbon  tube 
filled  with  pipeclay  entering  loosely  into  the  ring,  and  passed  into 
a  small  pipeclay  tube  by  a  spring.  All  these  arrangements  have  a 
glasa  cover  fitting  air-tight  to  the  sole  plate,  and  a  valve  to  let  out 
therarified  air. 

2iid.  Improved  arrangeinents  for  obtaining  an  intermittent 
deciric  light  by  means  analogous  to  those  employed  for  breaking 
connection  in  electric  telegraphs ;  two,  three,  or  more  wires  and 
electrodes  enclosed  in  various  coloured  glass  covers,  are  used  to 
oonvej  intelligence,  iec. 

3rd.  The  obtainment  of  carbon  for  the  electric  light  by  heating 
and  eompressing  in  moulds  a  pulverized  mixture  of  '*  Church's 
"  patent  coke."  This  is  then  plunged  into  a  concentrated 
solntaoin  of  sugar,  and,  when  dry,  submitted  to  a  white  heat  in  a 
d<Me  vessel  for  several  hours. 

\TrinteA,  9d.    See  London  Journal  (Netoton's),  vol.  S3  {conjoined  series), 
p.  WO  s  and  Patent  Journal,  toL  8,  p.  886.] 

A.D.  1846,  December  12.— N«  11,480. 

BAIN,  Alexander. — "  Certain  improvements  in  transmitting 
and  reoriving  electrical  telegraph  communications,  and  in  appa- 
ratus connected  therewith,''  relating  to : — 
Ist.  Methods  ''of  arranging  and  combining  apparatus  for 
transmitting  and  receiving  electrical  telegraph  communications, 
whereby  mechanically-composed  communications  are  trans- 
mitted through  electric  circuits,  and  are  received  by  chemically- 
prepared  suHlftoes,  both  apparatus  being  kept  in  motion  by 
mechanical  means^  without  the  aid  of  magnets."  The  descrip- 
tion i«  given  separately  of  the  component  parts  of  the  machine  as 
IbUow*; — ^A  method  of  composing  an  electrical  communication 
into  a  mechanical  form,  consisting  of  a  large  circular  plate,  with 
nrnmerous  equidistant  notches,  canying  pins  whose  position  deter- 
mines the  fluency  and  position  of  certain  marks  made  at  the 
reoQtTing  station ;  tiiey  are  put  into  the  required  position  by  means 
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of  a  handle  carrying  a  *' forked  instrument"  and  ''driver/'  move- 
able on  a  vertical  as  well  as  a  horizontal  axis ;  when  the  cominii- 
nication  is  arranged,  the  circular  plate  is  placed  bo  that  its  aids  is 
connected  with  the  line  circuit,  and  it  is  caused  to  revolve  uni- 
formlj  by  clockwork;  the  pins  thus  come  into  contact  with  sptinga, 
by  that  means  completing  the  circuit  lea^ng  to  the  reodving  ap- 
paratus in  one  direction  or  its  opposite.  The  receiving  appantes 
is  always  in  motion,  and  consisto  of  prepared  paper  over  wlndi 
pairs  of  springs  are  made  to  traverse  in  a  circular  path,  the  upper- 
most pair  only  being  included  in  tiie  drcuit ;  according  to  the 
direction  of  the  current,  one  or  the  other  spring  marks  the  pi^>er. 
Clockwork  only  is  the  motive  power  of  this  apparatus. 

Another  transmitting  and  receiving  apparatus  which  are  converti- 
ble, perforated  paper  and  chemically-prepared  piqper  being  uaed 
for  each  purpose  respectively.  The  clockwork  of  these  roadunes 
is  only  releaeed  when  required  for  use,  by  an  ekctro-magnet  acting 
on  a  detent ;  the  paper  (whether  perforated  or  prepared)  is  nnwoond 
from  a  drum,  and  passes  over  a  suitable  conducting  cylinder  having 
springs  to  break  and  complete  the  dectric  circuit,  according  to  the 
perforations  in  the  paper  at  the  transmitting  station,  and  to 
register  those  interruptions  and  completions  of  the  inrcuit  on  the 
prepared  paper  at  the  receiving  station.  Various  methods  of  ar- 
ranging the  springs,  conducting  cylinders,  and  batteries,  dependent 
on  the  reversal  of  the  current,  are  described  and  shown 

Either  one  or  two  line  wires  may  be  used  in  conjunction  withtiie 
earth  circuit.  The  chemical  solution  preferred  for  the  preparation 
of  the  paper  consists  of  sulphuric  acid  and  a  solution  of  "  prusaaate 
''  of  potass ;"  or,  when  private  communications  are  desired,  the 
paper  may  be  merely  saturated  with  sulphuric  add  solution,  the 
other  solution  being  applied  by  the  receiver.  Telegraphic  codes 
are  shown  in  the  Drawings,  both  for  the  double  and  single  nM»1ring 
telegraphs.  The  Specification  of  N°  9745  is  referred  to  in  regard 
to  transmitting  a  fac-simile  of  type  by  electricity  on  to  chemically- 
prepared  paper,  the  paper  being  moved  progressively  by  m^t^ur^n  of 
an  electro-magnet. 

2nd.  A  method  of  constructing  telegraph  posts  for  line  wiies. 
Four  thin  lengths  of  wood  are  framed  together  like  a  box.  Mid 
have  cast-iron  hoops,  which  descend  and  tighten  flie  post  on  any 
shrinkage  taking  place,  as  the  post  gradually  increases  in  sise 
towards  the  bottom.    In  the  tipper  piot  of  iin  post  a  piece  of 
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vood,  caRymg  boHs  insulated  by  InJia-rabber  wmshera,  is  fixed, 
the  bolte  Benring  ae  braoketa  to  carry  the  telegraph  wire. 

^^S^i^'^JS^'    ^J!**^?***'  MagMine.  vol.  46,  p.  590,  and  voL  47.  pp. 
98^  •ia.  and  78 ;  and  Patent  Journal,  toI.  S,  p.  75.] 


A.D.  1846,  December  14.— N»  11,481. 

POOLEE,  MoBSS  (a  eommunication), — '^  Improyements  ia  the  con- 
*'  stmcfcioii  and  working  of  electric  telegraphs,  and  in  apparatus 

connected  therewith,  partly  applicable  to  other  purposes,"  con- 

sistiiig  of: — 

Fiart  A. — ^Various  methods  of  suspending  and  insulating  tele- 
ic  wires.  There  are  no  stretching  posts,  the  wire  being 
stretched  by  temporary  or  permanent  apparatus  between  the 
posts ;  resimxed  wooden  plugs  are  used  as  insulators. 

Part  B. — A  "  communicator,"  in  which  the  letters  of  the  al- 
pliabet  are  always  upright  to  the  eye,  hang  placed  on  a  fixed  dial, 
and  pointed  to  by  an  "  indicator ;"  the  circuit  is  made  and  broken 
by  the  attraction  of  permanent  magnets  on  a  wheel,  and  the  line 
wire  circait  is  dosed  for  receiving  messages  by  the  same  means; 
thus  there  are  only  two  points  of  electrical  contact  instead  of 
twenty-four.  An  alarum  is  used  in  connection  with  this  commu- 
nicator, in  which  the  hammer  is  raised  by  a  rack  and  wheel  in 
acknowledging  the  signal;  the  core  and  keeper  of  the  electro- 
magnet are  of  nickel. 

Part  C. — ^''An  indicating  apparatus"  for  an  escapement  tele- 
gnpb.  By  arranging  the  letters  on  arms  disposed  helically  round 
the  axis,  they  are  exhibited  singly  through  a  long  aperture,  so  that 
each  letter  is  always  shown  in  the  same  part  of  the  hole. 

T^art  D. — ^A  new  escapement,  "  giving  rotatory  motion  in  one 
**  direction  to  an  axle"  by  means  of  the  action  of  an  electro- 
mafniet  on  *'  a  single  vibrating  piece,"  carrying  two  arms  which 
act  aa  "  pallettes,"  and  a  third  limiting  the  number  of  teeth  thai 
caxft  pass  without  augmenting  the  resistance. 

Part  £. — ^Employing  the  reversal  of  the  current  in  connection 
with  the  deflection  of  a  magnetic  needle  and  the  coupling  of  the 
cfaaractera,  in  escapement  telegraphs,  "  to  reduce  by  one  half  the 
"  average  number  of  teeth  passed  per  character  telegraphed." 

Put  F. — Making  earthenware  insulators  which  are  effective 
from  nm  blown  laterally  as  well  as  descending  vertically.    In  one 
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instance,  the  telegraph  wire  is  placed  in  the  eye  of  a  metal  sup* 
porter,  which  has  two  branches  that  are  passed  up  the  interior  of 
the  insulator,  and  being  turned  at  right  angles,  rest  on  interior 
ledges.  In  another  instance,  the  mie  passes  through  a  hole  in 
the  insulator  which  rests  on  the  extremity  of  an  iron  spike  driren 
into  the  post  and  passing  up  the  insulator;  a  plate  of  zinc  pre- 
vents "the  rain  beating  up  from  below." 

Part  G. — Making  telegraphic  wire  stretching  apparatus  with 
"  the  drum,  rocket  *'  [ratchet  ?]  "  wheel,  and  axle  all  of  cast  iron, 
"  and  all  cast  in  one  piece." 

Part  H. — A  protective  system  applicable  to  suspended  telegraph 
wires,  to  prevent  them,  when  broken,  causing  injury  ''by  the 
"  sudden  flying  of  the  highly  stretched  wires."  Various  methods 
are  described  and  shown  of  confining  the  telegraph  wires  in  suffi- 
ciently short  lengths  by  means  of  other  insulated  wire,  &c.,  so  as 
not  to  destroy  their  insulation. 

Part  I. — Employing  rolled  instead  of  wire-drawn  iron  for  tele- 
graphic wires ;  also  lead  and  zinc  wire  enclosed  in  tubes,  for  the 
same  purpose,  using  the  least  conducting  material  for  the  short 
distances,  and  the  most  for  long  distances. 

Part  K. — Employing  nickel  electro-magnets.  In  one  case,  the 
coil  reaches  to  the  extremity  of  the  nickel,  the  brass  end  pieces 
having  an  aperture  for  the  passage  of  the  keeper,  which  is  formed 
like  a  magnetic  curve;  or  the  armature  may  consist  of  a  fork 
entering  tubes  carrying  the  coils ;  or  small  coils  may  be  made  to 
enter  the  tubes. 

Part  L. — Constructing  magneto-electric  machines,  so  that  every 
time  the  tooth  of  an  escapement  telegraph  passes,  the  armature 
and  magnet  come  into  contact.  By  using  a  wheel  with  three  sets 
of  suitably  shaped  teeth,  into  which  levers  actuated  by  springs 
work,  the  period  of  contact  exceeds  that  of  separation,  and  the 
variable  attraction  of  the  magnet  for  the  armature  is  counter* 
poised :  thus  the  resistance  to  working  the  machine  is  rendered 
uniform,  a  portion  of  the  force  expended  at  one  time  being  restored 
at  another  time.  The  ends  of  the  coils  of  the  armature,  by  means 
of  springs,  are  brought  into  contact  once  while  near  the  magnet, 
and  once  while  away  from  it. 

Part  M. — Constructing  the  armatures  of  magneto-electric  ma- 
chines so  that  a  greater  or  less  portion  of  the  coil  may  be  used* 
The  inner  extremities  of  each  portion  of  the  coil  communicate 


I 


THEIR  GENERATION  AND  APPLICATIONS.    113 

with  inUdd  pieces,  with  which  connection  is  made  at  pleasure  hj 
means  of  indicators  (one  to  each  armature) ;  the  coil  is  made  of 
larger  wire  as  it  recedes  from  the  core. 

Part  N. — Employing  unforged  horseshoe  steel  magnets  for 
tdegraphic  purposes  made  up  of  straight  hars  or  hlades  bolted 
together,  dther  in  a  V  form,  or  in  the  shape  of  a  parallelogram, 
by  *'  having  a  piece  interposed  between  their  connected  ends ;  " 
or  the  blades  may  be  cut,  "  one  in  the  other,"  out  of  steel  plate, 
so  that  the  leg  of  one  blade  is  between  the  two  legs  of  an  adjacent 
blade;  thus  steel  of  lees  than  one-eighth  of  an  inch  thick  may  be 
employed. 

Part  O. — A  telegraph  signal  apparatus.  Signals  are  given  by 
varying  the  force  of  the  electric  current,  in  combination  with  the 
deflection  of  a  magnetic  needle,  by  the  change  of  direction  of  the 
current.  More  or  less  series  of  batteries  are  included  in  the  circuit 
according  to  the  key  pressed  down  by  the  transmitter,  taking  up 
more  or  less  weights  successively  from  a  scale  pan  (at  the  receiving 
station)  by  means  of  an  electro-magnet  and  levers ;  thus  propor- 
tionally alteiing  the  position  of  a  pointer ;  the  deflection  of  a  needle 
also  alters  the  position  of  a  dial  slightly  up  or  down.  The  action 
of  the  near  and  remote  telegraphic  instrument  is  equalized  by 
direrting  from  the  former  a  proportion  of  the  current  equivalent 
to  the  loss  by  leakage  from  the  latter,  which  is  returned  into  the 
main  current  beyond  the  near  instrument.  Each  may  be  the  near 
or  remote  instrument. 

Part  P. — A  printing  telegraph  acting  by  the  blow  of  a  hammer. 
The  escapement  described  in  Part  D.  works  the  type  wheel ;  the 
hammer  is  vertical  and  nearly  in  equilibrium,  so  that  it  is  only 
fdOj  released  from  the  magnet  when  the  sixteenth  of  a  second  is 
allowed  io  elapse  between  two  symbols,  then  however  its  tail 
releaaes  clockwork  printing  machinery,  which  raises  the  hammer 
for  another  blow  during  its  revolution. 

Part  €t — ^The  adaptation  of  recording  mechanism  to  the  keys 
or  buttons  of  electric  telegraphs.  On  the  keys  being  pressed 
down,  th^  make  a  prick  on  paper  placed  on  rollers,  which,  on 
the  raising  of  the  key,  are  made  to  bring  forward  a  new  surface  of 
p^ier  for  the  next  prick  by  means  of  levers,  springs,  and  a  dick 
and  dick  wheel. 

^Printed,  3«.  &d.    See  Bepertoiy  of  Arts,  toI.  13  (enlarged  seriee),  pp.  1  and 
»:  MeohaalcB'  Mag—ine,  voL  4a,  p.  41 1  and  Patent  Journal,  vol  $»  ik  100.] 
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A.D.  1847,  Januaiy  11.— N°  11,524. 

GAMBLE,  Douglas  Pitt. — "  Improveaieiits  in  elactnc  tele- 
«  graphs." 

[No  Speoifloation  enrolled.] 

A.D.  1847,  Februmy  11.— N«  11,576. 

BRETT,  Alfred,  and  LITTLE,  George.— "Improrements  in 
**  electric  telegraphs,  and  in  the  arrangements  and  apparatus  to  be 
**  used  therein  and  therewith,  part  of  which  improvements  are  also 
"  applicable  to  timekeepers  and  other  useful  purposes,"  consisting 

Ist.  A  signal  apparatus.  A  "  partially  magnetised  ring  or  piece 
**  of  metal "  is  deflected  by  a  fixed  coil,  whose  axis  is  pandlel  to  that 
of  the  magnet,  and  at  right  angles  to  its  plane  of  motion ;  the  Draw- 
ings show  a  ring  with  a  piece  cut  out,  tiie  poles  being  near  the 
vacancy,  also  a  V-shaped  magnet.  In  one  instance,  one  of  two 
pointers  is  raised  from  an  inclined  to  a  neariy  vertical  position,  the 
ring  raismg  one  or  other  of  them,  according  to  its  direction  of  de- 
flection, by  a  counterbalance  lever  and  pins;  when  the  current 
ceases  the  weighted  pointer  again  assumes  its  inclined  position. 
One  coil  between  two  magnets,  or  one  magnet  between  two  coils 
maybe  used.  In  a  second  arrangement,  the  coils  are  at  right 
angles  to  the  dial  plate,  and  a  ball  on  an  arm  flxed  to  the  magnet 
is  deflected  either  up  or  down.  In  a  third  arrangement,  one  ver- 
tical indicator  or  pointer  attached  to  the  magnet  is  deflected.  In 
a  fourth  arrangement,  two  horizontal  pointers  (each  mounted  on  a 
magnetised  ring,  and  connected  with  separate  coils)  rise  and  point 
respectively  to  a  circle  and  a  dot.  A  method  of  signalling  with  the 
double  pointer  telegraph  is  detailed,  consisting  of  combining  the 
motions  of  the  pointers  to  form  one  signal ;  also  a  method  of 
working  the  telegraph  by  one  handle,  in  which  battery  connection 
is  made  by  a  pin  with  a  fork  and  insulated  steel  points  in  either 
direction,  according  to  the  motion  of  the  handle  from  a  centnl 
position,  at  the  same  time  that  it  is  broken  with  the  line  circuit, 
to  admit  the  battery,  by  steel  points  and  springs;  the  springs  also 
keep  the  handle  central  when  not  in  use,  and  the  line  cireuit  dosed 
to  receive  signals. 

2nd.  An  alarum  arrangement.     The  deflection  of  a  magnetised 
ring  by  a  coil  releases  the  pin  of  a  suspended  detent  ftxnn  a  fljuvane. 
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and  thus  caables  clockwork  to  sound  the  alavam ;  a  wheel  has  piayi 
in  it  wliich  actoaie  the  bell  hammer  until  the  detent  is  aUowed  io 
main  stop  the  fly-vane  by  a  notched  wheel.  A  handle  for  this 
apparatus  ia  on  a  similar  plan  to  that  for  the  telegraph,  it  is,  how- 
ever, only  mored  in  one  direction. 

-  3rd.  A  lightning  conductor,  to  prevent  atmospheric  electrioity 
damaging  the  telegraph  instruments.  A  metal  hemisphere,  attached 
to  the  tdegnph  circuit,  is  adjustable  by  means  of  a  screw  and  nut 
so  that  it  may  be  readily  placed  nearly  touching  a  similar  hemis- 
phere in  connection  with  the  earth ;  a  number  of  points  not  quite 
touching  the  telegraph  circuit  convey  away  any  eacte  discharge. 

4th.  Insulating  and  stretching  the  line  wires.  Bell  shaped  in* 
sulators  are  used,  into  which  the  support  is  fastened  with  non- 
cofndacting  cement ;  the  line  wire  passes  through  a  hole  in  the  top, 
and  is  stretched  by  a  pulley,  ratchet-wheel,  and  dick,  temporarily 
iSutened  by  a  ''  spring  ring  "  and  screw  to  a  flat  part  of  the  in- 
sulator. 

5th.  A  "  deflector''  for  turning  off  an  instrument  from  the  cir- 
cuity or  changing  the  line  of  communication.  A  handle  (connected 
witb  the  "down  line  '*  or  long  line  circuit)  can  be  moved  on  an  axis 
against  springs  so  as  to  be  either  in  connection  with  the  earth-plate 
or  with  the ''  up  line  "  or  telegraph  circuit.  This  is  shown  applied 
to  an  ordinary  line  of  communication  with  a  batteiy  at  each 
station,  and  one  line  wire ;  to  a  line  with  only  one  battery  at  the 
principal  station,  and  three  line  wires ;  and  to  a  line  with  batteries 
and  earth-plates  at  each  station,  and  one  line  wire.  This  last  plan 
enables  messages  to  be  transmitted  only  to  certain  stations  ac- 
cording aa  the  ieLegmph  instruments  are  included  in  the  circuit  or 
not,  and  several  places  on  a  long  telegraph  line  may  communicate 
differently  at  one  time  by  means  of  the  earth-plates. 

6tii.  An  "  hydraulic  battery."  A  sand  batteiy  of  copper  and  zinc 
is  fiaced  in  a  finune  or  stand,  between  a  supply  trough  and  a  re- 
oemng  trough ;  tiie  supply  trough  drops  the  exciting  fluid  by  as 
iBMiy  "  eonea  *'  as  ceUs  into  the  batteiy,  which  again  drops  the  same 
qtmntity  of  liqnid  into  the  receiving  trough.  The  plates  are  shown 
in  s  divided  trough,  or  separate  cells  of  copper  may  be  mounted  in 
a  fiamework.  A  supply  dstem  may  be  used,  in  connection  with 
a  perflated  tube  filled  with  sponge,  when  a  long,  continuous,  and 
nadisllBlMd  supply  is  lequiied. 

7ih.  The  application  of  the  magnetised  ring  and  ooil,  as  in  the 
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Ist  improYement,  to  timekeepers.  The  ring  or  coil  is  fixed  to  the 
pendalum,  which  on  the  passage  of  the  current  moves  before  the 
ooil  or  ring  fixed  to  the  clockwork  frame,  thus  giving  motion  to 
the  clock  train.  The  circuit  is  made  and  broken  by  a  lever  which 
is  pushed  over  a  conductor  and  non-conductor  alternate^  by  the 
vibration  of  the  pendulum. 


A.D.  1847,  February  19.— N«  11,584. 

BAIN,  Albxandkr. — "  Improvements  in  clocks  and  timekeepers, 
"  and  in  apparatus  connected  therewith,"  consisting  of: — 

Ist.  Giving  motion  to  electric  clock  pendulums  by  permanent 
magnets  on  the  pendulum  vibrating  into  fixed  coils. 

2nd.  '*  Working  clocks  and  timekeepers  by  means  of  magnetic 
*'  balances  acted  upon  by  means  of  electric  currents."  A  per- 
manently magnetic  balance-wheel  passes  through  coils,  the  currents 
through  which  are  reversed,  either  by  a  projecting  pin  sliding  a 
knee'd  bar  to  and  ft>o  in  agate  cups  inlaid  with  gold,  or  by  a  spring 
pressing  against  an  inlaid  disc  moved  by  an  arm  at  each  ^dbration 
of  the  balance.  In  this  arrangement  "  a  spring  and  regulating 
**^  curb  "  is  employed. 

3rd.  Constructing  the  " '  breaks '  "  or  "  *  sliding  bars ' "  of 
electric  clocks.  The  "  gold  ends  "  or  points  of  the  wires  project 
above  the  non-conducting  support ;  the  bar  has  a  V-shaped  por- 
tion which  slides  over  them  and  completes  and  breaks'  the  circuit 
as  desired,  the  end  of  the  bar  being  "  on  a  different  level "  for  that 
purpose. 

4th.  A  "  mode  of  effecting  the  ^  striking,^  "  in  electric  and  other 
clocks,  from  the  minute  hand  and  hour  hand  arbors.  At  the 
hour,  a  pin,  projecting  from  the  surfiice  of  a  wheel  on  the  minute 
hand  arbor,  causes  the  hammer  arm  to  strike  One,  and  at  the  same 
time  releases  a  toothed  segment  (working  by  a  clawker  attached  to 
the  pendulum  crutch),  so  as  to  allow  its  spring  to  press  its  tail 
against  a  smdl-wheel  on  the  hour  hand  arbor.  According  to  the 
number  of  teeth  the  segpment  is  thus  advanced,  is  the  hour  struck 
on  the  bell ;  the  first  stroke  always  being  made  by  the  pin,  which, 
at  the  same  time,  places  the  segment  in  the  proper  position  ibr 
striking  the  remainder. 
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Methods  of  '*  making  and  breaking  electric  circuits  so  as  to  give 
'*  motion  to  striking  apparatus  situated  at  a  distance/'  axe  also 
described  and  shown.  The  dick  of  the  segment,  m  the  above 
striking  machinery,  always  completes  the  circuit  with  an  insulated 
**  metal  pointer/'  except  at  each  bell  stroke,  when  the  click  (being 
fixed  to  the  hammer  arm)  is  risen  out  of  contact ;  at  each  time  the 
contact  is  broken,  the  position  of  a  distant  "magnetic  wheel" 
pasidng  through  coils  (See  2nd  head)  is  changed,  thus  releasing  a 
lever  firom  the  hammer  arm,  and  allowing  its  spring  to  force  it 
against  the  beU.  In  another  striking  apparatus,  the  hammer  arm 
ia  fixed  to  the  **  magnetic  wheel,"  which  strikes  the  bell  on  the 
completion  of  the  circuit.  Either  striking  apparatus  may  be  used 
with  any  suitable  mode  of  completing  the  circuit. 

5ih.  Employing  magnetic  wheels  to  wind  up  clocks,  &c.  A 
magnetic  wheel  is  kept  oscillating  by  means  of  coils,  a  sliding  bar 
break,  and  a  reacting  spring,  which  motion  rotates  a  dick  wheel 
(on  a  separate  axis)  connected  with  the  winding-up  motion  by 
beril  gear ;  or  two  magnetic  wheels  work  the  winding-up  gear 
by  means  of  connecting  rods  and  cranks. 

Oth.  Moving  docks,  &c.,  "  by  means  of  currents  of  aerifom 
*'  fluid." 

7th.  Acting  upon  "striking  apparatus,    in   connection   with 
"  docks  and  timekeepers  by  means  of  currents  6f  ariform  "  [aeri- 
fcmn?]  "fluid." 
8th.  "  Setting  to  time  docks  and  timekeepers  by  means  of  ap- 
paratus by  which  the  rays  of  the  sun  are  caused  to  act  upon  a 
'  thermo-electric  pile.' "  A  thermo-electric  pUe  is  acted  upon  by 
the  son,  at  any  desired  hour  of  the  day,  by  means  of  a  slotted  plato 
(or  lens),  which  admits  the  rays  of  the  sun  only  at  the  time  de- 
sired, it  having  a  motion  to  obtain  "'equated  time' "  throughout 
Uie  year  by  a  lever  and  "  excentric  "  wheel.    The  dectric  current 
thus  generated  passes  through  coils  and  deflects  a  magnetic  whed, 
thereby  allowing  certain  levers  to  teXi  against  a  pin  on  the  minute 
hand,  and  adjust  it  to  the  hour ;  the  levers  are  risen  to  their  former 
position  by  the  clock  train,  just  before  the  hour, 
9th.  "  Setting  to  time  docks  and  timekeepers  "  "  by  means  of 
suitable  electrical  apparatus  brought  into  action  by  the  influence 
of  the  sun's  rays  on  mercury."    Three  tubes  containing  mercuiy 
are  used ;  by  elevating  the  comparative  temperature  of  the  middle 
tube,  the  sun's  heat  expands  the  mercuiy,  so  as  to  complete  the 
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owouit  at  tiie  desired  time  (See  8th  head).  The  fluctustioiis  of 
atmospheric  tempentmre  are  compensated  bj  haying  the  hatterj 
wire  supported  by  a  bar  whose  ends  float  in  the  outer  merccuy 
tabes. 

10th.  "  Setting  docks  and  timekeepers  to  time  by  means  of  the 
^  ftEiUing  of  a  ball  or  time  signal."  A  ''converted  india-rubber  " 
ball^  inflated  wilh  air,  ftdls  upon  a  sliding  ring,  thus  depressing  a 
lient  lever  and  completing  the  electric  circuit. 

11th.  "  Setting  to  time  clocks  and  timekeepers  "  bj  electric  cup- 
lents  brought  into  action  by  '*  a  clock  or  other  timekeeper  in  mo- 
^  tion."  A  lever,  in  connection  with  one  terminal  wire,  has  three 
projections  in  a  straight  line,  which  can  only  fall  into  notches 
(respectively  on  the  hours',  minutes',  and  seconds'  wheels)  when  they 
an  in  a  straight  line ;  at  the  hour  deairad,  however,  they  are  so 
^ibe  seconds'  wheel  being  the  last  which  has  hold  on  a  projection), 
and  the  drcuit  is  completed  by  the  falling  of  the  lever  on  an  iii8a« 
hted  metal  point  in  connection  with  the  other  terminal  wire. 

12th.  A  mode  of  keeping  up  l^e  supply  of  liquid  to  dock  bat- 
teries. A  reservoir  over  the  battery  has  openings  at  the  bottom 
tiytoiigh  which  the  liquid  cannot  flow  unless  an  apertme  at  l^e 
top  is  open  to  admit  air ;  this  is  closed,  when  the  baitey  is 
acting  properly,  by  a  plug  at  the  end  of  a  wdghted  magnetic 
aaedle  deflected  by  the  current;  when,  however,  the  comnt  de- 
clines, the  needle  removes  the  plug. 

13th.  Keeping  up  the  supply  of  liquid  to  clock  batteries  by 
f  onning  the  batteiy  trou^  in  connection  with  a  supi^y  vessel  "  in 
''  the  manner  of  a  common  fountain  bird-glass ; "  or  by  inverting 
'*  one  vessel  filled  with  the  required  liquid"  ''wiitdn  aaaliur 
'*  containing  the  plates." 
[Printed,  s«0 

A.D.  1847,  Maich  2.— N»  11,604. 

CROSSE,  Andrew. — **  Improvements  in  treating  fermentable 
**  and  other  liquids,"  which  refer  to  the  application  of  « electric 
*'  action  to  extract  or  separate  impurities  or  matters  from  ferment- 
"*'  able,  fetmented,  and  other  liquids." 

Into  an  open  or  closed  vessel  containing  the  liquid  to  be  ope- 
rated upon,  are  placed  two  "  porous  tubes,"  open  to  the  «r  at  ihe 
top,  and  fllled  with  water,  one  containing  one  or  more  cylinders  of 
cine,  and  the  other  containing  one  or  more  cylinders  or  coils  of  iron ; 
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ilme  Me  ooonfioted  bystiiiMi  of  metaL  aod  the  ekciric  cuneiit  ihoa 
geooatod  eoabks  the  acid  and  iJkalinft  inimaliies  to  be  ooUected 
in  these  potons  tubes  leepectiyelj.  It  is  sometimes  necessaiy  to 
change  the  water.  This  process  is  sud  to  prevent  a  fermented 
liquid  from  becoming  '*  add  "  or  "  sour."  It  may  be  employed 
ei^ier  before,  dunng,  or  after  fermentation,  but  in  the  case  of  beer 
it  is  "best  Implied  after  fermentation ;"  it  may  also  be  applied  to 
water,  and  when  sea  water  is  to  be  purified  it  should  be  distilled 
onoe  before  using  this  process.  If  the  liquid  is  very  impure  it  is 
beneficial  to  pass  it  "  through  calico  or  other  bags  "  before  ope* 
zaiing  by  electric  action.  The  process  should  be  continued  until 
the  degree  of  attenuation  or  of  purity  is  attained,  as  ascertained 
''  by  tasting  or  otherwise  testing." 

CPrinied,  6<i.  Bee  Repertory  of  Arts,  vol.  10  {enlarged  §eries)»  p.  231: 
liondon  Jovdmel  {Newton's),  vol.  81  {conjoined  $eiriet),  p.  196 ;  and  Fbtent 
Joum^,  ToL  S,  p.  980.] 


A.D.  1847,  March  23.— N»  11,632. 

LYONS,  MoR&M,  and  MILL  WARD,  William.— Ist.  "  Manu- 
**  facturing  aUoys  of  copper  with  platina  and  palladium"  by 
iinion  and  a  flux. 

2nd,  **  Adding  compounds  of  sulphur  or  carbon  "  (bisnlphuret 
of  carbon  ia  prefened)  to  cyanide  solutions  of  the  metals  employed 
in  deotnMiqKNntion,  to  enable  a  weak  electric  current  to  be  used, 
aad  a  bright  depouted  surface  to  be  produced. 

3rd.  '*  Producing  designs,  sunk  and  in  relief,  in  certain  metals," 
by  elaetso-depoaition.  If  the  aitide  be  of  copper,  or  an  alloy  of 
oopfMr,  it  is  ^  coated  all  over  thinly  with  silver  or  with  gold  l^ 
"  electro-dspoaifeion,"  the  Bgvase  ikawn  with  copal  varnish,  the 
artida  immetsed  "in  a  solution  of  cyanide  of  potassium"  *'in 

oanneeiion  with  electric  cuirents  till  the  coaidng  metal  has  been 
ed,"  tiien  immeBMd  in  a  snlnfeion  of  nitnte  or  sulphate  of 
or  perdikwida  of  iron  tifi  the  copper  or  other  suxiace  has 
been  sank  to  the  required  depth,  thus  prodncing  a  design  in 
relief.  If  »  sunken  dengn  is  required,  the  design  is  first  painted 
in  oopal  vasniah*  the  other  portions  are  electro^eilveced  or  electro* 
gili^  the  vnraiah  ia  washed  off  with  turpentine  or  caustic  potash, 
and  the  article  immersed  in  nitrate  of  silver  solution  till  the  desired 
depth  of  engnving  has  been  obtained.  By  exactly  siauUr  means 
suxfisces  of  iron,  steel,  Sritannia  metal,  type  metal,  and  zinc  msf 
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have  relief  or  sunken  designs  produced  in  them,  a  ooating  of 

copper  (electro-deposited  from  a  "  cyanide  of  potash ''  solution) 

bong  preferably  employed  to  gilding  or  silvering,  and  sulphate  or 

nitrate  of  copper  being  used  instead  of  nitrate  of  silver.    Also, 

surfaces  of  gold,  silver,  copper,  or  thdr  alloys  may  have  designs 

produced  in  them,  in  an  exactly  umilar  manner,  by  an  deetro-coat 

of  iron  deposited  from  a  solution  of  muriate  or  sulphate  of  iron, 

and  using  dilute  muriatic  or  sulphuric  acid,  with  or  ^thout  dec- 

tridty,  to  dissolve  the  iron.     The  surfeoes  thus  acted  on  may  have 

the  sunken  parts  partially  or  wholly  filled  up  with  other  metds 

by  electro-deposition,  the  other  portions  of  the  surface  being 

stopped  out. 

CPrinted,  4c{.    See  Repertory  of  Arts,  Tot  11  (enlarged  eeries),  p.  113;  and 
Patent  Journal,  voL  8,  p.  482.] 

A.D.  1847,  March  23.— N*  11,634. 

HATCHER,  William  Henry. — "  Improvements  in  dectric 
telegraphs,  and  in  apparatus  connected  therewith,  and  also  in 
electric  clocks  and  timekeepers,**  consisting  of: — 
Ist.  Using  '' a  i)ermanent  magnet  in  conjunction  with  voltaic 
magnets,  for  the  purpose  of  giving  visible  or  audible  signals.*' 
The  visible  signals  are  given  by  the  step-by-step  rotation  of  a 
hand  or  hands  produced  by  the  deflection  of  a  permanent  bar 
magnet  f^m  a  central  position  to  one  or  other  of  two  horseshoe 
electro-magnets,  according  to  the  direction  of  the  electric  cunen^ 
the  electro-magnets  being  so  coiled  that  dissimilar  poles  are 
opposite;  the  permanent  magnet  is  brought  back  to  the  oentrd 
podtion,  on  the  ceadng  of  the  current,  by  springs.  The  deflection 
is  made  to  actuate  the  pointer  by  means  of  *'  drivers  *'  on  the 
oscillating  axis,  working  into  catdi  wheels  fixed  in  oppodte 
directions  on  the  pointer  axis ;  on  the  deflection  of  the  magnet  in 
one  direction,  one  driver  constantly  rotates  the  pointer  in  a  certain 
direction ;  but  on  the  opposite  deflection  taking  place,  the  pointer 
is  rotated  in  the  opposite  direction  by  the  other  driver,  thus  ob- 
viating the  necesdty  for  moving  the  pointer  nearly  a  revolution  to 
the  preceding  symbol.  Two  pointers  (one  to  each  catch  whed) 
may  be  used  by  having  the  axis  of  one  pass  through  the  tubular 
axis  of  the  other. 

When  large  heavy  hands  are  to  be  used  they  are  rotated  by  in- 
dependent mechanism.    Two  trains  are  actuated  in  opposite  direc- 
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by  a  *'  Fzench  spring  bairel;"  the  pointer  is  mounted  on  an 
independent  axis  canying  a  "  star  wheel/'  which  is  rotated  by  the 
pins  of  the  '* scape  wheels"  of  the  trains  in  either  direction, 
aoocsding  to  the  train  set  free  by  the  electro-magnet.  The  defiec* 
tkm  of  the  pennanent  magnet  sets  free  either  train,  according  to 
ito  direction,  by  means  of  chains  and  levers  connected  to  the 
"  scape  wheel "  pallets.  Two  pointers  can  be  adapted  to  this  plan 
by  establishing  the  connection  between  the  train  and  the  index  by 
of  ordinary  spur  wheels  and  pinions,  and  letting  one  axis 

thioogh  the  other. 

Audible  signals,  from  bells  of  difEbrent  tones,  according  to  the 
pointer  in  motion,  are  adapted  to  the  latter  signal  apparatus  by 
enabting  letting-ofF  hammers  to  release  centrifugal  hanmiers  (See 
N*  10,6^),  one  to  each  bell,  by  the  action  of  the  electro-magnet 
on  the  pennanent  magnet.  The  letting-off  hammers  release  the 
centrifugal  hammers  by  falling  against  a  detaining  spring,  and  are 
again  raised  to  their  quiescent  position  by  pins  on  wheels  of  the 
respective  trains;  the  trains  give  motion  to  the  centrifugal 
hammers  when  released.  Or  a  hammer  lever  is  attached  to  the 
magnet's  axis,  which  strikes  one  of  two  bells,  according  to  the 
direction  of  deflection. 

2nd.  A  ''rheotome,  or  rheopeter,"  or  apparatus  for  breaking 
and  completing  any  electric  circuit  at  pleasure,  or  for  reversing  or 
diverting  the  direction  of  the  current.  An  hermetically  sealed 
glass  tube,  containing  mercury,  with  the  air  expelled,  has  platinum 
wires,  connected  with  the  battery  circuit,  sealed  into  it ;  by  the  in- 
clining of  the  tube  the  circuit  is  completed,  or  (by  two  tubes)  the 
current  reversed  or  diverted.  This  improvement  is  shown  applied 
to  the  pendulum  of  an  electric  clock  (See  N*^  9745),  by  pivoting 
the  tube  so  that  it  may  tumble  over  against  stops  at  certain 
positions  of  the  pendulum. 

3td,  Arranging  electro-induction  apparatus  for  telegraphic  pur- 
poses, either  by  the  action  of  a  primary  and  local  battery  current, 
or  by  means  of  a  permanent  magnet* 

In  ths  first  anangement,  a  battery,  primary  and  secondary  coil, 
■ad  U-shsped  soft  iron  core,  are  employed.  The  secondary  current 
gensraied  by  the  hreakm^  of  the  primary  or  local  circuit  is  alone 
transmitted  along  the  line  wire,  as  the  line  wire  drcuit  does  not 
iaidnde  tlie  aeoondary  circuit  until  after  the  primary  circuit  is  com- 
pleted.   Scinnips,  on  tiie  keys  of  the  primary  circuit,  do  not  raise 
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levers  that  oomplete  a  abort  cireuH  for  noeiving  signala  and 
chiding  the  secondary  circuit  from  the  line  wire,  until  after  tiie 
primary  circuit  has  been  completed ;  also  the  stirrups  do  not  again 
close  the  secondary  circuit  until  after  the  primary  circuit  has  beea 
broken.  If  it  is  desired  to  let  the  reverse  but  weak  secondwy 
current,  generated  on  the  completion  of  the  primary  circuity  pxo- 
oeed  through  the  line  wire  to  deprive  the  voltaic  magneto  of  the 
instruments  of  residual  magnetism,  it  is  only  neceasaiy  to  ao 
aoange  the  stizrup  that  it  shall  open  the  secondaiy  drcuit  to  ihe 
line  wire  before  the  primary  circuit  is  completed.  To  enable  the 
primary,  and  therefore  the  secondary,  current  to  be  sent  in  either 
direction  two  finger  keys  are  used. 

In  the  second  arrangement,  a  permanent  magnet  induces  an 
electric  current  on  breaking  contact  between  the  poles  of  the  mag' 
net  and  the  soft  iron  cores  of  coils ;  these  coils  can  be  lifted  by 
handles  arranged  with  stirrups,  studs,  and  springs,  in  a  similar 
manner  to  the  finger-keys  of  the  secondary  coil  arrangement  above 
described. 

4th.  Adjusting  clocks  or  timekeepers  to  time  by  electricity. 
An  electro-magnet  is  mounted  with  its  poles  exactly  behind  XII. » 
so  that  when  the  circuit  is  completed  by  the  governing  clock  it 
attracts  the  iron  or  steel  minute  hand  to  the  proper  time.  It  is 
proposed  for  the  governing  clock  to  complete  a  primary  or  local 
circuit  by  a  pin  on  the  minutes'  or  the  hours'  wheel  causing  a 
spring  to  dip  into  a  mercury  cup ;  when  the  minute  hand  points 
to  XII.,  the  spring  is  released  and  the  secondsiy  current  is  trans- 
mitted through  the  coils  of  the  distant  electro-magnets.  A  dosed 
tube  with  mercury,  as  in  the  second  improvement,  may  be  used 
instead  of  a  spring. 

[Printed,  S$.  %d.   See  Mochanics'  Kaguine,  vol.  47,  p.  357 ;  and  Fa^eiii 
Journal,  vol.  S,  pp.  46S  and  474.] 

A.D.  1847,  June  22.— N»  1 1,762. 

RUTTER,  John  Obadiah  Nbwell.— Emptying  ^ectricity 
to  give  alann,  in  cases  of  fire  and  burgbizy,  at  any  ^stanee  from 
the  place  of  danger. 

To  give  alarm  of  fire,  the  galvanic  cursent  is  made  to  tmvciae 
a  **  constant  or  differential  thoanometer "  when  the  mereuiy  in 
it  indicates  a  dangerous  temperature,  but  not  at  other  times; 
for  this  purpose  two  platinum  or  other  suitable  wires  are  sealed 
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into  liie  thcnuometeT  tube,  so  that  at  a  dangeroiu  tempewtuga 
the  mocuxy  completes  the  electric  drcuit,  but  not  ebe.  These 
wires  are  in  electric  coimection  wifb  a  galvanic  batteiy;  a  gal- 
I'anonieter,  alarm  bell  apparatus,  and  eleciaro-magnetic  coil  are 
also  included  in  the  circuit.  Several  thermometers  properly  fitted 
with  wires  are  placed  in  all  important  parts  of  the  house  and  the 
atem  ttppantuB  in  the  master's  sleeping  room,  thus  enabling  aoy 
flcnoua  increase  of  temperature  to  be  instantly  known.  When  the 
dccait  ia  oompleted,  the  coil  (by  the  induced  magnetiazn)  detaches 
a  soft  iron  bar  horn  a  permanent  magnet,  which,  fidling  upon  the 
detent  of  a  spring  or  other  alarum  puts  it  into  action  and  at  the 
nme  time  deflects  the  galvanometer  needle.  Several  galvanometers 
inay  be  need,  each  in  oomieGtion  with  a  separate  thermometer,  to 
ahow  tlie  dangerous  locality. 

The  same  alann  apparatus  is  used  to  give  notice  of  burglary,  but 
the  current  proceeds  through  the  galvanometer  in  the  reverse 
diieotion  to  that  giving  alarm  of  fire,  thus  deflecting  the  needle  in 
the  oppoaita  direction.  The  needle  may  thus  point  to  an  F  for 
" '  fire/  "  and  to  a '"  £ ' ''  for  burglars.  The  doorsand  windows  are 
made  ^le  means  of  protection,  and  the  electric  circuit  is  completed 
hy  a  platinnm  wire  moving  in  a  tube  open  at  the  top,  influenced 
by  the  movement  of  the  door  or  window;  the  tubes  are  partially 
filled  with  mercuiy  in  constant  connection  with  one  battery  pole. 
In  sash  windows  the  circuit  is  completed  by  sash  lines  interwoven 
with  metallic  wire,  brass  plates  and  knobs  are  fijced  in  the  "  rabbit " 
of  the  firame,  or  a  ball  taMa  into  an  aperture  when  the  door  or 
window  is  opened,  thus  completing  the  circuit. 

By  analogous  means,  intelligence  of  fire  or  trespass  in  any  part  of 
wemda,  doeks,  warehouses,  mines,  &c.,  of  the  temperature  of  bodies 
ia  ^^fc*™"^^  processes  or  conservatories,  and  "  of  the  temperature 
"  or  ppeasore  of  steam  in  steam  boilers,"  &c.,  may  be  oonv^rod. 

Conveying  inteUigence  on  railway  trains,  between  the  gnard 
saad  driver  (linr  instance),  by  means  of  galvanic  shocks.  For 
tbia  purpose  two  properly  insulated  conducting  wires  are  laid 
■kmgf  eadi  carnage  and  properly  connected  by  flexible  wire 
cohIb  having  soitable  hooks  and  rings.  An  electro^magnetio 
eoil,  aa  need  to  give  shocks,  and  a  galvanic  battery  are  placed  near 
ttM  guard's  seat,  and  the  rignal  is  conveyed  to  the  engine  driver 
bya  leotiier  strap  with  metaUic  knobs  on  which  his  hand  is  usually 
plaeed,  or  other  convenient  means ;  the  shock,  or  series  of  shocks 


124  ELECTRICITY  AND  MAGNETISM  : 

received  by  him,  on  batteiy  oonnectioii  hj  the  guard,  being  tihe 
signal  conveyed, 

[Printed,  lOd.    See  Mechanics'  Magwinft,  toL  4B,  p.  96;  and  Pnetioal 
Mechanics'  JoxmaiX,  vol.  8»  pp.  107  and  189. J 

A.D.  1847,  June  23.— N»  11,766» 

MAPPLE,  Hrnry,  brown,  William,  and  MAPPLE, 
Jamrs  Lodge. — "  Improvements  in  communicating  intelligence 
"  by  means  of  electricity,  and  in  apparatus  relating  thereto,  parts 
**  of  which  improvements  are  also  applicable  to  other  like  pur- 
**  poses,"  consisting  of : — 

1st.  A  method  "  of  arranging  a  magnetised  steel  disc  or  plate, 
*'  within  an  electric  or  galvanic  coil,"  to  give  motion  by  its 
deflection  to  the  above-mentioned  apparatus.  A  magnetised  disc 
is  mounted  on  an  axis  and  placed  in  a  coil,  the  axis  being  at  right 
angles  to  the  axis  of  the  coil.  This  is  applied  to  release  the 
striking  part  of  a  clock  at  the  top  of  a  telegraph  signal  instrument ; 
the  deflection  of  the  disc  axis  causes  a  "  lockiug  piece  "  to  be 
interposed  between  an  arm  vibrating  with  the  pendulum  and  a 
"  lifting  piece,"  whose  tail  then  lifts  the  ^'  rackhook  "  every 
vibration  of  the  pendulum,  until  the  locking  piece  returns  to  rest 
by  the  ceasing  of  the  cuirent.  The  disc  and  coil  are  also  used  to 
deflect  a  pointer  on  the  disc  axis  in  a  double  vibrating  or  osdl- 
lating  pointer  telegraph. 

2nd.  "  Employing  a  magnetised  disc  or  plate  of  steel  in  com- 
**  bination  with  an  electro-magnet."  A  clock  tndn  is  fitted  with  a 
lever  escapement  without  a  balance  spring,  the  balance-wheel  is, 
however,  magnetised,  and  is  worked  by  an  electro-magnet ;  the 
pointer,  being  placed  on  the  escape-wheel  axis,  can  be  made  to 
indicate  any  required  letter  on  a  circular  dial ;  the  '*  pole  changer  " 
used  for  tiiis  signal  apparatus,  consists  of  a  spindle  canyinn^ 
insulated  pins  which  make  the  requisite  connections  with  fixed 
springs  according  as  the  handle  is  moved  right  or  left*  Two  oih«r 
applications  of  the  above  method  to  giving  rignals  by  driving 
escapements  are  described  and  shown ;  in  one,  a  circular  plate  with 
a  flat  bevelled  edge  works  two  escape-wheels ;  and  in  the  other  a 
circular  motion  of  the  pointer  in  either  direction  is  obtained  by 
continually  deflecting  the  disc  in  one  direction  or  the  other« 
according  to  the  direction  it  is  desired  to  rotate  the  pointer.  This 
method  is  also  applied  to  releasing  the  dookwork  of  munoal 
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boxes ;  aad  by  means  of  a  ^'  permanent  keep  **  (to  prerent  "  the 
"  pngndicial  effect  of  residual  electricity  ")  a  double  vibrating 
pointer  telegn^h  is  worked  by  the  disc  and  electro-magnet. 
Lastly,  a  vibratii^f  pointer  telegraph  is  actuated  by  a  magnetised 
ling  surrounding  a  coil. 

drd.  A  step-by-step  telegraph,  in  which  the  pointer  may,  at  any 
time,  be  moved  back  to  the  starting  point.  The  pointer  is  fixed  on 
the  axis  of  a  toothed  segment  having  a  counterbalance  weight;  two 
electro-magnets  act  on  magnetised  discs  having  clicks  working 
into  the  toothed  s^^ment,  the  one  electro-magnet  thus  moves  the 
pointer  in  one  direction  or  the  other,  the  other  electro-magnet 
enablm  it  to  come  back  to  zero.  In  another  plan,  magnets  move 
over  the  poles  of  electro-magnets,  thereby  releasing  clicks  and 
moving  the  planter  as  in  the  above  telegraph ;  in  this  arrangement, 
however,  only  one  direction  of  the  current  is  used,  the  parts  being 
returned  to  tiieir  original  position  by  springs ;  the  steel  permanent 
magnet  (or  soft  iron)  is  *'  a  portion  of  a  ring."  In  a  third  plan,  two 
magnetised  circular  plates  having  "  a  cut  made  half  way  through 
**  them,"  and  fixed  so  "  that  their  poles  are  not  over  or  opposite  to 
"  each  other,"  are  made  to  work  a  pallet  wheel  as  above,  by 
pallets  on  one  shaft,  when  the  current  is  sent  in  one  direction 
round  an  electro-magnet ;  when  the  current  traverses  in  the  other 
direction  it  releases  a  roller  from  the  wheel  and  enables  the  pointer 
to  come  to  zero. 

[Printed,  Sv.  9d,    Seo  Bepertoiy  of  Arta,  vol  11  (enlarged  teries),  p.  65.]  ] 

A.D.  1847,  July  3.—N»  11,776. 

WEARE,  RoBBRT. — **  Improvements  in  clocks  or  time-keepers," 
oonaisting  of  various  applications  *'  of  magnetism  and  electricity 
*'  to  the  vibrations  of  a  balance,  and  also  a  pendulum;"  as 
follows : — 

1st.  The  balance  is  made  of  ''two  semicircular  permanent  steel 
**  magnets,"  with  their  similar  poles  facing  each  other;  a 
cylmdrical  coil  of  insulated  copper  wire,  having  the  magnets  of  the 
bttlaoce  free  to  move  through  its  axis,  has  an  electric  current 
pusing  through  it,  which  causes  the  balance  to  vibrate  in  one 
direction  or  its  opposite  according  to  the  direction  of  the  current, 
that  direction  being  properly  changed  by  wires  projecting  from  the 
balance  '*  axis  "  completing  the  circuit  on  an  inlaid  disc  alternately 
in  oppoote  directions.    ''A  spiral  spring,"  fixed  to  ''the  balaaoe 
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<'  staff''  at  one  end,  and  to  the  '*  back  plate"  of  the  clock  at  the 
ether,  reguhitea  the  time,  and  oountevacts  "  the  power  of  tike  oofl 
*'  Qpon  the  opposite  poles  of  the  balanoe." 

Two  methods  of  generating  *'  the  eleotrio  fluid  nqnired  to  koq> 
**  the  clockwork  in  motion  "  are  set  forth ;  one  in  which  copper 
and  perforated  amalgamated  zinc  plates  are  placed  hcmontaily  in 
a  vessel  containing  "  chloride  of  calcium/'  *'  sponge,"  and  **  aaad  '* 
between  the  plates;  a  second  in  which  "common  gas  coke"  and 
amalgamated  zinc  plates  are  placed  uprightly  in  the  eaiih. 

2nd.  A  balance  is  made  to  vibrate  by  means  of  a  magnetic 
needle  fixed  upon  its  axis  passing  through  a  galvanometer  coil. 
The  vibration  is  kept  up  by  connection  of  the  coU  with  the  batteiy 
being  made  and  broken  at  suitable  intervals.  A  spring  fixed  on 
the  balance  staff  moves  "  the  balance  in  the  contrary  direction  to 
"  the  magnetic  coil." 

3rd.  "An  electro  bar  magnet"  on  the  balance  staff,  in 
connection  with  a  fixed  permanent  magnet,  enables  the  balance  to 
vibrate.  The  bar  is  magnetized  by  the  electric  current  only  when 
opposite  the  poles  of  the  permanent  magnet,  which  then  repels  it 
and  breaks  the  electric  current.  The  bar  (assisted  by  a  spring)  Is 
then  attracted  towards  the  permanent  magnet  by  induced 
magnetism,  thus  producing  vibration  of  the  balance. 

4th.  Giving  motion  to  a  pendulum  by  means  of  "an  electro 
**  bar  magnet"  ''fixed  to  the  bottom  of  the  pendulum  rod," 
which  is  attracted  by  the  poles  of  a  permanent  magnet,  except 
when  at  the  extremity  of  its  vibration,  it  being  then  magnetized 
so  that  its  poles  repel  those  of  the  permanent  magnet. 

dth.  Giving  motion  to  a  balance  by  means  of  "a  diy  pile" 
composed  "  of  plumbago,  zmc,  and  paper."  "  A  glass  rod  "  on 
the  balance  staff  has  a  small  gilt  bulb  which  gives  motion  to  the 
balance  by  vibrating  between  the  opposite  poles  of  the  pile. 

6th.  Giving  motion  to  a  pendulum  by  means  of  a  dry  pile.  The 
bottom  of  the  pendulum  rod  carries  a  glass  ann  with  a  gilt  bulb 
which  vibrates  between  the  poles  of  the  pile. 

7th.  "  Obtaining  motion  to  the  balance  axis"  by  a  permanent 
or  electro  horseshoe  magnet,  which  is  turned  by  means  of  a 
"  lever,"  "oollett,"  "roller,"  and  "pm"  in  the  roller,  at  each 
attraction  of  a  magnetic  needle,  so  as  to  repel  the  pole  which  was 
before  attracted.  A  single  pole  of  a  pennanent  magnet  may  aet 
by  attraction  only. 
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Sth.  The  application  of  magneto  to  the  vibration  of  a  peDdohiin 
mnyimg  a  magnetic  bar.  The  pendulum  rod  strikes  against  lerers 
(at  im  exUtnuii^  of  its  arc)  that  alter  the  position  of  the  magnets^ 
m  in  ihit  7tii  improvement. 

The  Tibrations  of  the  balance  or  pendulum  caused  bj  either  of 

the  above  methods,  may  be  used  to  give  "  motion  to  the  works  of 

"  a  dodc  "  by  means  of  a  pin  on  the  balance  staff,  or  of  the  pallets 

of  the  pendulnm,  '*  showing  a  second  to  every  vibration." 

pprinted,  1«.  8d.    See  Repertory  of  Arts,  vol.  11  {entarffed  series),  p.  129 ; 
and  Patent  Jounuil,  voL  4,  p.  175.] 

A.D.  1847,  July  3.— N»  11,783. 

STAITB,  IViLLTAM  Edwabds.  —  **  Certain  improvements  in 
lighting,  and  in  the  apparatus  or  apparatuses  connected  tiiere- 
wkh,"  oenaasting  of: — 
1st.  Construetang  electric  light  apparatus  so  as  to  give  the  lower 
electiode  a  rotary  motion  at  the  same  time  as  a  vertical  motion. 
The  lofwer  efeotiode  holder  has  a  long  screw  cut  on  its  lower 
portion,  which  is  also  mounted  with  a  cross  piece  working  in  the 
slot  of  a  slotted  tube.  Motion  is  given  to  the  lower  electrode  by 
clockwork,  which  is  liberated  only  when  the  electric  current  is 
gieater  or  less  tiian  an  average  amount  by  the  soft  iron  core  of 
a  eoil  in  the  circuit;  for  this  purpose,  the  shaft  of  two  crown 
pimons  in  the  clockwork  train  rests  upon  the  core,  and  their  crown 
wheel  IB  thereby  rotated,  in  one  direction  or  its  opposite,  whenever 
the  core  rises  above  or  ftdls  below  a  given  space,  the  crown  pinions 
being  at  a  greater  distance  apart  than  the  diameter  of  the  crown 
wheel.  An  endless  screw  on  the  crown  wheel  axis  gives  rotary 
motion  to  the  slotted  tube,  in  which  the  screwed  end  of  the  lower 
electrode  holder  is  free  to  move  up  or  down  when  motion  is  given 
to  the  tube ;  a  nut  made  fast  to  the  framing  causes  the  electrode 
holder  to  rise  or  Ml  according  to  the  direction  of  its  rotation.  The 
soft  iron  core  is  adjustable  to  the  electric  power  used  by  means  of 


2nd.  The  application  of  melted  sugar  to  a  mixture  of  coal  and 
*'  Chnrk's'*  [Church's?]  patent  coke  (See  N»  11,010?)  for 
manniacturing  carbon  electrodes.  The  coal  and  coke  is  mixed, 
pulverized,  heavily  pressed  and  heated  in  wrought  iron  moulds, 
lAmged  whilst  hot  into  melted  sugar,  and  heated  and  plunged 
into  BMlled  sugar  alternately,  as  often  as  may  be  thought  re- 
qiiisite. 
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3rd.  The  application  of  currents  of  electricitj  to  light  up  or 
extinguish  signal  lamps.  A  fine  platinum  wire  lights  the  wide  of 
the  lamp  on  heing  heated  by  the  passage  of  the  electric  cunent; 
and  on  the  removal  of  the  detent  of  a  clockwork  escapement  by 
an  electro-magnet  an  extinguisher  at  the  end  of  a  lever  is  depressed 
over  the  light. 

•  [Printed,  2«.  9(2.  See  Bepertory  of  Arts,  vol.  12  {enlarged  9erie9),  p.l4B; 
London  Journal  (NewUm't),  vol.  8S  {conjoined  eeriee),  p.  896 ;  Mecnanics' 
Manudne,  vol.  48,  p.  49 :  Patent  Journal,  vol.  4,  p.  169 ;  and  EngineerB*  and 
Architects'  Journal,  vol.  11,  p.  49.] 

A,D.  1847,  August  3.— N"  1 1,828. 

FLETCHER,   Theodore.  —  ''An    improved    manufekcture   of 
"  speculums  for  various  purposes." 

This  invention  consists  '*  in  coating  the  backs  of  glasses  which 
'^  have  been  quicked  or  sUvered,  as  it  is  caUed,  for  the  purpose  of 
"  speculums,  such  as  mirrors,  looking  glasses,  or  reflectors,  with 
"  metal  by  means  of  the  process  called  electro-plating,  whereby 
"  great  protection  firom  injury  is  afforded  to  the  quicksilver  of  the 
''  speculums,  and  a  much  stronger  power  of  reflecting  light  given 
"  to  the  speculum." 

The  process  is  as  follows ; — ^The  silvered  glass  plate  is  carefully 
varnished  over  with  a  mixture  of  "  shell-lac,  spirits  of  wine,  and 
'*  lamp  black;"  whilst  the  varnish  is  still  '* tacky,"  "finely 
powdered  blacklead,  or  black  oxide  of  manganeese,  or  other 
metallic  oxides  or  powders  "  are  shaken  "  over  it  firom  a  fine 
muslin  bag;"  it  is  then  covered  ''with  leaf  metal,"  the  plate 
submitted  "  to  any  of  the  ordinary  electro-plating  processes,"  and 
a  "  coating  of  copper"  (preferably)  thereby  precipitated  "  over  the 
"  entire  back  of  the  plate." 

Speculums  may  be  submitted  "  to  the  process  of  electro-plating 
"  on  the  back,"  or  covered  "  with  metal  by  means  of  electricity  in 
*'  any  of  its  various  forms  arranged  for  the  purpose." 

[Printed,  Zd,    See  London  Journal  {I^ewton'e)  ijol.  82  {conjoined  t^riet). 

S.  116;  Patent  Journal,  vol.  4»  p.  296;   and  jBngineers*  and  Architects 
oumal,  vol.  11,  p.  116.] 

A.D.  1847,  September  2.— N«  11,849. 

WARD,  William  Sykes. — ^Various  **  improvements  in  conmuini* 
"  eating  motive  power "  by  mechanical  means,  applicable  to 
working  railway  signals  and  breaks,  are  set  forth. 
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Improvements  in  oonmiunicating  intelligence  bj  the  agency 
of  Toltaic  electricity."  Signals  are  indicated  by  the  deflection  of 
elecbo-dynamic  coils,  free  to  vibrate  over  the  poles  of  fixed  horse- 
shoe permanent  magnets,  the  axis  of  the  coil  being  coincident  with 
the  axis  of  the  magnet ;  two  coils  are  used  in  the  same  circuit,  and 
by  means  of  stops  one  ooU  only  is  deflected  to  each  direction  of  the 
electric  current.  Methods  of  mounting  the  coils,  the  arrangement 
of  the  alphabet,  and  a  spring  keyboard,  are  set  forth  in  detsJl. 

Improvements  in  revolving  pointer  and  dial  telegraphs.  When- 
ever the  electric  circuit  is  completed  or  broken,  the  armature  of  an 
electro-magnet  is  attracted  or  sprung  back,  thereby  giving  motion 
to  a  "pallett "  and  pallet  wheel ;  a  coil  passing  round  the  poles  of 
a  pennanent  magnet  (as  above)  is  at  the  same  time  deflected  so  as 
to  indicate  the  outer  or  inner  drcle  of  letters  on  the  dial,  or  to  stop 
and  ad^juat  the  pointer  by  a  projecting  arm,  according  to  the 
direction  and  frequency  of  continuous  deflection.  A  bell  may  be 
rung  by  a  local  circuit;  two  strips  of  metal  (one  attached  to  the 
coil,  the  other  to  the  pointer  axis)  coi^ointly  complete  the  circuit. 

Communicating  signals  on  railways.  A  disc  is  so  arranged,  by 
the  motion  of  a  weight  or  spring  (to  be  occasionally  wound  up) 
acting  on  cranks,  as  to  turn  half  round  and  return  back  again, 
when  pennitted  so  to  do  by  certain  catches ;  one  catch  acts  by  a 
spring  when  no  rignal  is  made,  the  two  others  are  brought  into 
action  and  the  spring  catch  released  by  electro-magnets  excited  by 
a  local  circuit,  including  one  or  the  other  electro*magnet,  according 
to  the  direction  of  deflection  of  coils  (as  above)  by  the  long 
circuit.  This  apparatus  may  be  applied  to  a  semaphore  signal 
with  moveable  arms.  When  the  signal  is  worked,  it  may  convey 
a  counter  signal,  by  striking  against  a  spring,  and  momentarily 
intexmpting  the  circuit. 

[Pvinted,  t$.  Id,   Bee  Repertory  of  Arts,  toL  11  i&nkirffdd  seriei),  p.  288; 
■nd  Patent  Journal,  vot  4,  p.  408.] 

A.D.  1847,  September  9.— N«  11,868. 

ROBERTSON,  Joseph  Clinton.— This  invention,  entitled 
^  Certain  improvements  in  the  manufacture  of  metals  firom  their 
ores,"  consists  of  the  application  of  electricity  to  the  ores  in  a 
fused  state,  to  separate  from  them  "  sulphur,  phosphorus,  arsenic, 
"  and  other  volatizable  matters "  which  proceed  "to  the  electro- 
**  positive  pole  "  of  the  battery. 
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A  fdmace  or  kiln,  similMr  to  "  mi  (Nrdinaxy  lime-kila,"  formed 
of  non-eooductiiig  and  heat-resifltiiig  mftterials,  has  akenuile 
kjen  of  fuel  (ooke  preferred)  and  ore  laid  upon  the  kon  gnU 
bin,  and  an  "  iron  ring  or  croai "  laid  "  on  the  middle 
*'  of  the  topmost  layer; "  the  undermoet  layer  of  fnel  is 
kindled,  and,  as  soon  as  the  mase  is  moderate^  ignited,  the 
iron  ring  and  the  grate  bam  are  respectively  oonneoted  with 
opposite  poles  of  a  galvanic  batteiy,  or  other  source  of  dectrieity. 
"  The  lowest  and  best  calcined  portions  of  the  mass  are  to  be 
''  drawn 'Off  from  time  to  time,"  and  the  '' furnace  most  be  re- 
**  plenished  from  the  top"  in  proportion.  The  ore  "  is  then  to  be 
*'  washed  and  reduced,  either  in  retorts  by  ooncentratioB,  or  in  a 
"  blast  furnace  according  to  the  modes  in  ordinary  use." 


CPriiited,8<L    See  London  Journal  (Newitm't),  toL  SB  {eaMmed  mtim), 
p.  201 ;  Mechanics'  Hagasine,  toL  48,  p.  200 ;  and  Patent  Journal,  yoL  4, 


A.D.  1847,  September  30.— N*  11,878. 

DE  LA  SALZEDE,  Charlbs. — "Improvements in  brasaiiig and 
"  bronzing  the  surfaces  of  steel,  iron,  zinc,  lead,  and  tin." 

Electro-brassing  and  electro-bronzing  the  above-mentiomed 
surfaces  by  means  of  aqueous  solutions  of  chemicsJi  salts. 

A  solution  for  brassing  is  described,  containing  "  sub-carbonate 
*'  of  potash,"  chloride  of  copper,  sulphate  of  zinc,  ''azotste" 
[nitrate  ?],  of  ammonium,  and  cyanide  of  potassium,  in  certain 
proportions;  this  solution  is  to  be  "kept  for  about  five  hours 
**  under  thei  action  of  a  battery  with  a  rapid  current  (like  that 
*'  of  Bunsen,  of  Groves,  of  Daniel),"  and  at  a  temperature  of 
77^  Fahrenheit. 

Another  solution  for  brassing  is  described,  containing  "sub- 
"  carbonate  of  potash,"  chloride  of  copper,  sulphate  of  zinc,  and 
cyanide  of  potassium,  in  certain  proportions ;  this  bath  is  to  be 
subjected  cold  to  voltaic  action  for  the  same  time  as  tiie  former 
solution.  A  brass  "  electrode "  or  dissolving  plate  is  used  with 
these  brassing  solutions. 

In  electro-bronzing,  chloride  of  tin  is  used  instead  of  sulphate 
of  rinc,  and  a  bronze  "electrode  *'  or  dissolving  plate  is  employed. 
"  In  either  of  the  processes  bef<»e  described,"  instead  of  "the 
sulphate  of  zinc  or  chloride  of  tin,  any  neutral  salts  and  *'  [of?] 
zinc  or  tin  acids  may  be  employed,"  and  "neutral  satts  or  acids, 
so  long  as  the  bath  is  suffidentiy  rich  in  potash,  that  there  may 
be  no  action  upon  the  blue  paper  of  tumsol"  [litmus  TJ. 
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''The  proportions  of  the  salts  of  copper,  or  of  tin  or  zinc,  may  be 
"  Taried  according  to  the  shade  of  color  required  for  the  article 
"  to  be  covered/* 

Hiese  processes  maj  also  be  applied  to  coating  '*  other  metal, 
'*  such  as  alloys  of  metals,  or  when  alloyed  with  bismath  and 
"antimony." 

CPriiiieA,5<i.  See Sepertoiy  of  Arte, Td.n  {mOm^tdmtiMi),  p. Mt;  Lon* 
don  Joomal  ilfewtoH'g),  vol.  88  {oonjoinsd  Mriei)^  P*  260 ;  Ftttent  Joumal. 
Y9L4^p.M6;  aBAEiiKiiBeen'aiidArdiiiecti6'Jaim]al,T(>Lll,i>.l«S.] 

A.D.  1847,  October  7.— N»  11,886. 

BAIN,  AuiXANDBR. — Ist.  '' Aixanging  wind  mnscal  instnunents 
"  together  wi^  apparatus  in  inch  manner  thai  by  the  passage  of 
"  pcsforated  snifaces  the  notes  of  tiie  instnuoents  may  be  per- 
^  silted  toBoond  in  sodi  order  as  nny  bedeaived  to  produce  a 
"  given  tone/'  In  an  instarmaept  with  **  metal  spring  tongues,^ 
like  opemngs  mboTe  the  srrcnl  notea,  which  pennit  the  air  ftoai 
the  wind  chest  to  vibrsAe  the  spsings,  are  opened  and  dosed,  so 
as  to  prodnoe  the  reqaned  mdody  by  the  passage  ti  per- 
fonied  paper  or  other  suitable  snrfiaoa  over  thcBBy  the  paper 
being  ao  aoanged  on  roUers  as  to  be  drawn  **  mnr  the  perforated 
«  eoror''  ''of  tiie  sevoral  chaoibcrs."  The  notes  will  only  somsd 
when  a  perforation  in  tiie  paper  oomes  over  an  opening  in  the 
eover,  and  the  width  and  sitoatiDn  of  the  pesforationB  will  deter- 
mine tiie  duration  and  tone  of  eadi  note. 

2Dd.  **  Playing  on  aeveral  nniaical  iastniments  simnltaneoiTsiy 
^  by  means  of  efedio-magnetic  apparatus  intenrened  between  the 
"  inatmmenta.*'  In  a  keyed  instmment,  eadi  key,  on  bding  stmek, 
brings  into  contact  two  pieoes  of  metal,  connected  with  the  baiteiy 
and  Willi  a  ^^tempcrary  magnet'^  over  the  k^  of  a  similar  note, in 
as  mMay  mnsieal  instranaents  as  may  be  desired  to  be  played  at 
onee.  In  being  attracted  to  the  poles  of  the  temporary  magnet 
the  keeper  also  strikes  the  key  over  whidi  it  is  plaeed«  This  inven* 
tion  may  be  adapted  to  the  perforated  surfikoes  of  a  ad^«cting 
apparatas,  by  having  a  spring  and  stud  for  each  note  connected 
with  the  battery,  and  kept  apart  from  %he  other  pole  by  the  paper^ 
except  where  the  perforations  are ;  by  battery  connection,'electro^ 
magnets  may  act  on  other  instruments. 

rPrinted,  9d.  See  Sepertoiy  of  Arts,  vol.  11  {enUtrged  a&ries),  p.  287 :  Lon- 
dea  Jounukl  {J!fmift<m*9),  vel.  tt  {mnj^imed  $erit9h  p.  MS;  and  Atent 
Jonraal,  toL  4i,  p.  (BLj 
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A.D.  1847,  October  7.— N»  11,887. 

BROWN,    Sir   Samuel. — ^"  Improvementa    in   propelling  and 

**  steering  vesaelfl,  and  improvements  in  the  manner's  compass," 

consisting  of: — 

1st.  "  Improvements  in  the  construction  of  and  manner  of 

working  marine  propellers,  and  other  methods"  ^'for  aooele- 

rating  the  velocity  of  ships  and  vessels,  more  espedallj  under 

**  the  combined  agency  of  the  sails  and  steam  power,  and  at  all 

times  i^imifiiwhitig  the  risk  of  striking  on  rocks  or  shoals,  or 

navigating  in  intricate  channels,  aided  by  a  shoal  wamer." 

2nd.  ''An  important  improvement  in  the  mariner's  compass, 

particularly  adapted  for  iron-built  ships,  by  which  I  am  enabled 

to  elevate  it  a  sufficient  height  above  the  deck  to  be  beyond  the 

influence  of  lateral  or  local  attraction,  while,  by  the  more  favourable 

exposition  of  the  points  on  a  vertical  zone,  they  are  rendered  visible 

in  all  directions."    A  mariner's  compass  is  described  and  shown 

raised  on  a  pillar,  on  the  most  convenient  part  of  the  deck,  a 

sufficient  height  beyond  the  influence  of  local  attraction."    Hie 

<x>mpass  box  has  a  glass  bottom,  through  which  by  means  of 

lamps  in  the  compass  box,  the  image  of  the  compass  card  is  thrown 

on  to  a  mirror  mounted  on  a  pedestal ;  the  helmsman  views  the 

reflected  compass  card  and  steers  thereby.    The  needle  is  "sus- 

"  pended  under  the  pivot  point,"  on 'a  cone,  and  the  compass  card 

is  made  in  the  form  of  a  hollow  cylinder,  round  the  circumference 

<3i  which  the  points  of  the  compass  are  marked,  so  that  the  card 

can  be  seen  at  a  distance  through  openings  in  the  side  of  the 

•compass  box  by  means  of  the  lamps.     "A  circular  hollow  rim 

**  inside  of  the  compass  box "  contains  oil  for  the  lamps,  and  is 

£tted  with  suitable  pipes  and  cocks,  connected  with  the  lamps 

through  a  circular  opening  in  the  upper  part  of  the  compass  caid. 

The  pillar  supporting  the  compass  is  jointed,  in  order  to  lower  the 

compass  to  trim  the  light. 

[Printed,  8«.8(/.] 

A.D.  1847,  October  7.— N«  11,894. 

DUJARDIN,  PiBRRB  Antoinb  Joseph. — "Improvements  in 
**  electro-magnetic  telegraphic  apparatus,"  consisting  of: — 

1st.  An  apparatus  for  producing  audible  signals.    "A  long  but 
**  thin  rectangular  permanent  magnet"  is  supported  on  a  centre, 
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BO  tihat  one  of  its  poles  may  oscillate  in  a  horizontal  plane  between 
the  poles  of  an  electro-magnet ;  on  its  deflection  by  the  poles  of 
the  excited  electro-magnet,  its  other  pole  strikes  a  glaaB  bell; 
either  a  block  of  wood  and  a  glass  beU,  or  two  glass  bt^,  maj  be 
used. 

2nd.  An  apparatus  for  marking  '' messages  on  paper  by  means 
"  of  groups  of  dots  of  ink."  By  means  of  a  "long  pin  taking 
"  into  a  forked  arm,"  ordinary  clockwork  rotates  a  paper  drum 
having  a  screw  axis,  under  which  is  placed  a  "telegraphic  pen" 
mounted  delicately  on  an  axis,  and  having  an  arm  to  which  is 
affixed  a  bar  permanent  magnet ;  the  pen  is  made  to  rise  against 
the  paper,  out  of  an  inkstand,  by  the  repulsion  of  the  permanent 
magnet  by  an  dectro-magnet,  whenever  the  electric  circuit  is 
completed ;  the  paper  is  placed  on  cylinders  of  thin  metal  which 
are  slipped  over  the  drum  as  required.  Or  the  clockwork  may 
merely  revolve  an  endless  band  of  paper  on  rollers,  and  by  means 
of  a  screw,  oommnnicate  lateral  motion  to  the  eleetro-magnet,  pen, 
and  inkstand. 

The  above  signal  apparatus  may  either  be  used  with  the  herein- 
after mentioned  magneto-electric  apparatus  or  with  a  galvanic. 
batieiy. 

SkL  Magneto-electric  machines  for  the  abovementioned  tela» 
gtKfhJic  apparatus.  In  one  arrangement,  the  induction  coils 
envelope  the  ends  of  the  permanent  magnets,  and  electricity  is 
excited  in  them  by  suddenly  removing  an  iron  bar  or  armature 
from  the  magnet  by  a  lever.  In  a  second  anangement,  coiled  iron 
bar*  are  placed  between  the  permanent  magnet  and  the  armature. 
Li  a  thhrd  anangement,  a  plate  of  iron,  mounted  on  an  axis, 
rotates  before  either  the  coiled  magnets  or  coiled  iron  bars.  In 
connection  with  the  latter  arrangement,  an  alphabetical  keyboard 
is  used,  which  completes  the  circuit  by  means  of  springs  pressing 
against  wire  sunk  in  the  threads  of  a  revolving  wooden  screw ; 
or  the  keys  raise  certain  rods  against  the  insulated  threads  of  a 
screw  by  means  of  plates  suitably  cut  out  and  arranged  in  a  box 
under  the  rods. 

[FtfBM,U,Md.   See  London  Jollnua(^'Moe(m'«),To1•  81  (AM^/d<iMdMr^ 

A.D.  1847,  October  14.— N»  11,910. 
WALL»  Abtbur.— The  titie  of  this  invention  is :— '^  A  new  or 
"  improved  apparatus  for  and  method  of  separating  oxides  from 
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''  tiieir  oompoondi  a&d  each  oilier;**  and  the  inrentioii  rdates  to 
^  tiM  arrtngiiig  of  a  series  of  laagnets  into  aa  ^)p«niiiu  ibr 
''  sepanAmg  03dde8  of  mm  from  other  oxides  and  from  otiwr 
''  matters." 

''  Two  frames  or  drmns  "  cany  ''  an  endless  strap  of  leather  or 
"  otiier  snitable  flexible  msAerial,**  on  whose  suifhee  "  are  fixed  a 

series  of  magnets/'  "  and  in  oonneetion  therewith  are  iiun  iron 

or  steel  plates,**  "whidi  are  split  into  narrow  strips,  and  wfaid 

are  tnmed  edgewise,  so  as  to  leave  spaces  between  them.** 
Iliese  plates  are  listened  between  two  ma^^e^  spates. 

ne  gronnd  ore  is  placed  in  •  troogh  in  whieh  magnets  move, 
and  tlM  oxides  of  iron  are  ooUected  hj  magnets  fixed  orer  a  septt- 
mte  portion  of  the  trough,  hafring  similar  poles  opposite  to  tlw 
movrng  magnetS)  thereby  neutiahzmg  their  action^  and  fnnWing' 
the  oxides  of  iron  to  drop  into  the  proper  receptacle. 

In  applying  the  in^rention  to  purifying  copper  ores,  so  anto  leave 
them  "  in  •  better  condition  to  be  deak  with  in  manuihetiiringr 
"  copper,*'  the  ore  is  to  be  first  roasted  and  ground,  then  sul^ 
nntted  to  the  netion  of  the  magnets  by  whidi  the  oxides  of  iron  are 
separated  from  other  mattots. 

Either  permanent  magnets  or  electro-magnets  may  be  used,  hoi 

pnrerenee  is  gtren  to  pemanent  magnets. 

[Printed,  9if.    See  Sepertoiy  of  Arli» rol.  19  {miaraed  wHm),  p.S2 ;  ViteBt 
JoonuO,  tqL4  pwfi28i  nnd  Engineen'  and  Arohiteeti'  Jodraal,  tcL  U, 

p.lM.3 

A.D.  1847,  October  26.— N*  11,926. 

PETRIE,   GsoROB. — "  Certain   improvements  in  electric  tele* 

graphic  appamtus,"  consisting  of: — 

1st.  A  "  keyboard  in  which  the  contacts  are  made  by  springs 

coming  against  pieces  of  fixed  metal  immersed  in  mercuxy/'  or 
tnce  vertd.  Two  keys  complete  the  line-wire  circuit  when  un- 
touched, but  admit  the  batteiy  circuit  in  one  direction  or  the 
other,  according  to  the  key  depressed. 

2nd.  A  local  circuit  completer.  One  of  two  separate  local  circuita 
is  completed^  according  to  the  polarity  of  an  electro-magnet  in  the 
telegraphic  circuit,  by  -the  attraction  of  permanent  magnets  sus- 
pended by  their  similar  poles  on  two  separate  axes,  so  as  to  have 
their  free  poles  opposite  the  contrary  poles  of  the  electro-magnet. 
When  the  electro-magnet  is  not  excited  the  inductive  power  of 
the  permanent  magnets  on  the  electro-magnet  is  balanced. 
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dtd.  A  "  eireuit  commaiiicaior/'  **  to  comminiicato  hj  self 
"  Mctian  tiie  aigBsl  from  one  drcuit  to  aoother."  The  2iid  im- 
prorement  is  applied  to  complete  ft  bniich  circuity  oonnected  witii 
ft  second  battery,  in  the  same  direction  as  the  main  eircait. 

Mi.  **  Commmiicsting  an  intermittent  revolving  motion  to 
"  dectric  teSegraphic  indices."  A  ratchet  wheel  on  the  index 
aads  is  worked  bj  a  daw  on  the  end  of  a  lever  whose  axis  is  con- 
eentric  with  that  of  the  ratchet  wheel.  Hie  claw  lever  may  be 
moved  by  any  kind  of  electric  means ;  an  ekctro-magnet,  as  well 
as  a  galvanometer  action,  are  described  and  shown. 

5th.  Releasing  telegraphic  clockwork  by  electricity.  A  pallet, 
actuated  by  an  electro-magnet,  moves  in  a  plane  punHel  to  the 
axk  of  a  wooden  cylinder,  having  stop  pins  radiating  interme- 
^flMy  from  its  surface  in  two  rows,  one  row  being  on  each  side 
of  Uie  cylinder. 

Ml.  "  A  telegraphic  dial  plate  having  two  revolving  indices,** 
each  actuated  by  its  own  mechanism.  Two  concentric  circles  are 
used,  one  contaimng  the  numerals  to  9,  the  other  the  tens  to  90; 
eadi  elementary  signal  is  indicated  by  the  position  of  the  indices 
taken  together,  consequently  100  stgnals  can  be  conveyed.  The 
4th  or  5ih  improvement  woriu  the  hands. 

7ih-  A  dial  for  oonvernng  with  the  alphabet.  The  6th  im- 
prarement  is  apfdied  to  alphabetical  signals  by  azranging  the 
alphabet  into  five  groups  of  five  letters  each,  the  short  hand  points 
to  the  group,  the  long  hand  to  the  position  in  the  group. 

In  ^is  and  the  last  improvement  each  medtaoasm  may  be 
woflicd  by  a  local  drcuit ;  or  one  direction  of  the  main  current 
may  work  one  mechanism  and  the  opposite  direction  the  other. 

dth.  A  "telegraphic  governing  apparatus,*'  used  in  connection 
with  a  "governing  circuit**  to  modiiy,  control,  connect,  insidate, 
and  divide  other  long  telegraph  circuits.  The  apparatus  acts  by 
means  of  intermittent  currents  or  "  shocks ;"  the  positive  shocks 
working  the  escapement,  and  the  negative  shocks  preventing  a 
second  dodc  train,  connected  with  the  apparatus,  from  following 
the  motion  of  the  escape-wheel  train.  By  means  of  a  cireiut  com- 
pleter (See  2nd  head)  acting  on  two  distinct  local  circuits  (which 
SM  further  completed  or  interrupted  by  a  "  neutralizing  whed  " 
sad  "govemiBg  whed**  respectivdy),  and  tiienoe  on  a  " stopper 
"  Bfting'*aad  "detuning ''magnet,  a  stop  is  i^aoed  and  retained 
in  a  "  difaiiniwartng  **  whed  or  not,  aoeording  to  tiie  number  of 
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moyements  made  by  the  escapement  by  means  of  poaHiye  shocks, 
before  a  negatiire  shock  is  sent  along  the  governing  circuit.  Bj 
the  above  means,  from  a  distant  station,  communication  with  any 
other  station  may  be  e£Eected  or  cut  off. 

9th.  Including  in  one  circuit  Bain's  transmitting  and  recording 
apparatus  (See  N**  11,480?)  and  the  ''  governing  84)paratu8"  mmi- 
tioned  in  the  8th  improvement.  The  circuit  is  divided  into  two 
portions,  the  weaker  of  which  acts  on  the  circuit  completer  of  the 
governing  apparatus ;  the  other  circuit  passes  through  the  **  go- 
''  veming  wheel "  and  into  the  recording  apparatus.  The  intelli- 
gence must  be  transmitted  by  such  rapid  shocks  that  the  escape- 
ment of  the  governing  apparatus  is  not  acted  on. 

10th.  ''  A  railway  danger  signal  apparatus,"  to  enable  informa- 
tion of  danger  to  be  conveyed  to  a  "  station  "  from  intermediate 
parts,  or  "  local  divisions,"  of  the  line  of  rail.  A  dosed  galvanic 
circuit  is  broken  by  the  depression  of  a  key  at  certain  telegraph 
posts,  and  causes  the  escapement  of  an  electro-magnet  (See  5th 
head)  to  give  signals  according  to  the  number  of  breaks  made  in 
the  circuit.  A  movement  of  the  pointer  to  the  right  or  left  refers 
respectively  to  the  down  and  up  lines  of  rail. 

11th.  "A  railway  progression  signal  apparatus."  By  a  some- 
what similar  arrangement  to  that  described  in  the  last  improve- 
ment, except  that  a  pendant  rod  projecting  from  the  telegraph 
post  enables  a  rod  fixed  to  the  locomotive  to  break  the  circuit,  the 
position  and  progress  of  a  train  is  telegraphed,  and  a  dial  pointer 
made  to  progress  accordingly.  If  a  stoppage  occurs,  the  circuit 
is  kept  broken,  and  the  dial  hand  points  to  an  intermediate  set  of 
red  signals. 

12th.  "  A  railway  safety  signal  apparatus,"  to  communicate 
safety  signals  to  a  moving  train  so  long  as  there  is  no  obstoictioii 
on  the  line.  A  somewhat  similar  arrangement  to  that  described 
under  the  10th  and  11th  heads  is  adopted,  except  that  an  appa- 
ratus is  placed  in  the  guard's  van  in  connection  with  the  station 
through  the  rails,  and  (unless  the  circuit  is  purposely  broken  at 
the  station)  completing  the  circuit  at  every  telegraph  post. 

13th.  A  "railway  governing  apparatus"  for  preventing  col- 
lisions. "The  progression  and  safety  signal  apparatus  "  are  com- 
bined in  a  somewhat  similar  arrangement  to  that  already  described, 
and  give  the  combined  advantages  of  the  two  arrangements.  "  A 
"  speaking  telegraph  "  is  in  connection  with  the  apparatus.    Two 
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line  wires  are  used,  so  that  the  ''safety"  circuit  is  "half  of  the 
**  progression  and  danger  circuit." 

14th.  Insulating  suspended  telegraph  wires.  In  a  cast-iron  post 
a  wioughi-iron  rod  is  fixed,  having  a  shoulder;  over  the  top  of 
the  post  are  placed  alternate  covers  of  conducting  and  non-con- 
ducting material ;  the  telegraph  wire  is  fastened  to  metallic  rings 
that  rest  on  the  non-conducting  covers,  and  have  metallic  pins 
scTCwed  into  them  so  as  to  conduct  atmospheric  (but  not  voltaic) 
dectticiiy  to  the  earth. 
[Printed,  4cl0d.] 

A.D.  1847,  November  4.— N«  11,943. 

DU  MOTAY,  Ctpribn  Marib  Tessi^. — "  Improvements  in 
"  inlaying  metals  with  various  substances." 

fliis  invention  consists  in  producing  "  incrusted  or  damaskene 
^  work,"  bj  depositing  metal.  Electro-deposition  is  mentioned, 
and  in  most  cases  is  preferred. 

The  improvements  sre  comprised  under  the  following  heads : — 

1st.  Except  in  cases  mentioned  under  the  11th  and  12th  heads, 
before  depositing  the  metals  intended  to  form  the  design^  the 
design  is  formed  in  intaglio  or  relief  upon  the  body  of  the  article 
to  be  ornamented  (which  maj  be  any  substance  upon  which  metals 
can  be  deposited)  by  any  of  the  usual  means,  or  by  "  engraving  by 
"  galvanism  or  electricity."  To  leave  unprotected  only  certun 
parts  of  the  article  to  be  engraved,  either  it  is  covered  with  a 
vanuflh  (See  4th  head,  for  instance)  and  the  portions  forming  the 
design  are  to  be  cut  away,  or  those  parts  to  be  protected  are 
"  covered  with  a  reserve"  by  a  brush  (as  in  **  stendlling")  or  other 
soitable  means. 

Skid.  "  When  an  inlaying  of  one  metal  only  is  required  without 
''  employing  reserves,"  the  design  having  been  formed  as  set  forth 
under  the  1st  head,  the  article  is  coated  with  the  required  metal  to 
the  depth  of  the  hollow  parts  of  the  design,  and  '^  the  damaskened 
*'  surftkoes  are  then  laid  bare"  by  grinding  or  otherwise  removing 
the  layer  of  snperfluous  metal. 

ML  "To  surround  the  inlayings  or  devices  with  several  parallel 
**  lines  of  ^fBerent  metals,"  they  are  successively  deposited  upon 
tile  article  in  thicknesses  proportionate  to  the  depth  to  which  the 
dengn  is  cat,  and  to  the  breadth  of  the  line  required. 

4th.  To  damaskene  in  one  metal  with  *' reserves."  Certain  parts 
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of  the  metel  an  ocyvcred  with  '*  ooptl  or  oil  vafnish,  mixed  widi 
"  minium,  cinnabar,  pure  baryte,  or  gamboge,"  or  ao^  other 
sabiUBce  thai  will  rewt  the  actkm  of  the  wdntioB.    "  When  the 

iategho  pevtB  arc  quite  Med  up  by  the  metil  «^MMted»  it  is 

withdrawn  from  the  bath,*'  washed,  the  leaenre  ckned  cM,  and 
the  inrimoe  bid  bare,  as  set  forth  under  the  2nd  head. 

6<h.  To  damaakene  in  aerend  metala  by  means  of  "  itamiea,** 
All  those  parte  not  inteaded  to  reoeiire  the  first  deposit,  are  pro- 
tected by  any  of  the  means  set  forth  under  the  1st  and  4th  heada. 
Affcer  the  first  deposit,  the  reserve  is  cleaned  o£P  and  those  parts 
not  intended  to  be  coated  with  the  second  metal  are  protected, 
and  so  on  until  aU  the  metals  have  thus  been  deposited  where  re- 
quired. 

6th.  Producing  damaskenes  of  several  metals  without  reserves 
by  u«ng  devices  of  different  depths.  The  first  metal  is  deposited 
to  the  depth  of  the  shallowest  device,  the  next  to  the  depth  of  the 
next  shallowest  device,  and  so  on,  until  the  whole  device  is  com- 
pleted. 

7th.  To  produce  damaskenes  in  relief  by  filling  up  devices  in 
intaglio.  Those  parts  not  to  be  covered  are  protected  by  a 
"  reserve,"  and  tbe  metal  deposited  thick  enough  to  fonn  raised 
designs  upon  the  surface. 

8th.  Inlaid  work  in  one  metal  only,  is  produced  by  depressing 
portions  of  a  flat  plate  (previously  coated  with  metal)  according  to 
given  design,  and  reducing  the  plate  again  to  a  flat  surface. 

9th.  Inlayings  in  several  metals  are  produced  by  a  similar  means 
to  that  mentioned  under  the  8th  head,  tiie  plate  being  covered 
with  coats  of  different  metals,  and  the  parts  of  the  design  being 
depressed  to  various  depths,  according  to  tbe  metal  required  to  be 
seen  at  any  particular  part. 

10th.  Double-faced  damaskenes  are  produced  by  stamping  the 
design  on  a  thin  sheet  of  metal  and  depositing  the  second  metal 
on  both  sides.  On  each  side  the  ground  will  be  of  a  diffoent 
metal  when  the  design  is  laid  bare. 

11th.  Damaskenes  upon  another  metal  as  a  basis  are  obtained 
by  coating  a  smootii  plate  with  reserve  where  the  first  metal  is 
not  required,  depositing  the  first  metal,  <*i«*ftning  the  plate,  and 
depositing  the  second  metal  where  required  only. 

12th.  Double-fiused  damaskenes  are  produced  by  double  dep<^- 
sition,  by  fumigating  the  original  plate  before  its  immetsion  in  the 
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BcdotioD,  to  prevent  the  depoeit  adhemg  too  firmly.    Bj  this 
hilaid  work  in  eeranl  metals  ki  prodneed  bj  mesos  oi 


Idlh.  Inkjings  we  produced  m  one  or  more  metals  by  applying 
a  piste,  having  the  design  cntthiongh  it^  to  a  fumigated  plate^  and 
ffl&nf;  up  the  design  with  deposited  metal. 

I4tti.  ProdociBg  "  damaskenes  or  encrusted  devices^  upon  non- 
oondocting  bodies,  by  cosAing  them  with  plumbago. 

15th.  To  produce  devices  to  be  inlaid  in  wood,  &c.,  by  the 
ordinaiy  means.  A  sheet  of  metal,  of  the  pattern  required,  is 
covered  wi^  various  metals,  and  cut  in  cross  section  into  thin 
ffiacs,  winch  are  inlaid  in  ^e  wood  in  the  usual  manner. 

phrinted,  Od.  See  Repertory  of  Arts,  vol.  12  ietUarged  series),  pp.  68  and 
ISO;  LomlOB  Jonmal  (ArMttfowV), voL 82  (eoiUomed  $srie»),  p.  300;  and 
ISngiBftCTB*  and  Architects*  Jounuil,  voL  11,  p.  217.3 
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REIDy  William. — Ist.  Insulating  and  protecting  telegraph 
wirea,  by  means  of  sleepers  and  "  carriers."  They  are  laid  in 
**  deq>  parallel  grooves  cut  on  the  upper  surface  of  the  sleeper," 
non-conducting  "  annular  supports  or  carriers  "  '*  are  fitted  into' 
the  grooves  "  at  suitable  distances,  and  the  vacant  spaces  ''  are 
filled  up  with  marine  glue,  or  gutta  percha,  or  asphalt,  or  Stock- 
holm tar  or  any  other  resinous  substance,  which  is  poured  in  in 
"  a  warm  and  fluent  state."  ''An  iron  cover  or  shield  "  "  is  laid 
"  over  the  whole  and  made  hat  to  the  wood  by  screws,"  "  while 
<'  the  marine  glue»"  &c.,  "  is  in  a  fluid  state."  The  sleepers  may 
be  "of  stone,  concrete^  or  earthenware,"  when  the  non-conducting 
'*  annnlar  carriers  "  may  be  di^ensed  with.  The  spaces  may  be 
left  unfilled  up,  and  "washers  of  gutta  percha"  or  other  suitable 
material  may  be  laid  "  between  the  edges  of  the  shield  and  the 
sleepers "  to  exclude  water.  Or  the  wires  may  be  laid  in  "  a 
■qaaxe  groove"  in  the  sleeper,  being  "first  covered  with  cot- 
ton** and  eneloscd  separatdy  in  lead  tobes.    Or  the  "covered 
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"  wires  may  be  placed  in  tubes  of  iron  or  stone,  or  concrete.'' 

Various  insulaitoirs  are  described  and  i^own: — A  tube  having  a 
fiange;,  screw,  and  nut ;  a  tube  with  a  plam  coUar  and  split  metal 
ringtnatcadof  ascrewandnut;  a  tube  with  a  flange,  alot,  and  pin ; 
pain  of  insulators  with  headpiece  and  screw.  These  are  all 
•uiCable  to  po«t  teiegra^^  tatdi  are  by  piefierence  made  of  eaztiien- 
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ware;  the  shaft  of  the  inBulator  being  put  through  a  hole  in  the 
postj  the  screw  and  nut  or  other  contrivance  is  tightened  against 
the  flange  on  the  other  side  of  the  post ;  where  pairs  are  used  one 
is  screwed  in  on  the  opposite  side  to  the  other.  An  insulator 
suitable  for  tunnels  and  bridges,  consists  of  a  ''round  "  or  **  square'* 
"  post"  of  earthenware  or  guttapercha  with  "  side  rests,"  in  which 
the  wires  are  laid,  a  "  roof-piece  "  is  added ;  this  insulator  is  fastened 
by  staples  to  the  wall.  Occasionally  an  insulator  is  used,  con- 
sisting of  "  a  disc  with  two  conical  holes  "  "  meeting  in  the  centre," 
and  with  or  without  an  opening  to  slip  on  the  wire. 

2nd.  Improvements  in  apparatus  for  communicating  between  the 
guard  and  carriages,  or  the  guard  and  engine-driver,  in  a  railway 
train. 

Two  tubes  are  fixed  to  the  top  of  each  carriage,  each  tube 
containing  ''  an  electro-conducting  rod "  sustained  in  it  by  disc 
insulators;  connection  is  made  on  placing  the  carriages,  by  a 
short  metal  tube  which  slips  on  to  the  ends  of  the  ''conducting^ 
rods,"  they  being  provided  with  springs  bearing  against  the  inside 
of  the  tube;  each  tube  besides  has  "a  universal  joint "  so  as  to 
adapt  itself  to  the  motion  of  the  carriage,  and  two  pendent  chains^ 
one  of  which  is  connected  with  the  carriage,  the  tube  is  thus  pre- 
vented from  falling  to  the  ground. 

In  the  alarum  apparatus  a  galvanometer  is  "  employed  to  sound 

"  the  bell; "  the  permanent  magnet  strikes  agunst  a  lever  (when 

the  electric  circuit  is  completed),  which  puts  in  motion  the  ^J^inTw 

clockwork.    It  is  preferred  to  construct  the  galvanometer  in  two 

parts,  an  upper  and  an  under  horizontal  coil,  the  axis  of  the  magnet 

(for  which  there  is  a  suitable  groove)  passing  between  them. 

[Printed,  U.  Id.    See  Mechanics'  Maguinc,  voL  46,  p.  616 ;  Artian,  toL  6, 
p.  109 ;  and  Patent  lonrnal,  voL  6,  p.  44.] 

A.D.  1848,  January  13.— N«  12,022. 

MORSE,  Sidney  Edwards. — "Improvements  in  the  manu* 
"  fJEUSture  of  plates  or  surfaces  for  printing  or  embosong,"  con- 
sisting:— 
1st.  "  In  making  the  plate  or  surfiaoe  by  a  new  mode  of  com- 
bining two  substances,  one  of  which  is  afterwards  partially 
destroyed  or  removed/'  The  process  is  as  follows : — A  suitable 
copper  plate  is  covered  on  the  lower  part  (intended  to  recttve  the 
design)  with  etching  ground  on  both  sides ;  the  drawing  is  made. 
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diiecilj,  as  in  ordinary  pen-and-ink  writing  or  drawing  upon 
paper ; "  the  plate  is  immersed  in  a  weak  solution  of  pemitrate 
of  mercury  and  rinsed ;  copper  is  then  electro-deposited  in  the  ex- 
posed metallic  parts^  being  prevented  from  adhering  too  strongly 
by  the  mercurial  coating  previously  given;  the  plate  is  taken  out 
of  the  solution  before  the  copper  lines  become  too  broad  for  the 
liroper  effect,  rinsed,  and  again  immersed  in  the  mercurial  solution, 
rinsed,  and  dritd:  a  rim,  cut  out  of  pasteboard,  is  placed  on  each 
aide  of  the  copper  plate  and  backed  with  a  mahogany  block,  thus 
^f^iJ^Kiig  fusible  metal  to  be  run  on  the  back  (to  heat  the  plate)  and 
then  on  the  f^nt  of  the  plate;  the  deposited  copper  will  be  found 
attached  to  the  fiisible  metal  which  forms  the  printing  plate,  but 
easily  detached  from  the  original  copper  plate;  the  intervening  alloy 
is  pariiaUy  removed  or  sunk  by  acids,  and,  if  necessary,  by  friction. 
2nd.  *^  In  a  new  mode  of  forming  the  cavities  or  sunken  parts 
"  of  the  surfiMe."  After  drying  the  plate,  in  the  first  process,  in- 
stead oi  immediately  placing  the  rims  and  mahogany  block,  the 
heated  plate  and  deposited  copper  is  spread  over  with  an  even  coat 
of  fused  chloride  of  zinc,  which  is  allowed  partially  to  deliquesce ; 
the  rims  and  blocks  are  placed,  and  the  fusible  metal  cast  in  them. 
The  result  of  this  process  is  a  fusible  metal  printing  plate,  having 
the  copper  design  standing  up  from  it,  cavities  being  formed  where 
xequired  by  the  "  chloride  of  zinc  and  the  evaporation  of  the  water 
«  united  with  it." 

CPkinted,  4d,   See  LcMulon  Journal  Qfewton*»),  toL  34  (eon^oined  teriet), 
p.  187 ;  Artizao,  toL  6,  p.  260 ;  and  Patent  Journal,  vol.  6,  p.  286.  j 

A.D.  1848,  January  26.— N«  12,039. 

HIGHTON,  Hbnry,  and  HIGHTON,  Edward.—"  Improve- 
"  ments  in  electric  telegraphs." 

1st.  '*  Substituting  horseshoe  magnets  for  magnetic  needles  in 
**  electric  telegraphs."  The  aids  of  the  horseshoe  magnet  passes 
between  the  limbs,  and  either  perpendicular  to  the  line  joining  the 
poles,  or  parallel  to  the  limbs;  in  the  first  case,  the  axis  of  the 
coil  is  panUd  to  the  aids  of  motion  of  the  indicator;  and  in  the 
second  case,  the  axis  of  the  coU  is  perpendicular  to  the  pointer  axis. 
Various  shapes  are  shown  of  permanent  magnets  and  coils ;  signal 
instruments,  with  one  or  two  indicators,  adapted  to  one  or  two 
limt  wires,  that  act  nther  by  pointing  to  the  symbol,  or  uncovering 
a  acnen  from  it^  are  also  described  and  shown. 
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2diL  ''A  mode  of  oonstnictiiig  and  ananging  keys/'  in  which 
the  droiiits  are  coupled  up  ao  that  each  key  is  used  onlj  for  a 
eiiigle  BSgA  or  aymhol.  The  numher  of  comhinatioiia  so  fanned  is 
i^Nresented  hy  3"~  1  (»  heiqg  the  number  of  line  wires).  There 
are  the  same  number  of  batteries  as  line  wires.  A  number  of 
pazaUel  *n^nlai»i^  metallic  strips^  resting  upon  springs,  are  dis- 
posed traneyersely  upon  the  keyboard  under  the  keys;  each  starip 
oommunicates  with  a  batteiy  pole,  or  with  an  iq>  or  down  lone 
wire  (or,  at  the  terminal  stations,  with  the  earth).  Non-oonductiDg 
hii^ped  keys,  with  springs  and  suitably  oonaected  metallic  pegs, 
press  upon  and  connect  the  circuits  as  th^  are  required  to  prodnce 
a  given  symbol.  The  keys  may  be  airanged  as  pianoforte  k^s. 
An  additional  key  is  kept  pressed  down,  and  makes  oonnectian 
with  all  the  down  wires  when  the  other  keys  are  not  actoally  bong 
used.  These  keys  are  more  especially  useful  in  teUgn^lu  indi- 
cating by  screens,  and  pointing  to  or  printing  agns. 

3rd.  A  ^^per^mode  or  circuit  completer/'  to  complete  ibe  ORvit 
of  secondary  **  or  local  batteries.  A  bar  pennaneDt  magnet  is  hong 
horisontally  abore  two  Tcrtical  bar  eleedt>-magnets»  and  another  is 
hmig  simiiariy  beneath  the  dectro-magnets.  The  eoiHng  of  tiie 
electio-magnets  is  sudi  tiiat  nmilar  poles  oppose  the  same  per- 
manest  magnet,  and  each  permanent  magnet  is  woghted  at  one 
end  and  has  suitable  stops,  so  that  it  can  cm^  be  mo>red  in  one 
direction.  When  a  line-wire  current  is  sent  through  the  cmis  of 
the  electroHnagnets,  an  insulated  wire  (at  one  end  of  the  permanent 
magnet  which  is  moved)  dips  into  a  mercury  cup,  and  completes 
the  circuit,  according  to  the  direction  of  the  line-wire  current.  As 
one  direction  of  the  line-wire  current  only  affects  one  permanent 
magnet,  two  directions  of  the  same  secondary  circuit,  or  two 
separate  circuits,  may  be  completed  by  the  same  persenode. 

4th.  "  Combining  a  series  of  screens  in  such  m^wM^y  that,  being 
''  placed  one  before  the  other  they  shaU,  by  their  relative  position, 
"  changed  firom  time  to  time,  shew  the  desired  signs  w  symbols/' 
A  number  of  dififerently  perforated  screens,  moving  independe^y, 
are  oscillated  or  otherwise  moved  before  another  independently 
moving  screen,  on  whidi  tiie  signals  are  marked  in  suitable  pon- 
aitions,  thus,  by  a  combination  of  moveoMnts  of  the  scmcBS^  all 
the  signals  may  be  given  as  required.  It  is  prefeired  to  use  the 
Ist  improvement  for  moving  the  screens,  eadb  screen  having  its 
own  horseshoe  permanent    magnet;    aaui  to  use  the  2nd  iiB* 
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pnivfBient  to  oompkie  tiie  cifcuits,  as  the  OQmlnnati(»it  thftt  ctn 
be  formed  of  the  screens  are  also  ezpeeflsed  bj  3"^  1  («  being  the 
xmmber  of  line  wires). 


fith.  *  An  escapement  for  producaig  »  step  by  step  moyenient 
*•  of  atteraalelf  unequal  lengths.''  An  ask,  with  two  similailj. 
toothed  wheels,  one  fixed  and  the  other  loose,  has  a  tendency  to 
TOvohre  in  one  diveetion  bj  means  of  any  suitable  motive  power. 
A  pallet  with  two  catches,  moving  to  and  firo  parallel  to  ike 
wheel  axis,  stops  attemaldy  the  teeth  of  the  fixed  and  the  loose 
wheel ;  the  fixed  wheel,  having  a  pin  which  takes  into  a  slot  in  the 
loom  wheel,  moves  it;  but  when  the  loose  wheel  is  permitted  to 
move,  it  enables  the  fixed  wheel  to  increase  its  motion  by  the 
ksngth  of  the  slot  before  being  stopped  by  the  pallet.  A  plan  is 
abown  by  which  a  moveable  stud  may  adjust  the  length  of  the  slot. 
Another  pkn  is  shown  by  which  the  unequal  motion  is  given  by  a 

"•tud  piece*' on  one  side  of  the  pallet,  one  wheel  with  pins  on  each 
aida  being  used.  In  a  fourth  plan  two  aimOarly-toothed  wheels 
an  fixed  on  the  axle,  the  teeth  of  one  being  a  little  in  advance  of 
thoae  of  the  other,  the  pallet  working  in  each  wheel  alternately. 

Ml.  EaaifaliDg  a  pointer,  &c.,  worked  by  a  step-by-step  action, 
^  at  oBoe  and  by  one  bonnd  to  complete  the  remaining  part  of  a 
*  levoMiuu.''  Bc£ening  to  the  6th  improvement  (wl^h  need 
not,  unless  leqoired,  produce  an  tmequal  movement),  the  pallet  is 
enabled  to  move  to  and  fro  in  the  direction  of  the  plane  of  the 
pallet  wheels  as  well  as  in  the  direction  perpendicular  thereto  * 
thona,  when  required,  the  pallets  can  be  drawn  away  so  as  to  be  out 
of  gear  with  the  step-by-step  movement;  the  pallet  has,  however, 
a  cateh,  whidi  then  comes  in  the  way  of  a  ^n  on  the  pallet  wheel, 
mmd  stops  it  at  a  dctenninate  point.  When  the  pallet  returns  to 
its  original  positaon  the  step-by-«tep  motion  is  in  gear  again. 

An  aoangemeiit  suitable  to  revolve  aiype  wheel,  by  which  the  type 

wheel,  after  having  remained  stationary  for  the  purpose  of  having 

tfae  type  ptisosd  or  struck,  itself  returns  to  zero,  is  described  and 

afaown.  Hie  type  wheel  is  attached  to  the  axis  of  an  arrangement, 

described  above,  by  means  of  a  spring  and  spring  box ;  tibe  ^pe 

wheel  is  mored  forward,  as  abready  described,  to  the  desired  posi- 

tioH  and  the  pallet  drawn  out  of  gear,  thus  bringing  a  portion  of 

the  paOat  vnder  a  type  stud  so  as  to  prevent  the  type  wheel  re- 

Tolving;  ai  tiia  same  time  tiie  apring  is  wound  up,  and,  on  the 


144  ELECTRICITY  AND  MAGNETISM : 

engagement  of  the  step-by-step  action^  the  type  wheel  ia  set  free 
and  moved  by  the  spring  to  zero. 

7th;  "  Exhibiting  to  the  eje  sjmbols  or  letters  hj  means  o£  one 
*'  line  wire  and  the  combination  of  the  persenode"  with  tiie  5th 
and  6th  improvements.  A  persenode,  connected  with  the  line  wire, 
works  a  secondary  battery,  which  actuates  one  of  two  electro- 
magnets, according  to  the  direction  of  the  line-wire  current.  One 
electro-magnet  actuates  a  dial  by  means  of  the  5th  improvement; 
the  other  electro-magnet  removes  the  pallet  and  permits  the  dial 
to  come  to  zero. 

8th.  "The  application  of  secondary  batteries"  to  "printing,  * 
"  stamping,  or  perforating  "  telegraph  instruments. 

Each  of  the  instruments  described  under  this  head  prints  symbols 
or  letters  by  the  direct  action  of  electro-magnets,  which  either  cause 
the  descent  of  types  or  of  hammers  to  strike  types;  these  electro- 
magnets are  worked  by  secondary  circuits,  completed  by  persenodes, 
with  or  without  the  assistance  of  the  apparatus  described  under  the 
6th  head.  Each  type-lever  electro-magnet  is  horseshoe-form,  and  its 
keeper  moves  on  a  joint ;  thus,  by  means  of  an  arm  or  connecting 
rod  jointed  to  the  short  arm  of  the  type  lever^  bringing  the  type 
lever  on  to  the  paper  whenever  the  circuit  is  completed  through  the 
coil  of  the  electro-magnet ;  a  helical  spring,  fixed  to  a  standard,  and 
at  the  other  end  to  a  projection  from  the  type-lever  axis,  raises  the 
type  lever  on  breaking  the  circuit. 

An  instrument  is  first  described,  with  three  line  wires  and 
"  primary  "  batteries,  which  prints  symbols,  each  letter  being  made 
up  of  not  more  than  three  symbols ;  the  combinations  being  also 
represented  by  3*—!  (n  bcdng  the  number  of  line  wires),  the 
arrangement  of  keys  described  under  the  2nd  head  is  used. 
In  this  apparatus  there  are  three  secondary  batteries,  three 
X>er8enodes,  six  type-lever  electro-magnets,  and  one  paper-moving 
electro-magnet  (roimd  which  the  three  insulated  secondary  drcuits 
pass,  in  continuation  of  each  type-lever  magnet's  circuit).  The 
paper  cylinder,  on  a  screw  axis,  is  moved  by  a  step-by-step 
movement  (See  5th  head). 

In  a  second  instrument,  any  one  of  the  26  letters. of  the  alphabet 
are  printed  instantly  "  by  means  of  the  combinations  produced  by 
"  the  action  of  three  peramodes."  In  this  case,  the  persenodes 
complete  combinations  of  drcuits  when  at  rest,  and  hreak  as  well 
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as  close  circuits  and  oombiuations  of  circuits  when  actuated  hj  the 
primal/  circuits.  There  are  26  type-lever  electro-magnets;  the 
other  arrangements  are  similar  to  those  of  the  first  instrument. 

In  a  tinrd  instrument,  a  peraenode  is  combined  with  the 
escapement  described  under  the  Gth  head,  to  print  the  letters  of 
the  alphabet.  Four  electro-magnets  are  uq^,  two  to  the  type^ 
wheel  escapement,  one  to  work  the  paper  cylinder,  and  one 
hammer-lever  electro-magnet. 

In  a  fourth  instrument,  a  peraenode  is  combined  with  the  step* 
hy-siep  movements  described  under  the  6th  head,  but  they  are 
employed  to  rotate  a  barrel  on  which  studs  are  helically  disposed, 
80  as  to  complete  type-lever-magnet  circuits  by  means  of  springs. 
The  peraenode  works  an  electro-magnet  in  the  step-by-step 
arrangement,  which,  by  its  springs  and  studs,  puts  into  the  circuit 
the  right  type-lever  electro-magnet,  and  the  reversal  of  the  current 
through  the  peraenode  brings  into  action  another  electro-magnet 
that  completes  the  secondary  circuit  round  the  type-lever 
magnet. 

In  a  fifth  instrument,  with  two  line  wires  and  capable  of  printing 
the  letters  of  the  alphabet,  an  arrangement  very  similar  to  that  of 
the  fourth  instrument  is  adopted,  but  there  are  two  peraenodes 
breaking  and  closing  circuits,  and  the  stud  barrels  are  five  in 
number  with  five  studs  and  letter  springs  each.  There  are  25 
lype-lever  magnets.  A  screen,  with  concentric  rings  of  letters  and 
a  moveable  perforated  disc,  may  be  worked  in  connection  with  this 
instrument. 

9th.  The  application  of  the  peraenode  to  "  Morse's  American 
•*  telegraph.*'  An  instrument,  with  two  pens  or  markers,  is 
woiked  by  a  secondary  battery  in  connection  with  a  peraenode 
and  one  line  wire,  the  peraenode  bringing  one  or  other  of  the 
markers  into  the  circuit  of  the  secondaiy  battery. 

10th.  Employing  a  chain,  cord,  or  band  in  a  telegraphic 
instrument.  A  cord,  fixed  at  one  end  add  preserved  at  a  proper 
tension  by  a  spring,  carries  a  scale  on  which  are  the  letters  of  the 
alphabet;  bar  electro-magnets,  either  in  the  primary  or  secondary 
circuit,  act  on  levers  so  as  to  p;.ll-  back  the  cord,  thus  enabling 
Ae  required  letter  to  be  drawn  opposite  an  arrow,  or  otherwise 
signalled.  The  law  of  combination  respecting  the  line  wires  and 
ngnals  is  aUo  expressed  by  3"— 1  (it  being  the  number  of  line 
wires). 
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A  printing  telegnph  with  thrae  line  wirM>  on  this  princqile,  is 
wIbo  dMcribed  ukI  sbowui  The  keepers  of  the  oord  eJedro- 
magneti  Mt  dinetlj-  on  tine  oord,  and  the  oord  ifeMlf  is  wound 
round  the  sxis  of  the  tjpe  ^eel,  thus  bringing  any  leqniied  letter 
under  the  type  hamxaer.  A  separate  electro^xnagnei,  ftnamf^^^  ng 
in  the  other  printiqg  tekegraphi^  works  the  paper  cylinder  by  an 
alteroaitely  unequal  escapement,  and  the  tjrpe  hammer  by  a  alot  in 
the  keeper  arm ;  another  slot  in  the  keeper  arm  does  not  act  to  pull 
baek  a  dick  ftom  a  dick  wheel  on  the  type-wheel  axis,  until  after 
the  hammer  has  struck,  thus,  the  loosening  of  the  oord  does  ncvt 
cause  the  return  of  the  tfpe  wheel  until  after  the  type  is  printed. 

11th.  Using  a  pedal  (or  placing  a  bell  apparatus  in  the  electric 
dreuit,  or  removing  it  ttom  the  same;  also  for  removing  some 
or  all  of  the  battery  metals  firam  their  liquids,  or  Rpladng  tiie 
same. 

1^.  ''Hie  application  to  electric  telegraphs  of  batteries''  in 
which  a  solution  of  a  salt  of  anmionia  is  used.  Tlie  muriate  or 
sulphate  in  connection  with  large  plates  of  copper  and  shtc, 
separated  by  a  porous  material  or  cell,  or  placed  for  apart,  is  the 
arrangement  preferred.  These  batteries  act  for  a  long  period 
wi^out  attention. 

13th.  "Insulating  suspended  wires."  Perforations  aK  made 
through  the  suspending  posts  or  their  arms,  through  wMch  the 
wires  are  passed ;  upon  the  wire  is  strung  a  non-conduding  bead, 
having  a  transverse  slit  to  slip  it  on  the  wire,  which  bead  is  fastened 
into  the  centre  of  the  post  by  cement. 

14th.  Using  enamelled  or  glazed  metals,  enamelled  iron  tubes 
or  rods  for  instance,  for  insulating  telegraphic  wires. 

15th.  Insulating  suspended  wires  with  varnished  cotton,  pit>- 
tected  at  the  point  of  suspension  by  a  metal  tag  or  covering; 
"  placed  in  a  manner  resembling  the  tag  of  a  boot-lace." 

^^P^^S*'  ^*    ?^  Bopertoiy  of  Arts,  vol.  18  {etOarffed  aeries),  pp.  ISS  and 
218 ;  Artisan,  vol.  6,  pp.  201  and  860 ;  and  Patent  loumal,  vd.  f  p.  SfiS.] 

A.D.  1848,  Februaiy  8.— N°  12,054. 

B1£TT,  Jacob. — "  Improvements  in  dectrie  printing  and  otber 
*'  telegraphs,"  oonsistii^^  of  :•— 

1st.   Improvements   on    a   printing    telegraph    described    in 
N«  10,939. 
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Adspting  type  wheels  to  a  hollow  axis,  by  which  the  type  is 
cinied  ''forward  or  backwards."  The  type  wheel  is  not  fixed  to 
tXbe  dnving  pinion,  but  haa  a  certain  motion  ccmimunicated  to  it  by 
an  anangement  of  ratchet  wheels  and  clicks  connected  by  a  disc. 
Motion  18  given  to  the  driving  pinion  when  the  escapement  (herein- 
after described)  permits,  by  a  weight  or  spring ;  the  pinion  is  on  an 
aibor  passing  through  the  type  wheel's  hollow  axis,  which  arbor  also 
eavTies  a  loose  ratchet  wheel  and  fixed  disc ;  the  type-wheel  axis 
carries  another  ratchet  wheel,  worked  by  a  chck  on  the  disc,  whose 
tail  passes  through  slots  in  the  disc  and  loose  ratchet  wheel.  On 
tike  movement  of  the  driving  pinion  this  arrangement  also  canses 
the  movement  of  the  type  wheel ;  when  the  letter  is  printed, ''  a  lever 
"  with  a  moveable  beak  "  moves  the  loose  ratchet  wheel,  and  (by 
its  slot  acting  on  the  tail  of  the  disc  click)  releases  the  type  wheel, 
and  sets  it  at  liberty  to  be  brought  to  its  former  position  by  a  weight. 

Motion  is  given  to  the  escapement  for  releasing  and  checking 
the  type  wheels  by  a  totally  distinct  tndn  of  wheels,  which  act  **  as  a 

*  subsidiary  power."  A  "  detent  escapement  lever  "  is  acted  upon 
alteraaifcely  by  a  spring  and  electro-magnet,  so  as  to  release  alter- 
nately the  long  and  short  arm  of  an  escapement  fixed  on  an  axis 
rotated  by  the  subsidiaiy  power;  this  axis  carries  an  excentric  work- 
ing in  the  tail  of  a  suspended  escapement-lever,  the  suspended 
escapement-lever  being  armed  with  pallets  that  regulate  the  motion 
ef  the  type  wheel. 

Sounding  the  bell  or  bells  of  the  [Minting  machine.  A  toothed 
quadrant  (actuated  by  a  pinion  on  the  type-wheel  axis,  and 
cscrrying  a  pointer  which  indicates  the  letter  printed),  has  two  pins, 
whidi  act  on  levers  with  moveable  ends,  so  as  to  draw  hammers 
sway  ftmn  beUs  and  afterwards  release  them  when  the  quadrant 
is  moved  in  one  direction ;  but  when  moved  in  the  other  direction, 
tke  pins  merely  raise  the  moveable  ends  of  the  hammer  levers. 
Two  beUs  are  thus  struck  at  different  times.  In  another  arrange- 
meni,  the  hammer  heads  hang  downwards  and  are  acted  upon  by 
piiiB  in  a  cBse ;  the  disc  is  connected  with  a  toothed  wheel,  on  th« 
same  axis  having  a  dick  which  works  in  its  periphery ;  the  diok 
is  lifted  by  a  ^fork  shaped  lever  **  in  connection  with  '^  an  S  shaped 

*  lew;"  a  ratchet  wheel  is  worked  gradually  forward  by  the  fork- 
shaped  lever,  thus  giving  motion  to  the  toothed  wheel  by  means 
of  a  pinion ;  another  pinion  on  the  toothed-wheel  axis  works  a 
quacbant,  and  brings  its  (the  quadrant's)  tail  in  gear  with  a  large 

k2 
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pin  wheel,  at  which  time  a  cam  wheel  on  the  centre  of  the  disc 
catches  one  of  the  forked  levers,  thereby  releasing  one  of  the 
hammers ;  the  large  pin  wheel  is  used  to  wind  up  the  disc,  another 
to  actuate  the  forked  lever;  the  axis  of  the  disc  has  "a  weight 
"  and  cord  or  a  spring  adjusted  to  it,  to  keep  the  same  readj  to 
"  work  upon  the  hammer  levers  by  means  of  the  pins  in  the  disc." 
In  a  third  azrangemfent,  a  pin  on  the  type  wheel  raises  a  crooked 
lever  into  such  a  position  that  a  pin  on  the  periphery  of  the 
printing  excentric  presses  it  downwards,  thus  acting  on  a  bell 
hammer  by  a  detent  on  the  crooked  lever  axis.  In  a  fourth 
arrangement,  a  pin  on  the  type  wheel  strikes  against  a  lever  on 
the  hammer  axis,  thus  sounding  the  bell ;  the  hammer  returns  to 
a  banking  pin  after  its  recoil  from  the  bell. 

The  Specification  then  describes  a  method  of  moAdng  the  *'  lever 
''  with  the  moveable  beak  "  (alluded  to  in  the  description  of  the 
motion  of  the  type  wheel),  by  means  of  two  levers,  in  the  tails  of 
which  excentrics  work. 

An  escapement  to  act  upon  the  type  wheel  consists  of  a  '^  half- 
"  moon  piece  "  or  pallet,  which  oscillates  on  its  axis  so  as  to  lock 
alternately  into  the  teeth  of  one  of  two  wheels,  thus  canying  the 
type  wheel  forward  a  letter  at  a  time. 

A  method  of  moving  the  type  wheel  through  "  one  fourth  or 
"  one  eighth"  [of  a  revolution?]  at  a  time  is  described  and 
shown.  The  keeper  of  an  electro-magnet  presses  a  piston  working 
in  the  hollow  axis  of  tiie  type  wheel,  which  puts  the  pin  wheel 
out  of  gear  with  its  lever^  and  pushes  forward  a  "  locking  racket," 
thus  enabling  the  type  wheel  to  revolve  one  division  of  the 
"  locking  racket ;"  when  the  pressure  is  removed  from  the  piston, 
a  spring  puts  the  pin  wheel  again  in  gear.  In  this  anangement 
a  hand,  connected  with  the  type-wheel  axis  by  spur  gear,  indicates 
the  letter  being  printed.  The  pressure  of  the  inking  roller  is  kept 
from  the  type  by  a  weight  hung  from  a  cord  passing  over  a  pulley. 

A  pneumatic  apparatus  like  "  the  bellows  of  an  aocordian,"  at 
a  lever  and  adjustable  weight,  may  be  used  to  prevent  too  much 
pressure  on  the  pins  of  the  pin  wheel,  &c.  (See  N«  10,939). 

A  method  of  working  a  type  wheel  with  four  bevil  wheels,  two 
of  which  are  [loose  ?]  on  the  axis  of  the  type  wheel,  and  two 
carried  by  the  type  wheel  itself  perpendicular  to  its  plane,  is  shown 
but  not  described;  also  a  shnilar  plan  with  three  bevil  wheels, 
only  two  of  which  appear  to  be  in  gear  at  one  time. 
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Signal  dials  may  have  the  letters  arranged  according  to  the 
order  of  their  frequency. 

2nd.  A  '^ 'writing  telegraph'  in  which  by  electro-magnetic 
agency,"  certain  marks  are  produced  on  paper  "  by  means  of  a 
pen  or  other  marker/'  or  "  (in  imitation  of  writing  or  otherwise) 
by  the  passage  of  electricity  through  chemically  prepared  paper 
OT  fabrics."  In  this  last  mode  it  is  preferred  to  use  paper  pre- 
pared widi  pliunbago,  or  otherwise  made  conducting,  the  com« 
munication  or  intelligence  to  be  transmitted  being  written  or 
marked  with  a  non-conducting  material.  Metal  plates  or  metal- 
lized aur&ces  may  be  used  for  the  same  purpose.  A  key-shaffe  for 
this  telegraph  is  shown  but  not  described. 

3rd.  The  "'electric  circuit  regulator/"  for  throwing  one  or 
more  stations  out  of  the  circuit,  when  it  is  desired  to  communicate 
with  certain  stations  only.  A  "  pin  escapement  wheel,"  which  is 
also  a  "  star  wheel/'  is  made  to  rotate  by  the  pallet  end  of  an 
armature  lever  being  made  to  act  on  the  pins  by  an  electro-magnet 
in  the  line-wire  circuit ;  a  roller  at  the  same  time  being  pressed 
into  the  teeth  of  the  star  wheel,  assists  the  pallet  and  keeps  the 
wheel  in  place  during  the  action  of  the  pallet.  The  telegraph 
circuit  is  completed  or  broken  at  any  given  station  by  "  circuit 
"  wheels  "  (or  wheels  ha\dng  suitably  placed  conducting  and  non- 
conducting portions)  on  the  escapement-wheel  axis.  A  galvanic 
battery  may  be  connected  with  this  apparatus,  so  as  to  act  on  other 
similar  apparatus  in  the  circuit,  by  means  of  springs  pressing  on 
metallic  bosses  in  connection  with  the  circuit  wheels. 

A  circmt  regulator  with  a  helically-toothed  cylinder,  instead  of 
a  circuit  wheel,  for  working  a  series  of  magnets,  is  showTi  but  not* 
described;  or  a  spirally-toothed  face-wheel  may  be  used. 

The  line  wires  are  proposed  to  be  strained  between  the  posts  by 
means  of  ''forks"  (of  metal  or  wood)  fastened  to  the  posts  by 
means  of  a  bolt  which  carries  a  click  wheel. 

4th.  "  A  mode  of  indicating  the  position  of  a  locomotive  engine 
or  railway  train  upon  a  line  of  railway  at  any  part  of  its  journey 
by  means  of  levers  at  fixed  distances,  which  are  acted  on  by  the 

"  engine  in  its  passage,  and  communicated  by  electric  agency  with 

"  the  next  station." 

5th.  "  Combining  permanent  magnets  with  electro-magnets  for 
"  the  purpose  of  increasing  the  action  of  the  former/' 
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Gth.  ArrailgemeEitB  for  making  and  breaking  the  confiection 
between  a  principal  and  a  secondary  voltaic  battery. 

7th.  The  use  of  metal  types  for  composing  telegraphic  com- 
munications. 

8th.  ''Combining  and  applying  permanent  magnets  within 
"  hollow  coils  "  (in  connection  or  not  with  electro-magnetB)^  to 
obttdn  an  increase  of  power  at  a  distance  from  the  main  batbeiy. 

9th.  Increasing  the  action  upon  a  permanent  magnet  of  the 
electricity  transmitted  through  coils  of  wire  surrounding  the 
same. 

10th.  Suspending  bar  permanent  magnets,  to  facilitate  the 
action  of  electricity  on  the  same,  so  that  audible  or  other  signals 
may  be  given  by  their  deflection. 

11th.  The  use  of  magnets  with  two  similar  poles  for  telegraphic 
purposes. 

The  particulars  of  the  5th,  6th,  7th,  8th,  9th,  10th,  and  1 1th 
heads,  and  of  other  matters,  are  described  in  the  Specification  in 
nearly  the  follo\iang  order. 

Various  arrangements  of  permanent  horseshoe  magnets,  mounted 
at  opposite  sides  of  a  beam,  or  counterbalanced,  and  entering  coils 
of  wire  (with  or  without  soft  iron  cores)  that  may  complete  a  local 
circuit,  are  described  and  shown.  A  local  circuit  may  also  be 
completed  at  intervals  by  a  spindle  with  a  cam,  worked  by  an 
escapement  in  connection  with  the  line-wire  circuit. 

To  strike  a  bell.  A  permanent  bar  magnet  is  poised  from  the 
pole  of  another  permanent  magnet  (or  between  the  poles  <^  two 
permanent  magnets),  so  as  to  point  North  and  South ;  a  bell  is  so 
placed  that  it  may  be  sounded  "  when  a  current  of  electricity  is 
"  projected  towards  either  of  the  poles,*' 

Two  bar  magnets  with  similar  poles  are  shown. 

An  improved  keyboard  (See  N®  10,939).  The  keys  are  placed 
in  alphabetical  order,  but  act  on  the  barrel  in  the  order  of  the 
frequency  of  use  of  each  letter,  for  this  reason  the  pins  are  not 
disposed  helically  on  the  barrel.  In  this  arrangement  a  moveable 
friction  wheel,  poised  upon  a  lever,  is  adopted  to  convey  the 
motion  of  the  wheel  train  to  the  barrel.  On  the  depression  of  a 
key,  a  lever  proceeding  under  all  the  keys  is  depressed  and  puts 
the  friction  wheels  in  gear,  thus  bringing  the  desired  pin  under 
the  key ;  a  pulley  with  a  cord  of  a  proper  length  and  a  weight  is 
fixed  to  the  barrel  axis,  and  this,  in  coi^unction  with  a  pair  of 
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gafccAct  wheels  (one  fixed  to  the  baml,  the  other  not)  the  clicks 
of  which  can  he  released  alternately,  enables  the  barrel  to  revolve 
faftck  to  the  starting  point* 

'*  Communicators  "  are  deaeribed  and  shown  (one  with  a  circular 
dial,  the  other  a  quadrant  with  four  rows  of  signals),  in  which  a 
sories  of  shocks  is  sent  by  means  c^  springs  in  connection  with 
a  eixcuik  wheeL  Ratdiet  wheels  and  oiicks  are  used  to  oonyej 
BuitaUe  motion  to  the  circuit  wheel  £ram  the  handle, 

OMmtdione,  or  caoutohooe  and  gutta  peieha»  are  used  to  cover 
teilegvaph  wirs  by  dissolving  thcooi  in  benaole,  "  aUiole"  [aUyle  ?], 
or  ^'tofaiole  "  [tolnole  ?] ;  also  the  gums,  and  list  saturated  with 
boiled  oil,  &c.,  may  be  used. 

fPrinted,  2*.  9^    See  Artizan,  tdI.  7,  p.  14 ;  and  Patent  Journal.  toI.  5. 
p.  4870 

A.D.  1848,  February  28.— N«  12,076. 

ROBERTS,  John  Craft. — Communicating  between  the  carriages^ 
or  guard  and  engine-driver,  in  a  railway  tndn,  and  "  between  distant 
'*  places  on  the  line." 

The  Specification  and  Drawings  describe  and  show : — 
An  akffm  steam-whistle,  put  into  action  by  an  electro-mcgnet 
acting  through  a  series  of  levers,  on  a  slide-valve  which  admits 
steam  to  raise  a  piston  in  a  cylinder ;  to  the  piston  is  attached  the 
cock,  handle,  or  lever,  by  means  of  links .  The  whistle  is  thus 
sounded  when  tiie  electro-magnet  is  active.  Springs  bring  back  the 
piston  and  armature  to  their  original  places  when  the  magnetism 


An  alarm  steam-whistle,  put  into  action  by  a  valve  raised  when 
the  electro-magnet  is  active,  (by  means  of  a  lever  attached  to  the 
armature  and  valve,)  and  replaced  by  a  spring  when  the  magnetism 


The  arrangement  of  conducting  wires,  galvanic  battery,  and 
signal  apparatus.  Two  conducting  wires  are  fastened  beneath  each 
carriage,  and  *'  secured  to  isol'.ted  "  [insulated  ?]  **  metal  staples  ** 
'*  in  the  end  framing."  llie  wires  belonging  to  each  carriage  are 
connected  by  a  "  pendant "  "  spring  clip  and  jointed  staple."  The 
battery,  which  is  bsneath  one  of  tbe  carriages  or  the  ergine  or 
tender,  is  included  in  the  ekcisic  circuit  in  the  usual  manner.  Each 
osniage  has  two  wires  proceeding  to  the  communicating  instiu* 
ment>  one  from  each  conducting  wire.    When  the  communicating 
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instrument  of  any  cairiage  is  put  into  action  the  drcoit  is  oom- 
pleted>  and  the  alarm  whistle  on  the  engine  sounded. 

**  The  detective  communicator/'  consisting  of  a  metal  pin  in 
contact  with  one  battery  pole,  and  a  bolt  and  spring  in  connection 
with  the  other;  these,  under  ordinary  circumstances,  are  kept 
apart  by  an  ivory  ring  on  the  pin,  but  when  a  knob  attached  to 
the  pin  is  pressed,  Uie  ivory  ring  slides  out  of  the  way  of  the  bolt» 
and  enables  the  circuit  to  be  completed.  This  instrument  showa 
which  carriage  the  signal  ¥ras  made  from  by  the  metal  pin  being 
continued  outside  the  carriage  frame  and  projecting  therefrom. 
The  guard  releases  this  pin  by  a  key.  The  guard's  "  communis 
^'  cator ''  is  made  so  that  the  ivory  ring  is  flush  with  the  pin  in 
connection  with  the  battery,  to  facilitate  signalling  by  repeated 
sounds. 

Communicating  between  distant  places,  which  is  accomplished 
by  employing  the  '*  improved  arrangements  "  in  connection  with 
'^  the  stationary  telegraph  wiree;"  this  plan  can  only  be  used 
^*  where  stationary  engines  are  employed,"  as  steam  is  required. 

[Printed,  ]«.  8d.    See  London  Journal  (Newton* 8) ,  toL  82  (conjoined  aeries) , 
p.  157;  Practical  Mechanics'  Journal,  vol.  2,  pp.  215  and  2SS;  Artizan 
▼ol.  6p  p.  851 ;  and  Patent  Journal,  vol.  5,  p.  S^.J 


A.D.  1848,  March  8.— N*  12,079. 

WHISHAW,  Fbancis.—"  Manufacture  of  pipes,"  &c.,  "suitable 
"  for  the  passage  of  the  mres  of  electric  telegraphs  in  a  state  of 
"  insulation,  and  other  purposes."    The  invention  consists : — 

1st.  "  In  the  formation  of  any  required  number  of  pipes,'  &c.y 
within  "  the  same  mass  "  of  earthenware  or  pottery.  The  clay  is 
pressed  through  a  suitable  '^  die  or  '  dod ' "  at  the  end  of  a  cylinder 
by  a  piston,  cut  o£F  into  certain  lengths,  and  then  allowed  to  dry, 
&c.,  as  at  present.  The  lengths  of  pipe  are  united  by  socket 
joints,  into  which  cement  is  run,  a  **  register  mark  "  enables  the 
lengths  to  be  fitted  properly.  Curved  pipes  are  made  by  means 
of  plaster  moulds  with  "  guage  plates  "  at  each  end  of  the  mould 
to  receive  the  curved  rods  that  form  the  cavities  in  the  day 
pipe. 

2nd.  In  the  manufJBMHiire  of  earthenware  pipes  "  by  means  of  a 
"  conical  die  or  '  dod.' "  This  die  has  a  conical  elongated  core, 
thus  causing  the  clay  to  be  pressed  more  firmly  together  before 
it  leaves  the  die,  than  it  could  otherwise  be. 
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drd.  In  the  employment  of  collars  and  plugs  to  combine  separate 
pipes,  or  to  insert  into  ordinary  pipes  to  combine  other  pipes  or 
telegraph  wires  in  them.  The  plugs  may  either  consist  of  short 
lengths  of  dusters  of  earthenware  pipes,  or  of  gutta  peroha  in  the 
case  in  which  glass  pipes  are  laid  in  an  earthenware  one. 

4ih.  In  a  method  of  combining  pipes  by  means  of  air-tight 
joints.  A  cavity,  or  internal  grooved  ring,  is  made  in  a  thickened 
end  of  the  pipe  which  admits  the  end  of  the  next  pipe ;  this  has 
ftD  external  grooved  ring  forming  part  of  the  cavity  when  the  pipes 
are  lud.  Into  this  cavity  cement  is  poured  by  means  of  an  external 


<« 


[Printed,  lOrf.  Bee  Bepertonr  of  Arts,  voL  12  (snlarged  uriea),  p.  812 ; 
liondoa  JoaroMl  (Newton's),  vol.  88  {cof^nsa  teriea),  p.  181;  Artiun, 
voL  7,  p.  IS ;  ftnd  Patent  Journal,  vol .  6,  p.  15.] 

A.D.  1848,  April  27.— N*  12,136. 

BARLOW,  William  Henry,  and  FOSTER,  Thomas.—"  Tm* 
"  piovements  in  electric  telegraphs,  and  in  apparatus  connected 

therewith,''  consisting  of: — 

Ist.  "  Amadiine  for  covering  "  telegraph  wire  with  a  compound 
of  gutta  pcrcha,  "  cowrie  or  New  Zealand  gum,  and  flowers  or  milk 
"  of  sulphur ;"  in  which  an  upper  and  an  under  "  sheet  or  fillet ''  of 
the  above  compound  are  passed  between  steam-heated  rollers,  and 
brought  together  at  heated  grooved  rollers,  which  the  wires  to  be 
coated  pass  through,  between  the  sheets  or  fiUets,  and  sre  thus 
coated  with  the  material. 

2nd.  A  "  step-by-step  "  printing  telegraph,  in  which  the  symbols 
are  indieated  by  means  of  two  electric  currents,  producing  a 
diflfierent  signal  when  acting  separately,  and  also  when  acting 
coi^jointly,  A  bevil  gear  differential  escapement  is  made  to 
met  by  dockwork,  when  released  by  catches  from  one  or  both 
keepers  of  two  electro-magnets,  magnetised  respectively  by  the 
dectric  currents.  The  motion  permitted  by  the  escapement  carries 
round  a  type  wheel,  by  a  prolongation  of  the  shaft ;  the  paper  is 
moved  forward  and  printed,  and  the  type  wheel  disengaged  and 
lestored  to  its  place,  by  suitably  placed  pullies,  a  spring  hammer, 
wheel,  catch,  cams,  and  rods,  worked  by  means  of  another  train  of 
wfaeehroric,  released  whenever  either  or  both  the  electro-magnets 
act.  To  prevent  the  stopping  of  the  printing  machineiy  until  the 
symbol  has  been  completed,  the  stop  lever  has  to  raise  the  tail 
piece  of  a  ''governor"  before  it  stops  the  motion. 
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drd.  A  ^  train  indicator/'  showing  that  a  tndn  has  passed  a 
certain  station,  and  when  it  passed.    A  lever,  connected  with  the 
keeptt  of  an  electro-magnet,  worked  by  a  wire  from  the  statipn 
required,  presses  a  stud  forward  from  a  "  dial "  which  reTolTSs  bjr 
clockwork.    The  lever  may  also  strike  a  beU  when  the  ngiud  is 
given. 

[Printed,  £«.  2d.    See  Repertory  of  Arts,  vol.  IS  {enlarped  ssrief),  p.  Sil ; 
MechaDkB' Maffudne» vol. 40, p. 407 ;  and  Artivtn,  yoL,7,  p. 8S.3 


A.D.  1848,  July  12.— N»  12,212. 

STAITE,  William  Edwards  {partly  a  commimicaHim). — 
"  Improvements  in  the  construction  of  galvanic  batteries,  in  the 
"  formation  of  magnets,  and  in  the  application  of  electricity  and 
"  magnetism  for  the  purpose  of  lighting  and  signalizing,  as  also  a 
"  mode  or  modes  of  employing  the  said  galvanic  batteries,  or  scone 
"  of  them,  for  the  purposes  of  obtaining  chemical  products." 

1st.  " '  Perfluent ' "  galvanic  batteries.  A  single-fluid  perfluent 
battery  has  the  fluid  supplied  at  the  first  ceil  in  series,  and  discharged 
at  the  last,  it  having  proceeded  through  all  the  cells  in  order  by  m 
circuitous  course,  viz.,  alternately  to  the  right  and  1^;  fortius 
purpose  two  holes  in  the  bottom  of  each  cell  lead  to  two  ftKAny^lg 
underneath  the  cells.  A  double-fluid  battery  has  two  channela 
underneath  it,  one  {or  the  negative-metal  solution  and  the  other 
for  the  zinc  solution ;  communication  is  made  between  the  poroua 
cell  containing  the  zinc  solution  and  its  channel  by  means  of  a 
varnished  copper  tube  with  a  transverse  slot  forming  a  part  of  the 
channel,  the  whole  being  secured  by  vulcanized  caoutohoue 
washers,  and  a  nut  working  on  a  solid  screw  tenninating  ihe  cop- 
per tube.  Examples  are  shown  also  of  the  use  of  syphons  in  the 
perfluent  system;  the  syphons  being  so  arranged  in  respect  to 
depth  in  the  fluid  that  the  most  exhausted  portion  of  the  liquid  ia 
conveyed  from  cell  to  cell. 

2nd.  "Regulating  the  supply  and  discharge"  of  battery  liquids. 
In  the  first  arrangement,  all  the  cells  communicate  with  one  com* 
mon  discharge  channel ;  and,  instead  of  using  a  syphon  with  a  plug 
at  the  top  (one  leg  of  which  communicates  with  the  dischaige 
dhannel,  and  the  other  passes  through  the  bottom  of  the  trough),  aa 
heretofore  used,  a  flexible  funnelled  hose,  attached  to  tiie  discharge 
channel,  is  raised  and  lowered  periodically,  so  as  by  that  means 
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attenatelj  to  partdaUy  snpply  and  discharge  the  cells.  In  a 
second  airangement,  for  liquids  that  become  heavier  by  working 
the  batteiy^  a  oonunon  under  and  discharge  channel  is  used,  in 
connection  with  a  supply  pipe  extending  along  the  top  of  the  bat- 
teiy^  having  a  small  orifice  over  each  oeU,  through  which  the  liquid 
drops.  In  a  third  airangement,  for  liquids  that  become  lighter  by 
woridng  the  battery,  the  cells  are  replenished  from  a  supply  vessel 
at  a  higher  level  than  the  liquid  in  the  cells,  "  through  holes  or 
"  spouts  placed  at  the  required  level  in  the  side  of  each  cell."  In 
a  fourth  mode,  sulphate  of  copper  solution  (for  instance)  is  regu- 
lady  supplied  to  the  negative  plate  compartments,  at  such  a  rate 
in  proportion  to  the  amount  of  dectric  current  produced  that  the 
liquid  is  exhausted  by  the  time  it  has  arrived  at  the  sur^Euse,  it  then 
(having  become  dilute  sulphuric  acid)  overflows  into  the  zinc 
compaitment,  and,  when  it  is  sufficiently  charged  with  zinc,  is 
finally  drawn  off. 

drd.  Supplying  galvanic  batteries  with  liquid  by  means  of  an 
*'  eqmhbrited  *'  [equilibrated  ?J  '*  hydraulic  cistern  and  graduated 
*'  meter."  A  cask  has  but  one  orifice  near  the  bottom,  opening 
into  a  small  cistem,  into  which  is  immersed  a  syphon,  the  position 
of  which  can  be  reg^ulated  so  as  to  drop  any  determinate  quantity 
of  fluid  into  a  tube  having  an  aperture  at  the  bottom,  and  gra- 
duated with  units  corresponding  to  those  on  the  galvanometer 
described  under  the  7th  head. 

4th.  "  Enclosing  a  liquid  mercurial  amalgam  of  zinc  "  in  a  bag 
of  lawn,  horsehair  cloth,  &c.,  to  be  used  "  in  lieu  of  the  amalga- 
"  mated  zinc  plates  or  rods  of  galvanic  batteries." 

6th.  The  substitution,  for  the  zinc  plates  ordinarily  employed  in 
galvanic  batteries,  of  solid  plates  of  an  amalgam  of  5  parts  of  zinc 
to  one  part  of  mercury. 

6th.  '*The  employment  of  lead  as  the  positive  element  in  gal- 
'*  vanic  batteries,"  (instead  of  zinc,)  combined  with  a  solution  of 
nitric  or  acetic  add. 

7th.  A  galvanometer.  A  coil  of  thick  wire  encloses  in  its  hol- 
low cylindrical  centre  a  rod  of  soft  iron  free  to  move  loosely  up  and 
down  in  it ;  this  rod  carries  an  index,  whose  position  is  ascertainable 
from  a  glass  tube  fixed  to  the  coil,  and  graduated  so  "as  to  indi- 
'*  cake  the  number  of  grains  of  pure  zinc  consumed  per  minute  in 
'*  each  cell  of  the  galvanic  series." 


156  ELECTRICITY  AND  MAGNETISM  : 

8th.  "The  formation  of  magnets."  "The  best  Swedish  diar- 
"  coal  iron "  is  "  *  converted '  "  by  only  carbonizing  it  "  'just 
"  '  steel  through.'  The  blistered  product  is  then  melted  and  casi^" 
and  the  resulting  ingot  "rolled  out  into  thick  sheet  metal." 

9th.  A  "  mode  of  hardening  magnets  previous  to  magnetising 
''  them."  They  are  polished,  "  heated  in  a  bath  of  melted  metal 
"  Rused  to  a  red  heat  (using,  by  preference,  lead),"  and  plunged 
into  water. 

10th.  Electric  lamps.  The  general  arrangement  of  the  first  ap- 
paratus is  similar  to  that  described  in  N°  1 1,783.  In  the  present 
improvement  the  connection  between  the  regulator  coil  and  the 
lower  electrode  is  by  means  of  a  counterbalanced  lever,  attached  at 
one  extremity  to  the  iron  core  of  the  coil,  and  having  a  spring 
that  engages  a  weighted  pallet  (constantly  worked  to  and  fro  by 
clockwork)  in  the  square  teeth  of  a  wheel  when  the  core  descends ; 
but  when  the  core  ascends,  by  the  greater  power  of  the  electric 
current,  the  pallet  takes  into  the  square-toothed  wheel  in  the 
opposite  direction  and  drives  it  the  opposite  way.  The  square- 
toothed  wheel  is  on  the  axis  of  a  pinion  that  works  in  a  rack  on 
the  electrode  shaft;  therefore,  according  as  the  regulator  core 
moves  down  or  up,  the  electrode  is  propelled  up  or  down.  A  catch, 
on  the  counterbalanced  lever,  meets  bent  arms  on  the  crank  axle 

■ 

driving  the  pallet  when  the  electrodes  are  at  the  proper  distance 
apart,  thus  stopping  the  clockwork. 

In  another  improvement,  the  upper  electrode  consists  of  a  disc 
or  circular  electrode  with  conical  edges  fixed  on  an  axis  to  which 
slow  rotary  motion  is  given  by  clockwork.  A  metal  scraper  keeps 
the  edge  of  the  disc  clean. 

In  a  third  improvement,  iridium  or  its  alloys  are  used  for  the 
electrodes ;  the  electric  current  is  made  to  pass  through  a  con- 
tinuous piece  of  iridium  soldered  to  platinum  and  fixed  to  suitable 
holders  connected  to  the  battery  poles.  The  metallic  electrode 
holder  may  be  enveloped  in  glass  or  other  non-conductor  of  beat 
and  electricity.  Several  electrodes,  connected  to  separate  batteries, 
and  mounted  in  insulated  holders  of  copper  tube,  may  also  be 
used. 

11th.  Regularly  intermittent  and  permanent  electric  light  ap- 
paratus. In  the  chief  intermittent  apparatus  the  moving  power  is 
a  coil  (included  in  the  electric  circuit)  whose  dimensions  vary  at 
different  parts  of  its  length ;  the  lower  eledxode  shaft  is  attadied 
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to  the  core  of  the  coil  and  carries  a  rack ;  the  whole  is  rather  more 
than  counterbalanced.  When  the  circuit  is  complete,  the  coil 
draws  the  core  into  it  and  separates  the  electrodes  until  they  are 
so  far  apart  that  the  light  goes  out,  the  counterbalance  weight 
then  brings  the  electrodes  together  and  re-establishes  the  light,  and 
the  action  is  repeated.  To  regulate  the  separation  of  the  electrodes 
a  pinion,  having  " '  backlash,' "  connected  with  multiplying 
wheelwork  and  a  fly,  is  used ;  instead  of  the  pinion  with  backlash, 
a  circular  rack  (on  the  side  of  the  pinion)  and  spring  ratchet  may 
be  used ;  or  two  pinions,  each  able  to  revolve  ^e  of  its  spindle  in 
one  direction  only.  A  compensation  chain  hanging  to  the  counter- 
balance weight  is  deposited  on  the  framework  as  the  electrode 
wean  away. 

A  permanent  light  is  produced  by  a  similar  apparatus,  in  which 
the  ooil  is  more  powerful,  and  the  counterbalance  weight  is  balanced 
by  the  force  of  the  helix  before  the  electrodes  are  too  far  apart ;  the 
compensation  chain  and  slow-motion  pinion  (without  backlash)  are 
also  used  in  this  modification.  In  a  second  apparatus,  a  per- 
manent light  is  produced  by  somewhat  similar  apparatus  to  that 
described  under  the  10th  head,  but  the  depression  of  the  counter- 
balanoed  lever  (rather  more  than  counterbalanced  in  this  case) 
brings  the  battery  poles  together,  thus  partially  diverting  the  cur- 
rent from  the  electrodes,  and  enabling  the  lower  electrode  to  rise 
nearer  to  the  upper  electrode.  In  a  third  arrangement  (in  which 
great  moving  power  and  length  of  motion  of  the  electrode  is  given), 
the  electrode  shaft  passes  through  the  hollow  core  and  has  ratchet 
teeth  cut  on  its  side ;  the  core  has  a  click  working  into  them,  which 
supports  it;  and  it  (the  core)  is  prevented  from  going  out  of  the 
range  of  the  coil,  when  the  electrode  is  burnt,  by  an  end  screwed 
on  the  coil  top,  which  forces  the  dick  from  the  teeth,  keeps  the 
core  in  its  place,  and  enables  the  electrode  to  ascend  as  required ; 
the  coil's  magnetic  power  is  strengthened  by  surrounding  it  with 
iron.  Hyperboloidal  reflectors  for  lighthouses  are  a4iusted  without 
removing  the  glass  shade. 

12th.  Improving  the  intensity  of  the  electric  current.  A  long 
ooU  of  insulated  copper  ribbon,  wound  in  an  iron  case,  is  included 
in  the  circuit. 

Idth.  Enclosing  the  electrodes  in  supporting  tubes  when  they 
are  long.  Spring  conductors  fixed  on  the  tube  embrace  the 
elecirode  near  its  end.    The  electrode  may  be  composed  of  many 
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pieces  slightly  joined  together,  and  the  tube  have  a  limited  free 
sliding  motion  to  prevent  the  electrode  bdng  drawn  backwards 

in  it. 

14th.  Preparing  the  materials  for  the  electrodes.    Carbonaoeons 

powder  is  mixed  with  brown  sugar  j  the  mixture  is  mdled,  boiled, 

pressed  while  hot  into  iron  moulds  having  crevices  to  pennit  tlie 

escape  of  the  gases,  and  the  whole  is  heated  gradually  to  a  red 

heat  and  gradually  cooled;  then  heated  to  a  white  heat  in  a  sand 

luted  crucible.  _ 

16th.  The  employment  of  galvanic  batteries  (picferably  par- 
fluent),  for  obtaining  chemical  products,  in  conjunction  or  not  with 
their  use  for  other  purposes.  To  utilize  the  sulphate  of  zinc  from 
sulphuric  acid  and  zinc  batteries  the  oxide  is  precipitated  by  tbe 
sesquicarbonate  of  ammonium,  and  the  resulting  solution  is  used 
again  in  the  battery.  Nitrate  of  lead  is  produced  from  a  battery 
in  which  dilute  nitric  acid  acts  on  platinized  lead  plates ;  the  solu- 
tion is  afterwards  treated  with  a  carbonate  of  potash;  w^iite  lead 
of  commerce  is  in  solution,  and  may  be  obtained  by  evaporation. 
*•  Muritatic  "  [muriatic  ?]  add,  by  a  similar  i»ocess,  yidds  dikmde 
of  lead ;  chlorides  of  iron  and  zinc  maybe  also  obtained  by  batteiy 
action.  In  a  battery  of  copper,  iron,  and  sulphate  of  copper, 
sulphate  of  iron  is  produced  and  copper  deposited  on  tiie  copper 
plate ;  thus  the  ores  of  the  sulphuret,  or  cupreous  mineral  waters, 
may  be  made  to  yield  metallic  copper  and  sulphate  of  iron. 

[Printed,  49.  Ad.  See  Mechanics'  Magarine,  vol.  60,  pp.  40  and  73 ;  'ArtSxaa, 
vol.  7,  p.  26 ;  Patent  Journal,  voL  «,  p.  148 ;  and  Engineen'  and  Aiduteeta* 
Journal,  vol.  12,  p.  63.] 

A.D.  1848,  July  20.— N«  12,219. 

LE  MOLT,  Alexandb*  Edouard.— 1st.  "  Constructing  gal- 
"  yanic  or  electric  piles.''  Carbon  is  used  as  a  negative  plate  i 
"  the  hard  deposit  of  carbon''  found  in  gas  retorts,  cut  into  the 
required  shape,  is  preferred.  Carbon  plates  may  also  be  made  by 
using  pulverized  coal,  coke,  or  charcoal,  mixed  in  certain  propor- 
tions with  '*  the  carbon  obtained  from  gas  letorto  ground  fine," 
and  tar ;  these  are  mixed,  moulded  in  a  metal  mould,  subjected  to 
pressure,  and  dried  by  standing  "  in  the  atmosphere,"  when  the 
mass  is  heated  in  a  nearly  closed  retort  gradually  to  a  bright  red 
heat,  and  gradually  cooled.  "  The  end  "  of  the  "  carbon  etement** 
is  *<  electrotyped  with  copper  or  other  metal,"  to  enable  it  to  be 
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•oldored  to  the  strip  of  metal  fastened  to  the  amalgamated  zinc  of 
the  next  celL  The  zinc  plate  is  coated  with  varnish  on  the  inactive 
portiras  (copal  varnish  thickened  with  powder  of  retort  carbon 
prefemd) ;  the  "  connecting  metal "  and  '^  electrotyped  "  end  of 
the  carbon  are  also  coated. 

2nd.  Using  carbon  disc  electrodes  for  the  electrie  light,  that 
levohre  near  each  other,  so  as  to  constantly  present  '^  firesh  snr- 
'*  faces."  Suitable  clockwork  rotates  the  electrodes,  with  ''  a  slow 
**  uniform  motion/'  by  means  of  diains  and  chain  wheels  in  con- 
nection with  the  driving  wheel,  round  whose  centre  the  bearings  of 
the  c&cs  have  firee  motion,  but  are  kept  as  near  together  as  possible 
by  a  helical  spring  connecting  the  ''arms  "  in  which  the  bearings 
aie  mounted.  The  discs  are  kept  at  a  proper  distance  by  a  cam 
wheel  (receiving  motion  through  a  train  from  the  driving  wheel), 
against  which  a  screw  pin  on  each  "  arm  "  bears,  so  as  to  regulate 
propedy,  by  the  steps  cut  on  the  wheel,  the  distance  between  the 
electrodes.  The  kind  of  cai4)on  preferred  f(x  electrodes  is  that 
from  gas  retorts  purified  by  immersion  in  nitric,  muriatic,  and 
fluoric  acids. 


p.  153 ;  uid  Bngineets'  and  Imbiteete'  Jonmal,  vol.  12,  p.  80.] 


A.D.  1848,  July  20.-.N*  12,220. 

NAPIER,  David,  and  NAPIER,  Jambs  Murdoch.— 1st.  ''  Im- 
**  piovements  in  mariners'  compasses."  "  The  direction  of  a  ship's 
**  head "  is  registered  on  ''  a  circular  disc  of  thin  paper,"  plaoed 
over  the  compass  card,  with  the  points  of  the  compass  and  con- 
oeDtnc  circles  denoting  equal  spaces  of  time,  marked  on  it.  Clock- 
work, in  the  bottom  part  of  the  compass  box,  gives  uniform  motion 
to  a  cranked  spindle  and  connecting  rod,  which  communicates 
tfarougli  levers  with  a  rocking  shaft  loose  on  a  screw  axis;  which 
«orew  axis  gives  motion  to  the  marking  point.  During  the  upward 
motion  of  Hie  connecting  rod,  the  rocking  shaft  lifts  the  point  firom 
the  paper  disc,  and  moves  the  screw  a  portion  of  a  turn  by  means  of 
a  ratchet  and  clicks ;  when  the  connecting  rod  descends,  the  point 
noeives  a  forward  motion  from  the  screw,  and  comes  down  on  to 
the  paper.  The  other  end  of  the  oonaectiag-rod  lever  moves  a 
"  three-branch  piece,"  working  on  a  tube  on  the  compass  pivot, 
op  to  the  under  suiftoe  of  the  card  at  the  same  time  that  the  point 
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desoends.  The  cnnked  shaft  revolves  once  in  three  minates,  con- 
sequently the  point  pricks  the  circular  disc  as  often.  Thus  the 
path  of  tiie  point  heing  placed  in  the  line  of  the  vessePs  keel,  the 
direction  of  the  ship's  head  is  registered  on  the  paper  diac,  and 
the  time  it  was  in  any  particolar  direction  noted.  Another  set  of 
levers,  connected  with  the  steel  point  supporting  the  card,  lower 
the  point  when  the  box  is  opened,  by  the  force  of  a  sining,  thus 
preserving  the  point. 

2nd.  "Improvements  applicable  to  barometers." 
3rd.  "  Improvements  to  apparatus  for  measuring  the  speed  of 
«<  vessels  passing  through  water,  which  improvements  are  also  i^ 
"  plicable  to  ascertain  the  speed  or  velocity  of  cunents.'' 

4th.  "  Improvements  to  apparatus  for  measuring  the  wdght  of 
"  bodies  or  substances,  such  apparatus  being  commonly  known 
**  by  the  designation  of  weigh  bridges  or  platform  balances.*' 

[Printed,  S«.  6d.   See  Mechanios*  Manzine,  vol.  50,  p.  92;  and  Bngineon' 
and  Architects*  Journal,  toL  12,  p.  79.] 

A.D.  1848,  August  10.— N»  12,236. 

HENLEY,  William  Thomas,  and  FORSTER,  David  George. 

—Improvements  in  electric  telegraphs,  '^  and  in  apparatus  connected 
therewith,  parts  of  which  improvements  may  be  also  applied  to 
the  moving  of  other  machines  and  machinery,"  consisting : — 
1st.  In  acting  on  a  magnet,  on  the  axis  of  a  visible  index  or 
pointer,  "  by  a  single  electro  or  other  magnet,  having  each  of  its 
**  extremities  converted  or  resolved  into  two  or  more  poles.** 
Several  arrangements  are  described  and  shown  in  which  the 
magnetic  needle  is  suspended  between  the  poles  of  a  horseshoe 
electro-magnet,  each  pole  being  mounted  with  a  piece  of  iron  of  a 
segmental  form,  or  of  such  a  shape  as  to  develope  two  similar 
poles. 

2nd.  In  causing  the  magnetic  needle  to  be  deflected  in  one 
direction  for  any  length  of  time  required,  by  an  induced  magneto- 
electric  current,  and  bringing  it  back  to  its  stationary  position  by 
the  reversed  inductive  current. 

3rd.  In  obtaining  two  equal  and  opposite  electric  cunents  by 
means  of  magneto-electric  arrangements.  In  one  arrangement, 
two  coils  (with  cores)  vibrate  on  separate  exterior  centres,  between 
the  permanent  horseshoe  magnet  and  its  keeper,  by  the  depression 
of  springs.     In  a  second  arrangement,  a  single  coil  (with  core) 
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is  Boapended  from  a  centre  between  the  poles  of  a  horseshoe 
magoet,  and  moveable  to  one  side  or  the  other,  aooording  to 
tbe  direction  in  which  the  current  is  required  to  flow.  In  a  third 
siTangement»  two  coils  (on  an  armature)  are  mounted  on  an  axis 
between  the  poles  of  the  permanent  magnet,  and  are  free  to  move 
in  front  of  those  poles ;  each  pole -has  two  branches  and  the  motion 
of  the  ooils  is  only  in  a  sufficient  arc  to  bring  them  opposite  to 
the  magnet* s  poles ;  "  one  pole  of  the  magnet  is  not  released  from 
''  its  opposition  to  the  armature  until  the  other  just  touches  it  ;'* 
thus  opposite  cunents  of  equal  power  are  produced.  Bj  either  of 
these  anangements,  "  single  or  double  currents  maj  be  sent,  as 
'*  required,  through  any  required  number  of  instruments  at 
'*  different  stations." 

4tli.  In  an  "  improTed  apportionment  of  the  signs  or  symbols 
'*  used  in  electric  telegraphs."  These  are  made  with  two  needles, 
each  of  whidi  move  only  in  one  direction ;  the  signs  are  signified 
by  their  single  or  combined  motion;  to  form  a  complete  signal 
they  may  either  move  one  after  the  other  or  simultaneously. 

5th.  In  an  improved  compound  of  gutta  percha,  suitable  for 
insulated  wire,  &c.  transmitting  electric  currents.  Very  highly 
pulverised  sand  or  glass  is  mixed  with  gutta  percha,  either  in 
solution  or  in  a  plastic  state. 

6th.  In  the  use  of  a  ''  current  reverser  "  that,  by  one  depression 
of  the  key,  completes,  reverses,  and  breaks  the  circuit  "  in  the 
«<  y»»Miitm»r  of  the  msgueto  machines."  The  key,  by  means  of 
pins  in  connection  respectively  with  a  battery  pole,  makes 
connection  with  an  upper  and  then  with  a  lower  pair  of  spring?^ 
the  latter  being  connected  crosswise ;  the  upper  pair  only  complete 
the  dreoit  on  the  depression  of  the  key. 

7th.  In  the  application  of  magneto-electricity  (excited  in  hollow 
ooils  affixed  to  the  extremity  of  a  pendulum,  and  vibrating  over 
the  poles  of  fixed  permanent  magnets)  to  reguhte  the  motion  of 
timdiLeepers.  No  soft  iron  is  used  in  this  arrangement,  and  the 
conent  is  reversed  at  each  vibration, 

Ml.  In  applying  "  to  the  reguUting  of  timekeepers  of  currents 
"  oi  eleetridty  transmitted  firom  a  primary  or  standard  dock." 
Tlie  needle  and  double-poled  magnet,  described  in  the  Ist 
improvement^  is  applied  to  move  the  escapement  of  a  clock,  by  a 
fork  on  the  magnet's  axis  vibrating  an  arm  on  the  escape  wheel ; 

h 
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or  ii  WEj  move  tke  dockwork  ititlf .  An  efeokiio  UmAmprnt  is 
tocabed  •ad  Atomn,  baviag  »  dial  divided  so  m  to  point  oni  ibe 
tUM  by  the  hoiur  buul  odJj»  the  spooe  botween  the  boms  being 
dirided  into  60  equal  paitA»  Aierencr  tobeplnoedonthtcaeftpo- 
iirhMl  wbor>  wi4h  £i>ur  poiAts  pkead  craeowiw-  dipping  into  two 
iMBnuy  oape>  i&  doMSBbed  nnd  thonm  ;  aUq  nnother  nvancr,  vith 
tvo  iflumkted  Inren  dipping^  into  light  nod  left»hnnd  pain  oC 
vumooay  enps  alterDaklr^  to  be  plaoed  tm  the  pdOet  arbor;  tbe 
wiioa  vn  conaected  cromwifli)  to  tibn  meKoij  caps.  Tbis  last 
anrangement  rxmj  be  amplnjad  in  ooi^junctiiMi  with  tiie  douUe- 
poled  magnet  sod  neadk  to  wnrk  tmrtt  docka  by  a  "^aeoondaiy 
"  battwy." 


[Printed,  1«.  Sd.    See  Mechanios'  MagaBine,  vol.  50,  p.  14B;  Aittaan,  vot  7. 
p.  807 ;  And  Ffttenli  Jouraal*  voL  6^  p»  2S6J 


A.D.  184g,  August  16.--N*  12^41. 

TRUMAN,  Edwin  Thomas. — Ist,  Manufactuxing  "arti£cial 
^'  teeth  and  gums,  and  making  good  other  deficiencies  of  the 
**  mouth  in  connection  therewith  by  employing  gutter  percha*" 
and  '*  coating  the  surfoces  thereof  with  metal."  "  A  model  of  the 
*'  mouth  in  plaster "  is  obtained,  and  artificial  teeth  and  gums 
made  from  it  and  moulded  upon  it  in  gutta  percha^  completely 
covering  a  gold  "  plate  or  bar,"  placed  to  strengthen  the  gutte 
percha,  and  having  pins  (not  covered  by  the  gutta  percha)  soldered 
to  it,  on  which  the  artificial  teeth  are  to  be  fixed,  llio  gutta 
percha  is  then  wanned,  placed  in  the  mouth  with  the  new  teeth, 
and  pressed  ''into  position,  by  which  it  will  become  perfbctily 
**  adapted  to  the  mouth."*  It  may  be  electro-gilt,  or  not,  as  desired 
(except  the  pins  and  the  surfiu^  next  the  gums),  and  the  artificial 
teeth  fixed  on  to  the  pins  ''by  cemeBl "  in  the  usual  manner. 

2nd.  Applying  "  eleotro-gildiRg  in  tiie  manuibctttre  of  artifieoal 
**  teeth  and  gums  as  a  coating  to  soft  materials."  Instead  of 
using  gutta  percha  and  electro-gUdtng  as  above  expli^ied,  wax 
<or  other  suitable  matter  may  be  employed,  electro-gilt  all  over, 
iliufl  completely  enclosing  the  matetiAl which  might  otherwise  "be 
''^  unsoited  to  be  worn  in  tiie  mouth." 

iCPrinted,  W.    See  Repertoiy  of  Arts,  toL  18  {etOarged  seHM),  p.  18S; 
London  Jounial  (Nmotim't),  toL  8«  leonioiHed  mriM),  p.  U7;  ^yfc— 1«^ 


Magasine,  vol.  60,  p.  187 ;  Artissan,  yoL  7,  p.  184;  and  Patent  JoumaL  ykJL,  ^ 
p.  ais.] 
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A.D.  1848,  September  4.— N»  12,262. 

RICARDO,  John  Lewis. — ''Improvements  in  electrical  tele- 
"  graphs,  and  in  apparatus  connected  therewith,''  consisting 
of:— 

Ist.  Improvements  in  *'  combining  two  or  more  wires  for  elec- 
"  tzic  telegraph  purposes,  bj  enclosing  them  between  two  fillets 
**  of  gutta  percha,  or  compounds  containing  that  material^  in  such 
"  manner  as  to  insulate  one  wire  from  the  other  or  others,  and 
*'  from  external  matters."  The  wires  are  conducted  from  their 
respective  reels  ''through  suitable  guides  to  and  between 
"  grooved  rollers  heated  by  steam,"  which  roll  the  fillets  over 
the  wires  so  as  to  perfectly  insulate  them  from  each  other  and  from 
external  matters;  the  indentations  caused  by  the  rollers  being 
between  two  consecutive  wires,  and  the  end  "  beads,"  produced  by 
the  roller  grooves,  being  without  wires.  The  telegraph  wire,  whui 
made,  is  received  upon  "  a  roller  acted  on  by  a  weighted  cord  or 
"  otherwise."  The  surfeces  of  the  fillets  that  are  to  adhere  are 
pMsed  over  hot  surfaces,  and,  when  neoessaiy,  the  under  fillet  is 
supported.  It  is  preferred  to  use  a  combination  (in  certain  stated 
proportions)  of  gutta  percha,  "  gum  cowrie  or  New  Zealand  gum, 
"  and  flower  ors"  [flowers  or?]  "  milk  of  sulphur." 

2bd  "  An  improvement  in  apparatus  for  suspending  wires  for 
"  electric  telegraphic  purposes."  The  Specification  and  Drawings 
describe  and  shown  an  insulator,  through  the  centre  of  which  is 
fixed  (by  cement)  a  hook  for  suspending  the  wires.  An  annular 
space OT  "throat'* — to  prevent  water  "  passing  up  the  interiw"  so 
as  to  destroy  the  insulation  of  the  wire — is  left.  This  annular 
space  is  shaped  like  an  inverted  conical  cup,  having  the  tube  with 
the  hook  in  its  centre.  The  insulator  is  also  provided  with  a 
groove  and  fiafc  side  for  fixing  it  pvoperly  to  the  telegraph  post 


■Be,  VOL  oo,  p.  Z9Z ;  Anizan,  tol  7,  p.  199 ;  r»cent  «iour 
•nd  MDgiBMn*  and  AxeMtMte'  Journal,  vdu  IS,  p.  IIS.3 


A.D.  1848,  September  28,— N*  12,276. 

ALLMAN,  Fknvbl. — "  Certain  impvovements  in  apparatus  for 
"  the  production  of  light  from  electricity,"  consisting  of  variotia 
uppKntoiB  for  regulating  the  distance  between  the  carbon  or  other 
electrodes  used  to  produce  the  eleetric  light,  by  means  of  tha 
deotne  camnt  whith  ososei  the  light,  these  aoparatus  forming  a 

h2 
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part  of  the  same  drcuit,  and  one  of  the  electrodes  being  moveable 
by  means  of  one  of  the  e£E!ect8  of  the  electric  cuirent ;  also  appa- 
ratas  for  regulating  the  ''emission"  and  "  ingress"  of  the  batteiy 
fluids. 

In  the  first  arrangement,  one  of  the  electrodes  is  attached  to,  and 
moves  with,  the  extremity  of  the  needle  or  "permanent  magnet" 
of  a  galvanometer. 

In  the  second  apparatus,  "  induced  magnets"  are  made  to  act  on 
the  needle  or  "  permanent  magnet." 

A  third  anangement  consists  of  fixed  "  induced  magnets"  acting 
on  others  mounted  on  the  extremity  of  a  poised  lever.  In  these 
three  arrangements  either  the  attractive  or  repulsive  magnetic 
force  may  be  used,  and  an  adjustable  weight  opposes  the  deflection 
of  the  needle  or  lever. 

In  a  fourth  apparatus,  the  expansion  of  a  heated  metaUic  con- 
ductor, or  the  curvature  of  a  heated  compound  metaUic  bar,  is 
made  to  act  on  one  of  the  electrodes. 

A  fifth  apparatus  consists  of  a  voltameter,  which  raises  a  gas- 
holder against  the  detaining  force  of  springs,  by  the  exit  provided 
for  the  gas  being  proportioned  to  the  current  used. 

The  "  emission"  and  "  ingress  "  of  battery  fluids  is  regulated  by 
their  specific  gravity.  The  heavy  and  spent  fluid  sinks  a  counter- 
poised vessel,  thus  lengthening  the  leg  of  a  discharging  syphon, 
or  a  ball  cock  opens  when  the  liquid  becomes  too  heavy. 

Pumps,  &c.,  may  be  used  to  supply  or  exhaust  the  batteiy. 

[Printed,  8».  Id,  See  Mechanics*  Ma^^wine,  yoL  60,  p.  806 ;  London  Joanud 
(N0wton*»),  vol.  8S  {conjoined  eenet),  p.  806 ;  Axiiian,  vol.  7,  p.  807 ;  and 
F&tent  Journal,  yol.  6,  p.  256.] 

A.D.  1848,  October  12.— N«  12,287. 

DUNN,  Arthur. — ••  Improvements  in  ascertaining  and  indicat- 
"  ing  the  temperature  and  pressure  of  fluids." 

The  mercury,  either  of  a  thermometer  or  of  a  pressure  gauge, 
completes  an  electric  circuit  (by  means  of  an  iron  float  tipped  with 
"  platina"),  and  rings  a  bell  whenever  the  temperature  or  pressure 
awives  at  a  determined  point. 

This  apparatus  is  applied  to  a  steam  boiler  in  the  following 
manner:— A  metal  thermometer  tube  in  the  boiler  is  connected 
with  two  glass  tubes,  into  which  electrodes  project ;  one  tube  (to 
give  notice  when  the  steam  rises  to  the  working  pressure)  com- 
pletes the  circuit  through  a  lever,  which  breaks  the  circuit  as  the 
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temperafture  xises  above  that  point ;  the  other  tube  gives  notice 
wlieii  the  steam  rises  to  too  high  a  pressure.  Each  of  these  dr- 
euits  has  a  separate  bell  apparatus,  and  several  bell  apparatus  in 
aevenl  places  may  be  employed. 

When  this  invention  is  applied  to  a  pressure  gauge,  a  "  platina" 
wire  IB  introduced  into  the  ordinary  glass  gauge  at  the  required 
bcight;  or  several  platinum  wires  at  various  heights  may  be  in- 
cluded, as  required,  in  the  circuit. 

[Printed,  lOd.  Bee  Bepertory  of  Arts,  vol.  18  {MJaraed  mHm),  p.  8S8; 
London  Journal  (JV««pto»'«), ¥01.84  {cot^ohtsd  teriet),  p.  886;  Mecduuiiioa* 
Mag—ine,  toL  60,  p.  870;  Artiian,  yoi.7,  p. SO;  and  Patent  JoiuniaL 
ToL  7,  p.  00.] 

A.D.  1848,  October  26.--N*  12,296.* 

HJOBTH,  SoBBN. — "  Certain  improvements  in  the  use  of  electro- 
<<  magnetism,  and  its  application  as  a  motive  power,  and  also 
"  other  improvements  in  its  application  generally  to  engines, 
"  shipflj,  and  railways." 

The  SpedJScation  and  Drawings  describe  and  show  various 
electro-magnetic  engines,  which  have  for  their  principle  of  action 
the  motion  of  a  magnet  or  electro-magnet,  so  that  pointer  or  parts 
of  its  surface  or  poles  oome  successively  under  the  influence  of  the 
points  or  parts  of  the  surface  or  poles  of  a  fixed  ^ectro-magnet 
or  magnet,  thus  enabling  a  rotaiy  or  reciprocal  motion  to  be  had 
and  sustained  over  a  great  length  of  stroke. 

An  ''  oscillating  engine  "  is  described  and  shown,  constructed 
upon  the  above  principles,  in  which  the  electric  current  is  admitted 
alternately  to  one  of  two  double-horseshoe  magnets  (the  fixed  mag- 
net  forming  one  horseshoe,  and  the  moveable  magnet  the  other) ; 
one  acting  during  one  half  revolution  of  the  fly-wheel  shaft,  the 
other  during  the  second  half  revolution.  "  Suitable  adaptions  of 
**  beams,  rods,  cranks,  8cc"  wiU  enable  any  required  form  of  engine 
to  be  oonstmcted.  The  fixed  magnets  are  made  hollow,  **  conical 
**  on  the  innde,"  and  with  surfiuses  of  various  suitable  shapes  inside 
them ;  the  moving  magnets  are  made  "  conical  on  the  outside," 
and  with  corresponding  apertures.  Other  forms  of  horse-shoe 
magnets  are  described  and  shown,  made  to  act  on  the  above 
principles  when  combined  in  an  engine. 

A  rotaiy  engine  is  described  and  shown,  in  which  fixed  horseshoe 
magnets  are  arranged  on  the  smfsoe  of  a  cylinder,  with  the  line  join- 
ing their  opposite  poles  parallel  to  the  axis  on  which  they  cause  the 
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• 

moveable  magnets  to  rotate ;  the  electric  cmrent  being  sapi^lied 
to  tlie  fixed  magnets  in  advance  of  the  moveable  magneto  ia 
sncoesaon,  and  cut  off  as  the  moveable  magnets  pass  them.  Tlie 
fixed  magnets  form  cases  for  the  moveable  magneta  to  peas  through. 

A  method  of  obtaining  ''a  reciprocal  rotary  motion"  (which 
Biaj  be  converted  into  a  rotarjr  motion  ''  by  cranks/'  or  applied 
directly  to  the  work)  is  described  and  shown;  an  S-ahaped 
solid  magnet  works  into  a  similarly  shaped  stationaiy  magnet,  the 
poles  of  which  form  cases  for  the  reception  of  the  poles  of  the 
moveable  magnet.  "  Two  sets  of  magnets  will  be  ordinarily  re- 
*'  quired,  working  in  opposite  directions." 

The  "commutator"  used  for  rectilinear  reciprocating  engines 
may  either  be  arranged  as  a  slide-valve  is  in  the  steam  engine  (a 
metallic  slide  and  insulated  metallic  surfftces,  in  connection  with 
the  battery  and  Ihe  coils  of  the  electro-magnets,  taking  the  place 
of  the  valve  and  steam  ports  in  the  steam  engine),  or  an  osdl- 
latmg  or  rocking  shaft  may  alternately  bring  the  conductors  of 
opposite  magnets  into  contact  with  ac^ustable  metallic  sfnings 
connected  to  the  battery.  The  ''  conunutator  "  for  rotaiy  engines 
is  the  common  arrangement  of  conducting  pieces  inlaid  in  a 
non-conducting  portion  of  the  rotating  shaft. 

A  "  governor,"  analogous  to  the  steam-engine  governor, 
regulates  the  supply  of  electricity  to  the  engine  by  acting  upon  a 
slide,  included  in  the  electric  circuit,  so  that  a  wider  or  narrower 
portion  of  a  conducting  wedge  is  brought  into  contact  with  a 
parallel  conductor.  Either  the  attraction  or  repulsive  magnetic 
influence,  or  both,  may  be  used  as  a  motive  power,  and  the  power 
may  be  applied  to  all  purposes  for  which  power  may  be  required. 

This  invention  also  relates  to  the  production  of  magneto-electri- 
city in  a  locomotive.  "  Soft  iron  or  electro-magnets  "  are  fixed 
between  the  spokes  of  the  wheels,  so  that  during  thrir  motion  the 
electro-magnets  may  pass  between  the  poles  of  fixed  horseshoe 
permanent  magnets.  The  coil  of  the  electro-magnets  is  continued 
round  the  axle  of  the  wheel,  magnetising  it  when  in  motion  in 
proportion  to  the  speed,  thus  giving  it  "  an  increased  adhesion  "  to 
the  rails ;  or  the  electricity  generated  may  be  used  as  an  auxiliary 
motive-power.  Revolving  fly-wheels,  paddle-wheels,  or  drums  may 
thus  be  made  available  for  generating  auxiliaiy  electric  power. 

[Printed.  U.  id.    See  Medumics'  Hagadne,  vol.  60,  pp.  409  and  483 ;  Prao- 
tioal  MeohMiieR*  Journal,  vol.  2,  pp.  S9  and  86 ;  ArtiMn,  toL  7,  pp.  ISl 
146;  and  Patent  Journal,  vol  7,  p.  118.] 
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A.D.  1848,  November  4.— N»  12,317. 
BACHHOFFNER,  George  Henry.—''  Improvements  in  means 
**  of  trmnsmitling,  communicating  or  conveying  intelligence  "  by 
the  agency  of  electricity,  consisting  of :  — 

Ist.  "A  mode  of  actuating  the  pointers  or  indicators  by  means 
**  of  permanent  and  temporary  or  electro-magnets." 

2nd.  ''An  arrangement  for  obtaining  tbe  step-by-step  move** 
*  ment  of  tbe  band  pointer  or  indicator." 

Refemng  to  these  two  heads,  ''an  electro-telegraph"  is  de- 
scribed and  shown,  having  the  above  improvements  adapted  to 
deflect  a  pointer  in  the  upper  part  of  the  instrument,  to  rotate 
a  hand  over  a  dial,  and  to  strike  an  alarum.    Hie  pointer  is 
deflected  by  means  of  a  bar  electro-magnet  free  to  vibrate  on  a 
horizontal  axis  at  right  angles  to  the  line  joining  its  poles;  at  the 
lower  end  a  permanent  horseshoe  magnet  attracts  the  pole  of  the 
dectro-magnet  to  one  side  or  the  other,  aocor^ng  to  the  direction 
of  the  current;    when  deflected,  the  upper  end  of  the  electro- 
magnet presses  against  cords  to  which  weights  are  hung,  which 
break  contact  with  the  permanent  magnet  on  the  cessation  of  the 
ooneni.     The  hand  or  indicator  is  rotated  over  the  iSaoe  of  a 
dial  by  another  vibiatng  efectvo-ungDet  having  pallets  on  its  axis 
of  motion  wofking  into  a  paUet  wheel  oa  the  indicator  aiis,  and, 
by  Ae  shape  of  the  palkts,  causing  it  to  rotate.    The  bell  appa* 
ratus  also  has  another  vibrating  electro-magnet,  to  which  the 
hanmicr  is  attached  by  a  slight  spring ;  on  the  deflection  of  the 
alBctKO-mgBet  Ihe  bell  is  struck.    The  cuncnt  aotnates  «ith«r  the 
heU,  the  pointer,  or  the  dial  hand,  aooovding  to  the  position  of  tha 
metadbMof ''caiicntohaBgen"attadiedtotheiBStruiiitiit;  (he 
wnea  of  the  variova  "apparata"  an,  far  that  purpose,  conmoted 
in  pairs  with  insulated  pieoes  of  metal  diqiosed  in  a  circk,  orer 
which  die  netal  bars  move.    The  keys  for  oonpleting  the  dicuit 
are  connected  to  the  "  current  changers "  by  their  hingw,  and 
make  connection  with  the  battety  by  studs  and  meroury  cops. 
Tlie  electnMnag^ets  may  be  mounted  so  tiiat  both  their  polea  an 
aded  on  by  the  same  permaxtent  magnet 

3rd.  "A  method  of  straining  or  tightening  the  telegraph  wires 
**  ivhen  suspended  on  pasta."  At  suitable  intervals  a  post  is  eiaeted, 
hafing  tlse  upper  poitioa  moveable  eitiier  up  or  down  by  laok  and 
psakiawork;  linis  deflecting  the  wins  flrom^  their  oirtoni  oorva- 
"  ton"  between  ^ ibced  posts,  and  atrainiag  them  aoeordiagly. 
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The  tops  of  the  posts  are  completely  covered  with  caps  of  iiisu« 
lating  material. 

4th.  "  Certain  arrangements  of  the  letters  and  figures  on  dials 
"  in  combination  with  pointers  or  indicators  actuated  hy  eleo- 
^  tridty."  The  deflecting  pointer  or  pointers  indicate  the  letters 
or  numerals  by  the  direction  and  number  of  the  deflections ;  and 
the  revolving  hands  have  three  branches  pointing  respectively  to 
three  different  circles,  the  first  containing  the  letters,  which  may 
be  arranged  either  alphabetieally  or  as  a  ''  printer's  or  compositor's 
"  fount,"  the  second  containing  numerals,  and  the  third  the 
number  of  the  stations  on  the  line.  A  dial  is  also  described  and 
shown,  having  eight  indicators,  pointing  respectively  to  alphabets, 
numerals,  and  written  messages ;  also  a  dial  with  two  deflecting 
pointers,  showing  (with  not  more  than  two  deflections  to  each) 
twenty  letters  and  four  numerals,  and  their  combinations. 

[Printed.  U.  id.   See  Medumics'  MBgaiine,  voL  60,  p.  461 ;  and  Patent  Jour- 
nftl,  yoL  7,  pp.  88  and  40.] 

A.D.  1848,  November  21.— N«  12,335. 

CLEMENT,  William  Hood  (partly  a  communieaHon). — "  Cer- 
f'  tain  improvements  in  tiie  manuflM;hire  of  sugar,  part  of  which 
*'  improvements  is  applicable  to  evaporation  generally,  also  im- 
f^  proved  apparatus  for  preparing  the  cane-trash  to  be  used  as 
**  fiiel,"  consisting  of: — 

Ist.  "  Mechanical  arrangements  for  the  better  pianufacture  of 
^'  the  sugar  from  the  cane,"  being  partly  improvements  on  the 
invention  described  in  Letters  Patent,  N<*  11,312.  Portions  of 
the  present  invention  are  *' applicable  to  evi^)oration  generally." 

2nd.  "Improved  apparatus  for  the  preparation  of  the  cane- 
*^  trash,  or  'bagass,'  to  be  used  as  a  fUeL" 

3rd.  *'  Certain  new  processes  for  the  daiifl^ation  of  sacdiarine 
**  solutions." 

The  first  process  is  called  "the  high-pressure  clarification,"  and 
relates  to  the  complete  coagulation  of  "the  vegetable  albumen 
"  contained  in  a  saccharine  solution,  without  at  the  same  time 
^'  increasing  the  density,"  by  heating  the  solution  in  a  close  vessel. 

The  second  process  consists  in  employing  galvanic  electricity 
^^  to  present  the  base  of  a  salt  in  a  nascent  state  to  the  impurities 
"  of  a  saccharine  solution  without  the  aid  of  an  alkali  or  alkaline 
"  earth,  or  without  uung  an  excess  of  the  alkali."   Having  placed 
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the  saoeharine  solution  in  a  suitable  open  vessel,  and  dissolved 
the  daiifying  salt  in  it,  the  positive  platinum  electrode  of  a 
galvanic  batteiry  is  placed  in  a  porous  vessel  (in  the  saccharine 
sohition},  containing  a  solution  of  the  clarifying  salt,  the  negative 
electrode  being  placed  in  the  saccharine  solution.  The  electric 
netion  causes  the  acid  of  the  clarifying  salt  to  proceed  to  the 
porous  edl,  and  its  base  to  the  negative  electrode,  there  to  com- 
bine with  the  impurities ;  or  each  electrode  may  be  placed  in  a 
pofous  cell;  or  a  series  of  electrodes,  in  the  solution,  may  be 
indnded  in  the  electric  circuit. 

Third  prooeas. — To  separate  an  oxide  or  salt  (that  has  been  used 
for  dariABation)  from  a  saccharine  solution,  a  phosphate  of  lime 
filter  ia  used  in  connection  with  an  electric  current,  generated  by 
pairs  placed  in  the  filter,  the  positive  metals  being  in  porous  cells. 

Fourth  process. — In  the  ordinary  clarification  by  animal  char- 
coal, by  ocmnecting  the  insulated  metal  vessel  containing  the 
animal  charcoal  with  the  positive  plate  of  a  galvanic  batteiy,  and 
a  ponms  cell  filled  with  acidulated  water,  and  imbedded  in  the 
charooal  with  the  negative  plate,  a  galvanic  current  is  made  to 
promote  the  combinations  which  cause  clarification  and  decolor- 
isation. 

rPrin«ed,lf.&l.   See  London  Joarnal  (ifM0<(>»'«),  vol.  34  (0011/oifitftf  mt^), 
pu  SOSt  MtOmokt^  Ififfwine,  yoI.  60,  p.  409;  and  Pfetent  JounuJ,  toL  7, 

A.D.  1848,  December  2.—No  12,352. 

BAKEWEm  Fhbdbrick  Collibr.  —  '*  Improvements  in 
•*  making  oommimications  from  one  place  to  another  by  means 
"  of  electricity,"  consisting  of : — 

Ist.  A  **  copying  telegraph."  .  Cylinders  on  the  "  transmitting  " 
and  '*  receiving  instruments  "  are  caused,  by  means  of  weights  and 
fuis,  to  rotate  STnchronously ;  on  the  transmitting  cylinder  is 
fdaoed  the  writing  to  be  transmitted  on  tin  foil  (either  written  with 
vanuah  or  dae  with  a  metal  point  upon  varnished  tin  foil) ;  on  the 
recetTing  cylinder  is  placed  paper  '' thoroughly  moiatened  with" 
muxiatie  add,  water,  and  ''saturated  solution  of  prussiate  of 
*'  potaas."  An  insulated  iron  point  is  moved  over  each  of  these 
cjiinders  by  meana  of  a  rotating  screw  parallel  to  the  cylinder,  the 
point  being  fixed  on  to  a  nut  thua  caused  to  traverse  the  cylinder 
kmgitttdinaUy.  The  current  raily  passing  through  the  transmitting 
$nd  receiving  instruments  by  means  of  the  tin  foil  and  moistened 
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papCT  respectiveiy,  the.  point  of  the  TCoeiving  inaifuiiient  marics  tiie 
paper  with  panllei  lines,  except  when  the  vaniished  writing  of 
the  tnomnitting  inetrament  causes  the  cenent  to  cease,  tfaaa 
prodncing  a  oopj  of  the  writing  on  the  tin  foil  of  thetnasmittiBg' 
cylinder.  Several  points,  insulated  from  one  another,  may  be  Bsed 
on  the  reonving  instniment,  hy  transmitting  the  ouzfent  thicfugfa 
them  in  rapid  succession ;  lAiere  being  a  similar  number  of  poiiita 
on  the  taranemitting  instrument.  To  ensure  syndlironous  moi^e* 
ment  of  the  cylinders,  they  rotate  rather  faster  than  is  required, 
and  are  retarded  at  small  periodical  and  adjustable  intenrals,  by  tha 
keeper  of  an  deotro-magnet  (brought  into  action  by  a  local  hmttery 
$md  pendulum),  which  rubs  against  projections  on  the  <7linder« 
A  slip  of  paper  on  the  transmitting  cylinder  should  be  tnily 
oopied  on  the  reomving  cylinder.  The  instruments  are  started  i^ 
the  same  instant  by  means  of  the  keeper  of  an  dectro-magiMt,  in 
the  telegraphic  circuit,  disengaging  the  fsn  of  the  receiTing  instni* 
ment  when  the  transmitting  instrument  is  put  in  action. 

2nd.  A  mode  of  **  breaking  and  renewing  the  electric  circuita 
**  at  distant  stations."  'Hie  deflection  of  the  needle  is  wmAt  to 
bring  into  action  an  electro-magnet  (magnetised  by  a  local  battery) 
which  releases  a  detent  from  a  rotating  cylinder  completing  the 
circuit.  Tlie  speed  of  the  telegraph  instruments  may  be  regulated 
in  this  manner.  By  a  similar  means  branch  lines  may  be  thrown 
into  or  out  of  circuit  from  a  distant  station.  The  earth  drcmt  is 
completed  when  required  by  an  insulated  wire  in  the  cylinder. 
One  cylinder  must  be  used  to  each  branch. 


[Printed,  U.  8d.  See  Rqwrtoiy  of  Arts,  vol.  U  (etOargsd  mHm),  p.  6S: 
Mechanics*  Magazine,  vol.  60,  p.  54M;  Patent  Journal,  vol.  7,  p.  106;  and 
Engineers'  and  Architects'  Journal,  vol.  12,  p.  tl7.] 


A.D.  1849,  Februaiy  16.— N*  12,482. 

PEABCE,  Charles  Thomas. — *'  Improvements  in  sppaealtta 
"  for  obtaining  light  by  electric  agency,"  consisting  of  :— 

1st.  An  electric  lamp,  in  which  motion  is  given  to  two  caibon 
electrodes  by  means  of  suitable  clockwork.  One  electrode  is 
**  &c"  shaped,  ^at  an  angle  of  45*"  to  the  other,  and  is  made 
to  rotate  on  its  ans  so  as  to  oontianall]^  present  a  fresh  **  edge  or 
'^ide  sni4k»"  to  the  other  electrode,  which  is  ^  a  bar  of  carbon'* 
made  to  travel  upwards  by  a  nnifioarm  movement.  The  ooirent  is 
anpplied  to  the  dectrode  near  the  light,  by  means  of  **  platinam 
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"  wires'*  pointed  with  "iridium."    Two  or  more  disc  or  bar 
electrodes  maj  be  used. 

Abo  an  apparatus  in  vdiich  the  electrodes  are  forced  foiward  by 
■Bans  of  weights  or  helical  springs,  the  lower  electrode  bemg  kept 
oontinuallj  in  contact  with  lateral  ban  of  "non-condncting 
'  and  the  upper  efectrode  being  forced  into  an  earthen 
.Methods  of  joimng  eleetrodes  are  described,  by  inserting 
a  piece  of  carbon  into  holes  in  the  electrodes  to  be  joined,  ftc., 
tnd  of  ooostrocting  electrodes,  by  the  insertion  of  "  conducting 
"  caibon ''  into  pieces  of  "  non-conducting  carbon  "  by  means  of 


2nd.  An  appsratiiB  to  restore  contact  between  the  electrodes 
wlien  the  light  goes  out.  An  electro-magnet,  included  in  the 
oireuit,  has  a  helical  spring  and  keeper  fixed  at  the  end  of  a  lever ; 
**  a  piece  of  carbon  **  is  thereby  introduced  between  the  electrodes 
when  the  oaiiient  ceases,  but  is  moved  away  as  soon  as  the  magnet 


Srd.  A  regulariy  intermittent  electric  light,  obtained  by  trans- 
nnttmg  the  electric  current  through  springs  pressing  against  an 
inlaid  metallic  cylinder  fixed  on  the  arbor  of  a  clock,  and  revolving 
with  it.  ''A  fike  apparatus  is  used"  to  bring  two  batteries 
altemately  into  action. 

4th.  An  apparatus  for  regulating  the  dectricity  applied  to 
lighting.  A  fixed  electro-magnet  or  coil,  in  the  drcuit,  deflects 
a  permanent  magnet  mounted  on  an  axis  connected  by  wheel- 
work  to  the  electrodes. 

5th.  **  Perfluent"  batteries.  '*  The  fluids  are  supplied  to  each 
''  cell  at  the  same  time."  The  batteiy  cells  are  contained  in  a 
tiough,  which  has  entrance  and  exit  cells  to  the  batteiy  cells,  the 
heavier  fluid  going  out  at  the  bottom,  and  the  fresh  fluid  being 
auppfied  at  the  upper  part.  In  a  double-fluid  battery,  the  acid 
Bolution  is  supplied  at  the  top  and  goes  out  at  the  bottom,  and  the 
metallic  solution  comes  in  at  the  bottom  and  goes  out  at  the  top. 
"  Each  set  of  plates,"  being  bolted  to  longitudinal  wooden  bars, 
mn  able  to  "be  ienM>ved  at  once.*'  When  porous  diaphragms  are 
■atd,  they  **farm  part  of  ^  troogh«" 

[Printed,  U.  lOd.   See  Eepertovj  of  Arts.  vol.  U  (Mtei^fd  mrist),  p.  IM ; 
•    '"  ▼oLOtik.ua.J 
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A.D.  1849,  March  14.— N"  12,623. 

FONTAINEMOREAU,  Pbtbr  Arm  and  le  Comte  de  (a 
commumcatum), — "  Certain  improvements  in  coating  or  covering' 
"  metallic  and  non-metallic  bodies,"  relating : — 

Ist.  To  aqueous  solutions  for  electro-depodting  metals  and 
alloys.  The  following  is  a  list  of  the  chemical  substances  in  these 
solutions: — For  gUdmg,  a  gelatinous  precipitate,  made  by  adding 
chloride  of  gold  to  "  a  solution  of  soap  made  of  Gayac  pitch,"  and 
caustic  potash  or  soda ;  also,  a  salt  of  gold,  caustic  potash  or  soda» 
sulphate  of  potash  or  soda»  and  sugar.  For  ^^platimng**  phosphate 
of  potash  or  soda»  and  "  bichloride  of  platina  and  potassium/' 
For  silvering,  a  salt  of  silver  (preferably  the  carbonate),  carbonate  of 
ammonium,  and  carbonate  or  bicarbonate  of  soda  or  potash.  For 
coppering,  carbonate  of  copper^  and  carbonate  or  bicarbonate  of 
soda  or  potash;  also^  "  cyamure"  [cyanide?]  of  potassium,  and  a 
salt  of  copper  (''  preferably  salt  of  cyamine  "  [cyanide  ?]  '*  of  oop- 
"  per").  For  brassing,  carbonate  of  ammonium,  and  a  salt  of  zmc 
("  preferably  salt  of  carbonate  of  zinc  ") ;  also,  a  mixture  of  dther 
of  the  coppering  solutions  with  the  carbonate  of  ammonium  and 
carbonate  of  zinc  solution.  For  ftiifitii^,  caustic  potash  or  soda, 
and  protochloride  or  chloride  of  tin.  For  coating  with  lead, 
caustic  potash  or  soda  and  litharge  or  other  compound  of  lead. 

All  the  above  solutions  '*  do  not  disengage  any  iiyurious  smell  or 
**  gas,  and  are  entirely  free  from  any  poisonous  substance,"  except 
the  second  coppering  solution  and  the  tinning  solution. 

In  depositing  lead  and  tin  upon  iron  or  zinc,  and  tin  upon  lead, 
a  preliminaiy  coating  of  copper  or  brass  is  given. 

2nd.  To  aqueous  solutions  for  coating  metals  and  alloys  with 
other  metals  and  alloys,  ''by  immersing  them  in  certain  solutions." 

[Printed,  4(1.  ^  See  Uechanios'  MagAziae,  vol.  51,  p.  8M ;  uid  FMent  Journal. 
yol.9,p.6S.] 

A.D.  1849,  March  19.— N»  12,626. 

RUSSELL,  Thomas  Hbnry,  and  WOOLRICH,  John  Stk< 
PHEN. — ^'  Improvements  in  coating  iron  and  certain  other  metals 
"  and  alloys  of  metals,''  consisting  of: — 

Ist.  '"Ilie  application  of  cadmium  and  its  alloys  for  coating 
**  the  surfaces  of  iron  and  certain  other  metals  and  alloys  of 
"  metals." 
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**  By  means  of  electric  deposition.'*  The  solution  nsed  is  made 
by  precipitating  a  carbonate  of  cadmium  from  the  nitrate  by  the 
addition  of  a  solution  of  carbonate  of  soda^  and  dissolving  the 
precipitate  thus  obtained  in  cyanide  of  potassium  solution  in  excess. 
A  modification  of  this  solution  may  be  used^  in  connection  with  a 
suitable  dissolving  plate,  to  deposit  alloys  of  cadmium. 

A  method  of  coating  metals  with  cadmium  and  its  alloys,  by  im« 
mersion  in  *'  a  melted  bath  of  the  coating  metal"  is  described. 

A  method  *'  of  applying  cadmium  or  its  alloys  as  a  means  of  pr&- 
**  serving  iron  and  other  metals,  by  applying  such  metal  in  con- 
''  tact,  by  mechanical  or  other  means,  in  like  manner  to  what  zinc 
**  has  heretofore  been  appUed,"  is  also  described. 

2nd.  Electro-depositing  copper  in  alloy  with  other  metals.  The 
solution  used  is  made  by  dissolvmg  acetate  of  copper,  acetate  of 
zinc,  acetate  of  potash,  and  benzoate  of  potash  in  hot  water,  and 
adding  "  as  much  cyanide  of  potassium  in  solution  as  will  dis* 
**  solve  the  predpitate,  which  is  caused  on  adding  it,"  and  about 
one-tenth  more.  "  Other  metals  may  be  alloyed  with  copper,  and 
"  the  mode  of  proceeding  is  like  that  above  described. 

[Printed,  4A,   Bee  Bepertory  of  Arts,  vol.  16  {mUargtd  teriet),  p.  169;  He- 
cteoies'  M agMine,  voL  61,  p.  286 ;  and  Patent  Journal,  voL  9,  p.  70.] 


A.D.  1849,  March  26.— N»  12,634. 

PARKES,  Albxamder. — 'improvements  in  depositing  metals.*' 

Electro-depofliting  di£Eerent  metals  (copper,  silver,  tin,  bismuth, 
and  lead  are  mentioned)  ''  in  successive  layers  "  upon  manufsc- 
tored  iron  or  other  metal,  to  protect  it ''  more  perfectly  than  a 
*'  separate  coating  thereon  of  either  of  the  metals  separately." 

Various  improvements  in  the  manufacture,  treatment,  and 
working  of  certain  metals  and  alloys  are  described,  and  a  blowing 
i»fi>litnft  18  described  and  shown  (Letlers  Patent  N°  12,325  are 
referred  to  in  this  part  of  the  invention). 

In  respect  to  ''the  manufacture  of  rollers  for  printing  pur* 
**  poses;"  "a  roller  or  cylinder  of  iron,  of  brass,  or  of  white 
'*  metal,  composed  of  tin,  lead,  ainc,  and  antimony,  in  various 
"  proportions"  has  given  to  it  "a  copper  surfsce  by  means  of 
"  electric  depontion,  employing  the  well  known  solutions  of 
"  copper  fbr  this  purpose;  but  if  composed  of  iron  or  white 

alloy,"  the  solution  of  copper  in  cyanide  of  potassium  used  hot 


•< 
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M  pnlerred ;  tlie  roUen  or  cjfinden  being  "  pUeed  in  &  hoiiaontal 
*'  position,'*  and  kept  "  in  comtnnt  motion  daring  tiie  tinie  the 
'*  deposition  takes  place." 

[Printed,  ad.    See  Bepertory  of  ArtB,  toL  14  (mthirgmi  wrM»),  p.  Ml  : 
]feoliMiioi'lfa«aaine,vQl.51.i>.asa;  mAFhtent  Jouni^vd.^r.4flL] 


A.D.  1849,  April  16.— N<»  12,567. 

SHEPHERD,  Chablbs. — ^"  Improyements  in  woiking  clocks 
**  and  other  timekeepers,  telegraphs,  and  machinery  by  eleo- 
"  tridty." 
The  improvements  in  electric  clocks  relate  to  :--^ 

1st.  "  The  escapement  or  mode  of  giving  the  impulse  to  the 
^  pendulum  balance  or  other  regulator."  The  said  impulse  is 
given  by  a  remontoir  spring  "  wound  up  and  actuated  by  eWoIro* 
"  magnetism,  and  retained  by  a  detent"  On  the  completion  of 
the  electric  circuit,  a  *'  bar  magnet,"  st^ported  by  a  spring  and 
carrying  a  lever,  is  caused  to  oscillate,  thus  wining  up  the  re- 
montoir spring  by  means  of  the  pin  on  the  lever,  and  cauaiDg  it  to 
slip  under  a  detent.  The  pendulum  rod  carries  two  pallets^  the 
foremost  of  which  raises  the  detent,  and  the  other  receives  the  im- 
pulse of  the  spring.  The  circuit  is  completed  by  means  of  a  spring 
carrying  a  '^platina"  pin,  against  which  tiie  pendulum  strikes  at 
the  extremity  of  its  vibration  to  the  left ;  thus  the  remontoir 
spring  does  not  interfere  with  the  motion  of  the  pendulum  to  the 
right,  but  is  only  released  at  the  extremity  of  that  vibration,  and 
acts  during  a  part  of  its  vibration  to  the  left.  The  pendulum  is 
thus  merely  a  measurer  of  time  and  a  circuit  break,  and  the 
amount  of  force  imparted  to  it  is  independent  of  the  battery  power. 
When  the  remontoir  escapement  acts  by  a  weighted  arm,  the 
arrangement  is  similar. 

m 

2nd.  "The  mode  of  actuating  the  train."  Two  pair  of  hsne* 
shoe  electro-magnets,  round  which  the  current  traverses  m  alter- 
nate directions,  oscillate  two  "  bar  magnets,"  to  whose  axis  a  pair 
of  pallets^  working  a  pallet  wheel  and  thence  the  doek  train,  are 
attached.  The  pendulum  strikes  against  a  right-hand  spnag  as 
well  as  a  left-hand  one,  thus  completing  the  circuit  of  one  battoy 
to  ^ve  the  electro-magnets  one  polarity,  and  of  another  battoy  to 
give  them  the  opposite  polarity. 
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dtd.  ''The  striking  or  mfiricing  audibly  the  hour."  The  mode 
of  actuating  the  train  described  under  tiie  2nd  head  is  employed. 
VanNis  cireuits  are  oosni^flted  by  the  train  so  as  to  lekase  and 
give  motioQ  to  an  ordinary  locking  plate  and  ratebet  wheels  tnd 
the  bell  is  struck  accordingly  by  a  bammcf  on  the  axis  of  the 
atchet-wheel  pallet.  Once  every  hour  a  pin  on  the  minute-hand 
axis  raises  an  arm  into  contact  with  a  pin  on  the  seconds  wheel, 
thus  completing  the  circuit  of  a  battery  and  electro-magnet,  which 
action  releases  the  locking  plate,  and  completes  a  circuit  of 
another  battery  and  electro-magnet  so  far  as  to  enable  the  "  bar 
**  magnet  **  of  the  clock-train  electro-magnets  to  entirely  oon^lete 
the  circuit  every  double  vibration  of  the  pendulum,  by  which  ar* 
raogcment  the  bell  is  struck  and  the  locking  plate  moved  forward. 
Whtssi  ^  spring  again  entera  the  locking  plate,  the  latter  circuit 
ia  no  longer  able  to  be  completed,  and  the  striking  oeaaes. 

The  following  improvements  are  also  set  forth  in  this  Speci- 
cation: — 

''A  mode  of  working  and  breaking  the  circuits,"  obviating  to 
acme  extent  the  oxidation  of  the  platinum  points.  A  weight,  hung 
inside  a  sealed  glass  tube,  fixed  to  the  pendulum  rod  from  a  point 
of  suspension  "  in  a  line  with  the  centre  of  motion  of  the  pen- 
"  dulum  rod,"  makes  contact  alternately  with  platinimi  break 
points  introduced  through  the  sides  of  the  glass.  The  wires  are 
connected  as  described  under  the  2nd  head.  The  glass  vessel  may 
may  either  be  exhausted,  or  contain  hydrogen  or  other  suitable 

A  chronometer,  in  which  the  maintaining  power  is  "  received 
*'  horn  dedvo-magnets,"  and  regulated  by  a  balance  actuated  by 
m^f"  of  the  remontoir  escapement.  Electro-magnets  attract  bar 
magnets,  as  in  the  Ist  improvement  in  electric  doclus  thereby 
winding  up  a  remontoir  spring  and  locking  it  under  a  detent,  the 
dicnit  is  then  broken  and  the  remontoir  spring  released  by  a  dis« 
cbasging  pallet  and  discharging  spring,  the  various  parts  then 
oome  into  their  (mgiaal  position ;  pallets  are  fixed  on  the  axis  of 
the  bar  magnets  whidb  give  the  motion,  thus  regulated^  to  a  pallet 
wbeelk  *nd  thence  to  the  train. 

"An  improved  escape  wheel  and  pallets,"  for  giving  a  step-by« 
step  lotaitioii  to  timekeepers  and  telegraphs.  The  friction  of  the 
paUeta  ai  the  time  of  driving  is  lessened  by  the  pallet  arm  cany- 
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ing  two  driving  pallets^  acting  altematelj  one  on  each  aide  of  the 
wheel  axis,  and  two  detents,  one  to  each  pallet. 

Where  great  power  is  required  for  striking  the  hours,  a  serietf  of 
small  electro-magnets  are  used  in  preference  to  using  a  few  electro-^ 
magnets  above  a  certain  size. 

CPrlnted,  tf .    8eo  Mecbuiict*  MagazinG,  toI.  51,  p.  882 ;  and  Patent  Joani&l, 
voL8,  pp.tf  and46.] 


A.D.  1849,  April  17.-N«  12,575. 

ALLIOTT,  Albxander. — ^This  invention  relates  to  the  following' 
improvements : — 

"  Improvements  in  apparatus  for  ascertaining  and  registering  '* 
the  force  and  direction  "  of  wind,  both  natural  and  artificsal.'* 

*' Improvements  in  apparatus  for  ascertaining  and  registering^ 
"  the  force  or  pressure  of  water." 

<'  Improvements  in  apparatus  for  registering  the  pressure  of 

"  steam." 

"  Improvements  in  apparatus  for  ascertaining  and  marking  or 
"  registering  the  wdght  of  substances." 

'*  Improvements  in  apparatus  for  ascertaining  and  registering^ 
"  the  velodty  of  carriages." 

"Improvements  in  apparatus  for  ascertaining  under  certain 
"  circumstances  the  length  of  time  elapsed  after  a  train  of  carnages 
'*  has  passed  a  given  place." 

*'  Improvements  in  apparatus  for  enabUng  the  place  or  direction 
"  of  floating  bodies  to  be  ascertained." — ^Photographically-sensitive 
paper  is  passed  under  the  compass  needle  from  a  supply  drum  to 
another  actuated  by  clockwork.  The  paper  is  marked  longitu* 
dinally  with  five  lines ;  the  centre  line  indicates  a  N.  or  S.  course  ; 
the  outside  lines,  an  £.  and  W.  course  respectively ;  and  the  two 
intermediate  lines,  a  N.W.  or  S.W.,  and  N.E.  or  S.E.  course 
respectively.  ''The  compass  card  has  two  small  holes"  "of  dif- 
ferent sizes,  pierced  through  it,  and  the  paper  "  "  is  marked  by 
the  light  passing  through  the  two  holes  in  the  compass  card, 
the  smaller  hole  bdng  placed  on  the  west  side  of  the  larger  hole. 
"  The  thin  hue  will  be  marked  on  the  west  side  of  the  thicker  line 
"  from  north-west  to  north-east,  and  on  the  east  side  from  soul^- 
"  west  to  south-east."  A  separate  scale  must  be  employed  to 
measure  the  straight  part  of  the  lines  marked  on  the  paper,  ^'to 


St 
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mi  ^e  receiving  stations  have  completed  their  motions.  Or  the 
slide  may  be  dispensed  with  at  the  receiving  stations ;  the  line^ 
wire  circuit  need  not  then  be  interrupted.  Instead  of  the  trans^ 
xnitting  instrument  sending  alternately  positive  and  negative 
currentSy  the  motion  of  the  armature  tail  may  alternately  transmit 
and  cut  off  the  current  by  acting  on  a  suitable  slide ;  in  this  case 
only  one  electro-magnet  and  a  reaction  spring  (in  the  line-wire 
circuit)  are  required ;  a  self-acting  reciprocal  motion  is  thus  pro« 
dnced  by  the  armature  tail,  a  pendulous  body ;  and  no  second 
cutrent  can  be  sent  until  each  instrument  has  completed  the  work 
due  to  the  prior  current. 

Idth.  ''Conducting  away  atmospheric  electricity  irom  telegnv* 
**  phic  wires  to  the  earth."  A  rod  or  wire  in,  say,  the  down  line 
wire,  wrapped  with  bibulous  paper,  is  surrounded  with  metal  filings 
in  <;onnection  with  the  earth ;  the  filings  may  also  be  connected 
with  the  up  line  ^ire,  to  defend  the  telegraph  instrument  more 
securely. 

I4th.  Using  the  soluble  sulphates  of  the  earths  for  telegraph 
batteries.  A  combination  of  copper,  alum  solution,  and  amalga- 
mated cine  is  preferred. 

15th.  Using  three  metals,  for  instance,  copper,  iron,  and  zinc, 
for  earth  batteries,  thus  enabling  currents  to  be  sent  in  either 
direction.  The  iron  plate  is  used  as  an  earth  plate  at  each  end  of 
the  circuit,  and  at  each  station  masses  of  the  other  metals  are 
buried. 

IGth.  "A  self-acting  electric  telegraph  for  water  companies,'* 
&c.,  to  indicate,  at  one  or  more  distant  stations,  the  elevation  of 
water  at  different  times.  Metal  plates,  connected  with  the  self- 
scting  instrument,  are  placed  in  the  reservoir  at  the  heights  to  be 
indicated  by  telegraph  (say  at  every  foot) ;  a  non-conducting  re« 
Tolving  cylinder,  with  inlaid  brass  pieces,  makes  connection  con- 
secutively with  the  reservoir  plates  and  line-wire  circuit,  at  each 
completion  of  the  circuit  moving  the  indicator  of  a  step-by-step 
telegraph  forward  one  number,  indicating  feet.  As  many  reservoir 
plates  as  are  immersed  thus  complete  the  circuit,  but  those  that 
are  not  immersed  transmit  no  cunent.  Before  any  reservoir  plates 
are  brought  into  the  circuit,  the  indicator  is  brought  to  zero  (See 
N*  12,039),  by  sending  a  reverse  current  from  a  second  battery  in 
the  circuit,  according  to  the  2nd  improvement ;  thus  the  number 
of  reservoir  plates  immersed,  or  the  depth  of  water  (in  feet)  in  the 
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«  sections  or  divisions,"  so  that  each  of  them  "  may  be  tele^phed 
«  or  siffnaUed  by  means  of  the  number  of  the  section  or  division 
"  to  which  it  belongs,  and  the  number  or  position  of  it  m  such 
"  section/'  Examples  of  the  application  of  this  improvement  to 
single  and  double  pointer  telegraphs  are  given. 

2nd.  Constructing  "  compound  permanent  magnets,"  either  m 
one  piece  or  in  several  pieces,  to  be  used  in  connection  witJi 
electric  coils  to  deflect  the  pointers  of  telegraphs.    The  arms  of 
these  compound  magnets  may  be  arranged  m  pairs^to  permit  flat 
coils  to  be  placed  between  similar  poles,  or  so  that  the  poles  of  an 
electro-maffnet  maybe  placed  between  dissimilar  poles,  or  to  act 
S  ct^'Sn  with  hollow  electric  coils;  in  the  latter  o^,  flat 
serrated  pices  of  steel  bent  into  a  senucircular  form  are  fixed  on  a 
spindle  so  as  to  have  a  coUection  of  similar  poles  opposite  to  each 
other.    In  making  these  magnets  the  poles  only  are  hardened,  and 
to  prevent  the  magnetizing  of  neighbouring  poles  from  demag- 
netizing those  already  magnetized,  keepers  ans  placed  across  con- 

trary  poles.  ,      , .  j 

3rd  A  "  revolving  compound  disc  "  for  making,  breAing^and 
reversing  electric  telegraph  currents  Three  insulated  not^ed 
metallic  discs  are  mounted  on  a  spindle  having  a  pointer,  so  that 
the  notches  are  opposite  the  projections  in  the  outer  disa,  and  ^e 
intermediate  disc  has  twice  as  many  projections  as  either  of  the 
other  discs.  The  outer  discs  are  connected  by  spnngs  with  the 
battery  poles,  and  the  intermediate  disc  breaks  the  ciicuit;  the 
telegraph  circuit  communicates  with  springs  that  press  on  all 
three  discs  at  a  distance  apart  equal  to  that  between  the  centres  of 
two  projections  on  the  outer  discs. 

4th  A  «  pole  changer."  A  wooden  lever  mounted  on  an  axis 
has  insuUted  metal  pUtes  secured  to  it,  which  make  contact  with 
fixed  pins  in  connection  with  the  battery  poles,  according  to  the 
direction  of  its  motion ;  at  the  same  time  a  plate  at  the  other  end 
of  the  lever  is  drawn  away  from  springs  in  the  telegraph  circmt. 

5th.  A  "slotted  frame  "  apparatus  for  "making,  breaking,  and 
"  reforming  or  reversing "  the  telegraph  current.  A  wooden 
frame  has  as  many  slots  as  letters  of  the  alphabet;  at  the 
side  of  each  slot  inlaid  studs  are  connected  with  one  or  other 
wires  of  the  line  circuit.  According  to  the  connections,  width 
apart,  and  length  of  tiie  studs,  so  is  the  direction,  intermission, 
and  duration  of  the  electric  current  conveyed  by  means  of  a  handle 
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with  two  insulated  "  semiglobular  nozzles/'  respectively  connected 
with  a  battery  pole.  Or  the  studs  may  be  connected  with  the 
battery^  and  the  nozzles  with  the  line  drcuit. 

6th.  '*  An  apparatus  for  giving  motion  to  the  pointer  of  a  cir- 
*'  cular  dial  of  an  indicating  telegraph."  Two  ratchet  wheels 
fixed  on  the  pointer  axle  are  rotated  by  clicks  mounted  on  a  vibra- 
ting firaxne  worked  by  a  suitable  electro-magnetic  arrangement. 

[Printed,  1#.  Iki.    See  Mechanics'  MagMine,  vol.  64^  p.  416;  and  voL  65 » 
p.  81.] 


A.D.  1850,  December  7.— N«  13,392. 

MORTIMER,  JoHK. — ^''Improvements  in  the  magnetic  needle 
'*  and  manners'  compasses." 

A  card  of  a  mariner's  compass  is  described  and  shown,  in  which 
**  the  ehief  portion  of  the  needle ''  is  *'  on  one  side  of  the  axis,'' 
the  needle  and  card  being  balanced  by  ''  a  portion  of  brass  or  other 
**  metal  not  magnetic."  ''  By  this  arrangement  I  find  the  mag- 
^  netic  needle  of  a  mariner's  compass  comes  more  quickly  to  rest, 
**  and  1  also  find  that  the  action  of  a  needle  is  better."  *'  I  re- 
**  commend  the  use  of  two  compasses,  the  one  having  the  south 
**  pole  most  distant  from  the  axis  of  motion,  and  the  other  having 
"  the  north  pole  most  distant  4Vom  its  axis." 

"  Another  mariner's  compass"  is  described  and  shown,  in  which 
''  in  place  of  having  the  axis  of  the  needle  coincident  with  the 
**  axis  of  the  card,  the  axis  of  the  needle  is  carried  by  a  slide, 
**  which  can  be  moved  in  a  groove  to  any  point  on  the  card  (or 
**  hemisphere)  representing  the  latitude  of  the  place  of  observation ; 
''  and  if  auch  instrument  be  fitted  to  sights,  which  may  place  the 
**  pivot  on  winch  the  needle  traverses  and  the  centre  or  pole  of  a 
**  card  m  a  direet  line  with  the  meridian,  then,  by  a^justiiig  the 
*'  index  hand  to  the  direction  that  the  needle  takes,  the  variation 
'"  of  tt  will  be  at  onoe  shewn." 

A  dipfHng  needle  is  also  described  and  shown,  which  is  sus- 
pended by  "  an  universal  joint ;"  the  loop  by  which  the  instru- 
ment is  suspended  is  connected  to  a  ball  by  two  axes  in  a  half  ring ; 
another  half  ring,  connected  with  the  dipping  needle  and  circle,  is 
attached  to  the  ball  by  axes  at  right  angles  to  the  other  axes. 


[Printed.  6d, 
d<Mii  Joonial 
Xtfraxine, 


:.  See  Eepertory  of  Art«.  vol.  18  (enJarged  t0riei\  n.  83 ;  Loq. 
lal  iNe$ptfm*9),  vol.  40  {jecmoined  9»r%e»\  p. 289:  Mechanics' 
vol.  H  p.  ^8 ;  and  Patent  Journal,  vol.  11,  p.  1S6.J 
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A.D.  1850,  December  27.— N°  13,427. 

DERING,  Gborgb  Edward. — "  Improvements  in  the  means  of 
'*  and  apparatus  for  communicating  inteUigenoe  by  electricity,'' 
consisting  of: — 

Ist.  **  Supporting  moveable  magnets  and  other  similar  telegra- 
"  phic  arrangements  acted  on  by  electric  currents  "  by  elastic 
supports,  whether  magnetic  or  not ;  or  elastic  magnets,  fixed  at 
th^  upper  ends,  may  be  used. 

2nd.  Methods  of  restoring  magnetic  needles,  &c.,  to  rest,  by 
applying  the  force  of  gravity.  The  centre  of  gra^nty  is  placed 
immediately  below  the  centre  of  motion,  thus  employing  the  prin- 
ciple of  the  quick  beat  of  a  short  pendulum.  The  following  are 
applications  of  this  principle : — A  weight  is  placed  immediatdy 
below  the  centre  of  motion ;  the  needle  is  suspended  by  its  upper 
end  by  resting  the  axis  in  an  angular  aperture;  the  needle  is 
suspended  from  an  angular  aperture  at  its  upper  end  by  a  hook  of 
round  wire;  and  suspending  the  needle  entirely  by  magnetic 
attraction,  its  upper  end  being  rounded  for  that  purpose,  and 
working  in  an  angular  groove. 

3rd.  Applying  electro-magnetic  coils  (with  or  without  soft  iron 
cores)  to  produce  motion  in  magnetic  needles,  &c.,  by  placing  their 
axes  parallel  to  the  plane  of  motion  of  the  magnetic  body. 

4th.  "  The 'sounding  of  telegraphic  alarums  "  in  such  a  manner 
as  to  prevent  their  ringing  during  the  transmission  of  messages, 
although  included  in  the  telegraphic  circuit.  This  arrangement  is 
applicable  to  any  telegraph  in  which  two  or  more  circuits  are 
employed ;  the  object  is  effected  by  setting  aside  any  one  par- 
ticular signal  to  act  on  the  bell  apparatus,  the  alarum  electro- 
magnets only  releasing  the  clockwork  when  such  currents  pass  as 
would  produce  the  omitted  signal,  by  suitably  acting  on  moveable 
permanent  magnets. 

6th.  "Transmitting  secret  intelligence  to  any  one  or  more 
"  stations  "  "without  the  use  of  extra  wires."  At  each  station  a 
metallic  disc,  suitably  inlaid  with  non-conducting  portions,  is 
brought  to  the  required  position  in  order  to  complete  the  circuit 
or  not,  by  any  electro-magnetic  step-by-step  movement,  thus 
excluding  or  including  the  telegraph  instrument  at  any  particular 
station  or  set  of  stations  as  required.  The  disc  arrangement  is 
brought  into  action  from  a  distant  station,  independent  of  the 
signal  apparatus,  by  one  of  the  following  means : — One  direction 


THEIR  GENERATION  AND  APPLICATIONS.      213 

of  the  current  may  be  devoted  to  that  purpose  only ;  a  stronger 
electric  current  may  be  used  for  the  disc ;  or  the  current  may  be 
passed  in  one  direction  for  several  seconds,  and  affect  the  disc  by 
the  action  of  an  electro-magnet  upon  a  permanent  magnet  bringing 
and  keeping  an  arm  in  contact  with  a  revolving  wheel  until  it  will 
not  letum  to  its  former  position,  except  by  reversing  the  cuxrent ; 
at  such  time  the  arm  acts  on  the  disc. 

^h.  "  Counteracting  the  effect  of  currents  of  atmospheric  elec- 
**  tricity  upon  telegraphic  apparatus/'  by  introducing  into  the 
cbvnit  an  opposing  galvanic  or  other  electric  current  of  equal 
fovoe;  thus  restoring  the  needle  or  other  apparatus  "to  its  ordi- 
**  nary  position  of  equilibrium." 

7th.  "  Carrying  off  atmospheric  electricity  "  from  the  line-wires* 
**  A  tiiin  piece  of  linen  '*  is  interposed  between  two  roughened  or 
grooved  metallic  surfaces,  one  of  which  is  included  in  the  line-wire 
circuit,  and  the  other  is  in  connection  with  the  earth. 

8th.  Canying  off  atmospheric  electricity  from  the  line  wires  by 
the  attraction  or  repulsion  occurring  between  dissimilarly  or  simi** 
larly  electrified  bodies  respectively.,  Metal  baUs  are  suspended 
from  the  line-wire  circuit  by  wires,  and  on  separating,  make  con- 
tact with  plates  connected  with  the  earth ;  or  the  separation  of 
suspended  balls  may  break  connection  between  the  line  wire  and 
the  instrument. 

« 

9th.  Carrying  off  atmospheric  electricity  by  introducing  a  strip 
of  metallic  leaf  into  the  circuit,  this  being  fused  by  the  passing  of 
the  atmospheric  electricity. 

10th.  Insulating  suspended  telegraph  wires.    An  inverted  bell 

of  insulating  material  is  attached  to  the  post,  and  supports  an 

eicterior  metal  bell  carrying  the  telegraph  wire. 

[Printed,  10<l.  See  Bepertory  of  Arti,  vol.  IS  {enlaraed  $erM),  p.  65; 
MechauicM'  Magaxine,  vol.  65,  p.  16 ;  Practical  Mechanicn'  Journal,  voL  5, 
p.  129;  and  Patent  Journal,  vol.  11,  p.  205.J 

A.D.  1850,  December  27.— N»  13,429. 

ST.  JOHN,  John  Ransom. — "  Improvements  in  the  construc- 
"  tion  of  compasses  and  apparatus  for  ascertaining  and  registering 
"  the  velocity  of  ships  or  vessels  through  the  water,'*  consisting 
of:— 

1  St.  **  Improvements  in  the  construction  of  compasses,''  by  which 
any  variation  of  the  needle  from  the  magnetic  meridilm,  pro- 
duced by  local  causes,  may  be  at  once  seen,  and  its  amount 
indicated.      The  new  compasses  are  called   " '  self-determining 


« 
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" '  local  variation  compasses.'  "  Underneath  the  compass  card,  at 
right  angles  to  the  main  needle,  and  between  it  and  the  card, 
a  "  cross  bar  "  is  fixed,  which  carries  a  **  satellite  needle  '^  near 
each  end,  and  at  the  same  distance  from  the  centre  of  the  card. 
These  satellites,  by  magnetic  adjustment,  are  made  to  "stand 
parallel  with  the  main  needle,  with  the  north  pole  of  each  satel- 
lite needle  toward  the  south  pole  of  the  main  needle,  and  mee 
versd"  They  are  mounted  on  steel  pivots,  and  have  caps,  each 
carrying  a  balanced  index  arm,  which  indicates  the  local  variation 
on  properly  divided  arcs  near  the  centre  of  the  card.  When  there 
is  no  local  disturbance,  the  index  arms  point  to  the  centre  of  the 
card,  and  deflect  either  way,  according  to  the  amount  and  direc- 
tion of  the  disturbance.  The  arcs,  or  "  sector  scales,"  are  gra- 
duated by  deflecting  the  main  needle,  and  marking  the  corre- 
sponding positions  of  the  satellite  needles.  The  "  sector  scale  " 
on  the  east  side  has  E  at  its  northern  extremity,  and  W  at  its 
southern  {vice  versd  for  the  west  *'  sector  scale  "),  to  indicate  the 
direction  in  which  the  local  variation  takes  place.  This  variation 
is  equal  to  half  the  sum  of  the  variations  on  the  scales.  If  both 
arms  deflect  in  the  same  direction,  the  variation  is  equal  to  the 
difference  of  the  angles  shown  by  each  pointer,  and  is  in  the 
direction  of  the  greater  angle. 

2nd.  An  "  aquatic  velocimeter,"  to  show  the  distance  run  by  a 
ship  at  sea,  and  at  what  rate  she  is  proceeding ;  also  *'  an  improved 
"  geared  hand  log." 

[Printed,  \$.  Zd.    See  London  Journal  (yewton't),  vol.  40  {conjoined  9eri€i\ 
p.  240;  and  Mechanics'  Magazine,  toI.  65,  p.  19.J 

A.D.  1851,  February  3.—N°  13,489. 

NEWTON,  Alfred  Vincent  (a  communtcation). — "Improve- 
"  ments  in  communicating  intelligenoe  by  electricity,"  by  which 
one  wire  is  made  to  convey  telegraphic  messages  to  and  fro  be- 
tween several  persons  in  such  quick  succession  of  signals  occu- 
pying so  short  a  time  in  their  use  of  the  main  conductor  as  to  be 
nearly  simultaneous. 

A  number  of  short  wires,  according  to  the  number  of  signals 
to  be  transmitted  and  the  number  of  operators  using  the  in- 
strument at  once,  comimunicate  from  the  instrument  at  each 
station  to  the  line  wire  or  to  the  earth  circuit.  To  apply  this 
invention,  two  penduliuns,  vibrating  synchronously  at  different 
stations  (so  as- to  be  exactly  in  the  same  relative  position  at  the 
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same  instant  of  time),  move  in  gloves,  completing  as  many 
circuits  as  may  be  desired,  and  thus  indicating  letters  of  the 
alphabet  by  ihe  circuit  completed,  according  to  the  wish  of  the 
operator  at  the  distant  station ;  or  several  sets  of  letters  of  the 
alpliabet,  each  belonging  to  a  di£Perent  operator,  may  be  used. 
^hile  one  pendulum  is  passing  over  "  signal-making  wires,"  the 
other  pendulum  is  passing  over  "signal-receiving  wires."  The 
indications  may  either  be  a  spark,  the  deflection  of  a  galvanometer 
needle  in  the  circuit,  or  actuating  a  magnet  or  keeper,  "from 
**  which  motion  these  signals  may  be  perceived  or  recorded,  and 
**  printed  in  any  convenient  form.'*  The  synchronous  movement 
of  the  pendulums,  and  the  starting  of  them  at  the  same  moment 
of  time,  may  be  ensured  by  sparks  arranged  to  occur  at  a  given 
place  in  the  arc  of  vibration,  or  by  means  of  electro-magnets. 

Several  stations  may  be  in  communication  by  means  of  an 
analagoos  set  of  instruments  to  that  above  described,  and  any  of 
the  known  forms  of  electricity  may  be  used. 

"  The  apparatus  forming  the  subject  of  the  present  invention  is 
**  termed  by  the  inventor  an  electrepode  (i.f .)  electric-word-road." 

CPrlnted,7d.    S<»e  London  Joamal  (A>ir^»'*),  vol.  40  (vonjoinsd  9«ris8\, 
p.  8A:  Mediaiiics*  Magazine,  voL  65,  p.  136;  and  Patent  Journal,  vol.12, 

p.48.3 

A.D.  1851,  February  7.—N»  13,49?. 

DUMONT,  Francois  Marcbllin  Aristide. — "  Improved 
*'  means  and  electric  apparatus  for  transmitting  intelligence," 
consisting  of : — 

1st.  "A  particular  combination  of  electric  wires,"  and  *'  system 
of  placing  and  fixing  "  them,  "  for  the  conveyance  of  intelligence 
in  the  interior  of  large  towns."  In  order  that  each  house  in 
connection  with  the  telegraph  (or  each  subscriber  thereto)  may 
communicate  pri^^tely  by  direct  means,  a  central  station  has  con- 
nected with  it  a  number  of  "corresponding"  stations,  each  in 
the  centre  of  a  district,  and  connected  with  a  certain  number  of 
houses.  If  any  one  subscriber  wishes  to  communicate  with  any 
other,  suitable  signals  are  passed  to  the  corresponding  station,  the- 
central  station,  the  corresponding  station  of  the  receiver,  and  the 
receiver's  house ;  the  requisite  connections  are  then  made  to  form 
a  continuous  drcuit  from  the  house  of  the  transmitter  to  that  of 
the  receiver.  To  each  house  there  is  an  electric  apparatus  at  the 
house  and  at  the  corresponding  station.     Each  corresponding 
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stfttion  has  a  batteiy,  a  *'  telegraph,"  a  range  of  bells,  a  **  workor " 
or  attendant,  and  a  "  commutator."  At  the  central  station,  a  wire 
to  each  corresponding  station  has  a  bell  and  a  small  telegraph ; 
according  to  the  bell  rung  from  the  corresponding  station,  and  the 
number  on  its  small  telegraph,  the  electric  connections  are  made. 

In  another  arrangement  for  the  central  station,  as  many  com- 
plete telegraphic  apparatus  are  establbhed  as  there  are  correspond-* 
ing  stations ;  the  despatch  is  sent  from  the  corresponding  station 
to  the  central  station,  and  from  there  to  the  recei\dng  correspond-* 
ing  station* 

An  arrangement  of  a  central  station  is  also  set  forth  in  which 
there  are  two  distinct  parts ;  one  consisting  of  as  many  dials  (with 
the  alphabet  and  numerical  series)  as  there  are  stations,  *'  to  trans- 
*'  mit  the  dispatches  of  the  corresponding  stations ;"  the  other  of 
as  many  "  small  communicators,"  and  half  as  many  larger  **  com* 
**  municators,"  for  establishing  direct  communication ;  the  smaller 
communicators  break  contact  with  the  dial ;  the  larger  communi- 
cators have  the  wires  irom  each  station  passing  through  the 
numbers  attached  to  them,  and  complete  direct  conununication  by 
moving  the  hand  accordingly. 

2nd.  An  arrangement  for  giving  notice  of  the  outbreak  of  a  fire 
in  the  interior  of  large  towns.  A  central  station  communicates 
telegraphically  with  each  street  or  square  by  an  electric  signal ;  a 
spring  completes  the  electric  circuit  with  the  central  station,  and 
rings  one  of  a  number  of  bells,  or  one  bell  a  number  of  times, 
corresponding  to  the  locality  requiring  aid. 

3rd.  *'  Electric  bells  and  alarums,  applicable  to  the  pre^-ention 

"  of  robberies  or  fires."    These  are  an  improvement  on  N*>  1 1,762 

(which  see),  and  maybe  applied  to  protect  doors,  windows,  &c.,  to 

ring  a  number  of  bells  corresponding  to  any  number  of  diflferent 

places,  and  to  communicate  "between  any  two  places  connected 

«  by  two  conducting  wires."    A  pkte  of  soft  iron  is  attracted  to  the 

electro-magnet  when  the  electric  current  passes,  and  releases  the 

clockwork  detent,  by  which  the  hammer  is  caused  to  strike  the  bdl; 

eveiy  time  the  hammer  gives  a  stroke,  a  small  lever  connected  with 

its  rod  strikes  on  the  plate  of  soft  iron,  and  brings  it  back  to  its 

first  position.    A  simpler  apparatus  (without  clockwork)  consists 

of  an  electro-magnet  and  armature  lever,  to  one  end  of  which  the 

beU  U  attached,  which  breaks  and  makes  electric  contact,  accordinir 

as  the  lever  is  attracted  to  the  magnet  or  not. 
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4th.  '*  A  system  of  keys  and  pedals  *'  for  working  the  trans- 
mitting apparatus.  This  is  "  applied  to  Bregnet's  "  [Breguet's  ?J 
apparatus,  ''which  is  composed  of  a  dial  bearing  the  series  of  the 
'*  letters  of  the  alphabet."  Instead  of  transmitting  all  the  inter-* 
mediate  signs  to  the  indicating  apparatus,  the  lowering  of  a  key 
detennines  "  a  corresponding  motion  of  the  sign  represented  by 
'*  the  key  ;*'  this  is  accomplished  by  giving  the  disJ  a  constant 
tendency  to  rotary  motion,  and  having  a  number  of  small  levers 
(one  to  each  key).  The  depression  of  a  key  puts  one  lever  in  the 
way  of  a  stop  on  the  dial.  When  the  instrument  is  at  rest,  the 
lever  belonging  to  the  blank  space  stops  the  dial,  but  is  released 
on  the  pressure  of  a  key,  a  bar  passing  under  all  the  keys  for  that 
purpose. 

5th.  Fixing  submarine  electric  wires.  The  wire  is  supported 
away  from  the  bottom  of  the  sea  by  rods  projecting  downwards 
from  buoys  at  various  intervals ;  some  of  the  rods  are  anchored  to 
the  bottom  of  the  sea;  the  wire  is  attached  to  the  first  buoy,  and 
passed  over  a  post  to  avoid  the  friction  on  the  coast. 

[Printed,  U.  9d.    Bee  Mechanics'  Magaxine,  vol.  65,  p.  187;  and  Patent 
jonmal,  toI.  12,  p.  61.] 

A.D.  1851,  February  17 —N»  13,513. 

COWPERy  Charles  (a  commvnication), — The  title  of  this  in- 
vention is,  "  Improvements  in  moulds  for  electro-metallurgy  ;** 
and  "  the  invention  consists  in  an  improved  mode  or  modes  of 
forming  moulds  of  elastic  or  glutinous  substances,  and  ren- 
dering them  better  conductors  of  electricity  by  introducing 
"  good  conducting  materials  in  the  process  of  forming  the 
"  moulds." 

'*  The  substances  employed  to  form  the  moulds  are  gelatine  or 
**  glue,  gutta  percha,  caoutchouc,  or  other  similar  elastic  or  glu- 
**  tinous  substance." 

To  operate  with  gelatine  or  glue,  the  model  is  oiled  on  its  smv 
faoe,  placed  in  a  box,  and  has  its  surface  covered  with  fine  wires, 
**  the  ends  of  which  are  allowed  to  project ;"  "  the  case  is  then 
^  filled  with  the  melted  gelatine  or  glue,  and  allowed  to  remain 
**  until  the  gelatine  has  become  cool  and  solid;"  the  model  is 
removed,  and  a  mould  is  thus  obtained,  "  with  a  number  of  fine 
**  wires "  imbedded  in  the  truly-shaped  surface ;  this  surface  is 
then  covered  with  plumbago,  and  the  remainder  with  grease,  to 
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res'iBtthe  action  of  the  depo&iting  solution;  it  Lb  then  ready  for 
electro-deposition. 

In  operating  with  gutta  percha»  it  is  softened  by  heat,  mixed 
with  naphtha  or  other  solvent,  and  spread  out  on  a  sheet  of  glass 
so  as  to  form  a  sheet ;  this  is  placed  over  the  wire-coveted  model, 
subjected  to  the  heat  of  a  stove,  taken  out,  "  the  gutta  percha 
'*  pressed  in  contact  with  the  model,  and  allowed  to  oool ;"  it  is 
then  treated  in  a  similar  manner  to  the  gelatine  mould  above 
described,  and  is  ready  for  electro-deposition. 

Caoutchouc  is  softened  by  a  solvent,  "  and  treated  in  a  similar 
manner  to  the  gutta  percha ;  or  it  may  be  applied  to  the  model 
in  the  state  of  a  thick  solution,  laying  on  several  coats,  and 
allowing  each  to  dry  before  adding  another,  until  a  sufficiexit 
thickness  of  mould  is  obtained.  Gutta  percha  may  also  be 
**  similarly  applied  in  a  state  of  solution." 

[Printed,  9d,    See  Mechanics'  Sfagaziue,  vol.  55,  p.  16B ;  and  Patent  Journal, 
vol.  11,  p.  279.] 


A.D.  1851,  February  28.— N*  13,636. 

MILL  WARD,  William. — ''  Certain  improvements  in  electro- 
"  magnetic  and  magneto-electric  apparatus,"  consisting  of: — 

Ist.  "A  new  mode  of  charging  or  magnetizing  iron  and  steel 
"  bars,  to  be  used  either  as  permanent  magnets  or  electro-mag- 
"  nets."  This  is  effected  by  using  '*an  electro-magnet  formed 
"  by  a  current  produced  from  a  magneto-electrical  nuichine,  in- 
"  stead  of  the  current  produced  from  a  voltaic  battery  as  here- 
*'  tofore.''  The  magneto-electric  machine  preferred .  consists  of 
magnets  of  "the  U  "  or  horseshoe  form,  with  all  the  north  poles 
ranged  on  one  side  and  the  south  poles  on  the  other ;  the  com- 
mutator acts  upon  all  the  magnets  "  at  the  same  instant,  so  that 
"  the  current  of  electricity  always  passes  in  one  direction,"  and 
the  whole  magnetic  surface  is  "  in  combination  at  one  time." 

2nd.  Two  "  new  forms  of  magneto-electrical  machines." 

In  the  first,  the  armatures  may  revolve  either  between  the  poles 
of  horseshoe  magnets  "  or  in  hce  of  them."  Instead  of  the  per- 
manent horseshoe  magnets  being  of  steel,  they  are  of  cast  iron,  or 
of  soft  iron,  with  steel  magnets  placed  on  or  around  them  out  of 
the  influence  of  the  armatures. 

llie  second  machine  consists  of  a  fixed  horseshoe  permanent 
magnet  and  a  revolving  *'  commutator  "  of  soft  iron,  with  a  brass 
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centre  between  the  permanent  magnet  and  fixed  coiled  "  arma* 
**  tores,"  [The  "commutator"  would  here  appear  to  be  also 
a  keeper  to  the  permanent  magnet.] 

[Printed,  6J.    See  Eepertory  of  Arts,  vol.  18  {enlarged  series),  p.  199; 
Medutoics'  Magazine,  vol.  55,  p.  198;  and  Patent  Journal,  voL  11,  p.  267.1 


A.D.  1851,  March  14.— N*  13,556. 

LITTLE,  Gborge. — **  Improvement b  in  electric  telegraphs,  and 
**  in  various  apparatus  to  be  used  in  connection  therewith,  part  of 
**  which  improvemts  are  also  applicable  to  other  similar  pur- 
poses," relating  to : — 

1st.  *'  Suspending  the  indicators  or  other  parts  of  electric  tele- 
graphs that  may  be  desirable  by  means  of  magnetic  attraction." 
An  "  indicator "  is  sho\vn  inside  a  tube  containing  alcohol,  sus- 
pended from  the  pole  of  a  permanent  magnet  fixed  into  a  socket 
at  the  top  of  the  tube.  On  each  side  of  the  tube  are  coils  of  wire, 
included  in  the  telegraphic  circuit,  which  deflect  the  indicator  in 
one  direction  or  the  other,  according  to  the  direction  of  the  electric 
current,  "  thereby  producing  any  number  of  conventional  signals, 
the  use  of  the  spirits  in  the  tube  being  to  act  as  a  continuous 
lubricator  by  preventing  the  indicator  from  sticking  against  the 
"  sides  of  the  glass  tube,  which  act  as  stops  to  the  same." 

2nd.  "The  supporting  of  indicators  of  electric  telegraphs  by 
means  of  floats  made  of  blown  glass  or  of  other  suitable 
*'  buoyant  material,  such  floats  being  enclosed  in  glass  tubes 
containing  any  suitable  fluid."  The  *'  indicator  "  consists  of  a 
magnet "  attached  to  a  float,  by  which  it  is  suspended  in  a  glass 
tube  containing  "  spirits  or  any  suitable  fluid ;"  this  is  placed  in 
the  axis  of  a  coil  of  wire  included  in  the  telegraphic  circuit,  and 
upon  the  passage  of  the  electric  current,  the  "magnet  is  acted 
"  upon  and  drawn  down  into  the  tube,  carrying  with  it  the  float 
"  out  of  sight  or  nearly  so,  thereby  producing  conventional 
"  signals." 

One  or  more  of  either  of  the  above  arrangements  may  be  fixed 
to  the  dial  plate  of  the  telegraph  instrument. 
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[Printed 
London 

Patent  Journal,  voL  12,  p.  3.] 
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A.D.  1861,  March  17.— N«  13,658. 

MINTON,  Herbbrt,  and  HOFFSTAEDT,  Augustus  John 
{partly  a  communication). — "  Improvements  in  the  manufacture  of 
"  ftkces  or  dials  *'  for  "  marinera^  compasses,"  "  electric  telegm^hic 
"  apparatus,"  &c. 

Dials  are  manufiactured  of  porcelain  or  earthenware  in  the 
following  ways  :— 

By  pressing  plastic  clay  into  moulds,  or  hy  throwing  tiie  shapes 
on  the  wheel  and  afterwards  turning  them  down  in  the  lathe,  then 
submitting  them  to  the  drying  and  firing  or  baking  process  in  the 
usual  manner. 

Or  the  *'  slabs  or  shapes  may  be  produced  by  the  dry  powder 

process,"  that  is,  "  by  pressure  from  powdered  clay  or  powdered 

minerals  "  (See  Printed  Specification,  N«  8647). 

The  graduations,  figures,  or  patterns  are  given  to  the  slabs  in 
the  following  ways : — 

By  printing  them  on  paper  in  .the  same  way  as  patterns  for 
earthenware  or  china  are  printed,  and  "  transferring  them  to  the 
^'  bisque,"  which  is  prepared,  glazed,  ''and  passed  through  t&e 
"  glost  oven." 

Or  the  slabs  ''are  first  glazed  and  passed  through  the  gloat 
"  oven,"  and  then  receive  the  pattern  by  printing ;  they  are  then 
passed  through  the  enamelling  kiln. 

Or  the  device  may  be  obtained  and  applied  "  under  the  suifiace 
"  printing  process  "  (See  Printed  Specification,  N»  12,097). 

Or  the  deface  may  be  pressed  into  the  clay  before  the  article  is 
baked  or  fired,  the  indentations  being  filled  up  with  liquid  day  or 
a  slip  of  one  or  more  colours ;  after  firing,  the  article  may  either 
be  glazed  or  not.  This  process  is  used  in  the  manufacture  of 
encaustic  tiles  (See  Printed  Specification,  N^  6890). 

[Printed,  8d.  See  Ix>ndon  Journal  (Keufton'f),  vol.  40  ijNmjwned  tries), 
p.  109 ;  MechAnics*  Maguine,  vol.  U,  p.  267 ;  Artinn,  voL  9,  p.  KS;  ai\d 
Fftteut  Journal,  vol.  11,  p.  808.J 

A.D.  1861,  May  3.— N»  13,613. 

GREENOUGH,  John  Jambs  (a  eommamtca/toii).—'' Electro- 
"  dynamic  axial  engines."  The  application  of  electro-dynamic 
helices  and  "  axial  bars "  to  the  generation  of  motive  power  by 
means  of  the  tendency  of  an  electro-dynamic  helix  to  draw  a 
magnet  within  it.  A  hollow  bar  of  soft  iron  is  made  to  traverse  the 
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interior  of  a  series  of  helices,  which  are  magnetized  in  succession 
by  the  break  or  "  cut-off."  The  same  number  of  helices  are  always 
kept  in  action,  and  are  called  the  "helix  of  operation.''  The 
**  cut-off  "  is  parallel  to  the  path  of  the  "  axial  bar ;"  it  consists  of 
**  metallic  springs  "  moving  over  the  terminals  of  the  coSs,  and 
communicating  the  electric  current  thereto,  the  "  metallic  springs  " 
being  fixed  to  the  moving  "axial  bar."  To  obviate  the  effects  of 
ihc  spark,  the  fiaccs  of  the  "cut-off"  are  removeable.  Examples 
of  die  application  of  this  principle  to  rectilinear  reciprocating, 
Tibrating,  and  rotary  engines  are  given.  "  Square  "  or  "  rectangular" 
wires  for  the  coils  (insulated  with  strips  of  cloth,  &c.  attached  with 
adhesive  material  to  two  or  more  contiguous  sides  of  the  wire),  and 
wedge-shaped  pieces  of  wire  at  the  ends  of  the  helix,  are  preferably 
used;  these  pieces  ("risers")  are  in  metallic  contact  with  the  coil. 
The  conducting  wire  of  the  helices  increases  in  size  from  within 
oaiwards.  The  repulsive  force  of  the  electro-magnetic  coil  may 
be  used  either  alone  or  in  connection  with  the  "  axial  force  "  by 
means  of  an  iron  tube  fixed  in  the  coil,  the  polarity  of  the  "  axial 
**  bar  "  and  of  the  iron  tube  being  similar.  A  pumping  engine  is 
described  and  shown,  in  which  the  helix  is  lined  with  a  thin  brass 
tube,  and  the  "axial  bar"  is  packed  as  usual  for  pistons;  a 
"  repulsion  tube  of  uron  "  may  be  used  instead  of  the  brass  tube, 
or  in  connection  with  it.  "  Auxiliary  helices  "  are  used  to  keep  up 
the  magnetism  of  the  "axial  bar,"  except  when  one  pole  is  always 
magnetized  by  the  induction  of  the  coil.  "  Outside  helices  "  are 
used  on  the  rotary  engine  where  friction  rollers,  &c.  interrupt  their 
continuity. 

This  invention  also  relates  to  the  following  improvements  in  the 
construction  of  galvanic  batteries.  To  join  the  platinum  plate 
to  the  zinc  plate,  a  slit  is  made  in  its  edge,  into  which  the 
platinum  plate  is  inserted  and  fixed  by  pressure  or  otherwise. 
Carbon  plates  are  made  by  placing  sheet  iron  plates  in  the  retorts 
of  gasworks,  upon  which  the  carbon  deposits,  a  portion,  for  at- 
tachment to  the  zinc  plate,  being  covered  with  clay.  The  whole 
battery  cell  is  made  in  one  piece  of  unglazed  earthenware,  one  side 
of  the  interior  cell  being  identical  with  that  of  the  outside  cell ;  the 
outside  is  soaked  in  hot  varnish,  oil,  or  bituminous  or  resinous 
matter.  The  zinc  plate  for  this  batteiy  surrounds  the  porous  cell, 
and  is  U -shaped.  The  platinum  plate  is  made  to  envelope  entirely 
a  stout  copper  wire,  and  is  soldered  to  it ;  this  is  bent  down,  and 
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niftkes  connection  with  the  zinc  in  the  next  cell  bj  means  of  a  glass 
tube,  ^ith  mercury  at  the  bottom,  which  is  in  contact  with  the 
sine  plate. 

Details  of  the  exact  principles  of  action,  constmction,  and 
advantages  of  the  above  improvements  are  stated  in  the  Specifica- 
tion, and  shown  in  the  Drawings. 

[Printed,  1«.  9d,    Bee  Mechanics'  MaffAEine,  toI.  65»  p.  394,  and  toI.  SC, 
p.  21 ;  and  Patent  Journal,  vol.  12,  p.  142.] 


A.D.  1861,  May  3.— V  13,619. 

FONTAINEMOREAU,  Pibrrb  Armand  le  Comte  de  (a 
communication), — "Certain  improvements  in  electric  telegraphs,'' 
consisting  "  in  the  application  of  "  [to  ?]  "  electric  telegraphic  ap- 
paratus of  a  keyboard  similar  to  that  of  a  pianoforte,  in  conjunc- 
tion with  a  toothed  cylinder,  combined  with  a  ratchet  wheel  and 
levers  put  in  motion  by  keys  or  hammers,  by  means  of  which 
it  is  merely  requisite  to  place  the  finger  upon  a  series  of  keys 
on  which  signs,  letters  or  numbers  are  written  to  effect  the 
*'  transmission  of  intelligence." 

Under  the  keyboard,  and  parallel  to  it,  "  a  steel  cylinder,"  or 
shi^,  is  placed,  ha%nng  rods  radiating  from  it,  one  to  each  key, 
and  fixed  in  a  helical  line.  The  shaft  has  at  one  end  a  ratchet 
wheel,  which  prevents  the  clockwork  attached  from  causing  it  to 
revolve  until  one  of  the  keys  are  pressed  down,  when  a  dick  is 
removed  from  the  ratchet  wheel  by  means  of  a  bar  passing  under 
all  the  keys  that  works  on  a  centre  in  the  box  of  the  instrument ; 
the  shaft  is  thus  enabled  to  revolve  until  the  rod  belonging  to  the 
depressed  key  meets  with  the  catch  under  the  key.  If  an  electric 
circuit  is  opened  and  shut  every  time  one  of  the  teeth  of  the 
ratchet  weecl  passes  the  click,  a  hand  to  a  telegraph  dial,  induded 
in  the  circuit,  will  be  enabled  to  point  to  as  many  signals  as  this 
apparatus  has  keys.  A  self-acting  means  of  winding  up  the  clock- 
work is  described,  consisting  of  the  movement  of  a  ratchet  wheel 
fixed  to  the  wheelwork  by  a  ratchet,  set  in  motion  by  the  longi- 
tudinal bar  every  time  a  key  is  pressed  down,  thus  winding  up  the 
clockwork. 
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[Printed,  Qd.    See  London  Journal  {Xewton^g),  voL  40  (conjoint  sariet), 
p.  104;  Mechanics'  Magaiine,  toL  U,  p.  89S;  and  Patent  Joumal,  vol.  IS, 

p.  77.] 
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A.D.  1851,  May  29.— N*  13,645. 

ADAMS,  Henry  W. — "An  improyed  means  of  generating  gal- 
vanic electricity,  of  decomposing  water  or  various  electrolytes, 
of  collecting  hydrogen,  of  burning  it  or  atmospheric  air  sepa- 
rately or  in  combination." 
This  invention  consists  of  the  following  parts : — 
1st.  A  galvanic  battery,  constructed  "  so  as  generate  as  nearly 
as  possible  from  a  given  weight  of  metal  the  greatest  possible 
quantity  of  electricity,  and  give  to  it  the  greatest  degree  of 
intensity."    To  obtain  the  greatest  quantity  of  electricity,  "any 
given  weight  of  electro-negative  metal  proposed  to  be  used  in  a 
single  cell "  is  made  to  "  present  the  greatest  possible  amount  of 
magnetic  surface  or  surfaces  within  the  smallest  amount  of 
space  opposite  to  the  electro-positive  metal.      To  obtain  the 
greatest  degree  of  intensity  the  battery  should  be  so  constructed 
that  the  surfoce  or  combined  aggregate  of  surfaces  of  the  electro- 
negative metal  shall  be  presented  opposite  to  the  electro-positive 
metal  in  an  insulated  coil  or  coils  of  the  smallest  diameter, 
which  will  conduct  the  quantity  of  the  electric  current  proposed 
to  be  generated  without  melting  the  coils."    The  surface  of 
negative  meCa]  is  therefore  much  larger  than  that  of  positive  metal, 
and  ''should  be  distributed  in  sections  or  parte  (connected  to- 
*'  gether),  equal  or  about  equal  in  dimensions  to  those  of  th6 
**•  positive  sbHImx."    Between  the  coils  and  the  zincs  there  is  only 
a  thin  sheet  of  exciting  liquid  or  "electrolyte."     The  insulation 
of  the  negative  surface,  wires,  &c.,  is  such  as  to  "  protect  their 
**  sarfoces  from  contact  with  the  liquid  of  the  cell,  or  from  any 
**  metallic  deposit  which  might  coat  them  and  interfere  with  their 
*'  action."     In  the  Specification  it  is  further  stated  that  when  the 
above  "electrical  insirament "  is  used  "  as  a  galvanic  batteary,"  the 
wiieS)  &e.  are  not  insulated ;  but  in  all  cases  in  which  it  is  used 
as  a  heHx  for  the  production  of  motive  power,"  "  the  bundles 
or  faggote'of  metal "  are  insulated  so  that  "  the  current "  may 
render  the  coils  magnetic. 

A  battery  made  upon  the  above  principles  is  applied  to  gene- 
rating' hydrogen  gas  by  connecting  ite  poles,  and  placing  it  in  a 
cistern  of  acidulated  water  under  an  inverted  vessel,  to  collect 
the  gas;  this  cistem  is  also  fitted  with  a  tube  to  conduct  the 
hydrogen  gas  to  a  gasholder,  a  supply  pipe  to  convey  acidulated 
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waier  from  a  supply  cistern,  and  a  waste  sjpbon  to  take  away  the 
water  charged  with  **  sulphate  of  oxide  of  zinc." 

2nd.  Obtaining  gas  from  the  decomposition  of  water  by 
heat. 

3rd.  "  Increasing  the  heating  power  of  hydrogen  or  other  gas." 

4th.  "  The  mechanical  construction  and  arrangement  of  a  yes- 
**  sel "  in  which  air  or  gas  can  be  impregnated  "  with  the  vapor 
•'  of  any  volatile  hydrocarbon,  as  alliole"  [allyle?],  "benzole, 
'*  pyroxilic  spirit,  acetone,  or  other  analogous  burning  fluids." 

5th.  "  The  construction  of  burners  suitable  for  the  combustion 
"  of  the  benzolized  air." 

6th.  "  The  construction  of  platinum,  palladium,  or  other  ana- 
**  logons  metallic  cones,"  &c.,  to  be  applied  to  the  burners  of  the 
benzolized  ur. 

7th.  Apparatus  for  supplying  a  constant  current  of  air  to  the 
burners  of  the  benzolized  air. 

[Printed,  U.  Id.  See  Repori»T7  of  Arts,  vol.  18  {enlaroed  twief),  pp.  S06  and 
868;  Mechanics'  Magazine,  rol.  65,  p  4M;  and  Patent  Journal,  toLU, 
p.  181.] 

A.D.  1851,  June  12.— N»  13,660. 

CHATTERTON,  John. — "  Certain  improvements  in  protecting 
insulated  electro-telegraphic  wires,  and  in  the  methods  and 
machinery  used  for  the  purpose." 

This  invention  '*  consists  in  an  improved  arrangement  of 
machinery  whereby  leaden  tubing  is  as  fast  as  produced  so* 
lowered  in  tempere^ure  as  to  be  brought  over  the  g^tta  percha 
covered  wire  without  injuring  the  gutta  percha."  "  A  hydraulic 
lead-pipe-making  machine  of  the  ordinary  description  "  is  used. 
The  core  of  the  lead  tube  is  connected  by  "  a  thin  wire  "  to  the 
''  guttap-perchap-covered  wire,"  both  being  supported  on  a  framingr 
containing  rollers ;  it  is  passed  through  a  trough  of  water,  and 
has  a  chain  or  cord  attached  to  it  as  soon  as  it  reaches  the  "  gutt&» 
"  percharinsulated  wire,"  "  by  which  it  is  easily  conducted  over 
**  the  insulated  wire."  When  any  given  length  of  the  insulated 
wire  is  covered,  "  it  is  cut  off  and  passed  through  a  die  or  set  of 
"  grooved  roUs ;"  it  is  then  wound  on  a  drum,  which  is  removed 
when  it  is  full,  ''an  empty  one  substituted  for  it  and  so  on." 
To  join  the  lengths,  the  lead  is  cut  away,  and  the  exposed  ends  of 
the  wires  tinned,  twisted,  and  soldered ;  the  gutta  percha  is  then 
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made  good  to  the  same  size  as  the  tuhing,  and  a  collar  soldered 
over  it  by  means  of  some  fusible  aUoy.  The  tubing  may  be 
cxpoeed  to  "a  current  of  cold  air;"  and  it  may  be  drawn  to  the 
required  length  over  a  plain  wire  for  the  "  gutta-percharcovered 
"  wire  "  to  be  drawn  through  it ;  but  the  first-mentioned  way  is 
preferred.  Several  wires  insulated  with  gutta  percha  independently, 
and  th^  twisted  together  so  as  to  form  a  rope,  may  be  covered 
with  lead  by  the  above  process. 

^^^iS^!^  1.^  London  Journal  {Netoton'a),  vol.  40  (conjoined  aeriet), 
J- IW^echanicg*  Mamsine,  Tol.  S5,  p.  600,  ftlao  vol.  M,  p.  131 ;  and  Patent 

A.D.  1861,  July  3.— N»  13,681. 

KEMP,  Gborob. — **  A  new  method  of  obtaining  motive  power 
**  by  means  of  electro-magnetism." 

**  A  series  of  electro-magnets  are  caused  to  act  in  succession  by 
''  their  armatures  on  the  same  bar  or  instrument ;"  and  by  siich 
bar,  motion  is  given  ''to  fluids  in  order  to  obtain  and  communicate 
"  motion  thereby."  The  armatures  of  several  electro-magnets  are 
fixed  to  stems  of  different  lengths  that  are  free  to  slide  through 
the  above-mentioned  bar,  but  have  heads  which  take  hold  of  the 
bar  in  succession,  and  draw  it  through  sufficient  space  to  bring^ 
the  next  armature  under  the  influence  of  its  electro-magnet.  The 
electro-magnets  are  magnetized  in  succession,  those  whose  anna- 
tores  have  the  longest  stems  first,  then  decreasing,  to  the  armature 
#ith  the  shortest  stem;  by  this  means  a  length  of  stroke  is 
obtained  equal  to  the  sum  of  the  distances  through  which  each 
magnet  attracts  its  keeper. 

The  power  thus  obtained  is  made  available  by  connecting  two 
such  bm  as  cross-heads  to  the  piston  rod  of  a  cylinder  containing 
water  or  other  fluid;  the  piston  rod  passing  completely  through 
the  cylinder,  and  one  bar  being  in  connection  with  one  end,  the 
other  bar  with  the  other  end  of  the  piston  rod.  This  cylinder  is 
short, .but  of  large  diameter,  and  communicates  by  suitable 
passages  with  another  similar  "  cylinder  of  less  diameter,  but  of 
"  proportionably  greater  length,"  ^m  whidi  cylinder  the  power 
is  applied  by  means  of  a  piston  rod,  &c.  The  action  of  this  appa- 
ntus  is  ''the  reverse  of  that  in  Bramah's  press,"  as  it  acts  by 
forcing  the  water  from  a  short  cylinder  of  large  diameter  by  eleo- 
tttMBagiietic  pofwer  into  a  long  cylinder  of  small  diameter,  thus 
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obtuning  a  longer  stroke  than  could  be  obtained  by  me«na  of  the 
electro-magnete  only. 

rprintod.  4d.  See  Repertoiy  of  Arts,  toI.  10  (enlarffed  mriet),  p.  Utt;  ani 
Mechanics'  Magarine,  voL  S6,  pp.  88  and  48I.J 

A.D.  1851,  July  22.— N«  13,698. 

DUNDONALD,  Thomas,  Earl  of.— The  application  '*af  tbe 
**  bitumen,  petroleum,  or  natural  pitch  of  Trinidad,  oud  of  te 
**  Bhtiah  North  American  colomes,"  to  manufacture  "  uaefiil  and 
*•  ornamental  objects."  The  method  of  manufacturing  pipes, 
sheets,  tanks,  ornamental  articles,  bituminous  cloth,  sewers,  drains, 
waterways,  submerged  foundations,  and  nearly  water-tight  moun- 
tain channels  i6  described. 

The  following  methods  of  covering  and  insulating  electric  tele- 
graph  wires  are  also  set  forth : — ^The  wire  is  passed  thrcnigh  a 
melted  '*  flexible  description  "  of  bitumen,  then  through  a  "  d^  or 
''  orifice "  to  "  deprive  it  of  all  the  superfluous  bitumen,"  ihsn 
through  water,"  or  (in  preference)  "  an  emuIsiGn  composed  of 
water  and  day,  or  water  and  lime,"  so  as  to  "  deprive  the  surface 
of  the  bitumen  of  its  adhesive  qualities,  and  cool  it ;"  or  the 
wire  may  be  coated  with  some  "  filamentous  material,"  then  passed 
through  naphtha,  &c. ;  or  it  may  be  covered  by  a  filamentous 
material  '^previously  saturated  with  melted  bitumen,"  and  the 
wire  passed  ''through  a  heated  die  or  orifice."  When  several 
wires  are  to  be  encased,  a  thick  covering  "  of  flexible  bitomen  "  is 
put  upon  a  core  of  hempen  rope,  ''  smaU  longitudinal  grooves  " 
being  made  in  the  surface  of  the  bitumen  by  a  suitable  die,  along 
which  the  wires  are  laid ;  a  sheet  of  plastic  bitumen  is  bent  trans- 
versely round  the  rope  and  wires,  and  united  longitudinally,  by 
fusion,  by  a  solution  of  bitumen,  or  in  any  other  suitable  manner, 
tins  forming  a  case  for  the  wires :  the  ends  of  the  cases  maj  be 
joined  together  by  interposing  a  heated  metal  plate,  or  by  means 
of  mehed  or  liquid  bitumen. 

pWnted,  IM.  See  Bepertonr  of  Arte.  ▼ol.  1»  (eniarff^  MrtM),  p.  2B»: 
Ixmdon,  Journal  {Newton's),  toI.  40  (cotvotned  aeries),  p.  186;  and 
Mechanics*  Magaaine,  vol.  66,  p.  W.] 

A.D.  1851,  August  14.— N- 13,716. 

DEaODE,  Amtt  NicnaLAS.— "  A  certain  process  Ibr  nmting 
"  cast  iron  to  cast  iron  and  other  metals,  and  for  uniting  o^er 
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**  metals  together."  **  Either  magnetic  or  electro-galTamc*'  eleiv 
tndty  IB  used  ^  co^johitly  with  the  ordinary  process  employed  for 
^  scouring,  and  with  the  addition  of  heat  obtained  from  ordinary 
**  oombostibles/'    The  following  are  the  processes  described : — 

1st.  The  metals  are  scoured  in  a  dilute  muriatic  aeid  bath, 
eittier  being  **  in  contact  with  the  decomposing  pole  of  the  bat- 
**  teEy,**  or  submitted  to  a  series  of  shocks.  When  the  pieces 
oome  out  of  the  bath  they-aie  brightened  with  a  suitable  scraper. 
CMt  iron  submitted  to  tlids  process  parts  with  its  carbon,  which  is 
Isft  in  the  cleansing  water. 

2nd.  "  When  the  metal  is  at  a  red  heat  and  the  pieces  to  be 
"  united  are  in  a  sohd  state/' '' electric  shocks"  ace  given  (in  the 
case  of  cast  iron),  *'  to  produce  a  more  copious  and  rapid  evolutbn 
^  of  the  caibon." 

drd.  "  When  the  metal  is  at  a  red  and  white  heat,  and  in  a 
*'  doughy  and  liquid  state,"  electric  currents  are  used  '^  as  herein- 
'*  after  described." 

4th.  Copper  is  united  to  tin  by  putting  it  into  a  bath  of  melted 
tin  ^*  in  communication  with  the  decomposing  pole  of  a  battevy.'^ 

When  two  metals  are  to  be  soldered  together,  a  solder  is  used- 
composed  of  '^  yellow  copper  solder,"  brass  cuttings,  and'  '^  nickel 
'*  in  a  state  of  powder,"  in  certain  proportions ;  borate  of  soda 
and  a  quick  fiie  are  used,  and  the  electric  shocks  ajqilied  at  the 
piecise  time  when  "  a  small  white  and  blue  flame  is  emitted :"  one 
battery  pole  is  in  contact  with  each  piece  of  metal. 

**  An  ofdinaiy  electric  multiplier "  is  used  to  give  the  shocks^ 
*'  having  a  cog  wheel"  ''  and  needle  or  pointer,"  completing  the 
elaetric  cuirent  when  it  touches  the  wheel  cogs :  by  this  aixange- 
ment  360  shooks  per  second  can  be  given  to  the  metaki  to  be 
united. 

DPriiited,7d:   SeeMMhaiiio8'Magaaixio«ToL86,p.l77.] 

A.D.  1851,  August  14.— N«  13,718. 

SKINNER,  Thomas. — Ist.  Certain  means  "of  producing <»na> 
**  mental  surfiioes  on  metal."  The  metal  surface  is  to  be  cleansed, 
pnfctably  **  by  rubbing  with  wash  leather  and  powdered  lime ;;" 
**  impressions,  taken  by  preference  on  tissue  paper,"  are  to  be 
plaaed  next  to  the  metal  surfoce,  and  **  rubbed  with  flannel  or 
**  eiher  suitable  material ;"  the  paper  is  then  to  be  washed  off;  a 
aolntion  of  gum  guaaacum  in  spirits  of  wine  is  then  coated  over 
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the  metal,  after  which  the  "  impression  *^  may  be  washed  off  with 
turpentine ;  the  metal  where  the  "  impression ''  was  previouslj  is 
thus  left  dean,  and  can  be  etched,  or  '*  bitten  out  with  acid.'' 
Or  the  add  may  be  prevented  from  acting  on  the  "  impresdoii," 
hj  dusting  over  the  same  ''resin,  asphaltum,  or  other  suitable 
"  matter  in  powder ;"  this  is  mdted  by  wanning  the  metal,  and 
will  resist  the  add,  thereby  producing  an  ornament  or  dedgn  in 
relief;  the  ''  impression  "  is  then  removed  *'  by  a  suitable  solvent^'* 
and  the  ornamented  surfttoe  may  dther  be  left  thus,  or  dectro* 
plated,  or  dectro-gilt;  the  electro-coating  being  a  part  of  the 
process. 

2nd.  "  Ornamenting  surfiM»s  of  ivory  and  bone." 

[Printed,  Sd.  See  Bepertoiy  of  Art*.  toL  19  {enlarged  t&rim),  p.  ITSi 
London  Journal  {Newton* t),  vol.  41  {conjoined  series),  p.  364 1  Mechanics 
Hagadn%  ▼oL.  66^  p.  168 ;  and  Arfeiaui,  toL  10,  p.  SS.] 


A.D.  1861,  September  26.— N»  13,766. 

WATT,  Charlbs. — 1st.  Decomposing  by  dectridty  "saline  or 
"  other  substances  in  solution,"  by  means  of  a  vessel  with  one  or 
more  porous  partitions.  Examples  are  given  of  the  decomposi- 
tion of  the  chlorides  of  potassium  and  sodium,  and  of  "  a  nitrate 
"  or  sulphate  of  an  alkali,"  by  means  of  the  above  vessel,  iStted 
with  taps,  electrodes,  "moveable  heads  for  collecting  and  con* 
"  veying  the  gases  generated,"  thermometer,  gauge  containing 
hydrometer,  and  a  steam  jacket.  A  strong  solution  of  tiie  salt 
to  be  decomposed  is  placed  in  each  of  the  compartments  and  the 
electric  circuit  completed,  the  temperature  bdng  not  less  than 
120°  Fahrenheit;  the  equality  of  the  specific  gravity  of  the  solu- 
tions is  preserved  by  adding  fresh  portions  of  the  salt.  Six  ceUa 
of  Darnell's  battery  are  used  .for  this  operation ;  and  where  tiie 
object  is  to  obtain  the  alkaline  base  of  a  salt,  a  pole  of  zinc,  iron, 
<&c.>  is  used  to  combine  with  the  " chlorine  or  add"  set  free. 
Varions  operations  and  methods  are  detailed. 

2nd.  "  Preparing  or  obtaining  the  metals  of  the  alkalies  and 
«'  alkaline  earths,  by  the  action  of  electricity  and  heat."  An  iron 
vessd,  fitted  with  dectrodes,  a  partition  between  them,  a  "  moveable 
"  head  for  the  collection  of  the  metals,"  and  "  flanges  to  support 
"  the  vessd  upon  the  furnace,"  ''is  filled  with  dry  saline  matter;" 
the  saline  matter  is  fused,  and  the  current  from  ten  Daniell's  cdU 
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paaaed  through  it,  yolatUizing  the  metal.    Chlorides,  iodides,  and 
bromines  are  employed;  the  bromine  and  iodine  are  collected. 

drd.  ConTerting  alkaline  chlorides  into  hypochlorites  and  chlo- 
rates. The  electric  current  is  transmitted  through  a  solution  of 
the  chloride  placed  in  a  vessel  containing  two  horizontal  elec- 
trodes, the  negative  being  above  the  positive  electrode.  ''A 
*'  portion  of  free  alkali"  is  added  to  the  solution,  and  if  the 
temperature  is  kept  between  100°  and  120^  Fahrenheit,  a  hypo- 
chlorite is  formed;  if  the  temperature  is  raised,  a  chloride  and 
chlorate  are  formed,  of  which  the  chloride  is  again  decomposed, 
giving  a  certain  additional  and  proportional  amount  of  chlorate. 
A  bleaching  bath  may  be  thus  prepared  and  strengthened. 

4th.  Separating  metals  from  each  other  and  from  impurities  by 
electricity,  and  by  means  of  vessels  with  porous  partitions.  Gold 
may  be  thus  separated  from  silver  or  copper  by  melting  it  with 
any  ozidizable  metal  (if  it  contains  less  than  three-fourths  of 
alloy),  and  using  it  as  the  positive  pole  of  a  single  cell  Darnell's 
battery  in  a  solution  of  nitrate  of  silver;  the  alloy  is  deposited  on 
the  negative  pole  of  the  battery,  the  gold  becoming  detached  and 
remaining  in  the  compartment  containing  the  metal  to  be  purified. 
Other  similar  means  are  detailed,  with  other  solutions,  and  for 
purifying  other  metals. 

It  is  preferred  to  employ  electrodes  prepared  as  follows: — 
Lampblack  or  tar  is  coked  and  pulverized,  mixed  with  sugar,  and 
compressed  into  an  iron,  mould;  this  is  gradually  heated  until 
red  hot,  and  the  piece  of  carbon  "  placed  while  warm  into  a  strong 
solution  of  sugar,  or  some  of  the  original  tar  made  hot,"  "  sub- 
jected to  the  action  of  an  air  pump  whilst  still  in  the  fluid," 
and  heated  red  hot  with  powdered  charcoal  or  coke  in  a  covered 
crucible ;  this  being  repeated  until  the  required  density  is  attained, 
when  it  is  finally  subjected  to  most  intense  heat  *'  for  several 
•*  days." 

^Printed,  8d.    See  Repertory  of  Arta^voL  19  {enilafved  a&riet),  p.  801 ;  and 
Meohanics'  MagMJne,  vol.  06^  p.  277.J 

A.D.  1861,  November  13.— N<»  13,808. 
BERNARD,  Julian.—''  Improvements  in  the  manufruHnire  of 
"  leather  or  dressed  skins,  and  of  materials  to  be  used  in  lieu 

thereof,  and  in  the  machinery  or  apparatus  to  be  employed  in 

such  manufiurture,"  consisting  of : — 

Ist.  "A  system  or  mode  of  graining  or  ornamenting  leather  or 
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^  dressed  skins  hy  jumsuBe."  ''To  obtain  an  aoeusate  oopj  of  a 
*'  well  grained  pieoe  of  moxoooo,  or  other  embossed  figure  or 
"  anaznental  leaAiher,  a  good  original  skin  is  used  as  Hie  mattEix 
**  of  liie  required  figure,  and  an  electrotype  plate  is  made  firom  it 
'^  in  the  usual  way  of  metallic  deposition."  An  ordinaiy  liydiv- 
staiac  press  has  ''tibe  tmvelling  table  of  the  ram"  fitted  wHAl  a  flttt 
steam  chest.  The  diectrotype  plate  is  laid  upon  "the  txavfUin^ 
*'  iMe ;"  over  that,  the  skin  to  be  grained ;  and,  on  the  top  of  al]» 
a  sheet  of  vulcanized  India-rubber.  ''The  table  being  forced 
^'  upwards  by  piwiping/'  the  eleotrotype  plate  or  die  "  unptcmcB 
'^  its  figure  on  the  leather  sur&oe." 

2nd.  Certain  '' aoangements  of  mechaaisra/"'or  meana  to  be 
^  uasd  for  shaifing  or  splitting  leather  or  dressed  riLins." 

drd.  The  manufaciure  of  **  compound  union  leather,  to  be  used 
^  as  a  substatote  for  ordinary  leather." 

4di.  The  manufiicture  '^  of  a  compound  fiibric  of  great  strength 
*  by  joining  together  two  separate  woven  fabrics." 

5th.  ^' An  improved  mode  or  modes  of  dioeing  or  ornamenting 
**  the  surface  of  leather  or  dressed  skins." 

[Printed.  1«.  2d.    See  Mechanics' Ha«;azme,  vol.  68,  p.  4ia] 

A.D.  1861,  November  27.— N^  13,834, 

WMYTOCK,  Richard. — *•  ImprovementB  in  applying  oolars  to 
^  ywns  or  threads,  and  in  weaving  or  producing  fabrics  when 
**  colored  or  party-colored  yams  or  threads  are  employed."  These 
rebite  to: — 

Ist.  "  Imparting  color  to  a  single  thread  or  pair  of  threads 
*'  intended  to  form  a  portion  or  element  either  of  the  warp  or  the 
**  woof  of  a  figured  web." 

2nd.  ''The  application  of  parti-colored  yams,  as  weft  or  woof  in 
*'  the  formation  of  sprigs  or  other  small  objects  in  various  fabrics." 

3rd.  The  application  of  magnetic  power  to  moving  small 
shuttles,  whether  "parti-colored  "  or  dyed  or  undyed  yam  is  used. 
A  shelf  forming  the  shuttle  race  "  is  brought  up  as  close  to  the 
"  warp  in  front  of  tho^reed  as  possible ;"  the  magnet  or  magnets 
are  made  to  pass  to  and  fro  on  "  two  stented  wires  immediaitely 
"  below  the  shelf,"  by  means  of  cords  drawn  ofver  pulleys,  and 
acted  upon  by  the  feet  of  the  wev^^er  putting  treadBes  conneeted 
with  them  in  motion.    Eleotro-magnets  are  to  be  preferred,  having 


«< 
<« 


THEIR  GENERATION  AND  APPLICATIONS.      231 

gteafctor  power  than  pemxanent  magnete,  and  ''admitting  of  a 
'*  temporary  suspension  of  the  power  when  requised."  The 
application  of  this  invention  to  ribbon  weaving,  or  to  weaving- 
sprigs  on  a  continuous  web,  is  pointed  out. 

[Frinted»  9d.    Bee  Repertory  of  Arte.  vol.  20  {enlarged  series) ,  p.  M ;  and 
Mechamce*  Magaxine,  vol.  66,  p.  408.] 

A.D.  1851,  December  8.— N»  13,845. 

BBOOMAN,  Richard  ABCHiBAiiD  (a  coiiwRtmtea<toft).-MDer- 
"  tain  improved  modes  of  applying  electro-ohemical  action  to 
"  manufacturing  purposes.''  "The  application  of  chemical, 
"  electro-chemical,  thermal,  and  galvanic  forces,  separately  or 
**  oomfained,"  "applicable  to  the  manufactuse  and  preparation  of 
"  organic  and  inorganic  substances." 

A  galvanic  battery  is  described  in  which  "  the  same  metal  marks 
tiie  commencement  and  termination  of  the  series,"  and  *'  the 
oential  pkte  "  is  "  one  of  the  poles  ;*'  a  number  of  batteries  may 
be  united,  terminating  "  in  one  conmion  central  celL"  The  same 
principle  is  applied  to  conducting  wires  and  "the  preservation  of 
''  metals  from  oxidation." 

£lectro*chemical  force  is  applied  to  the  "  fertilization  of  seeds," 
by  steeping  them  in  "carbonate  of  potash,"  then  in  weak  add ; 
deoompoflition  taking  place.    "  To  preserve  vegetable  materials,'' 
they  are  dipped  in  weak  acid,  then  "in  some  basic  hydrate," 
combination  taking  place,  and  those  that  will  form  antiseptic  salts 
being  used  in  prdSerence.    "To  preserve  animal  matter  such  as 
**  meat,"  prevent  disease  in  potatoes,  deodorize  materials,  preserve 
mamhcanous  substances,  skins,  and  paper,  the  same  principle  ia 
adopted,  the  antiseptic  compound  being  formed  in  the  substance 
itadtf.    By  the  electro-chemical  action  of  combination,  the  effect  of 
milling"  is  produced,  and  by  decomposition  "an  expansive 
effect "  occurs.    A  cleansing  or  bleaching  effect  is  produced  by 
Ibtming   wifliin   the   fibres   certain  insoluble   salts,   and   then 
deoomposing  them.    For  purifying  syrup  or  oily  matter,  acetate  of 
magnesia  is  used,  and  the  magnesia  precipitated  afterwards  by 
free  caibonic  acid.     "Saodbarine  matters"  and  "fatty  hydro- 
**  carbons  "  are  purified  by  certain  insoluble  compounds  of  boracio 
aoid  witii  a  metallic  base,  combining  them  in  the  material.    -Upon 
flimilar  principlea,  metiiods  are  given  for  promoting  "  the  con vwsion 
"  of  iron  into  steel,"  for  preparing  hydaaulic  cements  and  hardening 
•fconet  and  lll^1^<^^^^■,  for   obtaining  "basic  zinc   fiv   painting 
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"  purposes/'  and  for  "pi^eparing  certain  animal  fibres,  such  a« 
*'  silk  for  spinning  and  dyeing." 

[Printed,  0ci.    See  MediMiics' MaciaEine,  toL  56»  p.  478.] 

A.D.  1862,  January  22.~N<»  13,906. 

TYER,  Edward. — "Improvements  in  the  means  of  oommuni- 
*'  eating  by  electricity,  and  apparatus  connected  therewith." 

This  invention  relates  to  establishing  an  electrical  communicfr- 
tion  between  a  station  and  an  approaching  or  receding  train,  or 
vice  vertd. 

The  following  apparatus  are  described  and  shown : — 

A  station  signal  instrument  for  ascertaining  the  position,  and 
distance  of  an  engine  or  train.  This  apparatus  has  an  indicator 
or  pointer  for  the  up  as  well  as  for  the  down  line,  which  indicate 
the  words  "  line  dear  "  or  '*  train/'  according  to  whether  the  line 
is  completely  clear  for  a  given  distance,  or  whether  a  train  is 
approaching  or  receding  within  that  distance.  In  an  inttrument 
for  one  hne  of  rails  only,  the  passing  of  a  train  over  a  certain 
spot  completes  a  battery  circuit ;  a  spring  armature  to  an  electro- 
magnet has  an  upright  bar,  through  which  a  pin  on  the  pointer 
aids  passes.  When  the  circuit  is  completed,  the  pointer  is  thus 
caused  to  move  from  "  line  clear  "  to  ''train,"  and  a  catch  retains 
the  armature  and  pointer  in  that  position  until  the  circuit  is  again 
completed  through  the  coil  of  a  second  electro-magnet,  which 
releases  the  catch,  thus  placing  the  pointer  in  its  original  posilion. 

Methods  of  completing  the  circuit  by  apparatus  on  the  ^i^gin^^ 
in  connection  with  apparatus  fixed  to  the  sleepers  of  the  linp, 
Two  parallel  metal  bars  or  springs  are  fixed  on  insulating  blocks 
between  the  rails,  and  are  respectively  connected  with  the  insulated 
line  wires ;  {he  bars  are  electrically  connected  by  double  incline 
planes  at  the  extremity  of  spring  pistons  fixed  to  the  engine,  thus 
allowing  the  station  and  engine  instruments  to  be  affected.  The 
apparatus  may  be  otherwise  modified;  springs  fixed  at  one  end, 
resting  on  insulated  blocks,  or  working  on  a  pin,  and  having  a 
counterbalance  weight,  may  be  fixed  between  the  rails ;  and  *'  metal 
*'  spring  brushes"  or  springs  may  be  fixed  to  the  engine  or 
tender.  The  circuit  of  the  electro-magnet  that  releases  the  catch 
spring  is  completed  by  separate  apparatus,  consisting  of  a  tzeadle 
(depressed  by  the  flange  of  the  engine  wheel),  which  gives  motion  to 
a  crank  shaft  and  crank,  turning  a  curved  spring  from  a  stop  pin 
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into  contact  with  the  line  wires ;  or  a  curved  lever  may  be  separated 
from  contact  with  the  side  of  the  rail  by  the  interposition  of  the 
flange  of  the  engine  wheel,  thus  causing  a  spring  piston  to  complete 
tiie  circuit  by  depressing  a  curved  spring  upon  two  metal  plates. 

A  "  single  station  instrument  **  is  described  and  shown,  consisting 
of  two  horseshoe  electro-magnets,  each  of  which  can  act  by  a 
contrary  polarity  upon  the  pole  of  a  magnetized  and  poised  needle. 
When  the  train  approaches  the  station,  the  needle,  and  consequently 
tiie  pointer,  will  be  deflected  from  its  normal  position  by  one  electro- 
magnet, and  retained  there  by  induction  until  the  train  leaves  the 
station,  when  the  other  electro-magnet  will  restore  it  to  its  original 
position. 

Means  of  communicating  signals  to  an  approaching  train.  A 
transmitting  apparatus  is  described  and  shown  for  influencing  the 
*'  engine  indicator"  by  the  reversal  of  the  electric  current,  in  which 
a  non-conducting  cylinder,  suitably  inlaid  with  two  differently 
disposed  stets  of  pieces  of  metal,  reverses  the  current  communicated 
by  them  to  fixed  springs  by  turning  it  half  round,  thus  avoiding 
the  use  of  cross  pieces  of  metal.  An  arrangement  is  also  described 
and  shown  in  which  the  battery  is  placed  where  the  signal  is 
given;  for  communicating  by  this  arrangement,  a  lever  at  the 
station  draws  a  wire  of  the  required  length  into  such  a  position 
as  to  reverse  the  current  by  acting  on  the  handle  of  the  above- 
described  transmitting  instrument. 

An  "engine  indicator."  This  indicator  shows  two  signs, 
**  stop,"  and  ''all  right,"  and  is  actuated  by  the  transmitting 
apparatus  last  described ;  it  may  be  constructed  similarly  to  the 
"  single  station  instrument ;"  or  it  may  have  two  pointers,  each 
actuated  by  an  electro-magnet  and  permanent  magnet,  one  pointer 
being'  only  affected  at  a  time,  according  to  the  direction  of  the 
cconent;  a  catch  releases  a  spring  (on  the  attraction  of  the 
permanent  magnet),  which  places  one  of  the  hands  in  an  inclined 
position,  and  it  remains  so  until  restored  by  the  pressure  of  a 
sprixig  piston  by  the  receiver  of  the  signal. 

A  bell  apparatus.  An  electro-magnet,  worked  by  the  line 
circuit,  completes  a  local  circuit  by  a  spring  armature ;  the  bell  is 
struck  by  a  second  electro-magnet  in  the  local  circuit,  which 
attracts  an  armature  carrying  the  bell  hammer.  The  local  circuit 
u  completed  by  a  platinum-pointed  screw  and  moveable  disc, 
which  prevents  the  effect  of  the  spark. 

[PrintecU  St.  8(7.   Seo  HecKanics'  Magasliie,  voL  67,  p.  W.] 
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A.D.  1862,  Jaouaiy  29.— N"  13,933, 

PULTERMACHER,  Ibac  Lkwis. — "  Improvements  in  galvano- 
"  electric,  magneto-electric,  and  electro-magnetic  appaiatafl^  and 
"  in  the  application  thereof  to  lighting,  td^raphic,  and  motive 
•*  purposes,"  consisting  of  :— 

1st.  "  Capillary  batteries,"  composed  of  "  a  tube  pressed  out  of 
"  plastic  graphite  "  (See  N**  12,899)  "  covered  with  gauze,"  roimd 
which  is  coiled  zinc  wire ;  by  a  properly  shaped  cistern,  with  holes 
in  it,  nitric  and  sulphuric  acid  is  permitted  to  drop  into  the 
graphite  tube  (filled  with  pieces  of  coke),  and  dilute  sulphuric  acid 
drops  on  to  the  zinc  wire,  the  waste  fluids  being  conveyed  away 
below;  a  single  fluid  may  be  used.  Another  battery  is  described, 
encased  "  in  glass  or  porcelain,"  in  which  an  alkaline  fluid  falling 
on  an  exterior  cylinder  of  coke  is  used  instead  of  a  zinc  plate ; 
also  a  similar  arrangement,  with  flat  carbon  plates,  having  (when 
united)  cylindrical  channels.  Electro-positive  or  electro-negative 
gases  may  be  used  in  this  battery. 

2nd.  Six  different  improvements  in  '*  hydro-electro  voltuc  cbaia 
batteries "  (See  N»  12,899).  First.— "The  connecting  joints "  an 
made  of  a  non-conductor,  or  "  sometimes  I  put  into  the  holes  of 
the  spiral "  [helical  ?]  "  elements  tubes  of  thin  plate  which  aie 
set  in  contact  with  the  positive  and  negative  wires,"  thus  im^lfing 
a  double-jointed  chain  battery."  Second. — "  Hygroscopic  bat- 
teries," which  aie  exdted  by  a  deliquescent  or  oxygen-absorbing 
substance  or  salt,  placed  in  flutings  in  the  wood.  Third. — ^In 
which  the  links  are  constructed  with  three  interior  grooves  for 
connecting  wires.  Fourth. — Plates  are'  employed  for  the  links, 
instead  of  wood  and  twisted  wire.  Fifth.— Copper  and  cine 
*'  frames,"  or  longitudinal  links,  are  fixed  on  to  *'  pieces  of  wood," 
and  modifications.  Sixth. — A  method  of  packing  a  cSiain  bat- 
tery so  that  it  is  insulated  in  its  case,  and  when  wanted  is  stoetched 
over  an  insulating  frame  by  means  of  horn  inanlRtiiig  plates,  &c. 

3rd.  "A  mechanical  inteiruptor."  A  clockwork  appacatus,  in 
which  either  unfinequent  or  firequent  closings  of  the  eiscuit  can  be 
obtained ;  the  unfrequent  closings  are  made  when  a  lever  mof«s 
an  excentric  connected  with  one  battery  pole,  so  that  a  spring  on  a 
screw  wheel  completes  the  electric  circuit,  whereas  the  fipequeoft 
closings  of  the  circuit  are  made  by  a  "  tongue  "  on  a  balance  wheel 
fixed  on  the  axis  of  the  endless  screw,  which  workB  the  screw 
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wfaieel.  The  whole  inBtrument  fomus  conducting  bandies  for  gal- 
vaniziiig  a  patient. 

AUl,  "A  drcait  breaker/'  set  in  motion  by  the  pressure  of  tbe 
band.  A  weighted  spring,  in  connection  with  one  battery  pole,  is 
made  to  oscillate  against  a  spring  only  in  connection  with  the  other 
pole  so  long  as  it  is  not  struck  l^  the  wei^^tted  oscillating  spring, 
thuB  producing  a  series  of  closings  of  the  drouit  of  momentoiy 
duxKtion ;  the  whole  forms  a  conducting  handle. 

Bftk.  '*  An  apparatus  for  changing  the  quantity  electricity  of  a 
"  portable  galvanic  battery  "  "  into  intensity,  and  vice  versft."  The 
elements  are  airanged  in  two  parallel  lines,  so  that  moveable  con- 
necting wires  can  either  be  used  to  couDcct  one  pair  with  the  pair 
oxvpodte  to  it  in  the  other  line  for  intensity,  viz.,  zinc  with  copper; 
or  for  quantity,  viz.,  zinc  with  zinc  and  copper  with  copper.  A 
flat  ekctro-magnetic  coil,  with  vibrating  keeper,  is  also  described. 

Gth.  An  arrangement  for  "  varying  the  intensity  of  the  electric 
**  cument."  The  elements  are  united  by  means  of  moveable  con- 
necting wires,  which,  by  their  elasticity,  connect  one  pair  with  the 
next  for  intensity;  but  two  ''toothed  plates,"  moved  by  a  key, 
enable  the  elements  to  be  connected  for  quantity,  by  each  connect- 
ing one  metal  of  all  the  pairs,  and  at  the  same  time  nullifying  the 
intensity  arrangement. 

[Printed,  U.Sd.    Beo  Mechanics*  Magazine,  vol.  67,  p.  118.] 


A.D.  1862,  January  29.— N«  13,938. 

HIGHTON,  Edwaed.— "  Improvements  in  electric  telegraphs, 
consisting  of: — 

IsL  Improved  keys,  in  which  only  one  spring  \a  used.  The 
line-wise  circuit  is  closed  by  a  spring  and  stud  underneath  the  key, 
juid  the  keys  have  "  spring  joints  "  in  two  parts,  connected  respec- 
tively with  opposite  battery  poles.  On  the  depreyion  of  the  key, 
acnrw  pins  or  studs  break  the  line-wire  circuit  and  insert  the 
battery.  Two  keys  are  used,  one  to  each  direction  of  the  current. 
To  facilitate  working  the  telegraph,  the  letter  signalled,  when  a  key 
is  pressed  down,  is  engraved  on  that  key. 

2nd.  An  improved  alarum.  An  arm  is  made  to  rest  as  slightly 
as  possible  against  the  catch  of  the  electro-magnet  by  means  of  a 
spring  wound  round  an  exoentric ;  as  soon  as  the  arm  is  liberated 
the  spring  has  more  force,  owing  to  the  exoentric,  and  enables  the 
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ezoentric  to  niae  the  dockwork  detent.  When  the  aim  is  about 
to  be  stopped,  the  ezoentric  presses  out  another  arm,  meeting  the 
verolying  turn,  and  breaking  its  momentum  before  it  reaches  the 
catch. 

drd.  AnoUier  form  of  alarum,  that  only  acts  when  the  deetric 
current  is  continued  for  a  certain  time.  A  wheel,  canying  i^e  ez- 
oentric centre  jon  which  the  hammer  lever  moves,  is  kept  in  con- 
tinual revolution  by  wound-up  mechamsm ;  on  the  interposition 
of  a  catch  by  the  electro-magnet,  some  seconds  must  necessarily 
elapse  before  the  hammer  lever  is  brought  into  a  sufficienflj 
oblique  position  to  strike  the  bell  on  its  release.  Another  plan  is 
described,  in  which  a  roller  prevents  the  descent  of  the  hammer 
lever  unless  suffident  time  has  di^Mcd  to  allow  its  ezcenknc 
centre  to  come  into  a  suitable  position. 

4th.  Preparing  a  fabric  for  receiving  and  recor^^g  the  trana- 
mission  of  electric  currents,  so  that  different  colours  may  be  pro- 
duced according  to  the  direction  of  the  current,  by  moistening  it 
with  suitable  solutions. 

5th.  Suspending  telegraph  wires  in  the  lur  on  arms  indined  to 
the  posts  at  an  angle  of  45^,  for  securing  their  insidation. 

6th.  Employing  the  power  devdoped  by  the  hydraulic  press  to 
stretch  suspended  tdegraph  wires. 

7th.  Stretching  tdegraph   wbes.      They    are    placed   nearly 
straight,  on  temporary  supports,  by  manual  labour,  and  are  then 
brought  to  the  desired  degree  of  tension  by  causing  them  to 
assume  a  zigzag  form. 

8th.  Insulating  and  fastening  suspended  telegraph  wires.  No 
sheds  or  bell  coverings  are  applied,  but  the  wire  is  varnished 
and  bound  with  silk  for  a  considerable  distance  on  each  side  of 
the  point  of  support ;  then  covered  with  gutta  percha  or  vulcanized 
awutchouc  for  a  few  inches,  this  has  placed  over  it  "a  tag  of  zinc 
wr^^?"""?"*.  ^^'"  "^^  «  clBmped  to  tiie  arm  by  a  hook. 
Z^Za  ^  *^  *^*  "^  ^  Ttqviiied  for  a  station,  a  metal  link 
covered  with  gutta  percha  is  inserted. 

.         acing  an  earth  connezion  around  the  arms  or  supports 
^nt  midway  between  each  wire."  «  «,  that  any  electri<%ttu* 

«  ^toJ^"""'  '^"    "•*"»"*  PO"'"y  reaoh    or  alltect 

«3 l&dfiiSS.  VSISS^^^JJ^^^  »  (enlarved  •rrbO.p.  SOS, 
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A.D.  1852,  February  10.— N«  13,963. 

ROBERTS,  Martin  John.— This  invention  is  entitled  *'  Im- 
provements in  galvanic  batteries,  and  in  obtaining  chemical  pro- 
ducts therefrom."  These  improvements  consist : — 
Ist.  *'  In  employing  tin  as  a  positive  plate  in  a  galvanic  battery 
in  coi^unction  with  platinum,  or  any  other  conductor  of  elec- 
tricity "  which  is  electro-negative  to  tki.  The  exdting  fluids  are 
nitric  add,  or  nitro-muriatic  acid,  or  the  nitrate  of  copper,  or  the 
soluble  nitrate  of  any  metal  electro-negative  to  tin ;  nitric  acid  is, 
however,  preferred,  as  it  yields  by  the  action  of  the  battery  *'  stan- 
"  nic  or  meta-stannic  acid,"  which  is  deposited  at  the  bottom  of 
die  battery  cells,  made  deep  for  the  purpose ;  this  is  combined 
with  soda  to  form  stannate  of  soda»  a  valuable  article  for  dyeing 
textile  fabrics.  If  nitro-muriatic  add  be  the  exdting  fluid,  chloride 
or  bichloride  of  tin  is  formed,  "  a  salt  also  used  in  the  same 
"  arts."  If  nitric  acid  of  not  less  specific  gravity  than  1'200  be 
used,  a  hydrated  oxide  of  tin  forms,  which  falls  down  as  an  in- 
soluble precipitate  to  the  bottom  of  the  cell,  and  prevents  the 
strength  of  the  exdting  fluid  from  being  diminished  so  much  as  it 
otherwise  would  be. 

2nd.  ''In  the  employment  of  copper  as  a  positive  metal  in 
"  ooiyunction  with  platinum  or  other  metal  which  is  dectro 
**  negative  with  respect  to  copper."  Nitric  or  nitro-muriatic  acid 
is  the  exdting  agent  used  in  this  battery.  The  salts  of  copper 
fonned  are  useful  in  calico  printing  and  for  other  purposes ;  "  and 
"  some  of  them  may  be  used  to  exdte  a  tin  or  zinc  plate  in 
"  another  battery." 
Both  the  above-described  batteries  are  single-fluid  batteries. 
[Printed,  Sd.] 

A.D.  1862,  February  23.— N*  13,982. 

WALKER,  William. — ^"  A  method  or  means  of  ascertaining  and 
**  indicating  the  deviations  or  errors  of  the  mariner's  compass." 

In  this  invention  the  effects  of  dip  in  various  magnetic  lati- 
tades  are  avoided,  and  the  devifttion  of  the  needle  due  to  the 
presenoe  of  iron  is  indicated. 

The  compass  bowl  is  made,  by  preference,  of  copper,  and  has  on 
its  pivot  "  a  brass  bell  or  cone,  which  is  poised  in  an  inverted 

pontion,"  whose  weight  is 'not  "more  than  one  third  greater 

than  that  of  the  card  needle  and  cap,"  carrying  "  a  fine  steel 
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"  rod  or  axis."  "The  cap  of  the  needle,  which  ifl  made  of  one 
ttxth  of  the  length  of  the  needle,  haa  at  its  apex  a  jewel,  on 
which  the  point  of  the  rod  "  "  works,  besides  which,  another 
-  perforated  agate  is  fixed  in  the  lower  end  of  the  cap."  The 
axis  of  the  needle  and  card  is  made  to  coincide  with  its  centre  of 
ffravity,  and  the  needle  is  magnetized  after  adjustment  upon  "an 
"  inclined  pivot."  The  bell  thns,  in  connection  with  its  steel 
axis  and  the  long  needle  cap,  acts  as  a  counterpoise,  and  preventa 
the  effects  of  dip  upon  the  needle.  .    «     ,  « 

To  the  centre  of  the  ghiss  cover  of  the  compass  box  IS  fixed  «& 

"  slender  hoUow  pillar,  equal  in  length  to  the  radius  of  the  com- 
«  pass  card,"  which  contains  a  rod  msidc  of  it,  adjustable  at 
various  heights.    This  rod  "carries  at  top  a  second  or  indicator 
"  needle."     "  A  ghiss  dome  "  resting  "  on  a  ring  "  "  attached  to 
"  the  outside  of  the  compass  bowl "  encloses  the  entire  apparatus. 
"  When  two  magnetic  needles  of  different  magnitudes"  "are 
"  freely  suspended  in  the  vertical  plane  of  the  magnetic  meridian 
«  and  at  a  certain  distance  apart,  both  needles,  if  uninfluenced  by 
«  local  magnetism,  will  place  themselves  paraUel  to  the  magnetic 
'*  meridian,  but  with  the  poles  of  the  lesser  needle  inverted." 
When  a  local  disturbing  force  acts,  however,  the  terrestrial  mag- 
netism exerts  its  influence  over  the  smaller  needle,  and  if  it  ia 
adjusted  at  such  a  distance  from  the  compass  card  that  its  deviation 
is  double  that  on  the  compass  card,  the  smaller  needle  will  indi- 
cate "  the  deviation  of  the  main  needle  from  its  correct  magnctia 

"  meridian." 

[Printed,  Id,    See  Mechanics*  Magazine,  vol.  57,  p.  161.] 

A.D.  1852,  March  8.— N^  14,015.. 

VAN  KEMPEN,  Peter  (a  communication  from  Genii  Abraham 

Cramer),-^"  An    improved  refrigerator,  to  be  used  in  brewing, 

<«  distilling,  and  other  similar  useful  purposes." 

"  This  invention  consists  in  improvenKcnts  in  appantua  to  be 

"  uaadfor  refrigerating  or  cooling  brewers'  or  diatilkra'  woffts, 
but  applicable  for  other  similar  purposes,  one  of  ihe  improve- 
ments in  connection  therewith  consisting  in  the  employment  rf 
a  permanent  conductor  or  drcuit  through  the  work,  in  connec- 
tion with  the  earth,  by  which  means  the  wort  is  prevented  from 
turning  sour  from   the  influence   of  atmoapheric    decbnfflty 
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The  lefrigeratiag  apparttfcus  is  fint  described  with  references  to 
the  DzMriogs. 

''The  second  improvement  in  lefngeratoiB  leUtes  to  a  means  of 
"  preventing  atmospheric  influenees  taking  effieot  on  the  wort  when 

in  the  refrigerator.     For  this  purpose  a  strip  of  zinc''  ^is 

placed  throughout  the  entire  length  of  the  refrigerator  so  as  to 
"  be  covered  by  the  fluid  therein  contained."  To  one  end  of  the 
strip  of  zinc  is  attached  an  earth-plate  of  zinc^  and  to  the  other 
an  earth-plate  of  copper.  "Any  atmospheric  electricity  which, 
''  dmdng  thunder  storms,  is  liable  to  turn  wort  sour^  will  be 
'*  Cflcried  off  by  this  arrangement."  This  improvement  is  further 
styled  in  the  Specification  "  the  employment  of  a  galvanic  circuit 
'*  in  the  said  refrigerator  for  the  carrying  off  electricity  horn  the 
"  worts." 

Cnrinttd,  It.  9d»   S«e  Mechanim'  Ka^Miire,  toI.  67,  p.  2S9.] 

A  J>.  1852,  March  8.— N«  14,018. 

HODGE,  Paul  Rapsey. — ^  Certain  improvements  in  the  con- 
struction of  raihirays  and  railway  carriages,  parts  of  which  are 
applicable  to  carriages  on  conmion  roads,"  consisting  of  :— 
IbL  "The  application  of  an  electrical  or  an  eleotro-galvanic 

"  cuiient  being  passed  through  either  die  up  or  down  rail,  and 

"  returned  again  in  the  opposite  rail,  so  that  a  perfect  circuit  be 

"  kept  up  through  the  rails,"  to  prevent  the  "  decomposition  of 

*'  the  iron  forming  the  permanent  way,"  and  "  the  ogidation " 

[andation  7]  **  of  the  metal  forming  the  rails." 

2nd.  New  arrangements  "  of  movable  *  points,'  used  for  crossing 

*'  from  one  line  of  rail  to  another." 

3rd.  In  railway  caniages,  cylindrical  springs  formed  of  India- 

rubbeTp  acting  alone  or  "  in  combination  with  the  steel  spring." 

Various  arrangements  are  described  and  shown. 

4ih,  ''Three  arrangements  of  a  steam  spring  «nd  lifting  apa- 

**  rates,"  "to  be  attached  to  the  ade  and  hoses  of  locomotive 

'*  cairiagBS,  in  connection  with  or  without  the  ordinary  spring." 
5tfa.  "  Various  forms  of  axle  boxes  for  railway  caxriages." 
Ml.  ''Hie  placing  of  kd  elastio  medium  between  the  wheel 

'*  and  eoUarSy  lor  the  purpose  of  preventing  latsral  shocks  on 

"  raihsay  oaniagea." 

7th.  "  VarioBS  new  forma  of  metallic  wheels"  for  railway  cw- 

yiagta,  "either  of  wrought  or  cast  iron,  sepanstely  or  combined." 
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8^.  ''The  application  of  elastic  collars  or  rings  of  india  rubber 
"  placed  between  the  axle  box  and  the  nave  of  the  wbeels  of 
<*  carriages  used  on  common  roads,  so  as  to  give  ease  both  to 
'*  lateral  as  well  as  vertical  shocks,  caused  by  tbe  nnevenness  of 

«  the  road." 

rPrlnted.  U.  W.    Bee  London  Journal  {Newbm**),  voL  4A(fioi^oimed  fariM), 
''>120T»dliech«nioi'  Macasine,  toL  57.  pp.  259  and  402.] 

A.D.  1852,  March  8.— N*  14,021. 
SMITH,  William,  and  SMITH,  Archibald. —  "  Certain 
"  improvements  in  electric  and  electro-magnetic  telegraph  appa- 
"  ratus,  and  in  the  machinery  for  and  method  of  making  and 
"  laying  down  submarine,  submerged,  and  other  such  lines,"  con- 
sisting of : — 

Ist.  A  mode  "of  insulating  circuit  wires  from  the  posts." 
"  *  Dead  eyes '  or  insulators,"  and  a  short  length  of  wire,  are 
interposed  between  the  telegraph  wire,  just  before  it  enters  a  poet, 
and  at  the  post  insulator— or  the  ordinary  insulator  may  be  used 
—the  circuit  being  completed  by  a  "  copper  rod  "  attached  to  tiie 
telegraph  wire,  and  bent  so  as  to  be  away  from  the  interposed  wire 

or  supports. 

2nd.  "  Arrangements  of  machinery  "  for  constructing  and  laying 
down  submarine  cables.  They  are  manufactured  on  boand  the 
steam  vessel  as  they  are  "  submerged."  As  many  reels  and  frames 
(alluded  to  below)  are  fitted  in  the  vessel  longitudinally  as  strands 
are  required ;  the  insulated  wire  proceeds  from  the  drum  on  which 
it  is  wound  through  the  successive  frames,  and  a  central  guide 
plate  carrying  the  various  strands,  which  are  (by  the  motion  of  the 
frames  and  guide  plate)  wound  round  the  insulated  core;  the 
manufactured  wure  then  proceeds  over  suitable  "gripping  wheels," 
is  "  passed  over  g^de  pulleys,  and  let  down  through  the  stem  of 
"  the  vessel"  "into  the  water."  Each  reel  and  frame  consists 
of  a  "  skeleton  drum,"  mounted  on  "  antifriction  rollers,"  revolv- 
ing with  the  core  and  all  the  wires  coming  from  the  machines 
nearer  tiie  core  reel  than  itself ;  on  the  same  centre,  but  kept  hori- 
zontal by  a  hanging  weight,  the  wire  reel  frame  is  mounted  (the 
reel  being  at  right  angles  to  the  skeleton  drum),  the  wire  from 
which  passes  through  .its  trunnion  over  "  an  antifriction  roller," 
and  through  properly  placed  apertures  in  the  "skeleton  drumfi  *' 
of  aU  the  machines  nearer  to  the  stem  than  itself ;  the  machinery 
is  moved  "  simultaneously  "  by  means  of  pinions  on  a  main  longi* 
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tudinal  shaft  gearing  into  wheels  on  the  "  skeleton  drums/'  If  it 
is  leqiured  ''  to  give  the  wires  an  independent  twist,"  it  can  be 
done  by  imparting  a  slow  rotary  motion  to  the  reel  frame  on  its 
trunnions  from  the  skeleton  drum  wheel. 

A  counting  apparatus  is  described  and  shown.  A  number  of 
"  pawles,"  on  a  crank  shaft  connected  with  the  paying-out 
nmchinftfy,  work  into  loose  ratchet  wheels  of  ten  teeth  each,  affixed 
to  numeral  wheels  with  one  tooth  each ;  each  "pawle  "  (except  the 
first)  extends  over  one  numeral  wheel  and  the  next  higher  ratchet 
wheel,  thus  moving  each  numeral  wheel  one  tooth  or  number  for 
ereiy  complete  revolution  of  the  ratchet  wheel  below  it,  and  indi* 
eating  the  amount  of  cable  that  has  been  payed  out  of  the  vessel* 

The  insulation  of  the  cable  may  be  tested  during  manufocture 
by  the  following  means : — As  many  insulated  '*  disc  wheels  "  as 
there  are  separate  telegraph  wires  are  fixed  "  on  an  extension  of 
**  the  shaft  "  of  the  drum  carrying  the  insulated  wires,  and  revolve 
with  it ;  each  "  disc  wheel "  has  a  binding  screw  to  receive  one  of 
the  wires,  in  connection  with  a  metallic  ring  on  its  circumference, 
and  a  spring  pressing  thereon;  a  galvanic  circuit  can  thus  be 
completed  through  the  wire. 

A  modification  of  the  above  manufacture  is  described  and 
shown,  in  which  ''  four  groups  of  insulated  wires "  can  be  com- 
bined ^'with  a  chain  cable  as  a  flexible  core  "  by  means  of  four 
sets  oi  twisting  machinery.  The  wires  (when  manufactured)  "  are 
"  drawn  towards  a  oentnd  point  by  four  g^de  rollers,"  between 
which  the  chain  core  passes ;  four  wires  are  served  out  on  to  this 
compound  wire,  which  bind  the  several  parts  together. 

A  "plaiting  machine"  may  be  used,  or  "a  hempen  core" 
employed ;  the  machinery  is  also  adapted  for  making  land  tele- 
graph wires  and  "  wire  and  hempen  ropes." 

[Printed,  U.  Id,   See  London  Joomal  {yewton'i),  ToLtt  {eai^ained  ierUa), 
p.  81 ;  and  Hechanicv'  Magadne,  ¥oL  67,  p.  288.J 

•    A.D.  1862,  April  6.— N«  14,067. 

POOLE,   Moses. — "  Improvements  in  covering  wire  for  tele* 
graphic  purposes,"  consisting  of : — 

1st.  "  Employing  flexible  varnish  on  wire  before  coating  it  with 
**  insulating  materials."  The  wire  is  drawn  through  a  trough  con- 
fining  melted  bitumen  (combined  or  not  with  India-rubber  or 
^otta  percha),  at  such  a  distance  from  the  covering  machine  that 
the  varnish  may  set  before  the  insulating  covering  is  applied. 
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The  compound  of  India-rubber,  gutta  percfaa,  and  bitumen  is  best 
appHed  from  a  "kneading  machine  "  by  means  of  dies. 

2nd.  Applying  succeasive  coatings  of  gutta  percha  and  India- 
rubber.    A  machine  is  described  and  shown,  in  which  the  wire  is 
wound  off  from  a  drum,  passes  between  fixed  studs  to  straighten 
it,  then  through  a  hollow  aids,  has  a  ribbon  or  fillet  of  Indiar- 
rubber  wound  upon  it  by  the  rotation  of  a  bobbin,  takes  one  turn 
round  a  wheel  connected  with  the  driving  machinery,  and  finally, 
proceeds  to  a  wheel  on  which  it  is  wound  for  use  when  required. 
The  axis  on  which  the  India^ubber  bobbin  revolves  is  attached  by 
a  joint  to  the  side  of  a  disc  revolving  on  the  hollow  axis,  so  that 
the  bobbin  may  be  fixed  at  the  required  angle  with  the  wire,  a 
spring  bearing  against  the  bobbin  to  "  obtain  fiiction  to  it,"  the 
fillet  is  thus  wound  on  the  wire  in  a  distended  state.    Motion  is 
communicated  fifom  the  bobbin-disc  pulley  to  the  wheel  on  which 
the  covered  wire  is  wound  by  means  of  a  separate  shaft  working 
into  the  wheel  shaft  by  a  screw  and  screw  wheel.   To  each  separate 
coating  of  India-rubber  a  separate  hollow  axis  and  bobbin  is  used. 
A  coating  of  India-rubber  solution  unites  the  fiJlets  and  the 
separate  coverings. 

3rd.  Successive  coatings  of  gutta  percha,  &c.,  given  to  wire  by 
dies  of  increasing  sizes,  connected  mth  the  same  or  different  com- 
partments of  the  same  apparatus.  After  passing  threugh  a  guide, 
the  wire  passes  successively  through  the  dies,  gaining  greater 
thickness  of  covering  firom  each  die.  "  To  prevent  the  joins  of  the 
''  successive  coatings  coming  opposite  each  other,''  the  suppofrts 
of  the  dies  are  not  placed  in  a  line. 

[Printed,  U.  9d.   See  Bepeartory  of  Arts,  vol.  21  {enlarged  aerise,  p.  101 ;  and 
Mechanics'  Magazine,  voL  67,  p.  818.3 


A.D.  1852,  April  20.— N^  14,077. 

GRIFFITHS,  Robert. — "  Apparatus  for  improving  and  restoring 
'*  human  hair." 

The  Specification  and  Drawings  describe  and  show  varions 
methods  of  transmitting  electric  currente  through  the  skin  and 
hair,  by  means  of  combs  and  brushes  constructed  for  the  puxpose, 
the  battery  being  contained  in  the  combs  and  brushes,  or  they  may 
be  in  connection  with  a  separate  battery. 

A  comb  is  described  and  shown,  of  which  ^'  the  teeth  are  alter- 
'^  nately  of  copper  and  zinc,  or  other  metals  suitable  for  oom^* 
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pofling  a  galvanic  batteiy,  and  they  are  connected  together  bj 
being  ran  on  a  wire  a,  there  being  a  metal  washer  between  each 
neighbouring  pair  of  teeth."  Into  the  back  of  this  comb^  a 
wire,  wound  with  worsted  dipped  into  a  solution  of  connnon  salt 
or  very  dilute  add,  is  inserted  when  it  is  used. 

A  brush  is  also  described  and  shown,  in  which  the  batteiy 
(woollen  cloth  saturated  with  solution  of  common  salt^  copper, 
and  zinc)  is  placed  at  the  back,  and  is  connected  with  the  very 
fine  metallic  wire  forming  the  "  teeth  of  the  brush  "  by  two  plates. 
Another  arrangement  is  described  and  shown,  in  which  the 
"teeth  "  consist  partly  of  bristles,  and  partly  of  very  fine  wires. 


t€ 
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A  "  Memorandum  of  Alteration*'  was  enrolled  by  the  Patentee^ 
Februaiy  1 7?  1855,  in  which  the  following  alterations  are  made : — 
In  reciting  the  date  of  the  Letters  Patent  in  the  Specification, 
it  was  stated  to  be  of  October  20,  in  error  for  April  20. 

Also,  the  first  paragraph  of  the  description  of  the  parts  of  the 
comb  shown  in  the  Drawings,  (quoted  in  the  above  abridgment,) 
b  altered  to, — "  the  teeth  are  alternately  of  copper  and  zinc,  or 
other  metals  suitable  for  composing  a  galvanic  battery,  and  they 
are  connected  together  by  being  run  on  a  wire  a,  coated  with 
insulating  material,  there  being  a  metal  washer  coated  with 
"  insulating  material  between  each  neighbouring  pair  of  teeth, 
**  the  teeth  being  separated  by  a  washer  of  felt." 

[Printed,  7d.    See  Bepertory  of  Arte,  vol.  21  {enlarge  seriea),  p.  IM;  md 
Mecluuiics'  MagMsine,  vol.  67,  p.  854.] 

A.D.  1852,  April  20.— N»  14,080. 

RIDGWAY,  John.— This  invention  consists  of  ''the  application 
of  the  art  of  '  electrotype '  or  '  electro-metallurgy '  to  the  oma- 
menting  or  decorating  of  articles  of  glass,  china,  earthenware^ 
^  and  other  ceramic  manufactures,^*  so  that  "the  surface  of  the 
**  non-conducting  body  is  so  prepared  that  the  metal  deposited 
"  thereon  shall  become  alloyed  or  combined  therewith.'' 

To  e£BBct  this  object,  ''a  new  glaze  or  coating  substance"  of  a 
porous  character  is  appUed  to  the  surface  of  the  articles,  so  as  to 
give  them  ''  an  affinity  for  copper  as  a  first  coating,"  by  sub- 
mitting them  "to  strong  alcohol,  or  a  gelatinous  solution,  or  a 
"  IMn  coating  of  mastic  vamish,"  or  a  varnish  of  asphalt  and 
mastic  **  fused  and  dissolved  in  spirits  of  turpentine;"  immiening 
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them,  when  the  above  coating  is  nearly  dry,  in  a  solataon  of 
"  phosphorus  reduced  by  bisulphuret  of  carbon;"  immersing 
them  in  ''nitrate  of  silver;"  setting  them  aside  to  diy;  making 
their  surfaces  conductable  by  brushing  them  over  with  highly 
pulverized  carburet  of  iron  and  sulphate  of  copper  intermixed, 
until  a  high  polish  is  attained ;  coiroding  the  articles  ''  by  means 
"  of  the  fumes  of  hydrofluoric  acid ;"  and  electro-coating  them 
with  copper  by  an  acid  solution  of  its  sulphate  to  which  sulphate 
of  zinc  has  been  added.  The  articles  are  then  removed  horn  the 
depositing  vat,  cleansed,  dried,  and  polished ;  any  grease  is  also 
removed  by  boiling  in  a  solution  of  pearlash  or  ''American 
"  potash." 

The  surface  of  the  copper  is  then  prepared,  by  immersion  in 
a  solution  of  nitrate  of  mercury,  for  electro-nlvering  or  electro- 
gilding.    Other  metals  besides  gold  or  silver  may  be  electro- 
deposited  to  ornament  the  surface  prepared  as  above  described. 
[Printed,  4d.   See  Mechanics'  Magaiine,  toL  S7,  p.  S74.] 

A.D.  1852,  May  29.— N«»  14,146. 

BAIN,  Alrxandbr. — "  Improvements  in  electric  telegraphs  and 
"  electric  clocks  and  timekeepers,  and  in  apparatus  connected 
"  therewith,"  consisting  of: — 

1st.  A  method  of  keeping  "in  view  for  a  time"  "mechanical 
"  signs"  whilst  other  signs  are  being  produced.  A  train  of 
wheelwork,  through  bevil  gearing,  gives  motion  to  an  endless 
band  with  a  fringe  of  bristles  passing  round  two  drums,  and 
having  in  front  of  it  an  indicating  plate.  Another  train  of  wheel- 
work  is  called  into  action  only  when  a  detent  is  released  by  an 
electro-magnet ;  this  gives  motion  to  an  excentanc  which  keeps  the 
pointed  end  of  the  indicating  plate  drawn  in  during  the  passage 
of  the  current,  thus  obliging  the  fringe  to  pass  in  front  of  the 
plate ;  the  portion  of  the  fringe  so  passing  constitutes  the  signals 
by  means  of  a  suitable  code. 

'2nd.  A  means  of  obtaining  "  successive  signs  without  changing 
"  the  direction  of"  the  electric  current.  An  axis  carrying  a 
"  disc"  is  constantly  kept  rotating  by  means  of  dockworic,  and 
a  "  screen,"  having  the  centre  of  its  arc  of  motion  on  the  keeper 
of  an  electro-magnet,  is  only  moved  by  the  disc  when  an  electric 
current  passes,  after  which  springs  bring  back  the  screen.  Two 
signs  are  thus  obtained. 
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drd.  An  improvement  in  electric  clocks,  ''whereby  the  clock- 
*'  work  **  **  employed  to  give  motion  to  a  magnet  is  constantly 
**  controlled  and  regulated  by  a  second  system  of  clockwork." 
A  magneto-electric  machine  gives  motion  to  any  number  of 
docks,  and  consists  of  six  fixed  electro-magnets,  over  the  poles  of 
which  a  double  permanent  horseshoe  magnet  (having  lia  "  similar 
*'  poles  upwards  and  downwards  ")  revolves  by  means  of  clock- 
work. The  fiein  of  the  clockwork  is  released  at  intervals  of  one 
minute  by  a  stop-wheel  and  lever  moved  by  a  good  regulating 
clock ;  the  magnets,  moving  round  in  less  than  one  minute,  are 
stopped  at  each  revolution  by  a  detent  falling  into  a  notched  disc, 
and  again  set  in  motion,  at  the  expiration  of  one  minute,  by  the 
stop-wheel  acting  on  the  lever  and  detent,  the  axis  of  the  lever 
being  fixed  on  the  boss  of  the  detent. 

[Printed,  2».  9d,    Hee  Bepertory  of  Arts,  vol.  21  (enlarged  ecriee),  p.  187; 
and  Mechaoios'  MagaEine,  vol.  57»  p.  470.] 


A.D.  1852,  June  12.— N«  14,166. 

REID,  William,  and  BRET1\  Thomas  Watkins  Benjamin. 
— ^This  invention  *'  relates  to  the  preservation  and  protection  from 
iiyuiy  of  the  wires  used  for  transmitting  electricity  for  electro- 
telegraphic  purposes,"  and  consists : — 

1st.  In  enclosing  the  insulated  wires  **  in  pipes  of  wrought  or 
cast  iron,  wood,  slate,  or  earthenware ;"  "  the  principal  charac- 
teristic of  such  pipes  being  that  they  are  composed  of  a  trough- 
hke  portion  or  body,  and  a  cap  or  cover  which  fits  upon  the 
same,''  and  does  not  "necessarily  require  any  fastening"  or 
bolting.  Pipes  of  various  shapes,  with  various  ways  of  fitting  on 
the  covers,  are  described  and  shown;  various  kinds  of  socket 
joints, — ^variously  shaped  curved  pipes,  for  altering  the  direction 
of  the  wires,  and  for  use  at  stations,— a  "joint  box,"  where  the 
wires  are  united,  fastened  with  iron  keys, — and  a  "testing  box" 
with  a  hinged  lid,  let  flush  into  the  roadway  or  pavement,  are 
described. 

2nd.  In  enclosing  "  those  portions  of  the  wires  which  are  in- 
"  tended  to  traverse  a  river  or  other  body  of  water"  in  "  a  ver- 
"  tebral  chain,  consisting  of  a  series  of  short  hollow  portions  of 
"  iron,  united  together  in  a  manner  somewhat  similar  to  that  of 
"  the  several  gprtions  of  the  vertebra  or  back  bone,  and  so  as  to 
"  leave  a  free  passage  throughout  for  the  reception  of  the  insu- 
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"  lated  wiie  or  wizes,  while  at  the  same  time  the  whole  ia  flexible, 
''  and  the  several  portions  aie  capable  of  turning  fireelj."  '*  Each 
**  of  the  links  is  cast  in  two  halyes,"  with  holes  titerein,  *'  to 
''  receive  pins  or  rivets,  whereby  the  two  parts  are  connected 
*'  together  when  the  two  halves  of  the  neck''  ''of  the  next  link 
''  have  been  inserted  in  the  hollows  or  recesses "  "  of  such  Brst 
"  named  halves." 

[Printed,  U.  6<l.   See  Bepertory  of  Arts,  toI.  21  {enlarged  eeriet),  p.  30 ;  and 
Mechanica'  Magaadne,  vol.  57,  p.  616.] 


A.D.  1852,  June  24.— N«  14,185. 

BELL^  Thomas.—^"  Improvements  in  the  manufsctore  of  sul- 
phuric acid,"  consisting  of : — 

Ist.  "Applying  currents  of  electricity  in  sulphuric  acid  cham^ 
bers  or  apparatus,  for  the  purpose  of  promoting  the  union  ot 
oxygen  and  sulphurous  acid  gas,  thereby  producing  sulphuric 
acid,  and  efPecting  a  saving  of  nitre  or  nitric  acid  now  used." 
Electric  currents,  obtained  by  means  of  jets  of  steam,"  are,  by 
preference,  employed,  but  "other  sources  of  electricity  may  be 
"  resorted  to."  Streams  of  electricity  from  Armstrong's  hydro- 
electric machine  are  used,  either  "  in  place  of  or  in  addition  to 
"  the  use  of  nitre  or  nitric  acid  as  heretofore  employed."  The 
"  collector"  or  conductor,  "  ha^dng  numerous  small  metal  points," 
is  placed  opposite  to  the  steam  jets,  and  consists  of  an  iron  rod  €st 
tube ;  to  the  end  of  this  collector  is  affixed  "  a  bar  or  rod  of  lead 
"  or  other  suitable  metal,"  which  passes  through  a  glass  pipe 
conveying  the  sulphurous  acid  into  the  chamber.  If  nitre  or 
nitric  acid  is  used  in  coi^unction  with  electricity,  it  will  be  reduced 
in  quantity  "in  proportion  to  the  employment  of  currents  of 
"  electricity ;"  in  this  case,  the  end  of  the  bar  or  rod  conveying 
the  electricity  is  introduced,  through  a  separate  closed  glass  pipe, 
into  the  sulphuric  acid  chamber.  As  steam  is  required  within  the 
sulphuric  acid  chamber,  a  portion  of  the  jets  from  the  hydro- 
electric machine  may  be  used  for  that  purpose. 

2nd.  "  Obtaining  and  i4)plying  continuous  streams  of  osone  to 
"  act  on  sulphurous  acid  in  the  manu&cture  of  sulphuric  add." 


[Printed,  4d,    See  Repertory  of  Arts,  vol.  21  (enlarged  series),  p.  S2 ;  and 
Meehanica*  Magazine,  vol.  68,  p.  18.] 
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A.D.  1852,  June  24.— N»  14,190. 

ALLAN,  Thomas. — "  Improvements  in  producing  and  applying 
electricity  and  in  apparatus  employed  therein,^'  consisting  of: — 
Ist.  "  Producing  induced  electric  currents  by  means  of  electro- 
magnets." ''Several  straight  pieces  of  soft  iron"  are  each 
coiled  with  a  primary  and  secondary  wire,  and  placed  end  to  end, 
"  so  as  to  form  an  electro-magnetic  circle."  The  primary  coils 
aie  connected  together  so  as  to  form  a  continuous  circuit  when 
connected  with  a  battery,  and  the  secondary  coils  are  similarly 
connected  together  for  use  in  electric  telegraphs,  &c. 

2nd«  "  Producing  induced  electric  currents  by  means  of  perma* 
"  nent  magnets."  The  permanent  horseshoe  magnets  are  fixed 
on  a  wooden  surface,  so  that  their  poles  are  in  the  circumference 
of  a  circle,  the  line  joining  the  poles  of  each  magnet  being  in  the 
same  plane  as  the  surface  on  which  they  are  mounted ;  through 
the  centre  of  the  circle  formed  by  their  poles  an  iron  spindle 
passes,  carrying  radiating  soft  iron  arms,  each  surrounded  by  its 
coil.  The  spindle  can  carry,  if  necessaiy,  several  sets  of  arms, 
eacli  opposite  its  own  set  of  permanent  magnets.  A  to-and*fTO 
current  is  generated  by  the  rotation  of  the  spindle,  but  it  can  be 
converted  into  currents  in  the  same  direction  by  means  of  the 
pole  changer  mentioned  in  N°  13,352  (which  see),  or  any  otheP 
suitable  pole  changer. 

drd.  An  electro-magnetic  engine,  in  which  a  succession  of  im- 
pulses is  given  to  a  rod  by  the  attraction  of  keepers  one  after  the 
other,  for  electro-magnets  placed  on  stages  at  suitable  and  increas- 
ing distanf^ff  apart,  and  magnetized  one  after  the  other;  the 
keepers  are  not  fixed  to  the  bar,  but  rest  upon  collars,  and  slide  up 
as  they  come  into  contact  with  the  magnets. 

4th.  A  pole  changer.  Insulated  metallic  arms,  each  in  con- 
nection with  one  pole  of  the  batteiy,  have  a  third  arm  with  a 
metal  end  to  complete  the  line  circuit;  and  work  on  a  centre 
against  two  springs  on  each  side,  connected  with  the  line-wire 
circuit. 

[PHnted,  lid.    Seo  Mechftnics'  Magaeine.  vol.  67,  p.  390,  and  vol.  5S,  pp.  82 
and  37.  J 

A.D.  1862,  July  6.— N»  14,197. 

SHEPARD,  Edward    Clarbncx  (a  comnmnication).  — "  Im- 
**  provements  in  electro-magnetic  apparatus  suitable  for  the  pro- 
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"  duction  of  motive  power>  of  he»i,  and  of  light,'*  consisting 
of:— 

Ist.  A  machine,  in  which  the  pennanent  magnets  are  fixed  and 
the  helices  move.  The  Spedfication  and  Drawings  describe  and 
show  a  machine  in  which  parallel  and  equi-distant  vertical  wooden 
frames  support  horseshoe  permanent  magnets  on  their  ftuxs,  each 
firame  supporting  two  sets  of  magnets ;  the  poles  of  the  magnets 
axe  fixed  in  the  drcumferenoe  of  a  circle,  so  as  to  include  between 
them  the  helices  suitably  fixed  on  the  circumferences  of  wooden  or 
brass  wheels,  mounted  6n  a  common  axis,  and  rotating  between 
each  pair  of  frames.  Opposite  poles  of  the  magnets  must  be  next 
to  each  other  in  the  circumference  of  the  circle  in  which  ihey  are 
placed,  also  in  the  a4ioining  frames,  so  that  every  helix  may  liave 
a  north  pole  at  one  end  of  it,  and  a  south  pole  at  the  other.  In- 
stead of  being  fixed  on  the  fttoe  of  the  frames,  the  permanent 
magnets  may  have  one  pole  on  each  side  of  the  frame,  the  magnets 
on  one  ftice  of  the  frame  may  then  either  be  alternately  of  opposite 
poles,  or  all  one  polarity,  tiiey  being  so  arranged  (with  respect  to 
a4joining  frames),  nevertheless,  that  the  helices  may  have  a  north 
pole  at  one  end  and  a  south  pole  at  the  other. 

A  ''commutator''  or  "pole  changer"  is  described,  in  which  all 
the  coil  wires  are  brought  to  four  insulated  metal  rings  on  the 
helix  wheels;  wires  passing  through  similar  rings  on  all  the 
wheels  are  brought  to  a  large  commutator  of  four  rings  on  ithe 
main  shaft,  which  has  suitable  rotating  inlaid  pieces  and  fixed 
springs  for  enabling  the  machine  to  give  a  continuous  electric 
current  in  one  direction. 

2nd.  A  machine  in  which  the  permanent  magnets  move  and 
the  helices  are  fixed,  having  aU  the  necessary  alterations  made  in 
its  construction,  but  otherwise  similar  to  the  first  machine. 

In  both  these  machines  "straight  magnets"  may  be  used 
instead  of  horseshoe  magnets,  provided  their  poles  be  placed  as 
above  directed. 

[Printed,  U.10d.] 

A.D.  1862,  July  6.— N»  14,198. 

ROBERTS,  Martin  John. — "Improvements  in  the  production 
*'  of  electric  currents  in  obtaining  light,  motion,  and  chemical 
"  products  and  effects  by  the  agency  of  electricity,  part  or  parts 
"  of  which  improvements  are  also  applicable  to  the  manufao^ 
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*'  ture  of  certain  acidti,  and  to  the  reduction  of  ores/'  con- 
"  flistingof: — 

A  mode  of  obtaining  cheap  electric  currents  hj  restoring  the 
spent  materials  of  the  battery  to  their  original  state,  and  using 
ihem  over  and  over  again.  In  a  batteiy  of  "  platina,"  iron,  and 
nitric  acid,  the  nitrous  fumes  are  mixed  with  the  requisite  quan- 
tity of  oxygen  to  convert  them  into  nitric  add,  and  brought  into 
contact  with  a  large  surfiftce  of  water,  which  effects  a  chemical 
union  and  absorption  of  the  gases ;  the  nitrate  or  pemitrate  of 
iron  formed  has  the  nitric  add  "  distilled  into  a  receiver  containing 
"  water,"  and  the  oxide  of  iron  left  is  converted  "  into  metallic 
*'.  iron  by  smelting  it  with  carbon  in  the  usual  way :"  when  sul- 
phuric add  is  used  in  this  battery,  the  resulting  sulphate  of  iron 
has  its  add  "  driven  off  into  a  receiver  in  the  ordinary  way." 
Tliese  improvements  are  also  applicable  to  the  reduction  of  ores ; 
examples  are  given  in  the  reduction  of  copper  ore  by  nitric  and 
sulphuric  adds  respectively. 

An  i^paratus  to  form  nitric  add  from  nitrous  add  gas,  consist- 
ing of  two  cisterns,  one  above  the  other,  between  which  a  number 
of  bent  glass  tubes  (containing  flints)  are  fbced,  dipping  into  the 
water,  and  forming  a  continuous  wet  channel  for  the  nitrous  add 
gas ;  air  is  blown  into  them  by  a  bellows,  which  unites  with  the 
nitrous  add  gas,  forming  nitric  add,  a  solution  of  which  is  effected 
by  the  water  on  the  surface  of  the  flints,  which  may  be  passed 
repeatedly  through  the  tubes  if  a  strong  acid  is  required ;  the  air 
and  gas  (free  from  add  fumes)  passes  into  the  outward  atmos- 
phere after  it  has  passed  through  a  suffident  length  of  tubing. 

The  use  of  a  second  electric  circuit,  to  keep  the  strength  of  a 
gslranic  battery  constant,  when  a  lead  positive  plate  is  used. 
Wires  from  the  poles  of  the  main  batteiy  are  connected  with  "  pla- 
**  tina"  plates  immersed  in  "dilute  add;"  by  adjusting  the  dis- 
tance between  them  the  resistance  is  made  sufficiently  great  to 
pievent  the  passage  of  the  current  when  the  main  batteiy  is  acting. 

Improvements  in  electric  illumination.  Three  electric  lamps  are 
described  and  shown,  in  which  "the  points  of  the  electrodes  "  are 
"  from  time  to  time  brought  into  contact  with  each  other,  and 
''  then  lemo/ed  to  a  proper  or  striking  distance  apart ;"  two 
methods  of  accomplishing  this  by  an  electro-magnet  in  the  electric 
drcoit,  and  one  method  by  clockwork,  are  described  and  shown. 
The  electro-magnet  (during  the  passage  of  the  electric  current) 
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keeps  the  dectrodes  a  proper  distance  apart  by  a  keeper  acting' 
through  levers  and  clips,  or  the  electro-magnet  acts  directly  on 
the  electrode  holder;  on  the  magnetism  ceasing,  by  the  wasting*  of 
the  electrodes,  they  are  brought  into  contact,  agun  drawn  aparl^ 
and  so  on.  The  clockwork  acts  periodically  by  means  of  a  cam 
wheel,  levers  and  clips,  in  a  similar  manner:  this  is  serviceable  for 
lighthouses.  Two  more  sets  of  electrodes,  worked  by  one  or  more 
batteries,  may  be  used,  they  being  so  arranged  that  when  one  aet 
is  at  its  maximum  power,  the  other  set  is  at  its  minimum. 

A  mode  of  obtaining  electric  light  by  passing  dectricitry  throog'h 
a  thin  piece  of  graphite  enclosed  in  an  exhausted  glass  globe. 

A  mode  of  increasing  the  brilliancy  of  the  dectrie  light  by  means 
of  lime  or  other  alkaline  earth,  interposed  between  the  elfictrodea 
in  a  similar  manner  as  in  the  "  Dnunmond  light,"  or  mixed  with 
the  material  of  the  electrodes. 

Two  apparatus,  described  and  shown,  for  diminishing  the 
spark  which  occurs  on  breaking  an  dectrie  circuit.  One  in  which, 
before  breaking  the  primary  or  working  circuit,  the  electricity  is 
made  to  flow  in  a  shorter  circuit  by  means  of  a  spring  attached  to 
the  keeper  of  an  electro-magnet  in  the  primary  circuit.  Another,  in 
which  the  prinuiry  circuit  is  never  broken,  but  magnetizes  a  mag- 
net, which  completes  a  shorter  circuit,  through  which  the  current 
prefers  to  pass.  Clockwork,  attached  to  a  cam  whed  and  levers^ 
may  be  made  to  e£Eect  the  above  objects. 

A  magneto-electric  machine,  consisting  of  a  ring  composed  of 
permanent  magnets,  separated  by  a  non-magnetic  metal  revolving 
through  helices  of  insulated  wire,  being  supported  by  Mction 
rollers,  and  thus  producing  currents  of  electricity  in  the  hdioes. 

A  mode  of  obtaining  electro-motion,  in  which  a  whed  (on  whose 
periphery  are  fixed  "  small  electro-magnets ")  rotates  so  that  the 
dectro-magnets  pass  close  to  the  poles  of  a  fixed  magnet;  these 
small  electro-magnets  being  made  neutral  or  feebly  repulsive  of 
the  large  magnet  when  they  come  opposite  to  its  pole. 

The  use  of  wheels  similar  to  "Barlow's  rotating  wheel,"  to 
produce  motion.  Several  of  these  wheels  are  mounted  upon  the 
same  axis,  each  working  in  separate  mercury  troughs ;  motion  is 
given  to  the  axis  by  the  transmission  of  dectricity  successively 
through  each  whed  from  the  centre  to  the  periphery,  or  vice  vend. 
The  use  of  lead  positive  plates  in  a  battery  with  any  negative 
plate,  and  with  a  mixture  of  dilute  nitric  and  sulphuric  adds. 
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The  use  of  tin  positive  plates  in  a  battery  with  any  negative 
plate^  and  with  a  caustic  alkaline  solution. 

In  a  thenno-electric  battery,  applying  heat  to  the  plates  by 
means  of  ''  currents  of  dry  air,  or  any  fluid  which  is  not  a  good 
"  conductor  of  electricity ;"  or  the  plates  may  be  protected^  **  where 
'*  the  heat  is  applied,  by  any  non-conducting  body." 

In  electro-chemical  decomposition  "a  U  tube,"  or  a  vessel 
divided  by  a  partition,  which  partition  has  an  aperture  below  the 
soifaoe  of  the  liquid,  is  used  when  the  eliminated  products  are  not 
to  be  mixed.  When  any  gas  evolved  from  a  pole  is  not  to  be 
mixed  witJi  the  solution,  put  a  pipe,  open  at  each  end,  over  the  pole, 
"  and  in  the  decomposition  of  bodies  take  chloride  of  sodium  and 
'*  le-convert  it  into  other  substance."  When  liberated  chlorine,  or 
other  matter  is  to  be  maintained  in  contact  with  the  solution,  the 
pole  must  be  sunk  deeply  in  the  solution,  and  the  passage  for  the 
CTolved  gas  made  as  long  and  tortuous  as  possible. 

The  purification  of  sugar,  by  passing  galvanic  currents  through 
its  solution  to  cause  the  impurities  "  to  be  separable  by  filtration." 
CPrinted,  If.  7tL   See  MecfaanicB*  Hagadne,  vol.  68,  pp.  41  and  se.] 

A.D.  1852,  July  16.--N«  14,222. 

GAUNTLETT,  Hbnry  John. — "Improvements  in  organs, 
seraphines,  and  other  similar  wind  instruments,  and  also  im- 
provements in  pianofortes ;"  consisting  of : — 
1st.  Applying  electro-magnetism  to  open  the  pallets  or  valves 
of  finger  and  pedal  organs.  Under  each  valve  (to  which  an  arma* 
tuie  is  fixed)  an  electro-magnet  is  placed,  the  circuit  of  the  coil  of 
which  is  completed  by  the  depression  of  the  corresponding  key 
by  means  of  a  metal  bar  placed  under  all  the  keys,  thus  the  note 
vequired  is  produced ;  on  the  removal  of  the  finger  a  spring  closes 
the  valve.  By  this  arrangement  no  "  rollers,  backMls,  squares, 
&c."  are  required,  'Hhe  deep  fiedl  of  the  key,  and  the  heavy 
pressure  therefrom,"  are  also  avoided. 

A  similar  arrangement  is  employed  for  drawing  and  shutting  off 
the  stops,  '^  but  that  a  sufficient  length  of  motion  to  the  slider 
may  be  obtained,"  the  armature  is  mounted  "on  the  short  limb 
of  a  crank  lever,"  the  circuit  may  be  completed  by  means  of  a 
key,  and  "  it  will  be  convenient  to  have  a  duplicate  arrangement 
''  of  electro-magnets  and  armatures,"  to  return  the  sliders  as  well 
as  to  draw  them. 
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The  full  organ  b  brought  under  the  command  of  one  set  of  keys 
by  having  as  many  batteries  and  metal  bars  as  there  are  organs,  and 
by  each  key  carrying  the  same  number  of  metal  pins,  each  com- 
municating with  its  own  set  of  electro-magnets  by  insulated  con* 
ductors.  The  pedal  board  may  be  fitted  with  a  like  arrangement. 
To  allow  of  the  gradual  opening  of  the  shutters  of  the  swell 

box/'  they  are  hung  independently  of  each  other,  and  have 
electro-magnets  instead  of  levers ;  studs  near  the  key-slips  com* 
plete  the  circuit  through  as  many  electro-magnets  as  required,  and 
open  one  or  more  shutters  at  pleasure. 

2nd.  Employing  electro-magnetic  force  to  open  the  valves  or  pal- 
lets of  self-acting  or  barrel  organs,  &c.,  and  striking  "  the  hammers 
*'  of  pianofortes  (without  the  intervention  of  keys)."  The  nota- 
tion brings  the  magnet  of  the  valve  or  hammer  within  the  electric 
circuit  by  means  of  springs.  In  the  pianoforte  the  hammer  is 
thrown  by  the  intervention  of  an  armature  lever,  hopper,  and 
lifting  rod  between  the  electro-magnet  and  its  hsmmer. 

In  this  invention  any  kind  of  electricity  may  be  used. 

[Printed,  1«.  Sd.    See  London  Journal  {KMffton*»)t  voL  48  {conSoin^d  teriet), 
p.  168 ;  and  MechanicB*  Magasine,  yoL  58,  p.  97.] 

A.D.  1862,  August  12.— N»  14,257. 

WEARE,  Robert. — "  Improvements  in  galvanic  batteries.*' 
[No  Spedflcation  enrolled.] 

A.D.  1852,  August  23.— N»  14,2/4. 

ROBERTS,  Julius. — '' Improvements  in  the  mariner's  compass,'* 
to  show  the  deviation  of  the  needle  due  to  the  presence  of  iron. 

The  needle  of  an  ordinary  compass  has  attached  to  its  northern 
limb,  near  the  axis,  an  upright  bar  carrying  a  magnet,  baUnoed 
and  free  to  revolve  on  an  axis  immediately  and  vertically  over  that 
of  the  needle.  The  balanced  magnet  revolves  on  an  axis  at  its 
extremity,  and  has  its  north  pole  over  the  needle's  south  pole. 
The  compass  needle  has  also  a  small  bar  magnet  fixed  vertically 
on  to  a  standard  near  its  "  south  end,"  so  as  to  be  ac^ustable  at 
various  distances  from  the  needle,  and  consequently  from  the 
balanced  magnet.  This  magnet  opposes  similar  poles  to  the 
balanced  magnet  and  needle.  By  adjusting  the  distance  of  the 
balanced  magnet  from  the  compass  needle  or  vertical  magnet,  a 
''  pointer  "  at  the  northern  extremity  of  the  balanced  magnet  may 
be  made  to  "give  the  true  north  point "  (in  this  case  the  effect  of 
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a  mass  of  iron  on  the  magnet  and  needle  afe  alike,  but  in  opposite 

directionff) ;  or  the  deviation  of  the  magnet  and  needle  may  be 

made  exactly  equal,  in  which  case  the  line  bisecting  the  angle 

between  the  pointer  and  the  north  end  of  the  needle  is  "  the  true 

"  meridian." 

A  magnet,  or  a  piece  of  soft  iron,  is  placed  on  the  centre  of  the 

glass  cover  to  the  compass  box,  which  tends  "to  lift  the  centre  of 

"  the  compass  off  its  bearing  point,"  so  as  "  to  prevent  the  effect 

"  of  dip." 

[Printed,  6d.    See  Bepertoiy  of  Arts.  vol.  21  {enlarged  uriee),  p.  221 ;  and 
Mechanics'  Magazine,  vol.  68,  p.  214.J 

A.D.  1862,  August  26.— N»  14,280. 

CROSSE,  Andrew. — "  Improvements  in  the  extraction  of  metals 

**  from  their  ores,"  consisting  of : — 

"  A  mode  of  applying  currents  of  electricity  for  separating  copper 

"  from  ores  containing  that  metal,  and  consequently  the  other  metals 

"  contained  in  such  ores  from  the  copper."    The  ore  is  "  calcined," 

**  reduced  to  powder,"  and  placed  at  the  bottom  of  a  suitable  vessel 

containing  dilute  acid.     A  platinimi  frame  of  ''wire-work "  is  let 

down  on  to  the  ore,  and  connected  with  the  "  positive  pole  "  of  a 

galvanic  battery;  "a  basin  of  wood,"  lined  inside  with  sheet 

copper  (which  lining  has.  "a  cover  of  copper-wire  netting"),  is 

connected  by  its  lining  with  the  negative  pole  of  the  battery,  and 

lowered  into  the  dUute  acid.    By  the  action  of  the  battery  '*  the 

"  copper  will  be  received  into  the  basin  in  the  form  of  a  powder," 

and  "  the  other  metals  separated  from  the  copper  will  be  in  the 

''  sediment  at  the  bottom  of  the  vessel."    "A  quantity  of  the 

subsided  matters  in  the  vessel  may,  before  being  run  off  from 

the  bottom  of  the  vessel,  be  tested  to  ascertain  whether  it  is 

desirable  to  carry  on  the  process  further  thereon;   the  dilute 

"  acid,  run  off  frt)m  the  subsided  matters  may  be  used  again. 

**  1  have  found  it  desirable  to  heat  the  liquid  during  the  process 

as  much  as  conveniently  may  be  done,  even  up  to  boiling,  and 

this  I  have  done,  when  using  earthenware  vessels,  by  means  of  a 

sand  bath."    The  ores  should  be  stirred  in  the  liquid  before 

subjecting  them  to  the  electric  currents.    Sulphuric  acid  is  pre* 

ferably  used  in  the  vessel  containing  the  copper  ore ;  and  twenty 

pairs  of  "Daniel's  battery"  are  suitable  to  supply  the  electric 

current. 

[Printed,  9d,    See  Eepertoiy  of  Arts,  vol.  21  {enlarged  ieriee),  p.  285 ;  and 
Meehanica'  Magarine,  vol.  68,  p.  216.] 
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A.D.  1852,  September  23.— N^  14,300, 

MATHIEU,  FBAN9018  {partly  a  comminticatioii).—*' Improve- 
"  ments   in   appantuB   for   oontaimng,    aerating,  refrigentiiig, 
'^  filtering,  and  drawing  off  liquids,  and  in  ornamenting  sucli 
'*  apparatos,''  relating  to : — 

Ist.  Refngerating  "beverages  of  all  kinds  whether  aerated  or 
*•  not." 
2nd.  "Certain    novel    arrangements    for    producing   aerated 
beverages." 

3rd.  "  A  mode  of  protecting  the  external  surii&oes  of  vessels 
containing  aerated  be^^erages,  by  the  application  of  the  electro- 
galvanic  process."  Metal  is  "deposited  on  the  sides  of  tlie 
"  glass,"  to  any  thickness,  "  by  means  of  a  galvamc  battery,  after 
the  manner  adopted  in  electro-typing."  "  Any  pattern  of 
"  ornamental  design  "  can  be  obtained,  for,  "  by  first  coating  -die 
*'  vase  with  gutta  percha,  gelatine,  plaster  of  pans,  or  black  lead, 
"  &c.,  according  to  the  design  required  to  be  produced^  and  then 
"  immersing  it  in  the  solution,  and  subjecting  it  to  the  action  of 
"  the  galvanic  battery,  the  metallic  deposit  will  fall  only  on  those 
"  portions  so  coated." 

4th.  "  Certain  improvements  in  the  construction  of  stopoocka^ 
"  whereby  they  may  be  made  self-acting,  if  required." 
5th.  "  An  improved  construction  of  portable  filters." 

[Printed,  K.  9d,   See  Mechanics*  ICagasine^  voL  56,  p.  297 ;  and  Artisan, 
vol.  10,  p.  264.] 

A.D.  1862,  October  21.  — N*>  14,330. 

JACKSON,  Edward  Hbnry. — "Improvements  in  produdng 
"  artificial  light,  and  also  in  producing  motive  power,"  relating 
toi- 
let. Electric  illumination.  Fluctuations  of  the  electric  current 
are  prevented  firom  interfering  with  the  light  by  means  of  an 
adjustable  notched  "roller"  and  "stop  "  working  into  a  notched 
plate  on  the  electrode  holder,  that  enables  the  electrodes  to  be 
approached  to  each  other,  by  self-acting  apparatus,  as  they  are 
consumed,  but  prevents  them  being  drawn  apart;  the  notched 
plate,  "roller,"  and  "stop"  working  together  as  rack,  ratchet 
wheel,  and  click.  The  self-acting  apparatus  consists  of  a  fixed 
hollow  electro-magnet,  into   which  another  electro-magnet    on 
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the  electrode  holder  works ;  a  '^  spiral ''  [helical  ?]  spring  serves 
to  conduct  the  current  from  one  electro-magnet  to  the  other,  at 
the  same  time  keeping  the  interior  magnet  above  the  larger,  and 
the  electrodes  in  contact  when  no  current  is  passing.  When  the 
electric  current  passes,  the  electrodes  are  drawn  apart  by  the 
motion  of  one  electro-magnet  into  the  other.  A  '*  non-consuming 
''  electrode "  is  described,  consisting  of  a  piece  of  carbon,  with 
a  recess  in  it,  in  which  "  platina  "  or  mercury  is  placed. 

2nd,  "  A  governor  meter  or  electric  current  indicator,"  consisting 
of  a  glass  globe  with  two  hollow  ends,  forming  two  arms,"  open 
at  the  top,  in  which  dilute  sulphuric  is  placed,  and  having  a  fixed 
oondnctor  at  one  end,  and  a  screw  conductor  at  the  other;  these 
being  included  in  the  circuit,  regulate  the  current  according  to  the 
distance  through  the  liquid  they  oblige  the  current  to  traverse. 
A  ^  needle  "  b  attached  to  this  apparatus  to  indicate  the  quantity 
of  electricity  passing. 

drd.  "  An  improved  battery,"  consisting  of  a  number  of  cells  in 
a  line  placed  in  the  divisions  of  a  wooden  trough  containing  a 
dstem  and  draw-off  apparatus.  Each  cell  consists*  of  two  small 
gutta  percha  troughs  ("  perforated  at  bottom  "),  supported  in  the 
box;  a  porous  cell  or  bag  of  ^'Burnet's  patent  woven  hose," 
between  the  gutta  percha  troughs,  made  water-tight  by  a  piece  of 
wood  at  the  end;  a  copper-plate;  and  an  unamalgamated  zinc 
plate.  The  fluid  for  the  outer  cells  proceeds  from  a  cistern  above 
the  batteiy  to  the  battery  cistern,  which  it  fills  until  the  cells  are 
filled  by  means  of  a  groove  round  the  top  of  the  box  communi- 
cating  with  all  the  cells.  At  the  same  time  the  woven  porous  cells 
are  filled  from  a  third  dstem  (containing  <' a  mixture  of  salts" 
with  sulphuric  add)  by  means  of  tubing  and  a  cock.  The 
bftttery  is  discharged  by  means  of  an  insulated  rod  actmg  on  cocks 
communicating  with  each  cell ;  the  cocks  are  thus  turned  all  at 
onoe.  The  porous  cells  are  emptied  at  the  same  time  by  unscrewing 
stopper  rod"  firom  an  outlet  in  the  wooden  bottom,  which 

stopper  rod  "  projects  above  the  top  of  the  porous  cell.  Over 
the  exit  cocks  to  the  outer  liquid  is  an  aur-tight  covering  of  gutta 
percha,  with  a  tube  proceeding  to  a  lower  cistern.  The  cocks  each 
consist  of  a  tube  (with  a  passage  leading  to  the  batteiy),  having  a 
cylindrical  plug  and  helicid  spring  at  one  end,  and  a  ball  (suspended 
by  a  wire  from  the  plug)  at  the  other  end ;  on  the  pressure  of  the 
plug  (by  a  piece  of  iron  on  the  rod)  the  ball  permits  the  exit  of  the 
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fluid.    The  rod  is  fitted  witii  a  ratchet  wheel  and  dick,  bo  that  it 
may  keep  the  cocks  open. 

"  A  glass  conveyor  "  is  described  and  shown^  in  whidi  a  metal 
plug,  free  to  turn  on  a  piece  of  glass,  may  be  turned  into  contact 
with  two  pieces  of  metal  in  connection  with  the  batteiy  poles,  or 
be  left  out  of  contact  with  the  metallic  suziaces.  A  glass  '*  force 
"  pump  for  supplying  aolution  "  is  also  shown  in  the  Drawings. 
[Priuted,  U.  &{.] 

A.D.  1862,  October  21.— N°  14,331. 

BRIGHT,  Edward    Brailbford,  and   BRIGHT,  CHARi.s6 
TiLBTON. — "Improvements  in  making  telegraphic  oommiinioa- 

tions,  and  in  instruments  and  apparatus  employed  therein  and 

connected  therewith,"  consisting  of; — 

1  st.  "  A  dead  beat  right  and  left  motion  needle  telegraph."  Two 
permanent  bar  magnets  are  free  to  vibrate  upon  parallel  horizontal 
axes,  with  similar  poles  uppermost ;  between  these  poles  an  electzo- 
magnetic  coil  with  iron  centre  is  placed,  its  axis  being  also 
horizontal,  but  perpendicular  to  the  magnet  axes.  IvVlien  no 
current  passes  through  the  coil,  the  magnets  remain  in  contact 
with  its  core ;  as  they  are  attracted  by  the  polarity,  they  induce 
upon  it,  and  according  to  the  direction  of  the  current  (voltaic  or 
magneto-electric),  one  or  other  of  the  magnets  is  repulsed  fix>m  th^ 
core.  Small  arms  project  from  the  magnets  or  their  axes  towards 
each  other  at  right  angles  to  the  magnets,  "  so  as  to  embrace  "  a 
''  centre  piece "  (or  flat  piece  of  metal  fixed  against  the  pointer 
axis).  The  pointer  axu  b  between  the  magnet  axes,  and  paralld. 
to  them;  it  is  deflected  by  the  arms  according  to  the  magnet 
deflected.  When  the  apparatus  is  at  rest,  the  centre  piece  is 
locked  between  the  arms.  An  auxiliary  coil  (without  iron)  may 
be  used  or  not  between  the  lower  poles  of  the  permanent  magnet 
to  assbt  the  action  of  the  upper  coil  by  its  attraction.  In  anothear 
arrangement,  a  *'  horseshoe  electro-magnetic  coil "  is  used,  wboae 
arms  are  in  the  same  stndght  line  as  the  pmnanent  magnets,  and 
are  entered  respectively  by  their  poles. 

The  ''galvanic  sending  apparatus*'  consbts  of  ''a  pnAtali^^ 
"  handle  or  cylinder  "  connected  to  one  battexypole,  which  deflects 
a  spring,  connected  to  the  line-wire  circuit,  against  the  other  batteiy 
pole.  For  this  purpose  the  cylinder  has  metallic  cheeks,  wbi(Ji 
take  the  ''  sending  instrument "  out  of  the  circuit. "  at  the  moment 
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**  of  sending,"  by  deflecting  one  spring  from  a  stop  in  that 
circuit ;  it  has  also  a  piece  of  ivory  which  deflects  the  pther  spring 
•gainst  the  other  battery  pole,  thus  including  the  battery  in  the 
line-wire  circuit. 

2nd.  Improvements  in  hanging  and  insulating  suspended  line 
wires,  ^rst. — A  wooden  arm  projecting  from  the  suspension  post 
is  covered  wholly  or  partially  with  marine  glue,  and  has  at  the  end 
a  clench  for  the  wire  screwed  up  with  a  bolt ;  or  "  the  post  itself 
"  may  be  coated  with  marine  glue  and  the  wires  fastened  thereto ;" 
or  a  metal  clamp,  coated  with  gutta  percha,  may  be  used  in 
connection  with  Hie  arm ;  in  this  case,  a  "  filling  piece,"  holding 
the  clamp,  is  glued  into  the  post  with  marine  glue.  Second. — 
A  sharp  edge  or  ridge,  "upon  which  moisture  will  not  remain,"  is 
interposed  between  the  wire  and  the  post  or  ground,  the  wire  not 
resting  on  the  edge.  Third. — ^The  wires  are  suspended  on  arms  of 
ctifferent  lengths,  so  that  they  may  not  be  in  the  same  vertical 
plane.  Fourth. — Each  alternate  post  has  its  supports  for  the  wires 
near  each  other  and  far  apart,  so  as  to  nuike  the  wires  alternately 
to  converge  and  diverge.  Fifth. — In  "  shackling  the  wires  "  where 
a  break  is  required,  two  earthenware  rings  are  attached  to  a  square 
connecting  frame ;  these  rings  have  hooks  to  hold  the  ends  of  the 
wires,  and  "insulating  channels"  or  sheds,  one  above  and  the 
other  below  the  hook. 

3rd.  Insulating  subterranean  wires.  The  wires  are  liud  in 
longitudinal  grooves  in  lengths  of  wood,  each  wire  having  its  own 
groove,  and  the  upper  and  under  lengths  being  united  with  marine 
glue  or  other  suitable  cement.  When  wires  are  protected  by  a 
lielicaUy-wound  riband  of  iron,  a  flexible  washer  is  interposed 
between  the  overlap  and  the  turn  preceding  it. 

4th.  Insulating  submarine  wires.  The  wires  are  protected  by  a 
considerable  amount  of  insulating  medium  between  them,  and 
helically-wound  as  described  in  the  3rd  improvement. 

5ih.  A  "  re-transmitting  instrument "  for  receiving  signals  from 
either  direction,  and  forwarding  similar  signals  derived  from  a 
local  source  of  electricity,  towards  their  destination ;  thus  relays 
of  currents  may  be  employed  to  transmit  signals  with  certainty  on 
m  long  telegraphic  line  of  one  wire  by  self-acting  means.  The 
iostrament  consists  of  a  pair  of  coils  fixed  between  two  pair  of 
O0cillating  magnets,  as  explained  under  the  1st  head,  and  con* 
Attoted  with  four  voltaic  leriea  by  tneana  of  stops;  the  magneto 
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have  their  axes  connected  with  the  line  wires  and  eaiih*plstes 
respectively.  On  an  electric  current  passing  through  one  of  the 
line  wires  in  a  given  direction^  it  deflects  one  or  other  of  the  mag- 
nets (of  the  coil  not  acting  on  the  permanent  magnet  whose  axis 
receives  the  current)  against  a  stop;  thus  completing  the  circuit  of 
one  of  the  relay  batteries  through  the  further  length  of  line  wire, 
and  transmitting  a  similar  signal  to  that  received  by  the  instru- 
ment.  By  the  addition  of  suitable  connections,  and  using  four 
fixed  insulated  mercury  cups  and  an  insulated  moveable  dipper  to 
each  permanent  magnet,  this  apparatus  may  be  worked  by  one 
battexy. 

6th.  Bringing  telegraphic  apparatus  into  drcuit  at  an  inter* 
mediate  point  from  a  distant  station.  The  apparatus,  "  as  fitted 
''  to  the  instrument  to  be  operated  on,"  consists  of : — ^A  pair  of 
coils  fixed  between  two  pair  of  magnets  of  an  indicator  instrument 
according  to  the  1st  improvement;  a  double  coil  placed  above 
these,  which  repels  both  of  its  magnets  on  the  current  being  passed 
through  it ;  a  local  galvanic  battery ;  and  a  coil  and  magnet  as  in 
the  Ist  improvement,  which  releases  the  detent  of  a  clockwork 
'^  make  and  break "  apparatus.  The  last  apparatus  is  called  a 
"  decircuitor,"  and  is -always  included  in  the  local  circuit.  The 
passage  of  the  line-wire  current  through  the  double  coils  deflects 
magnets  against  stops,  and  brings  the  indicator  coils  and  dedrw 
cuitor  into  the  circuit  of  the  local  batteiy.  When  the  indicator 
instrument  is  in  the  line-wire  circuit  the  decircuitor  is  brought  into 
play  by  a  particular  simultaneous  deflection  of  the  magnets.  This 
plui  is  applicable  to  working  switches  from  a  distance,  and  can  be 
employed  to  put  separate  telegraph  instruments,  working  on 
separate  sets  of  wires,  out  of  circuit. 

7th.  Ascertaining  the  place  of  a  fault  in  the  long  conducting 
wires.  A  series  of  resistance  coils  are  mounted  in  a  box,  containing 
also  a  galvanometer.  To  ascertain  the  distance  of  an  earth  or 
other  contact  from  a  station,  a  galvanic  battery  has  its  cuzrent 
divided  into  two  circuits,  one  through  the  resistance  coils,  the  othte 
through  the  faulty  line  wire ;  when  galvanometers,  placed  respec- 
tively in  these  circuits,  are  made  to  indicate  similar  deflections,  by 
including  more  or  less  coils  in  the  circuity  the  amount  of  wire  in 
the  included  coils  will  enable  the  distance  of  the  fkult  to  be  deter^ 
mined. 

Sth,  A  standard  galvanometer  giving  an  invariable  result.    A 
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coil,  free  to  vibrate  upon  an  ads,  is  used  instead  of  a  ma^etio 
needle;  the  force  of  a.  current  is  measured  by  the  deflection  of 
this  coil  from  a  fixed  coil  surrounding  it,  both  coils  being  included 
in  the  circuit. 

9th.  Protecting  telegraph  wires  and  apparatus  from  the  action 
of  lightning.  In  the  first  arrangement,  an  exhausted  air^ght  glass 
box  has  let  into  it  at  opposite  sides  ''  metallic  terminaLi,"  respec- 
tively connected  to  the  line-wire  circuit  and  to  the  earth;  the 
exhaustion  is  carried  to  that  degree  that  a  given  voltaic  intensity 
(greater  than  is  requisite  for  working  the  telegraph)  will  make 
direct  connection  between  the  line-wire  circuit  and  the  earth.  In 
the  second  arrangement,  a  metallic  disc  with  points,  connected  with 
theline-vdre  circuit,  is  placed  at  a  short  distance  from  another 
nmilar  metallic  disc,  in  connection  with  the  earth,  by  means  of  a 
"  screw  regulator."  In  the  third  arrangement,  thin,  knotted,  silk- 
oovered  wires  are  included  in  the  line-wire  circuit ;  the  knots  are 
opposite  to  metallic  points  in  connection  with  the  earth,  and  are 
fused  on  the  passage  of  the  lightning,  thus  passing  it  to  the  earth ; 
two  metal  brushes  (one  in  the  line-wire  circuit,  the  other  connected 
with  the  earth)  are  used  in  addition  to  the  thin  knotted  wire. 

10th.  A  magneto-electric  machine  for  telegraphs  generally.  In- 
this  arrangement,  for  every  movement  of  tiie  handle  lever  or  key, 
including  return  to  original  position,  only  one  current  of  magneto- 
electricity  is  passed  from  ihf.  machine,  so  that  either  the  positive 
or  negative  current  may  hf.  used  separately.  The  machine  consists 
of  two  electro-magnetic  coils  free  to  vibrate  before  the  poles  of 
permanent  magnets ;  the  current  is  only  sent  along  the  line  wire 
when  it  is  in  the  required  direction  by  means  of  two  spring  clicks, 
actuated  by  the  handle  lever,  working  into  two  click  wheels  in  the 
coil  aqd  line-wire  circuit,  the  click  wheels  being  suitably  fitted  with 
portions  of  the  teeth  that  are  non-conducting  for  that  purpose ; 
when  the  current  is  not  in  the  direction  required,  the  metal  part  of 
the  click  wheels  complete  a  short  circuit  between  the  terminations 
of  the  coH ;  the  current  is  sent  along  the  line  wire  when  the  click 
passes  over  the  non-conducting  part  of  the  teeth,  and  its  direction 
is  determined  by  the  click  and  click  wheel  put  into  action  (t.e.  by 
the  directiou  of  deflection  of  the  handle  lever).  In  working  this 
machine,  the  current  conununicating  signals  to  a  distant  station 
does  not  influence  the  local  indicating  apparatus.  When  a  pair  of 
keys  are  used  ihere  is  a  set  of  induction  coils  to  each  key,  and  the 
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connection  between  the  coils  and  the  line-wire  circuit  is  cut  off, 
except  when  the  clicks  (worked  by  the  keys)  are  on  conducting 
portions  of  the  click  wheels. 

11th.  A  "type-printing"  telegraph.  The  type  is  stationary, 
and  is  fixed  to  the  dial  plate  in  a  solid  circular  frame,  in  the  centre 
of  which  a  cylindrical  tube  is  free  to  revolve,  ha^dng  bearAigs  in 
the  dial  plate  and  in  a  bracket  attached  to  it ;  this  cylinder  cames 
the  paper  roller  and  hammer,  and  has  independent  motion  given 
to  a  wheel  fixed  to  it  by  an  arrangement  of  the  1st  improvement; 
when  the  cylinder  is  brought  to  the  proper  position,  a  second 
electro-magncft  depresses  a  rod  freely  passing  through  the  centre  of 
the  paper  roller,  which  strikes  the  paper  to  the  type  by  a  hanuner, 
and  rotates  the  paper  cylinder  by  a  catch  entering  a  click  wheel ; 
a  spring  restores  the  rod  to  its  place.  Secondary  batteries  may 
"  actuate  printing  apparatus,"  magneto-electricity  being  the 
primary  force. 

12th.  Causing  mercuiy  to  effect  metallic  contact  by  compressing 
it  in  a  closed  vessel  by  means  of  air,  &c.,  the  points  with  which 
it  is  desired  to  make  contact  being  within  the  vessel. 

13th.  A  centrifugal  alarum*  The  weights  of  a  governor  or 
regulator  of  a  clockwork  train  are  made  to  act  as  clappers. 

14th.  Winding  coils  for  telegraphic  purposes.  The  core  is 
divided  lengthways  into  compartments  by  means  of  non-conduct- 
ing separating  pieces,  and  each  compartment  is  filled  before  another 
is  begun,  beginning  at  one  end  compartment,  and  progressing 
regularly  to  the  other  end. 
[Printed,  2f .  2J.] 

A.D.  1852,  October  21  .—N*  14,332. 

REID,  William. — "  Improvements  in  electric  telegraphs." 

[No  Specification  enrolled.] 

A.D.  1852,  November  11.— N«  14,343. 

LIDDELL,  Charles   (o  commtaiication), — "  Improvements  in 

electric  telegraphs,"  relating  to  : — 

An  improved  mode  of  constructing  and  applying  apparatus 
or  instruments  commonly  called  '  insulators,'  for  the  purpose 
of   obtaining    more    perfect    insulation    of  telegraph    wires 

*'  when  suspended  in  the  air." 
A  punted  upright  or  supjiort  of  wrought*iron  piping  h&s  tk  w6cdeil 
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ylug  fitting  tightly  into  its  top,  into  which  a  wrought-iron  bar  or 
bolt  is  firmly  fixed.  The  bolt  projects  from  the  pipe  sufficiently  to 
allow  a  hood  of  cast  iron  to  be  placed  upon  it.  The  hood  is  pointed 
at  the  top,  and  formed  of  a  hollow  cylinder  joined  on  to  a  larger 
curved  hollow  base  (where  it  forms  a  recess) ;  two  lugs  spring  from 
the  base  "  so  arranged  as  to  secure  the  main  wire  "  *'  in  its  proper 
**  position,  and  prevent  any  tendency  to  draw  the  wire,  being  laid 
*'  in  a  circular  recess  between  the  lugs."  The  inside  of  the  hood 
and  the  top  of  the  bolt  are  coated  ''with  enamel  or  other  insulating 
"  material,"  and  fastened  together  with  ''lead  or  other  metal,  or 
"  cement  run  in  "  between  them. 

A  wooden  post,  with  hoods  attached  to  separate  sustaining  bars 
fixed  on  it  for  several  wires,  is  described  and  shown  :  "  the  sustain- 
"  ing  bar  might  be  made  with  branches,  and  the  insulators  attached 
*'  thereto  in  any  required  number,  and  the  same  plan  might  be 
"  adopted  where  the  supporting  post  is  of  iron  piping/' 
[Printed,  ed.] 

A.D.  1852,  November  13.— N»  14,346. 

PETRIE,  William. — "  Improvements  in  obtaining  and  applying 
electric  ourrents  and  in  the  apparatus  employed  therein,  part  or 
parts  of  which  improvements  are  applicable  to  the  refining 
certain  metals,  and  the  production  of  metallic  solutions  and  of 
certain  acids,"  consisting  of : — 
Ist.  "  Solution  cells."  For  use  in  making  battery  solutions, 
cleansing  carbon  plates  for  elements  or  electrodes,  &c«  A  dia- 
phragm shuts  off  the  passage  of  the  fluid  by  the  lip,  except  it 
comes  from  the  bottom  of  the  cell,  having  first  passed  through 
the  material  in  the  body  of  the  cell ;  thus  the  liquid  comes  away 
from  the  lip  charged  with  material,  cleansed,  or  otherwise  operated 
upon  as  desired,  the  lip  being  a  little  above  the  surface  of  the 
material.  These  solution  cells  may  be  arranged  in  series,  so  that 
each  may  drop  fluid  into  the  one  below  it;  or  compound  cells, 
having  partitions  under  or  over  which  the  fluid  may  alternately 
pass,  may  be  used.  When  it  is  beneficial  to  keep  in  the  heat 
generated  by  the  process,  the  cells  may  be  surrounded  with  any 
suitable  non-conducting  substance. 

2nd.  Obtaining  a  saline  solution  for  galvanic  apparatus^  Sec, 
by  means  of  the  "  solution  cells."  Water  is  first  impregnated 
with  potash  or  other  alkaline  base  by  passing  a  part  of  it  through 
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a  solution  cell ;  it  is  then  caused  to  drop  slowly  through  a  seriei 
of  shallow  solution  cells  filled  partially  with  '*  offiil  from  shambles, 
chopped  fine,"  or  other  '^decomposable  nitrogenous  matter 
placed  amongst  finely  divided  solid  matter."  If  desired,  nitric 
acid  may  be  obtained  from  this  salt  "by  the  well-known  pro- 


« 
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«  cesses." 


Sulphuric  acid  may  be  obtained  by  the  solution  cell  process,  by 
using  sand  and  sulphurous  acid  solution. 

3rd.  Making  such  solutions  as  '' acidulated  muriate  of  am- 
"  monia,"  sulphate  of  copper,  or  nitrate  of  silver,  by  using  deep 
solution  cells,  and  transmitting  the  liquid  through  them  as  fast  as 
it  may  be  needed  for  use ;  in  the  two  first  cases  acidulated  water 
is  passed  through  the  cells ;  but  in  the  third  case,  nitric  acid,  and 
the  material  used  is  "  the  granulated  alloy  of  gold  and  silver  used 
**  by  refiners  of  gold." 

4th.  Working  a  series  of  cells  on  the  "differential  system." 
This  plan  is  used  when  the  matter  employed  is  partially  or  entirely 
soluble,  and  it  consists  in  adding  at  intervals  a  cell  charged  willi 
fresh  material  to  the  lower  end  of  the  series,  and  removing  the 
uppermost  cell.  For  this  purpose  the  ceUs  rest  in  '^ cradles" 
placed  upon  rails  in  a  frame  of  wood ;  the  cradles  are  fixed  witii 
a  pin,  and  forced  up  from  time  to  time  with  a  crowbar  or  other 
suitable  power.  Examples  are  given  of  the  formation  of  nitrate 
of  silver  from  nitric  acid  and  an  alloy  of  gold  and  silver  by  this 
means,  and  of  other  salts  from  the  gold  alloy,  &c. 

5th.  Washing  ''the  gold  resulting  from  the  aforesaid  process," 
by  placing  the  cells  in  a  new  series,"  "and  working  the  gold 
upwards"  "by  a  similarly  differential  process,  using  water  to 
pass  down  through  the  series." 

6th.  A  "hand  syphon"  for  use  "in  any  of  the  various  pro- 
cesses of  this  invention,"  in  which  the  following  points  are 
observable.  The  ends  of  its  legs  are  bent  at  right  angles  to  its 
plane,  and  form  an  angle  of  about  60°  with  the  legs,  so  as  to  i«- 
tain  its  charge  while  being  adjusted.  A  handle  projects  from  its 
top,  BO  that  it  can  be  held  without  wetting  the  hand  whilst 
charging  it.  An  "air  chamber"  is  fixed  at  its  highest  point. 
It  has  a  downward  cun'e  at  the  extreme  ends  of  the  legs,  to  draw 
'  off  liquid  as  low  as  possible. 

7th.  The  employment  of  a  syphon  having  a  long  but  small 
bent  ascending  and  descending  tube  communicating  with  an  aii^ 
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tight  barrel  and  descending  tube,  so  as  to  fill  the  syphon  with  liquid 
by  atmospheric  pressure  when  the  legs  of  the  syphon  are  trapped 
with  fluid,  and  the  barrel  is  filled  with  water  and  made  air-tight. 

8th.  A  galvanic  battery.  Instead  of  cells,  spouted  shallow 
troughs  are  used;  in  each  trough  several  porous  veseels,  con- 
taining suitable  acid  and  amalgamated  zinc,  rest  by  their  spouts. 
The  horizontal  negative  plate  may  be  of  the  same  metal  as  that 
precipitated  from  the  solution  by  the  galvanic  action  (cemented  to 
the  bottom  of  the  trough  or  not),  or  it  may  be  a  roughened  plate 
of  plumbagoed  glass.  The  troughs  and  porous  vessels  are  so 
arranged  as  to  discharge  into  one  another,  as  described  in  relation 
to  the  solution  cells.  The  porous  vessels  are  varnished  inside  and 
out  with  wax  where  the  electric  current  does  not  pass.  Dia- 
phragms are  placed,  where  necessary,  before  the  spouts,  to  oblige 
the  heavier  portions  of  liquid  to  discharge.  The  elements,  for 
example,  used  in  this  form  of  battery  may  be  a  plumbagoed  glass 
plate  (covered  with  silver  during  the  galvanic  action),  nitrate  of 
lilver  solution  (See  the  4th  head),  dilute  sulphuric  acid,  and  amal- 
gamated zinc. 

9th.  The  employment  of  elastic  tube  tightly  fitting  a  smooth 
hole  in  the  side  of  the  battery,  to  conduct  liquid  from  one  vessel 
or  partition  to  another,  also  to  impede  the  conduction  of  electricity 
of  low  tension. 

10th.  The  agitation  and  aeration  of  the  battery  solution,  in 
cases  where  the  precipitating  solution  is  weak,  or  contains  ele- 
ments which  are  restored  from  the  ^decomposing  action  of  the 
battery  when  aerated.  A  disc  of  the  precipitating  metal  may  be 
rotated  in  the  solution,  and  small  glass  tubes  drawn  nearly  to  a 
point  are  connected  to  a  supply  of  ur. 

11th.  Precipitating  the  silver,  copper,  &c.,  obtained  in  solution 
by  refining  gold  and  silver  by  electro-deposition.  The  nitric  add 
from  the  lowest  trough  (See  8th  head)  b  used,  instead  of  fresh 
acid,  to  dissolve  more  alloy ;  when  charged  with  base  metals,  it 
is  passed  through  '^a  spare  battery;"  the  metallic  deposit  thus 
obtained  is  dissolved  in  a  portion  of  the  above  impure  solution, 
and  the  silver  precipitated  by  metallic  copper.  This  cupreous  so- 
lution is,  by  passing  through  another  battery,  resolved  into  copper 
and  acid  solution. 

12th.  A  carbon  battery,  in  which  the  carbon  is  in  the  porous 
vessel.    An  annular  cover,  inside  the  porous  vessel,  receives  and 
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traimmits  the  gases  to  ''  a  gas  collector"  (See  18th  head);  and 
conveys  fresh  liquid  from  cell  to  cell,  as  in  the  "  solution  odL" 
The  carbon  element  is  connected  to  the  zinc  hj  a  circular  band 
tightened  by  a  screw,  which  also  enters  a  nut  on  the  strap  for  the 
zinc.  An  elastic  tube  (See  9th  head)  fits  into  a  hole  in  the  bottom 
of  the  outer  cell,  and  is  connected  with  an  inelastic  tube,  to  enable 
the  liquid  to  overflow  into  the  next  cell  below,  either  in  a  level  or 
a  gradient  battery  series.  The  outer  cells  are  *' catotenic,"  i.e. 
have  their  lower  ends  extending  deeper  than  the  zinc  and  porous 
cell,  a  diaphragm  supporting  them. 

Idth.  ''  Syphono-conduit  arrangements"  for  supplying  and 
emptying  batteries.  "  For  such  hquids  as  become  heaner  as  they 
"  become  exhausted,"  a  '*  vulcanized  caoutchouc"  tube  is  earned 
to  the  bottom  of  the  cell  (preferred  to  be  ''catotenic"),  and  has  its 
'*  other  end  dipping  down  outside  and  turned  up  and  fixed 
**  through  the  bottom  of  a  moveable  vessel."  A  number  of  tubes 
may  be  fixed  in  the  same  vessel.  The  battery  may  be  chaiged  or 
emptied  at  will  by  raising  or  lowering  the  vessel. 

14th.  A  trough  double-fluid  battery  with  cross  partitions.  The 
upper  part  of  the  sides  are  so  inclined  inwards  as  to  permit  a 
channel  to  be  made  on  each  side,  one  conmranicating  with  the 
cell  of  the  negative  metal,  the  other  with  the  ceU  of  the  positive 
metal.  This  battery  is  discharged  simply  by  inclining  the  cells 
from  side  to  side,  at  the  same  time  elevating  the  trough  at  one  end. 

For  medical  purposes  an  "  electrode  pad"  is  used,  oonsLsting 
of  spongio-pihne  sewn  to  a  platinum  plate,  and  covered  with 
perforated  gutta  percha;  the  whole  is  used  wet. 

15th,  Batteries  with  tubular  communications  between  the  ceUs. 
The  pipes  or  channels  are  made,  by  preference,  at  the  upper  part 
of  the  cells,  and  are  inclined  and  bored  through  so  as  to  be 
cleaned,  corks  being  inserted  when  the  battery  is  in  use.  Surfooe 
channels  are  used  for  liquids  that  become  lighter  by  the  working 
of  the  battery. 

16th.  Magneto-electric  machines.  An  insulated  coil  of  wire 
has  a  core  of  soft  iron  (to  which  it  may  be  fixed  or  not),  with 
branches  at  each  end  opposite  to  the  permanent  magnetic  poles ; 
the  electric  current  (a  to-and-fro  one)  is  generated  by  the  revolu- 
tion of  the  core  only,  or  core  and  coil,  round  its  axis ;  thus  con- 
tinually changing  the  polarity  of  its  branches.  In  another  machine, 
wire  is  wound  in  coUs  round  a  brass  rod  mounted  in  bearings,  and 
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having  soft  iron  ftrmatures  sunk  into  longitudinal  grooves ;  the 
coils  are  separated  by  rings,  of  which  the  iron  forms  a  part,  and 
which  bring  the  iron  within  the  influence  of  permanent  magnets ; 
on  the  rotation  of  the  bar,  the  iron  is  variously  polarized,  and  a 
to-and-ft«  current  generated  in  the  coils. 

17th.  The  construction  and  use  of  a  ''draught  cell'*  for 
effecting  changes  in  gaseous  or  liquid  matter  passed  through  it. 
Pipes  shaped  like  socketed  drain  pipes  rest  on  a  covered  dish  and 
have  inlets  for  gases  at  various  heights;  at  the  top  is  placed  a 
vessel  with  a  highly  porous  bottom,  containing  water  or  other 
liquid,  which  percolates  down  through  the  sand  or  other  materials 
in  the  pipe  as  the  gas  is  drawn  through  it  by  suction  from  the 
upper  end;  or  the  water  may  be  flushed  intermittently  from  a 
vessel  with  two  compartments  rocking  to  and  fro  on  a  pivot. 
The  materials  in  the  cell  are  solid  or  porous,  in  proportion  as  they 
are  to  expose  a  considerable  surface  to  the  gas  or  to  exercise  a 
combining  action.  The  particles  are  of  a  particular  and  uniform 
size.  The  under  part  of  the  loose  matter  is  supported  upon  a 
oone  of  the  larger  particles  of  the  loose  matter  itself.  Draught 
eells,  through  which  different  gases  rise,  may,  for  some  purposes, 
be  used  in  combination. 

18th.  A  "collector,"  to  collect  the  gases  for  the  draught  cell. 
A  pipe  is  formed  with  a  number  of  water-lute  cells  on  its  upper 
surface,  whose  covers  communicate  with  the  source  of  the  gas. 

19th.  The  employment  of  draught  cells  worked  on  the  *^d\f* 
**  ferenHal  system^"  for  oxygenating  nitrous  gas  from  batteries, 
&c.,  and  for  refining  gold  and  silver.  The  differential  system  is 
that  by  which  the  liquid  meets  the  gas  in  the  contrary  direction 
and  is  increasingly  charged  therewith ;  the  stronger  liquid 
meeting  the  stronger  gas,  and  the  weaker  gas  coming  into  con- 
tact with  the  weaker  liquid. 

20th.  The  employment  of  draught  ceUs  to  convert  sulphurous 
gases  into  sulphuric  acid  with  or  without  the  use  of  nitric  acid. 

Many  details  and  examples  are  given  in  this  lengthy  Specific 
cation. 

CPlinted,U.4d.] 
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PATENT  LAV  AMENDMENT  ACT,  1852. 


1852. 


A.D.  1862,  October  1.— N«  17. 

NEWTON,  Charles  Henry,  and  FULLER,  George  Leed- 
HAM. — "  Improyementfl  in  protecting  electric  telegraph  wires." 

''This  invention  consists  of  using  troughs  of  wood,  slate,  or 
"  other  suitable  material  for  receiving  one  or  more  wires,  and 
"  using  covers  fitted  into  or  over  such  troughs ;  the  covers  being 
'*  fixed,  when  desired,  by  hoops  and  wedges,  or  by  other  conve- 
"  nient  means." 
[Printed,  41<I.] 
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A.D:  1852,  October  1.— N«  28. 

POOLE,  Moses  (a  eommunication  "from  America  on  behalf  (/ 
Mr.  Goodyear,  the  inventor  *'). — ^The  title  of  this  invention  is, 
Improvements  in  coating  metal  and  other  substances  with  a 
material  not  hitherto  used  for  such  purposes  ;'*  and  the  inven- 
tion consists  of  "insulating  wire  for  elecMc  telegraphs,"  ''coat- 
ing insulating  bell-formed  or  other  shaped  insulating  sheds 
for  telegraph  wires,"  and  other  articles  that  will  bear  a  high 
degree  of  heat,  with  a  compound  of  India-rubber  and  sulphur. 

In  the  case  of  tubes,  rods,  or  wires,  a  thin  sheet  or  fillet  of  India- 
rubber  mixed  with  sulphur  is  wound  roimd  the  exterior  surface  of  the 
article  with  a  slight  overlap ;  or  the  material  maybe  forced  through 
dies  when  in  a  plastic  state.  For  covering  wire,  "  the  compound 
''  may  contain  a  large  proportion  of  pitch  or  coal  tar,  deprived  of 
water." 

When  applied  for  coating  telegraph  insulators,  "  die  material 
may  be  applied  both  inside  and  out,  or  only  on  one  side,  by 
pressing  thin  sheets  of  the  material  on  to  the  parts  desired 
"  to  be  covered," 

When  the  surface  is  covered  with  the  material,  it  is  subjected 
gradually  to  a  high  degree  of  heat,  and  kept  at  that  temperature 
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for  some  hours.  Less  heat  is  required  for  telegraph  wires,  as  they 
should  he  flexible.  ''Where  wire  or  other  articles  are  liable  to 
"  adhere  by  coining  in  contact  in  the  heating  process,  they  should 
"  be  kept  apart  by  powdered  talc  or  soapneitone." 

Matters  giving  off  like  products  of  sulphur  by  heat  may  be 
used  instead  of  sulphur,  and  various  coloring  and  other  matters 
may  be  added  to  the  material. 

[Printed.  2i<l.] 

A.D.  1852,  October  1.— N«  39. 

ABATE,  Felix,  and  DE  CLERVILLE,  John  Julius  ClAro. 
— "Improvements  in  preparing,  ornamenting,  and  printing  on 
"  surfaces  of  metal,  and  other  substances,"  consisting  in : — 

"  Dyeing  and  printing  on  surfaces  of  metal,  wood,  glass,  and 
"  other  substances." 

Using  ''engra\dngs  made  of  elastic  plates,"  composed  of  a  mix- 
ture of  glue  and  sugar.  A  fatty  or  resinous  ink  is  used  as  "  a 
'*  resist,"  which  is  transferred  to  the  article  from  the  sunk  parts  of 
the  plates  by  pressure  and  heat;  the  article  is  then  washed  with 
any  of  the  dyeing  colors  or  solutions  that  are  used  for  printing 
on  textile  fabrics ;  when  dry  the  resist  is  cleaned  off.  This  process 
is  used  for  printing  on  metallic  sur&ces,  they  being  only  tho- 
roughly cleansed ;  after  Hie  application  of  the  resist  the  article  is 
washed  ''with  a  solution  of  any  of  those  salts  which  produce, 
"  tknjugh  an  electro'chemical  ^ixmtaneous  action,  an  adhesive 
"  precipitate  of  certain  metallic  oxides  upon  other  metals,  or  any 
"  other  chemical  change  on  the  surface  of  the  metals  with  whidi 
"  they  are  put  in  contact." 

Armies  may  be  partially  or  ornamentally  electro-plated  by 
means  of  **  the  electrthplating  bath,"  after  having  the  resist  printed 
upon  it. 

Other  applications  of  the  above  processes  are  set  forth ;  also 
other  processes,  not  relating  to  the  application  of  electric  force,  for 
scouring  and  ornamenting  metallic  surfaces. 

[Printed,  Sid.] 

A.D.  1862,  October  1.— N»  65. 
MXJMBY,  GBORGS.^ProtTMtofia/  Protection  only.)    "Improve- 
"  ments  in  the  manufiMture  of  envelopes,  and  the  machineiy, 
^  appantas,  or  means  to  be  employed  therein." 
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This  invention  consbts  of  envelope  machineiy  in  whidi  ''dee- 
"  tricity,  magnetism,  or  electro-magnetism"  is  used  to  feed  the 
blanks.  "  The  electricity  used  in  the  feeding  process  is  generated 
"  or  excited  by  the  usual  apparatus,  consisting  of  a  cylinder, 
"  rubber,  and  conductor ;  the  cylinder  is  made  to  revolve  by  a 
''  band  attached  to  the  pulley  on  the  main  shaft.  The  eLectiic 
fluid  is  conveyed  to  the  feeder  by  means  of  a  chain  fsstened  to 
the  conductor,  and  at  the  opposite  end  is  a  piece  of  India-rubber, 
which  by  its  elasticity  is  used  to  break  the  electrical  current, 
thereby  causing  the  blank  to  be  placed  in  its  proper  position. 
After  the  blank  is  taken  up  by  the  electric  feeder,  it  is  canied  to 
the  folding  apparatus  by  means  of  a  bell-crank  lever  working 
loose  on  the  main  shaft,  to  the  long  arm  of  which  is  connected 
the  traversing  frame,  on  which  is  the  feeder,  and  the  short  arm 
has  a  connecting  rod  to  the  crosshead ;  the  latter  as  it  ascends 
raises  the  short  arm  of  the  lever,  and  consequently  brings  the 
feeder  over  the  folding  box,  previous  to  the  gumming  and  em- 
bossing action;  these  latter  processes  being  accomplished  by 
''  cams  on  the  main  shaft  actuating  suitable  machinery." 

Various  other  mech%nical  details  of  envelope  machinery,  ha^'ing 
no  connection  with  the  electrical  action  above  referred  to^  are  set 
forth  in  the  Provisional  Specification. 

[Printed.  2|<l.] 


A.D.  1852,  October  1.— N"  100. 

POTrS,  William. — "  Improvements  in  sepulchral  monuments,'* 
consisting  in  ''the  combining  electrotype  deposits  of  copper  with 
"  marble  or  stone,  either  natural  or  artificial,  or  wood,  pqUshed, 
"  stained,  or  painted,  to  form  a  background,  framing,  basis,  or 
''  support  to  the  metal  subject." 

To  represent  an  object  in  relief,  a  wax  ''model"  is  made, 
electro-coated  with  metal  to  form  a  "  matrix,"  and  into  the  matrix 
a  "repetition  of  the  model  is  deposited,"  which  "is  chaaed  up  and 
"  finished  by  the  usual  processes,  and  forms  the  core  from  which 
"  to  take  a  flexible  mould.  This  flexible  mould  is  composed  of 
glue  .and  wax  or  other  suitable  material,  or  a  piece  mould 
of  plaster  may  be  taken  from  it;  a  deposit  being  made  into 
these  moulds  as  above  described  forms  the  metal  ob(ject  for  tht 
"  monument.     The  core  forms  the  basis  for  repeating  the  pro^- 
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'*  duction."  "  A  groundwork  or  back,  together  with  a  support 
"  for  the  metal,'*  is  next  prepared,  "  according  to  the  character  of 
"  the  monument,  of  marble,  stone,  or  wood,'-  and  the  electrotype 
subject  fixed  thereon  or  thereto. 

"When  the  monument  is  designed  to  stand  alone  without  any 
"  background,^'  a  full  figure  or  subject  is  produced,  "  perfect  on 
**  all  sides,  by  the  electrotype  process,"  then  a  pillar  or  pedestal  is 
constructed  of  nuirble,  stone,  or  wood. 

The  above-described  process  may  be  reversed,  and  the  figure 
or  subject  made  of  wood,  stone,  &c.,  "fitted  to  aback  ground-work 
*'  or  support  of  metal,  produced  according  to  any  required  design 
**  by  the  electrotype  process." 

[Printed,  2|rf.] 

A.D.  1852,  October  2.— N«  162. 

FUCHS,  John  Ignatius. — The  title  of  this  invention  is,  **An 
"  electro-magnetic  apparatus;"  and  the  invention  "has  for  its 
''  object  arranging  an  electro-magnetic  apparatus  for  alarums 
**  and  other  like  uses,  wherein  the  apparatus,  so  long  as  a  battery 
"  is  in  operation  and  in  connection  with  the  wires  composing  the 
"  circuit,  will  constantly  by  its  own  action,  make  &  break  the 
"  circuit,  and  by  a  hammer  or  other  instrument  act  on  a  bell  or 
''  other  surface. 

The  invention  consists  of  producing  repeated  oscillations  by 
means  of  a  lever  so  arranged  as  to  break  the  electric  current 
"  when  acted  upon  by  an  electro-magnet,  and  to  complete  it 
"  again  when  the  action  of  the  electro-magnet  has  been  stopped, 
j  '^  so  as  to  cause  the  action  again  to  take  place ;  and  for  arranging 
"  apparatus  in  connection  therewith  for  giving  alarm  or  notice  at 
*'  a  distance,  when  two  surfaces  previously  in  contact  have  been 
"  separated,  such  as  the  opening  of  a  door  or  window." 

An  electro-magnetic  apparatus  is  described  and  shown,  in  which 
an  armature  lever  of  an  electro-magnet  has  a  reaction  spring  and 
contact  piece  in  connection  with  one  arm,  and  a  hammer  levtr  in 
eonnection  with  the  other.  When  the  opening  of  a  door  or  win- 
dow removes  the  pressure  from  springs  in  the  electric  circuity  and 
thus  excites  the  electro-magnet  by  completing  the  circuit,  the  con- 
tact piece  bleaks  connection  at  the  same  time  as  the  armature  is 
Attrietadi  the  bell  is  rungi  the  t^ootion  spring  djfaws  the  lever  back, 
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and  the  oadllatiiig  motion  and  linging  of  the  bdl  thus  produoed 
is  continued  as  long  as  the  circuit  is  complete  or  aa  the  door  or 
window  is  left  open. 
[Printed.  Sid.] 

A.D.  1862,  October  2.— N«  191. 

STRINGFELLOW,  John.— This  invention  is  entitled  "Im- 
provements in  galvanic  batteries  for  medical  and  other  pur- 
poses ;"  and  it  consists  of  a  battery  formed  of  small  compound 
bars  or  plates  permanently  connected,  and  at  intervals  hinged,  so 
as  to  fold  into  a  pocket  case. 

The  exciting  acid  is  carried  in  contact  with  the  pistes  by  means 
of  fibrous  or  bibulous  substance,  or  by  the  capillary  attraction 
of  the  metals  themselves,  or  by  a  combination  of  botb  these 
methods. 

The  compound  bars  are  formed  by  winding  lengths  of  flattened 
copper  wire  round  amalgamated  zinc  strips  *'  in  a  spiral"  [helical?] 
*'  direction,  an  insulating  substance  having  been  placed  between 
"  the  two  metals." 

To  combine  these  compound  bars  (or  galvanic  pairs)  in  an  in- 
tensity series,  the  end  of  the  flattened  wire  is  soldered  to  the  zinc 
of  the  next  pair;  or  the  bars  may] have  similar  metals  soldered 
together  so  as  to  form  a  quantity  series.  In  either  case  they  form 
a  flat  compound  arrangement  called  a  "leaf;"  these  leaves  are 
hinged  at  suitable  intervals,  and,  with  the  bibulous  paper  between, 
can  be  folded  like  the  leaves  of  a  book. 

A  flexible  metallic  band,  made  by  plaiting  fine  wire  with  silk, 
and  having  snaps  fastening  into  tubes  on  the  last  leaves  of  the 
battery  (like  necklace  fastenings),  is  used  to  connect  the  battery 
with  the  h\mian  body. 
CPrinted.  Sid.] 

A.D.  1862,  October  4.— N°  212. 

SLATER,  Thomas,  and  WATSON,  Joseph  John  William. 
— "  Improvements  in  the  application  of  electricity  to  illuminating 
**  purposes,"  consisting  of: — 

1st.  "  Improvements  in  apparatus  for  employing  electricity  as 
"  an  illuminating  agent."  When  the  electric  current  passes,  the 
upper  electrode  is  gripped  by  the  eyes  of  brass  levers  attached  to 
armatures  of  an  electro-magnet  in  the  circuit ;  but  when  ihe  cup- 
ttat  ceases^  the  upper  electrode  is  allowed  to  descend  into  contact 
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with  the  lower  electrode  and  renew  the  light.  In  this  case  the 
electro-magnet  is  secured  to  a  bracket  fixed  to  the  pillar  of  the 
upper  electrode. 

In  another  lamp,  the  following  points  are  observable : — The 
induced  magnet  is  in  the  base  of  the  lamp,  its  armature  being 
connected  by  levers  with  the  upper  electrode  rod ;  the  lever  in  im- 
mediate connection  with  the  electrode  rod  carries  a  reaction 
spring,  and  has  a  fork  embracing  a  hinged  collar  that  grasps  the 
electrode  rod  when  the  current  passes,  but  lets  it  drop  when  the 
electro-magnet  is  inactive ;  the  striking  distance  of  the  electrodes 
is  adjusted  by  raising  or  depressing  tiie  fulcrum  of  the  forked 
lever,  thus  altering  the  distance  of  the  armature  from  the  electro- 
magnet; this  is  accomplished  by  a  screwed  boss  (by  which  the 
lever  fulcrum  is  supported)  turning  on  the  upper  portion  of  the 
pillar;  the  lower  electrode  is  raised  by  means  of  the  toothed  lever 
armature  of  a  second  electro-magnet,  working  a  screw  on  the 
lower  electrode  shaft  by  a  fixed  wheel;  or  a  long  rack  may  be 
used  in  connection  with  a  toothed  lever  working  vertically.  Seve- 
ral electrodes  may  be  used  with  this  anangement. 

The  lower  electrode  may  be  raised  by  hand  by  means  of  a 
■crew  secured  to  a  pulley,  the  electrode  being  mounted  in  a  tra- 
versing nut,  into  which  the  screw  works* 

2nd.  "  Electrical  governors,  indicators,  and  alarums,' '  &c.  In 
an  electric  governor  (to  indicate  variation  in  the  current)  the  cur^ 
rent  excites  an  electro-magnet,  thereby  dravring  down  an  armature 
(between  which  and  the  electro-magnet  a  helical  spring  is  inter- 
posed), and  revolving  an  indicator  by  a  rack  and  pinion  move- 
ment. 

An  alarum  indicates  the  weakening  of  an  electric  current  by  an 
electro-magnet  in  connection  with  it  releasing  the  detent  of  an 
axle  having  a  tendency  to  revolve ;  in  its  revolution  an  arm  on  the 
axle  strikes  the  hammer  lever. 

To  adjust  or  check  the  amount  of  current,  it  is  passed  through 
iron  wires  of  difTerent  diameters  imbedded  in  pipe  day,  a  moveable 
lever  making  the  requisite  connections. 

To  provide  for  the  power  of  a  battery  diminishing,  a  reserve 
battery  has  its  power  transferred  to  the  light  apparatus,  when 
requited,  by  an  arrangement  of  metal  plates  in  a  wooden  disc, 
over  which  a  pivoted  arm  connected  to  ihe  light  apparatus  moves ; 
the  plates  being  8uitab]y  eonoecied  to  the  respective  batteries* 
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The  poles  of  the  electrodes  may  be  changed  by  a  *' brake,"  con- 
sisting of  a  slide  with  metallic  ends  (connected  respectirely  to  the 
electrodes)  moving  over  metallic  plates  suitably  connected  to  the 
battery. 

3rd.  Causing  ''  an  equable  consumption  of  the  electrodes,"  by 
nsing  "  two  or  more  electrodes  in  the  same  or  different  planes/' 
and  "  so  as  to  produce  more  than  one  point  of  illumination  in  the 
'*  lamp  at  the  same  time." 

4th.  Improvements  in  "the  nature  and  manufacture  of  the 
''  electrodes."  The  electrodes  are  made  of  a  mixture  of  purified 
pulverized  coke,  beech  charcoal,  gas  pitch,  and  Newcastle  baking 
coal;  heat  is  applied  to  the  mass,  at  first  gradually,  for  some 
hours.  An  electrode  of  the  required  size  is  steeped  in  caustic 
lime,  exposed  to  a  white  heat,  placed  in  alum  solution,  again 
brought  to  a  white  heat,  plunged  whilst  hot  into  treacle,  and  again 
ignited;  in  electrodes  for  powerful  lights,  soluble  glass  is, used 
instead  of  alum.  By  adding  the  non-conducting  substances, 
excessive  "convection  "  is  avoided. 

5th.  "The  application  of  electricity  to  the  purposes  of  sig- 
*'  nalizing."  Electro-magnets  for  this  purpose,  and  for  use  in 
electric  lamps,  are  made  by  inserting,  between  strips  of  an  insu- 
lated band  of  which  the  coil  is  made,  plates  of  soft  iron;  for  this 
purpose  portions  of  the  band  are  bent  back, 
[Printed,  UJd.] 

A.D.  1852,  October  6.— N^  2/7. 

DUNDONALD,  Thomas,  Earl  of.— "  Improvements  in  coatin^^ 
"  and  insulating  wire ;"  consisting  "  in  various  particulars  whereby 
"  ordinary  concrete  bituminous  substances  are  rendered  applicable 
"  to  guide  and  transmit  the  galvanic  or  electric  fluid  through  sub- 
"  terranean  excavations,  as  effectually  as  the  well-proved  bitumen 
"  of  Trinidad  or  that  of  the  British  North  American  provinces  " 
(See  N»  13,698,  Old  Law). 

A  mixture  of  shellac  and  rosin  (by  pounding  and  sifting)  has 
added  to  it,  "as  a  solvent,"  " visdd  oil  of  petroleum  or  of  dirtilled 
"  tar;''  the  whole  is  subjected  "to  gentle  heat  in  a  vessel  sur- 
"  rounded  by  steam  or  hot  water,  stirring  the  mixture  to  produce 
"  solution,  amalgamation,  and  permanent  plasticity."  This 
*'  luihesive  Compound'^  is  oonibitisd  Wifh  b^me&i  Atpsnttel/ 
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**  heated ;  caoutchouc  is  added  in  case  of  deficient  tenadiy  ot 
«  ilexibilit3r." 

In  coating  the  wire,  it  is  heated  by  a  gas  flame  or  other  con-* 
prance  before  passing  into  the  coating  cylinder,  "  in  order  that 
**  the  circungacent  material "  "  may  be  melted,  and  form  a  closely 
'*  adhesive  covering."  "To  insure  insulation  and  protection  "  an 
**  external  pipe  may  be  derived  from  the  same  box  or  case,  or  from 
'^  another,  into  which  filamentous,  metallic,  or  other  substances 
**  may  be  introduced."  '*  Grooved  or  plain  rollers  may  also  be 
employed  to  coat  wire  singly  or  in  groups,  guided  (on  their 
entrance  between  sheets  of  bitumous  coating)  by  pins  or  holes, 
so  that  they  shall  be  deposited  in  parallel  equidistant  lines. 
These  sheets  may  be  combined  with  textile  or  fibrous  sub* 
"  stances." 

The  vegetable  gums  and  rosins  being  combined  with  antiseptic 
oils  and  mineral  substances,  render  **  the  insulating  coating 
"  secure  from  decomposition  by  heat,  damp,  or  destruction  by 
insects." 

LFriuted,  6iJ.] 

A.D.  1852,  October  9.— N«  316. 

BURQ,  Antoine. — (Provisional  Protection  only,)  This  invention 
is  entitled  **  Certain  instruments,  apparatus,  and  articles  for  the 
"  application  of  electro-galvanic  and  magnetic  action  for  medical 
"  purposes ;"  and  "  consists  in  certain  instruments  and  apparatus  " 
made  of  ''  copper  and  brass  and  English  and  German  steel  com- 
"  bined,"  and  applied  to  the  human  frame  for  the  purpose  of 
giving  to  it  "magnetic,  electric,  or  magneto-electro  action." 

The  following  shapes  and  modifications  of  this  invention  are 
shcYwn : — Conjoined  rings ;  a  series  of  "  medals  "  "  hung  together 
**  hj  chains ;"  bracelets ;  a  corset  busk ;  "  whipping  rods  made  of 
"  s  bundle  of  the  four  metals ; "  "  an  Indian  strygil  for  causing 
'*  friction,"  having  ''small  wooden  wheels  "  "alternately  covered 
**  with  copper,  brass,  English  and  German  steel;"  "metallic 
^  wadding,"  "made  of  cotton  wadding,  moistened  with  some 
''  glutinous  matter,  such  as  treacle,  on  which  a  coating  of  filings 
''  of  the  four  above-named  metals  is  sprinkled,  over  which  a  thin 
"  layer  of  cotton  is  again  placed;"  "armatures  or  large  rings  for 
^  the  thigh,  leg,  or  arm ; "  and  "  a  peculiar  bath  in  which  filings  of 
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the  said  four  metalB  are  to  be  used  in  a  wet  or  diy  state.   For  the 
prevention  of  oxidation  or  other  ill  effects,"  '*  the  outer  face  or 

*'  faces  of  these  instruments "  may^  be  coated  ''  witii  tin,  silyer, 

**  or  silver  gilt." 

[Printed.  4|d.] 

A.D.  1852,  October  9.— N**  323. 

ROUSSEAU,  Jean  Jemot. — {Provisional  Protection  only.) 
"  Improvements  in  inlaying  and  ornamenting  metal  plates  to  be 
**  used  for  door  plates,  sign  plates,  and  other  purposes  to  which 
f  such  inlaid  or  ornamental  plates  may  be  applicable." 
.  "This  invention  consists  in  producing  ornamented  plates  by 
"  means  of  the  electrotype  process."  ''  In  order  to  make  a  door 
"  plate,  for  instance,  with  glass  or  metal  letters  inlaid  in  copper  or 
"  other  metal,"  the  letters  are  fixed  "  with  their  faces  downwards 
on  a  plate,"  and  metal  is  electro-deposited  "  all  round  them  to 
a  suitable  thickness,  after  which  the  face  plate  may  he  removed, 
and  the  letters  or  ornaments  will  appear  imbedded  in  the  de- 
posited metal."  "  Ivory,  porcelain,  mother  of  pearl,  or  other 
"  substances,  may  be  inlaid  in  the  same  manner,  and  any  oma- 
ment  or  device  may  be  produced  by  assembling  or  combining  a 
number  of  pieces,  of  difPerent  forms  or  materials,  on  a  face 
plate,  80  as  to  form  a  pattern,"  and  then  depositing  metal  round 
them. 

The  letters  for  the  above  process  may  be  cast  or  otherwise 
formed  "  of  any  elaborate  pattern  or  donee,"  by  means  of  suitable 
moulds  or  dies. 

It  is  also  proposed  "  to  fill  up  by  metallic  deposition  letters  or 
"  designs  engraved  in  plates  in  the  ordinary  manner,  in  place  of 
**  the  black  or  red  wax  or  other  composition  usually  employed 
"  for  that  purpose." 

[Printed,  airf.] 

A.D.  1852,  October  12.— N»  342. 

MICHEL,  Francois  Alexandre  Victor. — {Provi^onal  Pro- 
tection only.)  The  title  of  this  invention  is,  **  Stereofyping  in  copper 

by  the  galvanoplasty." 

The  process  consists  of  applying  '*  the  galvanoplasty  to 
*•  reproduce  in  copper  any  engravings    in  relievo    in  general' 
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'*  either  that  they  be  on  wood  standing,  or  on  plate,  on  copper, 
**  or  every  other  metal;  either  that*'  the  '^process  be  exe- 
'*  cuted  upon  any  stereotypes  of  bitumens  or  of  material  for 
"  printing,"  which  is  required  to  be  "  reproduced  again  in  galvano* 
"  plasty." 

The  "  process  is  executed,  1st,  in  working  the  model  in  copper 
on  one  of  the  aforesaid  objects ;  21y,  with  gutta-percha ;  31y, 
with  wax ;  41y,  with  all  materials  fit  to  retain  a  stamp ;  51y,  at 
last,  in  reproducing  with  these  various  models  the  objects  em- 
*'  ployed  to  be  stamped." 

**  Engravings  in  general  which  are  employed  in  the  typography  " 
may  thus  be  reproduced  by  ''the  galvanoplasty." 

[Printed,  2irf.] 


A.D.  1852,  October  13.— N«  377. 

ROBERTS,  Martyn  John.  —  "Improvements  in  galvanic 
*'  batteries,  and  in  obtaining  chemical  products  therefrom,"  con- 
sisting of : — 

Ist.  "  Employing  antimony  as  the  positive  plate  in  a  galvanic 
pair  or  series  in  combination  with  platinum  or  some  other  sub- 
stance electro  negative  thereto  as  the  negative  plate ;  this  pair 
**  is  excited  to  action  by  nitric  or  other  acid."  The  chemical 
product  from  such  a  pair,  when  excited  by  nitric  acid,  is  oxide  of 
antimony. 

2nd.  ''  The  employment  of  bismuth  as  the  positive  plate  in  a 
'*  galvanic  pair  or  series  in  combination  with  platinum  or  some 
**  other  substance  electro  negative  thereto  as  the  negative  plate ;" 
this  pair  is  excited  "  to  action  by  nitric  or  other  acid."  When 
excited  by  nitric  acid,  oxide  of  bismuth  is  obtained  as  a  product. 

P?rinted,  «|d.] 
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A.D.  1852,  October  20.— N»  459. 

HARRISON,  Charles  Wkightman,  and  HARRISON, 
Joseph  John. — "  Improvements  in  protecting  insulated  tele- 
"  graphic  wires,"  consisting  of : — 

Ist.  "A  new  composition  or  varnish"  to  "coat  and  protect 
**  the  gutta  pcrcha  or  other  insulator  in  which  electric  telegraph 

s  2 
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**  wires  aie  insulated."  This  composition  is  made  bj  dissolying 
shreds  of  caoutchouc  in  bituminous  naphtha^  to  n^iich  solution 
creosote  is  added ;  this  mixture  is  pUoed  witii  a  certain  amount  of 
shellac  into  an  iron  vessel  over  a  slow  fire,  and  the  mass  "  stirred 
**  until  it  becomes  thoroughly  amalgamated." 

2nd.  *' Protecting  telegraph  wires,  after  the  same  have  been 
''  insulated,  by  >  varnish  or  other  thin  coating,  by    winding 

spirally  "  [helically?]  "  round  the  same  strips  of  caoutchouc  in 

combination  with  an  outer  coating  "  of  the  varnish  alluded  to 
under  the  1st  head.  The  strips  of  caoutchouc  are  wound  so  that 
they  slightly  overlap  each  other;  over  these  strips  the  coating  is 
applied  so  as  to  unite  them.  It  is  preferred  to  draw  a  leaden  tube 
over  these  protected  wires,  as  set  forth  in  N^  13,660  (Old  Law) 
(which  see). 

3rd.  "  Protecting  insulated  telegraph  wires  for  submarine  pur- 
"  poses  by  galvanized  iron  strips,  ribbons,  or  plates,  the  cross 
"  section  of  which  is  somewhat  the  shape  of  an  inverted  cone,  and 
*'  which  when  united  form  a  tubular  line."  ''Several  strips, 
"  ribbons,  or  plates  of  galvanized  iron "  are  wound  *'  spirally  " 
[helically?]  round  one  or  several  insulated  wires  (protected  or  not). 
Each  strip  "  forms  separately  the  segment  of  a  circle,  and  the 
"  whole,  when  united,  form  a  complete  and  uninterstitial  line." 
The  protective  covering  preferred  is  ''  strips  or  ribbons  of  flannel 
''  or  horsehair  cord  saturated  with  the  composition  herein-before 
**  described." 
[Printed.  6|(i.] 

A.D.  1852,  October  21.— N«»  473. 

BERNARD,   Julian.-* ''Improvements  in    the  production  of 

ornamental  surfaces  upon  leather." 

This  invention  "relates  to  an  improved  system  or  mode  of 

making  large  dies  for  gnuning  or  ornamenting  leather,"  such 
ornamentation  being  effected  according  to  Letters  Patent  N""  13,808 
(Old  Law)  (which  see). 

In  this  former  invention  a  die  is  formed  "to  give  a  fSac-simile  of 
"  the  exact  surface  of  an  original  skin  of  morocco  leather  by  taking 
*'  a  cast  of  such  skin  by  the  electrotype  process."  "  In  carrying 
"  out  this  invention  it  is  found  to  be  an  object  of  importance  to 
"  obtain  dies  of  a  larger  size  than  one  original  skin,"  and  the 
present  invention,  relates  to  the  method  pursued  to  obtain  the 
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required  large  dies.  For  this  purpose,  **  two  or  more  portions  of 
"  ft  skin  are  laid  down  and  firmly  secured  to  any  convenient  flat 
"  surface,  such  as  polished  slate.  The  junction  edges  of  each 
"  separate  portion  of  the  skin  are  then  depressed  hy  a  suitable 
"  tool  so  as  to  press  those  portions  of  the  skin  below  the  surface 
**  of  the  grain  of  the  leather  from  which  the  die  is  to  be  made. 
"  The  skin  is  now  ready  for  the  preparation  of  the  die,  and  when 
"  the  electrotype  process  is  used  the  deposit  of  the  copper  in  the 
"  depressions  or  grooves  will  of  course  be  thicker,  and  will  stand 
"  up  or  be  raised  slightly  above  the  surface  of  the  rest  of  the  plate. 
"  This  extra  thickness  enables  an  engraver  to  cut  away  or  engrave 
"  those  portions  of  the  die  to  correspond  with  the  graining  of  the 
"  leather  so  as  to  present  an  uniform  appearance  of  the  grain  over 
"  the  whole  surface  of  the  die.  It  is  obvious  that  by  adopting 
"  this  process  enlarged  dies  of  any  kind  may  be  produced  with 
**  perfectly  regular  surfaces,  although  the  surface  of  the  pattern 
''  from  which  such  dies  are  taken  may  be  irregular.'* 
[Printed,  2\d,2 

A.D.  1862,  October  21.— N«»  481. 

FOWLER,  John,  junior. — "  Improvements  in  laying  wires  for 
'*  electric  telegraphs." 

**  This  invention  consists  of  attaching  properly  insulated  wire 
"  to  a  plough  or  cutter  having  a  moulding  end  suitably  arranged 
"  for  making  a  hole  at  any  desired  deplJi  in  the  ground ;  and 
**  thus,  as  the  cutter  progresses,  the  prepared  wire  is  drawn  into 
**  the  hole  formed  at  ike  lower  end  of  ^e  cutter ;  and  in  cases 
"  where  the  wire  is  desired  to  be  protected  by  tubes,  the  tubes  are 
'*  also  drawn  into  the  earth  in  like  manner  with  the  wire,  and 
"  similariy  to  that  in  which  tubes  have  been  before  drawn  into  the 
**  earth  for  draining." 

Hie  plough  described  and  shown  has  wheels  or  rollers  supported 
so  as  ''to  accommodate  themselves  to  the  irregularities  of  the 
"  msxhoe  of  the  soil,"  the  frame  carrying  them  being  "  supported 
*'  by  a  pin  **  for  that  purpose.  The  two  hind  wheels  or  rollers 
swing  upon  a  chain  atUM^hed  to  the  frame,  so  that  the  plough  can 
be  kept  in  a  vertical  position  or  steered  in  any  required  direction 
by  locking  the  wheels  either  to  the  right  or  left  by  means  of  a  pole. 
Attached  to  the  coulter  is  a  foot,  broadest  near  the  f^nt  end,  "  so 
**  that  it  may  pass  through  the  land  with  less  friction  on  the  back 
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*'  part,*'  having  a  slot  "  with  a  dovetail  end  to  receive  the  dovetail 
"  edge  of  the  end  of  the  coulter,"  and  made  fast  to  the  coulter  by 
a  wedge.  The  telegraph  wire  from  a  reel  is  shown  attached  to  the 
foot  of  the  coulter  hj  means  of  a  chain.  A  horse-power  plough  is 
shown,  but  a  steam  plough,  easily  arranged  for  laying  telegraph 
wire,  is  described  in  the  Specification  of  Letters  Patent,  N'  480,  of 
the  year  1852  (New  Law).' 
[Printed,  6|d.] 

A.D.  1852,  October  23.— N°  497. 

LE6RAS,  Louis  Napoleon,  and  GILPIN,  William  Law- 
RSNCB. — [Provigional  Protection  onfy,)  "  Improvements  in  the 
generation  of  electricity : — 

^'  Theae  improvements  are  effected  by  using  a  batfc^,  partly 
magnetic  and  partly  voltaic;  that  is,  oonasting  of  a  cylinder  or 
other  suitable  piece  of  iron^  or  compounds  of  iron  or  metal, 
used  with  a  solution  composed  of  any  common  salts  and  water 
or  other  suitable  liquid.*' 
[Printed,  2id.] 

A.D.  1852,  October  23.— N«  601. 

LEGRAS,  Louis  Napoleon,  and  GILPIN,  William  Law- 
rence.— (Promsumal  Protection  only.)  "  Improvements  in  treat- 
"  ing  flax,  hemp,  and  other  fibrous  substances." 

"  This  invention  has  reference  to  the  separation  of  the  filamen- 
"  tary  substances  from  the  wood  in  the  plant  by  means  of  the 
"  action  of  electricity  brought  to  bear  thereon ;  also  the  separa- 
"  tion  of  the  filaments  of  cotton,  silk,  and  all  fibrous  plants  and 
"  materials  by  the  means  aforesaid ;  and  the  fiilaments  of  the  said 
"  fibrous  materials  being  treated  according  to  this  invention  may 
"  be  rendered  strong,  and  of  good  color  and  quality." 

Thus  '^the  plant  or  substance  to  be  treated"  is  placed  "in  a 
"  solution  such  as  that  referred  to  in  the  process  under"  the 
"  invention  of  *  Improvements  in  the  generation  of  eleotricity  * " 
[See  N<>  497  (1852)].  The  plants  or  substances  are  then  passed 
"  under  or  through  rollers,"  or  submitted  "  to  pressure  in  any 
"  other  suitable  manner,  whereby  the  filamentary  substances  can 
"  be  separated  from  the  other  parts." 

[Printed,  8id.] 
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A.D.  1852,  October  25.— N<»  511. 

HUNTER,  John.— (ProrwioiiaZ  Protection  only,)  "Improve* 
"  ments  in  electric  telegraphs,  and  in  apparatus  connected  there* 
"  with." 

The  following  improvements  are  described  in  the  Specification, 
and  shown  in  the  Drawings. 

A  distribution  of  the  circuit  wires  in  a  "  district  telegraph."  A 
complete  circuit  is  made  by  the  wires  from  each  batteiy  pole 
through  all  the  stations,  "  returning  to  point  of  departure."  Thus 
'*  double  or  manifold  circuits "  are  formed,  "  widely  diverged  ii\ 
their  course,  but  at  certain  stations  brought  into  close  proxi- 
mity or  contact."  A  separate  alarum  circuit,  connected  with 
the  same  battery,  and  on  similar  principles,  is  also  shown. 

CouBtructing  post  insulators.  An  iron  stendard,  connected  to 
the  post,  carries  a  porcelain  or  glass  cone,  on  which  is  supported 
a  cast-iron  cap  and  cup.  The  wire  lays  in  a  "  porcelain  rest," 
enclosed  by  a  "  catch  "  at  the  top  of  the  cast-iron  cap.  Under- 
neath the  cap  is  a  "  pierced  day  cup."  A  "  bracket  form  of  insu-' 
"  lator  "  Lb  also  shown,  with  an  "  insulating  ring."  .^ 

A  "  signal  closet,"  containing  a  "  circuit  wheel,"  a  crank  with 
weighted  handle,  and  "hand  key"  [a  spring  apparently  in  thc^ 
Drawing]  for  transmitting  signals  to  a  "signal  register,"  (See 
below) ;  an  "electro-magnet  and  armature  for  receipt  of  communi:^ 
"  cations  from  a  central  station ; "  and  a  "  lightning  escape,"  com- 
posed of  strips  of  brass,  the  central  one  serrated  and  connected^ 
with  the  earth.  « 

The  "  signal  register,"  consiste  of  a  grooved  roller  resting  on 
agate  stylete  "  immediately  over  the  centres  of  "  a  U  shaped  rod 
drawn  up  into  "  electro-magnetic  coils. 
A  "  signal  call,"  consiste  of  "  vertical  coils,"  an  "  armature," 
''  break  piece,"  "  hammer,"  and  "  copper  disc  or  other  alarum." 

A  "  transmitting  apparatus."  A  keyboard  with  oblique  springs 
is  placed  over  a  revolving  cylinder,  differently  graduated  over  each 
key.  By  this  arrangement  the  strokes  of  an  alarum  are  able  to  be 
timed  "numerically  and  simultaneously  on  any  number  of  public 
"  or  other  bells  or  alarums." 

An  apparatus  for  striking  a  large  bell.  Wound-up  clockwork 
in  connection  with  a  heavy  hammer  is  liberated  by  the  action  o^ 
Ml  electro-magnet  on  ite  annature.    The  annatiue  lever  acte  upon* 
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a  falling  ann/*  and  by  means  of  levers  and  a  cam  releases  a 
detent ;  a  pin  on  the  cam  axis  is  "  arrested  at  the  end  of  one  revo- 
"  lution/'  and  the  bell  hammer  is  '*  ready  to  repeat  the  stroke." 

"An  hydro-pneumatic  alarum  apparatus  actuated  by  electiic 
**  agency."  In  one  part  of  the  apparatus  the  movement  of  an 
armature  lever  admits  the  air  (from  a  compressed  air  reservoir)  to 
a  whistle  of  "resonant  material ;"  and  in  another  part  a  large  bell 
hammer  is  released  by  electro-magnetism;  the  hammer  being 
connected  with  the  piston  rod  of  an  air  cylinder. 

An  "apparatus  for  registering  alarums"  (See  " transmitting 
"  apparatus  ").  Pointers  of  units,  tens,  and  hundreds  are  each 
**  impelled  by  armature  of  electro-magnet  carrying  a  ratchet." 

"  An  ordinary  once-striking  clock  "  is  applied  to  test  the  inte- 
grity of  circuito.  A  cylinder,  with  pins  "spirally"  [helically?] 
arranged,  deflects  a  "testing  key"  or  spring,  periodu»lly  by  its 
revolution,  at  the  same  time  a  bdl  is  struck  by  an  armature  lever 
of  an  electro-magnet  if  the  circuit  is  unbroken. 

The  following  improvements  are  alluded  to,  but  not  farther 
described  or  shown : — 

"The  application  of  a  new  composition  for  insulating  wires 
^  throughout  their  entire  length." 

"  Improvements  in  the  transmission  by  tel^^raph  of  fiso-similes 
**  by  a  new  means  of  preparing  the  copy." 

"  Applying  fusible  or  combustible  conductors  to  render  electric 
''  telegraphs  self-communicating  in  cases  of  fire." 

"The  combination  and  arrangement  of  a  signal  wheel  with  two 
**  elastic  "  [electric  ?]  "  circuits,  so  that  when  one  is  broken  the 
**  wheel  may  revolve  and  actuate  a  key  in  the  circuit." 

[Printed,  6i<f.] 

A.D.  1852,  October  25.— N»  516. 

WALL,  Arthur. — {Provinonal  Protection  only,)  "  Improve- 
"  ments  in  the  manufacture  of  sulphuric  and  other  adds,"  con- 
sisting of  *'  the  application  of  currents  of  electricity,  whether 
"  produced  firom  a  hydro-electric,  voltaic,  thermal,  or  other 
"  battery,  to  the  manufacture  of  sulphuric  add  and  the  pro« 
**  duction  of  nitric  acid." 

"  A  series  of  shocks  from  an  hydro-electric  or  other  battery 
^  answering  the  purpose  "  is  applied  "  to  the  sulphureous  "  [sul* 
**  phurous?]  "acid  gas  as  it  evolves  from  the  burner^  and  whidi 
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''  b  made  to  escape  through  &  passage  erected  for  the  purpose 
*'  between  the  burner  and  the  chamber ;"  or  voltaic  currents  are 
applied  "in  the  burning  of  sulphur. 

''  The  mode  of  applying  the  hydro-electric  battery  is  to  place  the 
"  rubbers  or  that  part  of  the  machine  in  the  interior  of  the  passage 
"  on  one  side,  and  the  points  on  the  other  side  of  the  passage 
"  which  the  sulphureous  acid  gas  traverses  to  the  chamhpr." 
Points  are  also  placed  ''in  the  large  receiving  or  gas  cbu.i.i>er8 
"  where  shocks  may  pass  through  the  gas.  These  shocks  produce 
"  nitric  acid  in  quantity  according  to  the  inverse  ratio  of  the 
*'  stroke,  which  almost  instantaneously  gives  up  its  oxygen  to  the 
"  sulphureous  add  gas,  converting  it  into  sulphuric  acid." 
[Printed,  i\dJ] 


A.D.  1852,  October  26.— N<»  527. 

KLEINSORGEN,  Joseph  Carl  Frederic,  Baron  de.— *'  An 
**  improved  apparatus  for  indicating  the  variation  of  the  magnetic 
"  needle." 

A  mariners'  compass  is  described  and  shown  for  this  purpose, 
in  which  the  **  variation  of  the  magnetic  needle  from  the  north  "  is 
indicated  **  by  means  of  the  south  pole."  The  compass  box  is 
suspended  in  an  arc  from  a  frame,  which  enables  it  to  have  an 
oscillatory  motion ;  a  horizontal  central  movement  is  also  given 
by  a  vertical  axis  in  the  frame,  on  which  the  arc  is  free  to  turn. 
The  compass  box  is  composed  of  glass  cylinders,  to  which  brass 
rings  are  frutened  to  support  and  hold  it  together ;  for  a  cover  it 
has  a  lens,  and  is  divided  into  two  cylinders  or  compartments,  one 
nndemeath  the  other.  In  the  upper  compartment  is  a  fixed  card, 
uid  a  straight  bar  or  *' indicator  "  placed  over  the  line  of  north 
■nd  south  on  the  card ;  the  lower  compartment  contains  a  common 
compass  card  with  needle  fastened  to  it  free  to  move  on  a  pivot, 
ud  a  vertical  straight  line  marked  on  the  glass  cylinder  coinciding 
with  the  north  pole  of  the  fixed  card. 

'*  With  the  instruments  usually  employed  for  taking  the  alti- 
'*  tude  of  the  sun  the  exact  noon  time  is  to  be  found,  and  at  the 
"  moment  at  which  this  takes  place  it  is  to  be  seen  whether  the 
"  shadow  of  the  bar  frlls  exactly  on  the  south  pole  of  the  fixed 
"  card ;"  the  north  pole  of  the  compass  needle  having  been 
Wought  into  coincidence  with  the  vertical  line.    *' When  this  is 
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"  the  case  the  magnetic  needle  will  point  due  north,  but  if  the 

"  shadow  falls  either  towards  the  east  or  towards  the  west  the  in- 

"  strument  must  be  turned  round  on  its  vertical  axis  until  the 
shadow  falls  exactly  on  the  south  pole  of  the  card,  in  which 
case  the  easterly  or  westerly  variation  amounts  to  as  many 
degrees  as  the  difference  between  the  north  pole  of  the  needle 

"  and  the  vertical  line  on  the  outside  of  the  box." 
"  The  use  of  the  lens  is  to  concentrate  the  sun's  rays  in  cloudy 

"  weatiher,  and  obtain  the  required  shadow." 
The  lower  compartment  of  the  compass  box  has  two  glass 

cylinders,  one  within  the  other,  with  a  vacuum  between,  "  to  pre- 

"  vent  the  local  attraction  of  the  needle." 

[Printod,6i<f.] 


A.D.  1852,  October  29.— N«  561. 

WILSON,  Jambs  GoDFREY.—(ProOT«ofia/  Protection  only.) 
Improvements  in  signals  to  be  used  on  railways,  or  for  similar 
purposes,  and  in  the  apparatus  connected  therewith." 
A  signal  instrument,  with  wound-up  clockwork  and  a  pointer 
(extending  both  ways  from  the  axis),  has  its  semicircular  dial  gra- 
duated for  12  minutes.  A  passing  train  completes  an  electric 
circuit  by  depressing  a  lever,  thus  exciting  an  electro-magnet  and 
releasing  a  locking  piece  from  the  clockwork.  The  clockwork 
continues  in  action,  moving  its  double  hand  (half  of  which  is  only 
visible)  from  a  zero  mark  till  it  has  completed  the  12  minutes  and 
arrived  at  the  other  side  of  the  dial,  that  is,  until  the  locking  piece 
is  again  inserted  into  its  notched  wheel.  This  instrument,  by  the 
above  means,  denotes  "  the  time  elapsed  between  the  then  passing 
"  train  and  the  train  in  advance,  at  the  point  or  part  of  the  rail- 
*'  way  where  the  said  signal  may  be  fixed ;"  or  '*  it  can  be  set  in 
"  motion  at  any  distance  from  the  place  it  may  be  fixed,  diher  by 
"  an  advancing  or  retiring  train." 

The  signal  instrument  may  be  illuminated  "  by  tiie  electric 
"  light,  or  other  light,  by  the  aid  of  reflectors,"  and  the  lighting 
or  illuminating  may  be  rendered  "  simultaneous  and  continuous 
"  with  the  action  of  the  signal.' 

[Printed,  Bi</.] 
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A.D.  1852,  October  29.— N°  566. 

LE  GRAS,  Louis  Napolhon,  and  GILPIN,  William  Law- 
BBNCE. — {Provisional  Protection  only,)  "  Improvements  in  trans- 
''  mitting  electric  currente,"  consisting  "  in  making  use  of  water 
'*  as  a  conductor  of  electricity,  in  place  of  wires,  as  now  ordinarily 
**  employed." 

The  water  is  placed  "  in  a  tube  of  gutta  percha  or  other 
'^  non-conductor  of  electricity,  or  in  a  metal  tube,  protected 
''  internally  by  a  coating  of  gutta  percha  or  other  non-conducting 
*'  substance." 

*'  In  the  case  of  a  submarine  telegraph,"  *'  three  or  four  water 
tubes  "  are  placed  together ;  "  and  in  order  to  prevent  any  strain 
from  rending  the  tubes  or  breaking  them,"  ropes  are  used, ' 
running  the  whole  length  of  the  telegraph,"  and  they  are  made 
to  "  bear  the  strain." 
[Printed,  HdJ} 

A.D.  1862,  November  1.— N«  695. 

WATSON,  Joseph  John  William,  and  SLATER,  Thomas. 
— "  Improvements  in  galvanic  batteries,  and  in  the  application  of 
"  electric  currents  to  the  production  of  electrical  illumination  and 
*^  of  heat,  and  in  the  production  of  chemical  products  by  the 
**  aforesaid  improvements  in  galvanic  batteries." 

The  g^vanic  batteries  described  are,  as  a  whole,  called  the 
"  *  chromatic  battery/  "  as  the  greater  part  of  their  products  are 
pigments ;  these  batteries  consist  of  the  following  arrangements : — 

1st.  In  a  " '  Maynooth  battery,' "  (composed  of  iron,  nitric  add, 
dilute  sulphuric  acid,  and  zinc,)  "  a  salt  of  cyanogen,"  preferably  . 
ferro-cyanide  of  potassium,  is  added  to  the  ordinary  exciting 
agents.  The  pigments  produced  are  of  a  blue  color,  viz,,  Prus- 
sian blue  and  "  ferro-prussiate  of  zinc."  The  nitrous  fumes  are 
used  to  convert  sulphurous  acid  into  sulphuric  acid ;  or  they  may 
be  conveyed  into  a  leaden  chamber,  lightly  filled  with  wood 
shavings,  and  converted  into  acetic  ether  by  means  of  ammonia 
from  other  batteries ;  or  they  may  be  conveyed  on  to  iron  plates 
in  the  presence  of  water,  thus  forming  nitrate  of  iron. 

Sulphuric  acid  alone  may  be  used  in  this  form  of  battery ;  or 
the  iron  may  be  placed  in  the  porous  cell,  with  the  zinc  for  an 
outer  cell. 


284  ELECTRICITY  AND  MAGNETISM : 

2nd.  In  a  "  Smee's  "  battery,  with  the  elements  lead  (prefeired 
to  be  platinized),  nitro-sulphuiic  acid,  and  zinc,  chromate  of 
potaeh  is  added,  the  yellow  pigments  produced  are  "  double  cfaro- 
'^  mates  of  lead  and  zinc." 

This  battery  may  be  arranged  as  the  Maynooth  battery,  with  lead 
instead  of  iron,  and  chromate  of  potash  instead  of  prusaate  of 
potash. 

3rd.  In  an  iron-zinc  battery,  excited  with  nitrous  and  sulphuric 
acid,  chromate  of  potash  is  added,  and  the  product  is  a  brown 
pigment. 

4th.  In  the  *'  lead  Smee  azrangement,"  described  under  the  2nd 
head,  prussiate  of  potash  is  added  to  the  ordinsiy  excitants.  The 
white  pigment  produced  is  defined  as  "theplumbo-prussiate  of 
«  zinc." 

When  prussiate  of  potash  is  used  in  the  lead  Maynooth  arrange- 
ment, a  "  ferro-cyanide  of  zinc  "  and  a  ''  ferro-cyanide  of  lead  " 
are  separately  produced. 

5th.  To  the  chromate  of  potash  lead  battery  is  added  a  small 
portion  of  caustic  lime,  which  reduces  the  chromate  of  lead  to 
a  subchromate;  thus  enabling  a  bright  scarlet  pigment  to  be 
produced. 

6th.  In  an  iron-zinc  battery,  if  prussiate  of  potash  be  added  to 
the  iron  cell,  and  chromate  of  potash  to  the  zinc,  the  resulting 
products,  having  access  to  each  other  through  a  diaphragm,  will 
give  a  green  pigment. 

7th.  Nitrate  of  iron  (See  Ist  head)  is  used  in  the  iron  cells  of  a 
Maynooth  battery ;  in  this  case  the  cyanogen  or  chromium  salt  is 
added  to  the  zinc  cell  only. 

8th.  Iron  and  zinc  are  used  with  searwater  and  other  mineral 
waters ;  prussiate  of  potash  is  added. 

9th.  A  mixture  of  sulphuric  and  hydrochloric  acids  are  used  to 
excite  the  zinc ;  prussiate  or  chromate  of  potash  are  the  color- 
making  salts.  In  this  battery  the  zinc  need  not  be  amalgamated ; 
this  is,  however,  necessary  in  the  other  batteries. 

Plaster  of  Paris  is  manufactured  by  running  the  sulphuric  acid 
washings  of  the  battery  solutions  (after  the  crystallization  and 
separation  of  the  salts)  on  to  finely  powdered  chalk. 

The  chromates  of  lead,  zinc,  &c.  may  be  converted  back  into 
chromate  of  potash  by  fusing  them  with  caustic  potash.  The  oxide 
of  lead  produced  is  converted  into  white  lead  by  passing  the  carbonic 
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acid  from  the  decomposition  of  the  chalk  in  the  plaster  of  Paris 
process  through  water  in  which  the  oxide  is  suspended* 

To  hrighten  and  give  tints  to  the  ahove  pigments,  sulphate  of 
manganese  dissolved  in  strong  sulphuric  acid  is  used  to  impart  a 
purple  shade  to  the  blues ;  sulphate  of  alumina  or  alum  brightens 
the  blues ;  and  chloride  of  "  strontian ''  or  of  barium  brightens 
the  yellows. 

In  the  ''lead  Smee"  batteries  a  gutta  percha  trough,  with  a 
supply  trough  above  the  ceUs/and  cocks  at  tiie  bottom  of  each 
cell,  is  used. 

The  nitrous  fumes  are  collected  from  the  batteries  by  means  of 
"  a  false  gutta  percha  cover/'  in  which  Lb  a  tray  or  chamber  con- 
taining quicklime  and  caustic  potash;  the  nitrous  fumes  enter 
the  chamber  by  "  trumpet-mouthed  apertures." 

In  electric  lamps  (See  N®  212,  1852)  a  '' counter  convection  "  of 
the  electrodes  is  caused  by  using  two  batteries,  and  applying 
opposite  poles  from  different  batteries  to  each  electrode ;  this  prin« 
dple  may  also  be  made  available  for  other  purposes. 

Electric  currents  are  applied  to  the  purposes  of  heating  by 
passing  them  through  fine  "platina"  or  iron  wires,  which  are 
coated  slightly  but  perfectiy  with  pipe  day  or  plaster  of  Paris ; 
the  wires  thus  coated  are  again  encompassed  by  silver  or  silvered 
copper  rods. 
[Printod,  Hd.2 

A.D.  1852,  October  2.— N«  613. 

BIANCHI,  Maubizio  (a  cmnmunicatumfromAugustino  Carrosio). 
^^Prcvincnal  Protection  refused.)  ''Improvements  in  electro- 
"  magnetic  apparatus  for  generating  gas,  applicable  for  motive, 
**  lighting,  and  heating  purposes." 

"  The  nature  of  the  invention  consists  in  certain  new  arrange- 
"  ments  and  combinations  of  electro-magnetic  apparatus  for  the 
**  decomposition  of  water,  whereby  a  rapid  and  continuous  supply 
**  of  gas  is  generated,  which,  applied  to  an  engine  almost  similar 
"  in  construction  to  the  ordinary  steam  engine,  produces  an  effi- 
"  cient  motive  power;  it  forms  also  an  excellent  lighting  and 
**  heating  gas." 
[Printed,  W-l 

A.D.  1852,  November  5.— N«»  652. 

yOUXG,  James  Haoden. — "  Improvements  in  weaving,"  in 
which  the  shuttle  of  a  circular  loom  may  be  caused  to  travel 
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etween  two  "combs,"  as  on  a  race,  by  means  of  magnetic  or 
electro-magnetic  attraction. 

*'  A  perpendicular  shaft  "  revolves  "  on  itself,  in  the  centre  of  a 
*'  circle  of  suitable  dimensions,"  around  which  warp  threads  are 
arranged  parallel  to  the  shaft,  the  warp  being  held  in  a  framing. 
At  right  angles  to  the  shaft,  four  or  more  arms  radiate,  each  having 
a  magnet  (or  electro-magnet)  at  its  extremity;    "also  various 
"  inclined  planes,  arranged  tangentially  to  the  circle  deacribed  by 
"  the  arms."     "The  warp  threads  being  held  at  the  ixyp  of  the 
"  framing,"  pass  through  harness,  then  through  a  comb  serving 
to  separate  them,  which  is  fixed  instead  of  being  moveable,  as  in 
the  common  loom.   Immediately  underneath  this  comb  is  a  second 
comb,  "whose  teeth  instead  of  extending  across,  as  in  lihe  first," 
are  "  cut  in  the  middle ;  the  teeth  of  the  external  part  radiating 
"  inwardly,  those  of  the  internal  radiating  outwardly.     Resting 
"  on  and  between  these  two  lower  combs  "  a  shuttle  travels,  as  on 
a  race ;  this  shuttle  may  either  be  acted  on  by  magnetic  attraction, 
or  by  a  mechanical  means  described  and  shown,  "  the  warp  threads 
"  preventing  any  other  connection."     Beneath  this  arrangement 
two  combs  are  placed,  "one  above  the  other,  and  as  close  as 
"  possible,  their  teeth  radiating  from  the  inner  circle  outwardly," 
and  immediately  beneath  them  the  woven  material  conmiences. 

Instead  of  a  magnet  being  used,  the  race  may  be  formed  of  soft 
iron  points  wound  with  insulated  copper  wire;  the  points  are  then 
made  magnetic  in  succession  by  the  two  poles  of  a  galvanic  batteiy^ 
which  poles  are  carried  by  the  arm. 

The  action  of  the  mechanism  is  as  follows : — 

1st.  "The  shaft  rotating  with  its  arms,"  causes  the  shuttle  (by 
ineans  of  the  magnet  or  otherwise)  "  to  move  round  between  the 
"  inner  and  outer  warp  threads,  laying  the  weft  down  on  the  comb 
"  the  lowest  but  one." 

2nd.  An  inclined  plane  causes  "  this  comb  to  move  inwardly 
"  along  a  radius  of  the  circle,"  and  thus  allows  "the  weft  to  fall 
"  on  the  lowest  comb." 

3rd.  An  inclined  plane  then  causes  "this  comb  to  return  to  its 
'*  place,  and  the  weft  "  is  thus  "  between  the  two  combs." 

4th.  An  inclined  plane  moves  the  lowest  comb  inwardly,  and 
thus  aUows  the  weft  "  to  fall  on  the  woven  material." 

5th.  The  lowest  comb  is  "pushed  in  its  original  position,"  and. 
"  at  the  same  time  "  is  "  slightly  depressed,"  so  as  to  beat  up  the 
weft.    Two  combs  are  used  here  to  steady  the  warp. 
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6th.  "  An  inclined  plane,  acting  on  the  harness  and  its  con- 
"  nection,"  causes  ''the  warp  of  threads  to  change  sides  and 
"  GTOM  over  the  weft  laid  down," 

[Printed.  1#.  8^1] 


A.D.  1862,  November  8.— N°  675. 

CROWLEY,  Jonathan  Sparrow. — {Provisional  Protection 
only.)  "  Improvements  in  the  means  of  or  apparatus  for  working 
"  the  signals  and  switches  on  railways." 

''The  invention  consists  in  working  the  signals  on  railways  by 
"  means  of  the  flanges  of  the  wheels  of  any  carriage  that  is 
"  allowed  to  run  thereon.  The  flange  of  the  wheels  will,  in 
'^  passing  along  the  rail,  come  agunst  and  act  on  a  lever  which  is 
"  in  connection  with  the  signal  apparatus.  This  signal  apparatus 
is  of  the  ordinary  construction,  and  the  signal  of  '  caution '  is 
always  kept  up  by  means  of  an  electro-magnet,  which  will  hold 
"  down  the  lever  that  works  the  same,  but  immediately  a  carriage 
passes  along  the  line,  and  allows  the  flange  of  the  wheel  to 
strike  the  first-mentioned  lever,  the  electric  circuit  is  broken, 
"  and  the  power  of  the  electro-magnet  being  thereby  destroyed, 
"  the  signal  lever  will  be  released,  and  the  signal  of  danger  will 
"  inunediately  be  brought  up  by  a  weight,  and  will  remain  up 
until  the  circuit  is  again  completed,  and  the  signal  lever  is  again 
brought  down  and  held  in  its  place  by  the  electro-magnet.  In- 
"  stead  of  causing  the  breaking  of  the  electric  circuit  to  work 
"  merely  a  visible  signal,  the  apparatus  may  be  made  to  act  on  a 
"  bell  or  other  audible  signal  at  the  station  or  other  part  of  the 
**  Une. 

The  switches  arc  worked  in  a  similar  manner  to  the  signals, 
with  this  di£Perence,  however,  in  the  arrangement,  that  is  to  say, 
"  the  switches  or  points  are  held  in  a  given  position  by  means  of 
"  a  powerful  electro-magnet,  and  the  electric  circuit  is  completed 
"  or  broken,  as  may  be  deemed  most  desirable,  by  causing  the 
fl&nges  of  the  running  wheels  to  come  in  contact  with  and  de- 
press a  lever  or  arm  suitably  placed  on  or  near  the  line  of  rails, 
and  by  so  doing  the  electric  circuit  will  be  broken,  and  the 
switches  or  points  may  be  either  worked  by  an  attendant  or 
they  may  be  brought  into  any  given  position  by  means  of 
"  weighted  levers." 
[Printed,  2id.] 
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A.D.  1862,  November  8.— N«  679. 

HOGA,  Stanislaus. — {PromsUmal  Proieeticm  only,)    "An  in- 
*^  strument  for  ascertaining  the  existence  of  gold  in  the  earth.*' 

'*  A  rod  of  some  conductor  of  electricity  "  is  made  use  o^  *'  and 
"  wherever  gold  is  supposed  to  exist  in  the  earth,"  it  is  inserted, 
"  and  the  presence  of  that  metal  will  be  immediately  indicated 
*'  by  the  completion  of  the  electric  circuit." 

[Printed.  aW.] 

A.D.  1862,  November  9.— N»  680. 

HENLEY,  William  Thomas.  —  '<  Certain  improvements  in 
electric  telegraphs,  and  in  the  apparatus  and  instruments  con- 
nected therewith,"  relating  to : — 

1st.  Suspension  and  insulation  of  telegraph  wires.  Non-con- 
ducting sheaves  or  rollers  are  fixed  to  the  poets  or  supports  by 
screws  or  holdfasts  through  their  axes,  "  so  that  in  the  movement 

of  the  sheaves  or  rollers  on  their  axes  the  wires  can  be  readily 

brought  parallel  with  each  other;"  or  a  part  of  a  sheave  may 
be  screwed  fast  to  the  post.  In  another  insulator  the  holdfast  is 
turned  upwards,  and  a  stout  thimble  of  gutta  percha  (with  a  deep 
notch  for  the  wire)  placed  thereon.  A  fourth  insulator,  for  use 
on  curves,  consists  of  a  thimble  of  iron  or  ainc  placed  over  a 
thimble  of  gutta  percha  on  the  holdfeut ;  the  wire  being  fixed  by 
a  screw  tapped  into  the  metal  thimble.  A  fifth  insulator  consists 
of  a  thimble  of  gutta  percha^  lodged  as  before,  with  a  hole  through 
it  for  the  wire. 

Non-conducting  shackles  (used  at  stations  to  break  the  con- 
tinuity of  the  wire)  consist  of  a  solid  piece  of  gutta  percha  inserted 
into  metal  hooks  with  "  deep  champferred  "  holes,  and  having  the 
ends  spread  out  by  heat  to  fill  up  the  champfers ;  or  two  metallic 
hooks,  with  loops  or  eyes,  have  a  strip  of  gutta  percha  passed 
through  them^  and  its  ends  joined  by  heat. 

To  give  the  wires  the  requisite  degree  of  tension,  a  rack  moving 
in  a  guide-piece,  and  actuated  by  a  pinion,  is  used, — the  guide- 
piece  being  attached  to  a  telegraph  post ;  the  wire  is  clamped  to 
the  end  of  the  rack.  A  similar  apparatus  is  used  to  draw  the 
ends  of  a  broken  wire  together.  Spiked  rollers,  mo^dng  a  band 
or  chain  on  which  the  wire  is  clamped,  may  be  used ;  or  a  semi* 
circular  rack  with  a  long  arm  grasping  the  wire. 
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2iid.  "  Hie  protection  of  electric  telegraph  wires  when  laid 
*'  under  ground  or  through  riven.'*    Gutta  percha  coated  wire  is 

lapped  *'  with  tarred  7am,  then  with  galvanized  iron  wire  in 

opposite  spiral"  [helical?]  '' directions."  Troughs  for  under- 
ground wires  and  their  covers  are  preferred  to  be  made  of  rolled 
zinc  or  galvanized  iron. 

drd.  Telegraph  instruments.  A  reversing  handle  or  key  consists 
of  a  metal  axle  with  two  studs  or  lugs  projecting  in  opposite 
directions ;  the  lower  one  deflects  against  a  notched  piece  of  brass 
(in  connection  with  one  battery  pole),  the  upper  against  one  of 
two  springs  (in  the  line-wire  circuit).  The  springs,  in  their  state 
of  rest,  bear  against  a  metal  pillar  in  connection  with  the  other 
battery  pole. 

In  mounting  magnetic  needles  to  give  signals,  two  of  them  are 
fixed  on  a  horizontal  axis,  one  in  firont  of  the  dial,  the  other 
behind ;  two  flat  coils  are  placed  between  the  needles,  one  at  each 
end,  *'  in  the  same  plane  as  the  needles,  but  with  their  **  axis  " 
[axes  ?]  "  placed  at  right  angles  to  them." 

4th.  A  telegraph  battery.  The  plates  are  fixed  "on  an  insulated 
''  axle,"  with  felt  between  each  pair.  This  battery  is  only  used 
when  removed  from  the  fluid. 

CPriated,9i<i.] 

A.D.  1852,  November  12.— N°  720, 

FLETCHER,  UEiiny. —(Provisional Protection  only.)  "  Improve- 
"  ments  in  the  application  of  electro-magnetism  for  the  pro- 
*'  duction  of  motive  power." 

*'  One  or  more  series  of  discs,  plates,  or  pieces  of  iron  or  other 
**  magnetizable  substances,  which  may  be  converted  into  electro- 
**  magnets  by  coils  of  electrized  wire,  or  in  any  convenient  manner 
"  as  may  be  found  practicable,"  are  connected  "  by  bolts,  rivets, 
**  links  or  other  similar  contrivances  composed  of  a  non-magnetio 
**  material  or  substance,  and  so  arranged  that  the  discs,  plates,  &c« 
**  are  capable  of  being  separated  to  any  determinable  distance 
*'  from  each  other,  and  at  the  same  time  are  f^  to  move  in 
*'  proximity  or  come  in  contact* 

*'  On  presenting  this  arrangement  of  the  plates,  discs,  &c.  to 
"  the  influence  of  an  electro-magnet,  the  first  of  the  series,  or  that 
''  nearest  the  magnet,  wiU  be  attracted  thereto,  at  the  same  time 
*'  drawing  the  remainder  of  the  series  with  it ;  the  second  of  the 
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**  Beries  will  then  be  attracted  also,  diawing  the  lem^der,  a&d  so 
"  on  to  the  last,  to  which  suitable  apparatus  "  is  attached  ''for  the 
"  application  of  the  power  developed. 

"  When  the  electric  current  around  the  magnet  <nr  magnets  is 
"  broken,  the  series  of  discs,  plates,  &c.  in  contact  may  be 
"  separated  by  connecting  another  similar  airangement  of  appn- 
*'  ratus  acting  in  an  opposite  direction,  or  bj  means  of  other 
'*  suitable  contrivance. 
"  This  invention  is  applicable  to  producing  or  obtaining  motive 
power  generally  for  any  purpose  or  manner  that  may  be  required  ; 
also  for  raising  weights,  as  water,  hanmiers,  &c.,  which  would  fall 
by  gravitation  when  the  electric  cunent  was  broken,  and  other 
*'  similar  purposes," 
[Printed,  Sid.] 

A.D.  1852,  November  13.— X»  740. 

DUNDONALD,   Earl  of.  — "  Improvements  in  apparatus  for 
laying  telegraphic  or  galvanic  wires  in  the  earth." 

This  apparatus  consists  in  a  suitable  carriage,  having  a  cutter 
or  coulter  for  vertically  parting  the  earth,  and  an  horizontal  tool 
attached  thereto,  similar  to  that  of  the  dndn  plough,  whereby 
an  aperture  or  channel  is  formed.  From  the  upper  and  fore- 
most part  of  the  carriage  a  tube  descends  obliquely  to  the  after 
part  of  the  tool,  through  which  oblique  tube  covered  telegraphic 

"  or  electric  wire  may  be  introduced,  and  continuously  deposited  in 
the  channel  or  aperture,  as  it  is  formed  by  the  progressive  or 

'*  onward  movement  of  the  apparatus,  whether  used  on  diy  land 

"  or  under  water,  by  animal  force,  or  dragged  by  mechanical  power 

"  afloat." 
The  Drawings  represent  a  coulter  or  cutter  attached  to  "  abeam 

*'  of  wood  or  other  material "  "  whereby  to  maintain  the  ^^Mratus 

"  in  a  position  parallel  to  the  surface  along  which  it  may  be 

"  moved."    "A  wheel"  "may  be  added  to  support  part  or  the 

''  whole  weight  of  the  carriage." 
''  A  frame  on  wheeLs,"  with  one  or  more  drums  or  reds  on  its 

axle,  carries  the  insulated  wire. 
In  submerging  wire  under  water  by  the  plough,  ''the  carriage 

"  may  be  towed  (or  connected)  by  a  hollow  rope,  through  or  along- 

"  side  of  which  the  coated  iron"  [wire?]  "may  be  conducted"  to 

the  oblique  tube,  and  deposited  in  the  channel. 

[Printed.  4|<i.3 
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A.D.  1862,  November  16.— N«  760. 

MIRAND,  John. — "Certain  improvementfi  in  the  construction 
"  of  electric  apparatus  for  transmitting  intelligence/'  consisting 
of:— 

Ist.  A  ''telegraphic  bell."  An  electro-magnet  attracts  a  keeper, 
by  that  means  breaking  the  electric  circuit ;  the  spring  carrying 
the  keeper  then  forces  it  against  the  spring  conveying  the  current; 
the  action  is  repeated  as  long  as  the  electric  drcuit  is  completed 
at  the  place  of  transmission;  thus  the  beU  is  rung,  a  hammer 
being  fixed  to  the  keeper  for  that  purpose. 

Another  arrangement  is  described  and  shown,  in  which  a  shaft 
carrying  a  horseshoe  electro-magnet  (by  passing  through  its  back 
plate  and  between  its  coils)  is.  rotated  by  a  fixed  horseshoe  electro* 
magnet  mounted  in  a  similar  manner;  for  this  purpose  a  commu- 
tator is  fixed  on  the  shaft.  A  cam  fixed  on  the  end  of  the  shaft 
acts  on  a  lever  on  the  hammer  axis,  and  rings  the  bell. 

2nd.  An  indicating  apparatus  having  numeral  plates  to  indicate 
where  the  signal  made  by  a  "  telegraphic  bell "  comes  from.  An 
electro-magnet  is  placed  behind  each  numeral  plate,  the  plate  of 
the  excited  electro-magnet  drops,  and  discloses  its  number  to  view. 
The  observer  of  the  number  then  raises  the  plate,  thus  establishing 
a  cmniit  that  causes  a  plate,  with  "  go  on  "  printed  on  it,  to  appear 
to  the  original  communicator.  For  this  purpose  each  electro* 
magnet  has  a  keeper  with  a  projection  that  bears  up  the  numeral 
plate, except  when  the  circuit  is  completed;  when  the  plate  is  risen, 
it  makes  contact  with  a  spring  connected  with  the  circuit  so  as  to 
exchide  the  bell  apparatus,  and  returns  the  signal  "  go  on  '*  by 
similar  qieans  to  that  employed  in  the  numeral  plates. 

drd.  ''Commutator"  arrangements.  Various  commutators  are 
described  and  shown,  to  be  used  in  cozgunction  with  the  indicating 
apparatus,  one  to  each  electro-magnet.  When  these  apparatus  are 
intended  to  receive  signals  they  have  an  electro-magnet  to  make 
connection  from  the  place  of  transmission.  The  connection  is 
made  by  means  of  springs  and  studs. 

4th.  A  method  of  communicating  between  the  guard  and  engine- 
driver  of  a  railway  train.  The  "  telegraph  bell "  above  mentioned 
is  ineLnded  in  the  circuit,  so  that  the  engine-driver  would  bo 
apprised  of  the  separation  of  any  carriages  firom  the  train;  a 
"  supplementary  battery  "  (which  is,  under  ordinary  circumstances, 
in  constant  action)  is  placed  in  the  last  carriage,  and  battery  con- 
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nection  is  made  with  the  alarum  on  the  engine,  when  the  bieakage 
of  the  Bupplementary  battery  circuit  liberates  the  keeper  of  an 
electro-magnet. 

A  method  of  making  electric  connection  between  each  railway 
carriage  bonsiBts  of  hooked  rods  attached  to  helical  aprings,  and 
working  through  them  in  spring  boxes. 
[Printed,  UK] 

A.D.  1862,  November  17.— N«  778. 

PHYSICK,  Hbnry  Vernon. — ^"  Improyements  in  electric  tele- 
*'  graphic  apparatus  and  in  machinery  or  apparatus  for  oon- 
"  structing  the  same." 

These  improvements  relate  to  insulating  and  protecting  tele* 
graph  wires,  by  drawing  them  through  a  die  or  series  of  dies  of  a 
peculiar  form. 

This  die  or  ''triblet"  is  shown  square  in  cross  section,  and  is 
composed  of  six  flat  pieces,  which  are  bolted  together  to  form  the 
whole  die ;  each  piece  has  a  difBerent  shaped  opening  in  the  centre, 
so  as  to  form  a  die  when  bolted  together,  with  two  external  open- 
ing^ at  one  end,  a  "  tongue  "  near  the  middle,  and  a  single  opening 
at  the  other  end. 

Wire  is  coated  or  covered  **  with  calico  cloth  or  other  fibrous 
**  material  saturated  with  gutta  percha,  shellac,  tar,  pitch,  or 
**  similar  insulating  material,*'  by  the  following  pnxsess: — Hie 
end  of  a  long  narrow  strip  or  ribbon  of  the  insulating  material  is 
passed  through  the  curved  slot  or  opening  at  one  end  of  the  die, 
Bnd  brought  out  at  the  opening  at  the  other  end ;  the  end  of  the 
wire  is  introduced  at  the  circular  opening  above  the  slot,  passed 
under  the  tongue,  and  out  at  the  other  end  of  the  die ;  "  the  wire 
"  and  ribbon  are  then  fixed  in  a  vice  attached  to  a  rope,  the  other 
*'  end  of  the  rope  is  attached  to  a  revolving  drum,"  and  thus  the 
wire  and  ribbon  are  drawn  through  the  triblet,  the  ribbon  being 
curled  round  the  wire  and  overlapped  in  its  passage.  The  whole 
is  well  compressed  together  before  it  leaves  the  triblet.  Thetriblet 
is  kept  warm  during  the  operation. 

Insulated  wire  is  exteriorly  coated  in  a  similar  manner  with  a 
ribbon  of  iron  or  copper ;  i^  this  case  no  heat  is  used. 

In  some  cases  a  portion  of  the  insulated  wire  intervenes  between 
the  separate  lengths  of  covering,  thus  confining  any  defect  in 
insulation  to  the  length  in  which  it  is. 
[Printed.  5)<l.] 
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A.D.  1852,  November  19.— N«  788, 
WILLIAMS,  William. — ''  Improvementa  in  electric  telegraphs." 

"  This  invention  consists  of  combining  line  wires  with  electro 
"  magnets,  in  such  manner  that  the  line  wires  used  are  soldered  to 
**  or  otherwise  in  metallic  contact  with  the  coil  of  wire  wrapped 
''  round  the  iron  or  other  bar  in  forming  an  electro  magnet;  the 
"  two  line  wires  being  respectively  connected  to  the  electro  magnet 
*'  wire  near  where  it  commences  to  make  the  coil,  and  near  where 
**  it  departs  after  making  the  coil." 

The  Drawings  represent  a  bar  electro-magnet  with  three  coils  of 
insulated  wire  wound  on  it ;  the  middle  coil  is  of  large  wire,  the 
two  ends  of  which  ''are  put  in  metallic  connection  with  the  two 
**  ends  or  poles  of  a  battery,  when  an  electric  circuit  is  to  be  com* 
"  pleted,  in  order  to  convert  the  bar  "  '*  into  an  electro  magnet  ;*' 
and  the  two  outer  or  end  coils  are  of  fine  wire.  The  jnner  ends  of 
the  fine-wire  coils  are  in  connection  "  with  the  thicker  wire  used 
"  for  producing  the  electro  magnet ;"  "  the  two  line  wires  of  the 
'*  telegraph  are  to  be  in  metallic  contact  with  the  outer  ends  "  of 
the  fine-wire  coils. 
[Printed,  4id.] 

A.D.  1862,  November  23.— N<»  827. 

KILNBRy  John. — "  Certain  improvements  in  the  means  of  insu« 
"  lating  the  wires  of  electric  telegraphs." 

Insulators  are  constructed  of  glass,  or  of  glass  and  metal  com- 
bined, bj  means  of  moulds  and  tools  of  a  peculiar  construction,  in 
which  pressure  is  exerted  upon  the  glass  whilst  in  a  state  of 
ftision. 

Insulators  are  formed  with  the  **  cap  or  bell "  and  stem  in  one 
piece,  with  a  groove  for  the  we  on  each  side ;  without  the  cap, 
the  cap  being  cast  separately  and  put  on  afterwards,  with  an  aper^ 
tore  to  cany  the  wires;  or  with  the  cap  and  stem,  the  wires  passing 
over  a  groove  at  the  top  of  the  cap. 

In  the  moulds  described  and  shown  for  casting  these  insulators, 
the  chief  characteristics  are,  that  they  are  made  up  of  several 
pieces  suited  to  the  peculiar  shape  required ;  a  hinged  skeleton 
frame,  having  a  catch  attached  to  the  bottom  part  of  the  mould, 
receives  the  glass  before  it  is  pressed  into  the  mould;  and  the 
bolts  for  attaching  the  insulator  to  the  post  are  cast  into  the  insui 
Ifttors, 

CFriiited.9i(l.] 
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A.D.  1852,  November  23.— N«  834. 

WATT,  Charlss. — '*  Improyements  in  obtaining  currents  of 
**  elecfcricity,"  consisting  of : — 

Ist.  '^Improvements  in  galvanic"  [thenno-electric?]  ''batte- 
*'  ries.'*  A  thenno-electric  battery  is  described  and  shown,  con- 
sisting of  a  series  of  bismuth  and  antimony  plates  "combined 
**  together  end  to  end."  The  combined  ends  of  the  plates  ai« 
placed  in  two  compartments ;  all  those  facing  in  one  direction  are 
placed  in  a  compartment  to  which  cold  air  is  admitted,  tiie  other 
ends  are  placed  in  a  hot  air  or  steam  chamber.  To  ensure 
the  metallic  contact  of  the  ends,  one  metal  is  cast  on  to  the 
cleaned  surfikce  of  the  other,  using  chloride  of  unc  to  fiidlitate 
the  result. 

2nd.  A  magneto-electric  machine,  in  which  electro-magnets  are 
used  instead  of  permanent  magnets.  The  electro-magnet  may  be 
produced  by  the  arrangement  described  under  the  Ist  head,  "or 
"  by  other  form  of  battery."  Hie  chief  peculiarity  of  this  ma- 
chine is  that  the  armatures  have  a  reciprocating  motion  to  and 
from  the  poles  of  the  fixed  magnet  (in  this  case  an  electro-magnet), 
as  well  as  the  usual  rotary  motion;  this  result  is  obtained  by  a 
shaft  perpendicular  to  the  armature  ans,  and  connected  by  bevel 
gear  to  the  driving  shaft,  carrying  a  cam,  which  works  a  forked 
lever  between  collars  on  the  annature  axist 
[Printed,  6|d] 


A.D.  1852,  November  24.— N«  842. . 

BRACKENBURY,  AuGUSTus.-^ProwaiofMi/  Protection  tmly,) 
"  Making  an  electrifying  machine  of  materials  not  hitherto  used 
**  for  such  a  purpose." 

**  A  sheet  or  riband  of  gutta  percha  of  any  size  or  dimension 
"  is  drawn  forward  and  backward  by  means  of  steam  or  any  other 
•*  suitable  motive  power,  the  sheet  or  riband  of  gutta  percha  ia 
'*  placed  between  cushions  made  of  silk  or  any  other  suitable 
^*  material,  one  of  the  cushions  or  set  of  cushions  is  stationary, 
**  another  cushion  or  set  of  cushions  is  placed  so  as  to  be  pressed 
"  moderately  by  a  spring  or  weight  towards  the  stationary 
cushion  or  cushions ;  the  sheet  or  riband  of  gutta  percha  so 
placed  between  the  cushions  is  moved  forward,  whereby  both 
the  sux&oe«  of  the  sheet  or  riband  of  gutta  pen^a  aie 
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mbbed  by  the  cashions,  and  deciaicity  is  produced  or  excited 
tiiereby. 

''The  machine  that  would  produce  the  necessary  forward  and 
"  backward  movement  could  be  effected  by  two  rollers  placed  at 
a  distance  firom  each  other,  with  a  handle  prefixed  to  one  of 
them,  and  by  two  straps  of  any  suitable  mat^ial.  The  end  of 
one  of  the  straps  to  be  fastened  to  one  of  the  rollers  and  the 
"  other  end  of  the  strap  to  be  carried  round  the  other  roller  and 
"  fastened  to  it.  One  end  of  the  other  strap  to  be  fastened  to  the 
"  last-mentioned  roller,  and  the  other  end  of  the  strap  to  be  carried 
''  round  the  first-mentioned  roller,  and  fastened  to  it.  By  turn- 
ing the  handle,  one  end  of  the  sheet  or  riban^  of  gutta  percha 
being  fiastened  to  the  roller,  would  be  wrapped  thereon;  by  re- 
versing the  motion  of  the  handle,  the  other  end  of  the  sheet  or 
riband  of  gutta  percha  being  fastened  to  the  opposite  roller, 
*'  would  be  wrapped  thereon." 

[Printed,  8|d.] 

A.D.  18S2,  Nouember  24.— N*  849. 

SEPTEUIL,  AcHiLLB  Jban  Louis  Hypolitk  Tourtbau, 
Comte  de. — [ProvUumal  Protection  only.)  "  Improvements  in 
"  the  construction  of  electro-magnetic  engines  and  in  batteries.'' 
The  magnets  employed  "  are  composed  of  strips  or  plates  of 
metal  bound  together  by  thin  strips  of  metal  of  about  the  same 
width  as  the  magnets  themselves ;"  the  Drawings  show  magnets 
of,  apparently,  a  horseshoe  form,  with  the  strips  or  plates  placed 
longitudinally ;  an  L  shape  is  also  shown. 

An  engine  is  also  repiesented,  "  composed  of  sets  of  electro-mag- 
"  nets,  of  which  one  set  is  mounted  on  an  axis  free  to  revolve,  and 
**  the  other  set  on  a  fixed  frame;"  the  fixed  magnets  are  showp 
arranged  radially  in  the  interior  of  a  cylindrical  frame;  the  move- 
able set  of  magnets  are  also  arranged  radially  and  concentric  with 
the  others,  so  that  their  poles  come  near  to  each  other  but  do  not 
touch.  In  a  figure  showing  "  the  metallic  bands  "  "  wound  upon 
**  tiie  magnets,"  they  appear  the  same  width  as  the  magnets,  and 
wound  round  several  times,  from  the  centre.  "  A  current  changer, 
"  maker,  and  breaker  "  is  shown,  "  mounted  on  the  same  axis  as 
**  the  revolving  set  of  magnets,"  and  consisting  of  a  non-conduct- 
ing cylinder,  with  inlaid  pieces  of  metal  (or  a  conducting  cylinder 
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«nth  non-couducting  inlaid  pieces);  over  wbich  a  roller  in  the  cir- 
cuit revolves ;  the  magnets  on  the  fixed  frame  "  are  rendered  per- 
manent magnets." 

Square  and  concentric  quantity  batteries  are  also  shown,  ia 
these  it  would  appear  that  the  plates  can  be  rused  by  a  winch  ; 
"  a  cistern  filled  with  exciting  fluid  "  gradually  supplies  it  to  the 
battery  from  above ;  the  fluid  is  '^  as  gradually  drawn  off  frY>m,  the 
"  battery.  The  exciting  fluid  can  be  used  over  and  over  again 
"  by  being  pumped  or  otherwise  returned  into  the  cistern/' 

OPrinted,  4|ci.] 


A.D.  1852,  November  29.— N«  907. 

SCHNEITER,  Jean  David. — "  Improvements  in  maps  and 
"  charts/'  in  carrying  out  which  "  electroplating "  may  be 
resorted  to. 

" '  Maps  in  optical  relief  "•  are  produced  by  preparing  and 
modelling  "  a  map  of  any  country  in  relief.  This  has  relief  being- 
reproduced  im  metal/'  is  copied  "  by  a  medal-engraving  ma- 
chine of  sufficient  size.  This  engraving  being  completed  on  a 
metallic  plate  coated  with  the  usual  preparation,  various  shades 
are  imparted  to  it  by  means  of  diluted  nitric  acid."  "  All  the 
details "  being  inserted  "  in  one  or  several  divisions,"  impres- 
sions are  taken  "  in  one  or  several  colors,  which  are  obtained  by 
"  lithography,  or  in  typography  by  means  of  the  counter  impres- 
'*  sion  of  the  engraved  plates.  This  process  can  be  applied  to 
''  globes,  to  copying  charts  and  other  maps." 

In  another  part  of  the  Complete  Specification,  it  is  stated  that 
the  "has  relidP"  above  mentioned  (modelled  in  "wax  or  a  mix- 
"  ture  of  white  of  zinc  and  strong  paste  ")  has  consistency  given 
to  it  "  either  with  strong  paste,  or  by  taking  a  cast  in  iron,  copper, 
"  or  lead,  or  by  electro-plating  it,  so  that  a  metallic  point  may 
'*  pass  over  every  feature  without  injury." 

LPrinted,  S^.] 

A.D.  1852,  November  29.— N«  909. 

BROWN,  William. — {Provisional  Protection  only.)  "  Improve- 
"  ments  in  electric  telegraph  instruments." 
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"  This  inventioii  consists  of  means  of  giving  motion  to  pointers 
hj  dectro-mftgnets.  The  keeper  or  armature  of  each  electro 
magnet  moves  on  an  axis,  from  which  rises  an  arm,  which 
carries  a  stop,  which  is  at  all  times  hetween  the  forked  end  of  a 
magnetic  needle,  when  the  armature  is  attracted  hy  the  magnet, 
and  when  the  needle  is  also  attracted  and  repelled  hy  the  poles 
**  of  the  electro  magnet  in  a  direction  according  as  the  current  of 
*'  electricity  is  passed  in  one  other  direction,  and  the  needle  is 
"  stopped  at  zero,  hy  the  pressure  of  the  arm  of  the  armature 
*'  being  caused  to  press  against  the  needle  by  the  spring  which 
"  mqves  the  armature." 

"In  constructing  the  alarum  apparatus,  there  is  on  the 
**  escape  wheel  axis  a  tube,  having  a  ball  therein,  capable  of 
*'  running  from  end  to  end  thereof,  the  efPect  of  which  is,  that 
"  when  the  escape  wheel  is  released,  the  ball  by  its  gravity  adds 
to  the  eflfect  of  the  blow,  and  in  being  raised  the  ball  tends  to 
overcome  the  power  of  the  wheel.'' 

[Printed,  2K] 

A.D.  1852,  November  30.— N«  912, 

JEFFS,  William. — "Improvements  in  manufocturing  letters, 
figures,  and  ornamental  work,  and  in  the  mode  of  attaching 
the  same  to  wood,  stone,  iron,  and  certain  other  materials,"  con- 
sisting in  :— 

1st  "  Manufacturing  letters,  figures,  and  ornaments  of  cast  iron 
or  other  cheap  material,  and  in  coating  the  same  with  brass  or 
other  more  expensive  material,  the  operation  of  coating  being 
performed  by  soldering  or  cementing  in  the  ordinary  man- 
ner," in  the  Complete  Specification  it  is  stated,  "  or  by  electro* 

"  plating." 
2nd.  "  Several  improved  modes  of  manufacturing  letters,  figures, 

**  at  ornaments,  so  as  to  facilitate  the  fixing  of  them  to  doors, 

'*  signboards,  and  other  articles." 

drd.  "  The  application  of  gutta  percha  and  papier  mach^  to  the 

"  manufacture  of  letters  and  figures  for  shop  fronts  and  other 

"  similar  purposes ;  also  in  the  mode  of  attaching  such  letters 

"  and  figures  of  gutta  percha  and  papier  mach^  to  boards  or 

*'  other  articles  by  nails  or  spikes," 

[Printed,  &)  J.] 
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A.D.  1852,  December  3.— N*  940. 

SEWARD,  NoBLB.—"  Improvements  in  applying  bjdro-pnen- 
"  matic  agency  for  obtaining  motive  power,"  in  wbicb  electricity 
may  be  used  to  explode  gunpowder,  &c. 

A  strong  air-tigbt  chamber  or  chambers  are  placed  at  low-water 
mark,  so  that  the  rising  of  the  tide  causes  a  considerable  oompres- 
non  of  the  contained  air. 

In  ooiyunction  with  this  means  of  obtaining  motive  power,  gun- 
powder in  the  form  of  rockets,  or  other  combustible  matter  or 
gases,  may  be  exploded  in  a  second  chamber  by  electricity;  thus 
the  pressure  is  increased,  suitable  valves  being  used  to  shut  off 
the  connection  with  the  water  at  the  time  of  the  explosion. 

In  the  Complete  Specification  a  description  is  given  of  a  *'  bot 
**  air  chest,"  in  connection  with  a  ^tard  or  compressed  air  chamber 
of  the  above  described  tidal  apparatus.  In  the  interior  of  the  chest 
a  piston  and  cylinder  arrangement  is  placed,  so  that  tiie  pressure  sur- 
fhce  inwards  (from  the  chamber)  is  smaller  than  the  area  for  effective 
pressure  outwards ;  thus  the  compressed  air  supplied  to  the  chest 
is  prevented  from  returning,  and  is  rendered  still  more  powerful 
by  the  heat  of  the  furnace  under  the  hot  air  chest  From  the 
hot  ur  chest  the  air  is  conveyed  to  any  suitable  madbinexy. 
[Printed,  7l<i.3 

A.D.  1862,  December  4.— N«  959. 

MURDOCH,  Jambs  (a  eommunicatum), — "An  improved  gal- 
vanic batteiy.'' 

A  portable  galvanic  battery,  **  capable  of  great  intensity  within 
a  small  space,'*  is  constructed  as  follows : — '*  Upon  any  suitable 
non-conducting  and  non-absorbing  surfiace,  as  gutta  percha» 
caoutchouc,  varnished  wood,  horn,  ivory,  &c.,  are  attached  a 
series  of  *  elements,'  that  is  of  pairs  of  plates   of  difPerent 

"  metals,  say  zinc  and  copper,  in  metallic  contact  at  their  con1i« 
gruous  edges  or  parts.  Between  the  several  pidrs  or  elements 
are  inserted  pieces  of  some  absorbing  fabric  or  substance,  as 
linen,  felt,  sponge,  &c.,  intended  to  take  up  the  fluid  of  the 
battery,  and  between  each  two  pieces  of  absorbing  material  is  to 
be  left  a  space  (which  may  be  fitted  up  with  some  non-conduct* 
ing  substance)  to  prevent,  as  far  as  may  be,  the  same  body  of 
fluid  from  touching  both  the  metals  of  one  element.  The  ele- 
ments, it  is  scarcely  necessary  to  observe,  are  ranged  in  tiie 
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''  Toltaic  order,  and  the  same  principle  may  of  course  be  likewise 
**  adopted  for  the  construction  of  one  single  pair  of  plates/' 

The  following  arrangements  are  described  and  shown : — "  A 
"  'slab'  battery,"  in  which  " a  plate  or  slab  of  gutta  percha"  has 
ribs,  between  which  the  elements  and  absorbing  substance  are 
forced,  so  as  to  be  in  the  voltaic  order,  and  to  present  a  nearly  flat 
aurfaoe.  ^'  A  '  ridge '  battery,"  in  which  the  elements,  in  the  shape 
of  compound  rectangular  hoops,  are  forced  over  ridges  or  ribs  in 
a  gutta  percha  slab.  "  A  'frame '  battery,"  in  which  the  elements 
are  placed  transversely  in  a  rectangular  frame  of  gutta  percha. 
*'  A  '  cylindrical '  battery,"  having  the  elements  wound  helically 
upon  a  cylinder. 

A  number  of  these  batteries  may  be  attached  to  a  sheet  of 
caoutchouc,  or  arranged  in  a  box  to  obtain  combined  effects  in  a 
portable  form. 
[Printed,  5id.] 

A.D.  1852,  December  8.— N*  996. 

SYMONDS,  John,  and  MOUCHET,  Gkoroe.—*' An  improved 
"  mode  of  deaning  or  scaling  metallic  surfaces." 

"  To  avoid  the  waste  and  deterioration  of  metal "  consequent 
upon  the  use  of  the  ordinary  modes  of  cleaning  and  scaling 
metallic  surfaces,  the  articles  to  be  cleaned  are  immersed  in  the 
pickle  in  metallic  contact  with  an  electro-positive  metal,  such  as 
zinc,  the  zinc  being  in  a  porous  vessel  placed  in  the  pickle. 

A  tank  for  cleaning  iron  or  other  plates  is  shown,  in  which  the 
porous  cell  is  in  the  middle,  between  two  sets  of  plates  that  are 
wedged  into  guide  frames  having  grooved  iron  notdies.  The 
arrangements  are,  however,  varied  according  to  the  article  to  be 
cleaned. 

The  pickle  employed  is  a  solution  of  salt,  with  or  without  the 
addition  of  ''sulphuric  or  muriatic  acid;"  in  the  Provisional 
Specification  it  is  stated  "  sulphurous  or  muriatic." 

Cast  iron  may,  in  some  cases,  be  used  instead  of  zinc. 

When  several  tanks  are  used,  the  zinc  and  articles  to  be  cleaned 
are  connected  into  a  galvanic  series. 
[Printed,  HcK-] 

A.D.  1862,  December  9.-.N*  1006. 
PRICE,  David  Lloyd. — {Provisional  Protection  only,)     "  Cer- 
tain improvements  in  apparatus  for  effectuating  alarums  and 
signaU  by  electricity,"  rdating  to : — 
Ist.  An  "  indicator  "  for  completing  the  circuit  of  a  fire  alarum 


cc 


300  ELECTRICITY  AND  MAGNETISM: 

on  undue  elevation  of  temperfttuKj  b  j  means  of  the  differenoe  of 
expansion  by  heat  of  a  particular  combination  of  metals.  A  cunred 
compound  metallic  strip,  made  of  steel  and  hammered  sine,  is  fixed 
to  a  bracket  in  the  case  of  the  instrument,  and  connected  with  one 
battery  pole ;  the  other  battery  pole  is  connected  to  a  stud,  with  a 
screw  a4justment,  fixed  to  the  opposite  part  of  the  case.    On  the 
elevation  of  the  temperature  above  a  certain  point  to  which  the 
stud  is  adjusted,  the  compound  strip  of  metal  straightens  and 
completes  the  circuit.  Modifications  and  applications  t^  the  appa* 
ratus  to  houses,  railway  truns,  and  on  board  ship  an  described 
and  shown, 

2nd.  Alarum  apparatus.  An  alarum  is  described  and  shown  in 
which  a  pistol  is  discharged  on  the  completion  of  the  drcuit  by  the 
''  indicator."  An  electro-magnet,  when  excited,  attracts  its  keeper, 
which  is  attached  to  a  detent  lever ;  thus  a  spring  is  enabled  to  act 
on  a  second  lever  that  "  discharges  "  the  trigger  of  the  pistol. 

In  a  bell  alarum,  the  detent  lever  is  made  to  release  a  toothed 
wheel  having  a  tendency  to  revolve  by  means  of  a  weight ;  an 
escapement  l^en  gives  oscillatory  motion  to  the  hammer  lever. 

3rd.  Apparatus  "  for  giving  notice  by  alarum  of  the  approach 
"  of  a  train  to  a  station."  The  depression  of  a  lever  by  the  wheels 
of  a  train  completes  the  alarum  circuit,  and  ''discharges"  the 
alarum  at  the  station. 
[Printed,  lOK.] 

A.D.  1852,  December  11.— N«  1032. 

MORRIS,  Timothy,  and  JOHNSON,  William.—"  Improve- 
"  ments  in  depositing  alloys  of  metals." 

In  thiB  invention  the  electro-depositing  solutions  used  oontun 
a  carbonate  of  ammonium  (the  sesquicarbonate  b  prefened)  in 
combination  with  cyanide  of  potassium ;  to  a  solution  of  these 
materials  is  added  "  cyanides,  carbonates,  or  other  compounds  " 
of  the  metals  to  be  deposited  in  the  requisite  proportions  to 
constitute  the  desired  alloy.  For  brass,  any  of  the  above  salts 
of  zinc  and  similar  salts  of  copper  are  added.  For  Gennen 
silver,  the  compounds  of  nickel,  copper,  and  zinc  are  added. 
Solutions  for  the  alloys  of  gold,  silver,  &c.,  are  made  in  a  similar 
manner. 

Instead  of  adding  cyanides  or  other  compounds  of  the  metals 
to  be  deposited  to  the  carbonate  and  cyanide  solution,  it  may  be 
charged  with  the  metals  by  making  a  sheet  of  the  alloy  *'  the  anode 
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**  (in  tii6  solution  named)  of  a  powerful  g^vanio  bafctery  or  mag- 
"  neto-electric  machine/*  and  continuing  ''  this  operation  till  the 
''  solution  has  taken  up  a  sufficient  quantity  to  produce  a  reguline 
"  deposit." 

It  is  preferred  to  use  the  solution  hot,  and  to  employ  electric 
power  and  arrangements  "capable  of  evolving  hydrogen  freely 
**  ftrom  the  cathode,  or  article  attached  thereto." 

In  brass,  if  the  copper  is  deposited  "  in  a  greater  proportion  than 
**  is  desired,"  it  is  corrected  by  adding  the  ammoniacal  carbonate, 
or  by  reducing  the  temperature ;  if  the  zinc  is  deposited  too  freely, 
cyanide  of  potassium  is  added,  or  the  temperature  increased.  Solu- 
tions of  other  alloys  are  subject  to  similar  control. 
CPriiitod,s|4l.] 

A.D.  1852,  December  11.— N»  1036. 

GRIFFIN,  Charles. — (Promnona/ Pro^ee^ton  oii/y.)  "Improve- 
"  ments  in  obtaining  metollic  copper  from  its  solutions  formed  by 
"  nature,  and  in  the  various  processes  of  purifying  cupreous  ores 
'*  by  means  of  water." 

This  invention  consists  in  the  application  of  an  electrical 
current  to  obtaining  metallic  copper,  by  depositing  it  on  metallic 
or  other  surfaces,  from  its  solutions  formed  by  nature,  or  in 
the  various  processes  of  purifying  cupreous  ores  by  washing 
<*  them  with  water." 
[Printed,  l\i:\ 

A.D.  1862,  December  13.— N«  1046. 

TALBOT,  William  Henry  Fox. — **  Improvements  in  obtaining 

**  motive  power." 
Thb  invention  consists  of  an  electro-magnetic  engine. 
**  A  heavy  iron  cylinder  is  made  to  roll  upon  a  long  but  narrow 
metallic  table  or  plate,  dose  beneath  which  a  long  row  of  horse- 
shoe electro-magnets  is  placed.  These  magnets  stand  vertically 
with  their  poles  uppermost,  so  that  as  the  cylinder  rolls  along 
the  plate,  it  unites  the  two  poles  of  each  magnet  consecutively. 

^  If  tiie  magnets  are  placed  close  enough  together,  and  on  a  level 

"  with  each  other,  their  summits  will  form  a  sufficientiy  firm 
sutfiMe  for  the  purpose  required.  The  machine  is  so  contrived 
that  the  cylinder  is  always  attracted  forwardB  till  it  reaches  the 
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"  end  of  the  row  of  magnets ;  the  action  ia  l&en  leveraed,  and  it 
returna  in  the  opposite  diiection  till  it  reaches  tiie  other  end,  and 
so  on.  The  whole  distance  travened  hj  the  moving  cylinder 
makes  one  stroke  of  the  engine.  The  cylinder  comnmnicatea 
its  force  and  motion  to  the  rest  of  the  madiineiy,  by  its  axis 
being  attached  to  a  cnnk  and  fly  wheeL  The  motion  of  the 
cylinder  itself  sets  in  action  the  contrivanoe  (sometimes  called  a 
commutator,  sometimes  a  rheotome),  which  magnetiaes  the 
magnets  that  are  before  the  cylinder^  and  unmagnetisea  those 
"  behind  it." 

The  "  commutator*'  arrangement  is  placed  on  each  side  of  the 
row  of  electro-magnets,  one  for  the  up  stroke,  the  other  for  the 
down  stroke  of  the  engine ;  the  battery  poles  are  pat  at  the  proper 
time  into  connection  with  the  wires  or  "  electrodes  "  on  one  side  or 
the  other  by  a  self-acting  rod  and  tappet  motion  in  connection 
with  the  engine,  which  moves  a  "polar  connecting  piece"  carrying 
the  battery  poles  over  the  electrode  ends.  The  axis  of  the  cylinder 
carries  a  slide  or  "  commutator,"  having  insulated  pieces  of  metal 
that  respectively  pass  over  the  coil  terminals  and  the  electrodes. 
The  coil  terminals  and  commutator  slides  are  so  arranged  that  the 
magnets  are  magnetized  in  advance  of  the  motion  of  the  cylinder ; 
the  arms  carrying  them  being  oblique,  and  one  slide  being  in 
advance,  the  other  in  the  rear  of  the  cylinder,  for  that  purpose. 
[Printed,  6KI]. 

A.D.  1862,  December  22.— N«  1 134. 

KINGSTON,  John  Filmore. — "  Improvements  in  obtaining 
*L.  motive  power  by  electro  magnets,"  consisting  of : — 

Ist.  "  An  improved  construction  "  of  electro-magnets.  Several 
plates  of  soft  iron  (or  of  nickel)  are  each  bent  so  that  the  two  parts 
become  parallel,  and  are  arranged  and  secured  separately  by  braaa 
rods  on  an  insulated  bed  plate ;  "  also  bolts  or  rods  of  brass,  duly 
"  secured  at  either  end,  are  passed  through  the  ends  of  the  bent 
plates  near  their  poles ;  and  the  poles  of  each  magnet,  and  the 
poles  of  the  neighbouring  magnets,  are  kept  apart  by  means  of 
gutta  percha."  Insulated  bundles  of  wires  are  used  in  preference 
to  single  wires  in  coiling  these  magnets,  and  they  are  wound  round 
and  between  the  soft  iron  plates,  so  "  that  the  current  passes  in  the 
"  same  direction  from  end  to  end  on  one  side  of  each  plate,  and 
"  in  the  opposite  direction  on  the  other  side  of  each  plate." 
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2iid.  Electro-magnetio  engine  azrangements.  Two  "  rotatoiy '' 
engines  aro  arranged  ''  in  such  manner  that  the  electric  current, 
"  when  acting  on  the  series  of  magnets  of  one  engine,  shall  be  cut 
**  off  from  the  series  of  magnets  of  the  other  engine."  In  these 
engines,  the  electro-magnets  described  under  the  Ist  head  are 
prefbned,  and  all  the  electro-magnets  in  one  set  (or  engine)  act  at 
one  instant  of  time,  instead  of  consecutively,  as  in  ordinary  rotaiy 
electro-magnetic  engines.  The  electro-magnets  belonging  to  each 
engine  are  fixed  to  a  frame  loose  on  the  axis  to  which  their  keepers 
are  fixed ;  each  time  the  electric  current  is  admitted  to  one  set  of 
electro-magnets,  they  are  thereby  rotated  on  the  axle  towards  their 
keepers.  The  keepers  are  then  moved  away  from  the  magnets  by 
tiie  action  of  the  electro-magnets  of  the  second  engine ;  the  electro- 
magnets of  the  first  engine  then  act,  and  move  the  keepers  of  the 
second  engine  away  from  their  magnets,  and  so  on ;  thus,  by  the 
combined  action  and  reaction  of  the  two  engines  on  one  another, 
rotary  motion  is  obtained. 

Spur  wheel  gearing,  connecting  the  two  engines,  communicates 
with  the  frames  of  the  electro-magnets  and  with  their  axes  by 
means  of  a  ratchet-wheel  and  click  motion. 

A  commutator,  between  the  engines,  and  rotated  by  their  spur 
gearing,  having  suitably  placed  inlaid  discs  and  instdated  rings, 
alternately  cuts  off  the  current  from  each  engine  and  lets  it  on  to 
the  other. 

[Printed,  U.  OidL] 

A.D.  1852,  December  24.— N«»  1162. 

WILSON,  Jambs  Godfrey. — (Provisional  Protection  only.) 
Improvements  in  the  construction  of  carriages  and  vehicles  for 
raiLroads  and  common  roads,  parts  of  the  said  improvements 
being  also  applicable  to  parts  of  locomotive  engines  used  on 
railroads,*'  consisting  of  :-r 
1st.  The  application  of  whalebone  tyres  to  the  above-mentioned 

purposes. 
2nd.  Improving  the  ventilation  of  carriages. 
3rd.  "The  application  of  guttapercha"  "for  pannelling  and 

"  interior  fitting^  of  carriages,  as  also  for  roofs  of  carriages  or  other 

••  vehicles." 
4th*  "  Constructing  and  applying  breaks  for  railway  carriages  or 

'*  locomotives/'  so  that  the  break  comes  in  contact  with  the  "side 
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*'  of  the  rim/'  or  tlie  *^  outnde  of  the  flaoge ''  of  the  wheel,  instead 

of  (as  ordinarily)  with  the  whed^s  ''pereplmy." 

5th.  "  The  application  of  an  airangement  whereby  the  face  of 

the  breaks  being  a  piece  of  soft  iron,  and  bdng  made  a  magnet 

by  the  ordinary  airaogements  and  connection  with  a  galvanic  or 

electrical  battery,  simultaneously  with  its  being  brought  into 

**  contact  with  the  side  of  the  wheel,  or  flange  of  the  wheel  to  wluch 

"  it  was  applied,  attracts  and  holds  the  wheel." 

CPrinted,  2i<f.] 

A.D.  1852,  December  28.— N<»  1183. 

JUNOT,  Clauds  Joseph  Edm^k  (a  camnumicaHon), — **  Im- 
**  provements  in  the  mode  of  reducing  seveial  metallic  subatancea 
'*  hitherto  unused,  and  applying  them  so  prepared  to  the  plating 
*'  of  other  metals  and  substuices  by  means  of  electricity." 

This    iuTcntion    consists    of    preparing    silicium,    titanium, 

tungsten,  chromium,  and  molybdenum,  by  causing  them  to  be 

dissolved,  and  then,  by  means  of  electric  currents,  to  be  deposited 
^  on  to  metals  and  substances." 

Tungstic,  silidc,  or  molybdic  add  is  dissolved  by  boiling  in  a 
solution  of  carbonate  of  soda;  to  this  a  small  proportion  of 
carbonate  of  unmonium  solution  is  added. 

"  Chromium  is  obtained  in  solution  by  double  chloride  of  soda 
*'  and  ammonia.'' 

"  Titanium  is  obtained  in  solution  by  sulphuric  acid,  which  being 

evaporated,  sulphate  of  soda  and  ammonia  "  {"  sulphate  of  soda 
*'  and  alumina"  is  stated  in  another  part  of  tiie  Complete 
Specification),  "  mih  distilled  water,  is  employed." 

A  "  platina  "  positive  plate  is  employed  in  the  depositiDg  trough ; 
the  strength  of  the  solution  is  kept  up  by  means  of  '^  a  small  ba^ 
'*  full  of  the  metallic  salt." 

"  These  metals  may  be  deposited  alloyed  together  or  with  silver 
**  or  nickel,  or  other  metal." 

LPrinted,  Hd.'] 

A.D.  1852,  December  29.— N«  1196. 

POWER,  James. — "  Silvering'  aU  sorts  of  metals  and  of  glass.*' 

This  invention  relates  to  preparing  an  electro*plating  solution,  in 

which  alcoholic  solutions  of  the  gum  resins  (gum  galbanum  is 
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preferred)  in  oombination  with  nitrate  of  silver^ ''  nitrate  of  li(]tiid 
"  ammonia  (hartshorn) "  and  ammonia  are  employed  instead  of 
ihe  ^  cyannres  "  [cyanides  ?]. 

To  deposit  on  glass^  a  very  thin  coating  of  silver  is  first  placed 
upon  it,  *'  by  adding  to  the  liquid  a  few  drops  of  spirits  of  cloves  in 
*'  a  separate  hath." 

The  silvering  applied  by  this  process  to  glass  "  does  not  change 
"  with  exposure  to  damp,  or  scale  off  with  excessive  heat ;"  an 
electro-coating  of  copper  may  be  added  to  produce  solidity  in 
**  the  looking  glass,  mirror,  or  reflector." 

'*  This  coating  of  copper  and  silver  upon  the  even  and  polished 
*'  surface  of  glass,  on  being  detached  from  the  latter,  forms  a 
**  metallic  plate  of  the  most  perfect  polish,  requiring  neither 
**  flattening  nor  polishing,  and  is  most  beautifully  adapted  to  the 
"  use  of  Dagueixeotype  and  photographic  portraits,  views,  &c*." 
[Printed,  4l<i.] 


1853. 


A.D.  1853,  January  1.— N«  5. 

WATSON,  Joseph  John  William,  and  PROSSER,  William. 
— "  An  improved  method  of  manufacturing  steel  and  of  carbu« 
"  rising  iron,"  consbting  of: — 

1st.  "  The  use  of  electricity  in  producing  carburisation  in  soft 
**  iron  to  form  steel  and  carburized  iron."  Some  time  after  a 
mass  of  molten  cast  iron  has  been  in  contact  with  carbonaceous 
matter  ijx  such  excess  as  to  form  carburet  of  iron,  an  electric  cur^ 
lent  from  a  powerful  galvanic  battery  is  passed  through  it  by 
means  of  graphite  poles.  The  graphite  used  is  that  obtained 
**  from  the  lining  of  the  day  gas  retorts."  The  furnace  should  be 
built  of  insulating  materiids.  The  action  of  the  current  is  to 
seduce  the  cast  iron  to  a  purified  steel  of  "  the  composition  and 
"  properties  of  shear  steel." 

In  another  mode  of  applying  electricity,  tbe  ordinary  converting 
troughs  for  makkig  bar  iron  into  steel  are  insulated^  and  a  current 
%M  patted  through  the  bars>  in  contact  with  the  carbon^  in  the 

V 


306  ELECTRICITY  AND  MAGNETISM : 

diitction  of  their  length.    The  action  of  the  cunent  hastens  ^e 
steeling,  and  prevents  the  formation  of  hlisters. 

In  a  third  mode^  iron  is  carburized  by  passing  the  cunent 
equably  through  the  carbonaceous  matter  in  connection  with  the 
mietal  by  means  of  graphite  or  "  platma  *'  poles. 

2nd.  Using  "  the  waste  sulphate  of  manganese  firom  tiie  chloride 
<<  of  lime  stiUa  with  carbonaceous  matter  and  lime  to  fonn  steel," 
'*  either  with  or  without  the  application  of  an  electric  current.'^ 
Clippings  of  sheet  iron,  broken  pieces  of  bar  iron,  and  turnings 
and  filings  of  cast  iron  are  the  mateiials  operated  upon  in  this 
process ;  they  are  mixed  with  certain  proportions  of  charcoal,  sul- 
phate of  manganese,  and  lime,  '*  and  operated  on  in  the  ordinary 
steel  pots."  The  lime  forms  "  a  base  for  the  sulphuric  s/iAd 
from  tiie  sulphate  of  manganese  to  unite  itself  to.  The  sulphate 
of  lime  so  formed  floate  at  the  top  of  the  pot "  in  the  shape  of  a 
protecting  "  slag." 

If  an  electric  current  be  passed  through  the  fused  mass,  then 
all  the  earthy  impurities  of  the  iron  ''unite  in  the  calcareous  slag, 
"  while  the  arsenic,  phosphorus,  and   sulphur  compounds  are 
**  volatilized  and  driven  off." 
[Frintedi  HdJ] 

A.D.  1863,  January  4.— N<»  16. 

SHEPARD,  Edward  Clarence. — '*  Improvements  in  the  ma- 
**  nufacture  of  gas." 

This  invention  consists  of  a  mode  of  producing  certain  gases  by- 
electrical  action  upon  water  holding  chemical  matters  in  solution^ 
and  then  combining  those  gases  with  a  gaseous  hydro-carbon 
(either  with  or  without  admiidkure  of  air),  to  enable  the  resulting 
combination  of  gases  to  produce  light  and  heat. 

The  currente  of  electricity  are  preferred  to  be  produced  according 
to  the  Patentee's  former  inventions  (See  N«"  13,302  and  14,19/, 
Old.  Law). 

The  materials  added  to  the  water  consist  preferably  of  a  mixture 
of  sulphuric  acid  with  oxalic  add.  The  gaseous  hydro-carbon 
preferred  is  that  generated  by  the  ebullition  of  *'the  essence  of 
**  resin ;"  "  metallic  sponges  "  are  placed  in  the  essence  of  resin  to 
assist  ite  conversion  into  gas.  These  sponges  are  prepared  by 
soaking  coke  "  in  a  solution  of  mckel  or  cobalt,  wdl  saturated^ 
^  and  heated  in  covered  crucibles.'^ 
CFriiited.Si<i.l 
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A.D.  1853,  January  5.— N«»  23. 

DE  L'HUYNES,  Gustavb  Paul. — "  Certain  improvements  in 
'*  medical  portative  dectro-galvanic  apparatus." 

In  this  invention  each  galvanic  pair  has  cloth,  saturated  with 
the  exciting  solution,  between  the  plates ;  the  cloth  also  serves  to 
"  isolate"  the  plates.  Each  pair  is  connected  to  the  next  by 
putting  the  negative  metal  of  one  pair  in  communication  with  the 
positive  metal  of  the  next.  The  exciting  solution  may  consist  of 
"  a  solution  of  chloride  of  sodium,  of  hydrochlorate  of  ammonia, 
**  or  of  sulphate  of  copper,  or  of  any  other  acidulated  solution." 

Tlie  following  apparatus  are  described  and  shown : — 

A  single  cell,  consisting  of  a  copper  plate  between  two  connected 
line  plates,  in  which  wood  cross  pieces  separate  the  plates.  Thei^ 
are  apertures  in  the  outside  plates,  to  allow  of  the  easy  saturation 
of  the  cloth. 

Two  cells,  or  galvanic  pairs,  constructed  as  above,  connected  by 
means  of  rings,  and  having  helical  spring  insulated  copper  wire 
conductors,  witii  brass  plates,  to  apply  to  tiie  part  required. 

"An  electro-galvanic  truss."  Several  of  the  above  cells  are 
combined  and  attached  to  the  spring  of  a  truss.  Brass  plates 
connected  with  the  end  cells  of  the  series  are  inserted  into  the 
pressure  cushions. 

Six  separate  elements,  forming  three  galvanic  pairs,  are  con- 
nected together  like  a  chain,  with  silk  strings  to  bind  the  doth 
and  metallic  elonents  together. 

In  a  pair,  consisting  of  three  plates,  the  copper  plate  is  cut,  and 
admits  rivets  belonging  to  the  zinc  plates. 

A  tubular  conductor  for  the  rectum,  and  a  probe  conductor ^to 
reach  the  bladder. 

[Prinied,  U  aid.] 

A.D.  1863,  January  6.— N«  31. 

SHERINGHAM,  William  Louis.—''  Improvements  for  illu- 
**  Twm^>:^3pg  buoys  and  beacons  in  harbours,  roadsteads,  and 
•*  rivers/* 

This  invention  condsts  in  illuminating  buoys  and  beacons  by 
'*'the  combustion  of  gas,  volatile  spirits,  or  any  other  suitable 
"  hydro-carbon,"  in  a  lunp  attached  to  the  buoy,  and  ignited 
duly  by  an  electric  current. 

v2 
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When  gas  is  used^  pipes  and  electric  wires  are  laid  down  from 
the  shore,  and  the  gas  is  ignited  (when  tamed  on  from  the  shore) 
hj  the  heating  of  a  fine  platinum  wire  in  the  electric  circuit. 

When  mineral  naptha  is  used,  the  buoy  contains  a  large  quan- 
tity of  the  material,  also  some  "  vegetable  naptha."  By  an  electro- 
magnet, a  saucer  is  filled  with  vegetable  naptha;  and  by  a  second 
conductor  of  the  current,  a  platinum  wire  is  heated  suffidently  to 
ignite  it;  a  third  conductor  extinguishes  the  lamp  by  electro- 
magnetic agency.  The  lamp  prefened  is  "  Messrs.  HoUiday's  " 
naptha  lamp. 

Trap  valves  exclude  the  water,  and  syphons  effect  ventilation. 
[Printed,  SM.] 

A.D.  1863,  January  13.— N«  96. 

WILKINS,  John  Walker. — ''Improvements  in  electric  tele- 
graphs, and  in  the  instruments  used  in  connection  theremth,*' 
consisting  of  :-^ 

1st.  A  marking  telegraph.  A  marker  or  tracer  is  ''held  oon- 
*'  tinuously  in  contact  with  a  moving  recording  surface,'*  thereby 
producing  characters  connected  together  in  a  continuous  line. 

The 'tracer  arm  or  lever  is  mounted  on  a  centre,  and  has  an 
armature  attached  to  it.  Fixed  horseshoe  electro-magnets  are 
placed  on  each  side  of  the  armature,  and  actuate  it  according  to 
the  direction  of  the  electric  current  from  a  distant  station.  By  the 
lateral  motion  thus  imparted  to  the  tracer,  it  is  enabled  to  produce 
characters  distinct  from  one  another,  for  when  no  electric  current 
passes,  the  tracer  merely  produces  a  continuous  straight  line ;  but 
when  an  electric  current  excites  the  electro-magnets,  the  movement 
of  the  tracer  to  one  side  or  the  other  causes/  the  line  to  deviate 
from  a  straight  line  accordingly.  If  the  Xnirrent  is  continued  for 
any  time,  a  straight  line  is  produced  on  one  side  or  the  other  of 
the  normal  straight  line,  parallel  to  it ;  and  by  a  combination  of 
these  movements,  alphabetical  or  other  characters  may  be  fonned. 

A  keyboard  canying  two  keys,  acting  by  levers  and  springs,  ia 
described  and  shown«  In  a  series  of  keyboards,  the  first  can  be 
worked  by  manual  operation,  and  the  others  ("  through  the  inter- 
"  vention  of  electro  or  other  magnets  **)  may  "  work  other  circuits, 
"  and  so  on  ad  infinitum."  This  keyboard  can  be  used  to  work 
the  marking  telegraph  above  described. 

An  "  automaton  repeater,"  to  further  facilitate  the  working  of 
the  above-described  recording  apparatus,  consists  of  a  bar  electro* 
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ma^^et  having  the  similar  poles  of  permanent  magnets  in  prox« 
ixnity  to  its  opposite  poles.  On  the  passage  of  the  electric  current 
through  the  coils  of  the  dectro-magnet,  it  attracts  one  of  the 
mmilar  poles  and  repels  the  other,  the  poles  (or  terminations)  to 
the  permanent  magnets  bdng  moveable  on  centres  for  that  pur« 
pose.  Thusy  by  the  contacts  made  respectively  by  the  ''pendant 
"  poles,"  the  circuit  proceeding  round  the  bar  electro-magnet  may 
bring  into  action  other  circuits  or  instruments. 

2nd.  Constructing  ''electric  telegraph  insulators  with  tubes  of 
glass  or  other  material  arranged  concentrically  around  the  core 
from  which  the  electric  conductor  is  suspended,  and  having 
spaces  between  them  so  as  to  form  an  extended  non-conducting 
surface  between  the  point  of  suspension  of  the  conductor  and 
the  connection  of  the  insulator  with  its  support."  Examples 
are  described  and  shown,  in  which  the  tubes  are  of  the  same  length, 
and  of  various  lengths ;  in  some,  the  suspending  hooks  also  serve 
to  fiftsten  the  insulator  to  the  post,  and  in  others,  they  merely  enter 
the  insulator. 


•« 
<« 


A  "Disclaimer  and  Memorandum  of  Alteration"  was  filed  in 
the  Great  Seal  Patent  0£Sce,  on  the  27th  April  1854,  by  the 
Patentee. 

The  following  alterations  of  the  above^escribed  Specification 
were  made  :— 

In  reference  to  the  electro-magrnets  actuating  the  tracer  lever, 
the  original  Spedfication  states  that  "the  coils  composing  the 
"  magnets  are  connected  in  pairs."  This  sentence  should  be, 
"  the  cores  composing,"  &c. 

In  reference  to  the  same  electro-magnets,  a  sentence  is  intro- 
duced, stating  that  when  used  separately,  they  may  be  worked 
either  by  two  line  wires,  or  by  means  of  a  single  line  wire  and 
auxiliary  current  in  connection  with  the  "  automaton  repeater." 

A  sentence  is  introduced,  stating  that  the  ink  used  on  the  roller, 
over  which  the  paper  passes,  should  not  adhere  to  the  paper 
without  pressure. 

Paragraphs  are  also  introduced  and  sentences  altered,  so  as  to 
show  that  the  lateral  movement  of  the  pointer  is  not  dependent 
upon  the  reversal  of  the  current  through  the  electro-magnet's  coil, 
but  upon  a  different  pair  of  magnets  being  brought  into  action. 
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The  acting  on  the  keyboard  by  magnets  is  disclaimed. 
Alterationa  an  made  in«the  description  of  the  ''automaton 
repeater,"   tending  more  clearly  to  show  how  the  moreable 
terminations  *'  complete  the  dicuit  of  a  local  battery;  and  that 

the  local  or  second  circuit  is  distinct  firom  that  exciting  iSb»  bar 

electro-magnet. 
In  reference  to  the  description  of  the  insulators,  the  original 

Specification  states  that  the  principle  of  action  is,  that  the  length 

of  surface  is  increased  "  between  tiie  point  of  suspension  and  the 
outside  of  the  conduetor,'*  instead  of  ''between  tiie  point  ot 
suspension  and  the  outside  of  the  inguUUor  /'  the  poet  to  which 

the  insulator  is  fixed  is  stated  in  the  alteration  to  be  a  "wooden 

••  post" 
Another  alteration  shows  more  distinctly  that  it  is  i^e  eomUna* 

^toii  of  the  elements  of  the  invention  that  constitute  the  improTO- 

ments. 

[Printed.  U.OKI.] 

A.D.  1853,  January  14.— N«  100. 

VRIES,  John  Hsnrt. — (PrortnonZ  Protection  only.)   "  Improve- 
ments in  obtaining  motive  power,"  which  relate  to : — 

Ist.  "Obtaining  motive  power  from  gases  evolved  in  the 
decomposition  of  water  and  other  matters  in  combination  with 
compressed  air,  tiie  whole  being  diarged  with  electricity  while 
in  the  generator."  To  evolve  the  gases  n^idly.  "muriate  of 
soda"  and  "nitrate  of  potass"  are  combined  with  the  water. 
The  "generator"  used  is  a  cylindrical  vessel,  which  is  half  filled 
with  water  holding  the  above-mentioned  salts  in  solution.  Air  is 
introduced  into  the  generator  by  the  engine  when  in  motion.  The 
gases  are  charged  with  electricity  generated  by  the  Motion  of  two 
metals  moved  by  the  engine,  also  with  "dectridiy  obtained  from 
"  the  earth  or  the  sea  and  atmospheric  electricity." 

2nd.  "An  improved  rotary  engine."  An  "annular  diamber 
is  supported  on  hollow  arms  through  which  tiie  exhaust 
elastic  fluid  escapes  to  that  end  of  the  hollow  shaft  fbnning  the 
exit."  A  tube  is  "  placed  diametrically"  within  the  above-men- 
tioned chamber,  to  which  reciprocating  motion  is  given,  thereby 
forming  valves  at  each  end,  and  regulating  the  admismon  ci 
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elastic  fluid  to  the  annular  chamber.  The  gas  is,  by  this  means, 
admitted  alternately  to  either  half  of  the  engine,  and  rotaij  mo- 
tion  is  thus  produced, 

|Trinted,a^] 


A.D.  1863,  January  17.— N«  110. 

POTTS,  Thomas,  and  COOKINGS,  Jambs  Sbptimus.— "  Im- 
*'  provements  in  the  manfiactuTe  of  tubes,  and  in  the  application 
"  of  tubes  to  certain  purposes,"  consisting  of : — 

Ist.  A  ''mode  of  making  tubes  for  locomotive  boilers." 
2nd.  Making  tubes  so  that  they  may  be  applicable  as  "calico 
*'  printing  rolls." 

3rd.  "The  application  of  hollow  or  tubular  copper  wire  for 
*'  telegraphic  communication."  In  joining  the  lengths  a  short 
outer  tube  is  placed  so  as  to  reach  over  the  joint  equally  on  each 
side ;  necks  are  then  formed  by  means  of  pliers,  on  each  side  of  the 
inner  joint,  thus  making  a  strong  and  firm  connection.  This  part 
of  the  invention  is  stated  to  be  "equally  applicable  to  common 
**  bells,  as  to  electric  or  any  other  telegraphs." 
[Prmted/Sid.] 


A.D.  1853,  January  18.— N<»  119, 

BINKS,  Christopher.— (ProoMuma/  Protectum  oafy.)    "Im- 
"  provements  in  producing  electric  light,"  consisting  of  :-^ 

1st.  Forming  the  electrodes  of  several  points  of  charcoal  or 
other  material.  It  is  preferred  to  have  a  single  rod  of  charcoal 
for  the  "  *  non-consuming '  "  electrode,  and  several  rods  for  the 
*'  *  wasting*  "  electrode. 

2nd.  "Theuse'of%fit/tf  carbon  for  electrodes." 

3rd.  Forming  "carbon  electrodes  by  covering  metal  with  a 
"  coating  of  carbon." 

4th.  Attaching  one  or  both  the  electrodes  to  a  stem  or  stems 
floating  in  a  liquid;  the  stem  is  balanced,  so  that  as  the  carbon 
is  burnt  away  it  rises  out  of  the  liquid,  thus  a4ju8ting  the  distance 
apart  of  the  electrodes. 

5th.  Using  a  rod-  for  one  electrode  and  a  cylinder  or  tube  for 
the  other,  or  using  electrodes  so  that  the  end  of  one  electrode 
pnd  the  nearest  point  of  the  other  generate  the  light. 
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6th.  *'  Using  the  metal  mercury  for  the  electrodes/'  or  mercmy 
falling  upon  charcoal.  The  vaporized  metal  is  condensed,  col- 
lected, and  used  agun. 

7th.  Imparting,  by  any  avulable  motive  power,  a  very  n^id, 
vibrating,  oscillating,  rotary,  or  other  movement  to  one  or  both 
the  electrodes,  so  that  they  may  continally  cross  the  point  of 
maximum  light,  but  stop  short  of  actual  contact. 

8th.  By  any  convenient  means  causing  the  electrodes  to  make 
and  break  contact  so  rapidly  that  an  apparently  continuous  and 
uniform  light  is  obtained* 
[Printed,  4M-] 

A.D.  1853,  January  21.— N«  149. 

EDWARDS,  Eliezbr.— {Proomonal  Protectum  oiUy.)  *'Aii 
improvement  in  the  construction  of  knobs,  handles,  and  other 
articles  of  glass,  earthenware,  and  other  vitreous  and  semi- 

*^  vitreous  substances,  and  in  attaching  the  same  to  doors,  drawers, 

"  and  other  articles." 
This  invention  "  consists  in  making  the  screws  by  which  knobs, 

**  handles,  &c.  of  glass,  earthenware,  or  otiier  vitreous  or  semi- 

"  vitreous  substances  are  attached  to  doors,  drawers,  &o.  in  one 

"  piece  with  and  of  the  same  material  as  that  of  which  the  said 

**  knobs,  handles,  &c.  are  made.'' 
This  invention  is  applicable,  amongst  other  things,  to  **tke  in^ 

"  sulatws  of  electric  teUgrapht*^ 
[Printed,  iH] 

A.D.  1853,  January  22.— N«  169. 

DESVIGNES,  Pbtsr  Hubert,  and  KUKLA,  Francis  Xa- 

viBR. — "  Improvements  in  galvanic  batteries." 
"This  invention  has  for  its  object  the  use  of  metals  in  the 
construction  of  galvanic  batteries  more  highly  electro-negative 
than  gold  or  platina»  and  consists  of  applying  the  metals  tellu- 
rium, chromium,  vanadium,  uranium,  molybdenum,  tungsten, 

*'  wolfram,  columbium,  tantalum,  titanium,  palladium,  rhodium, 
iridium,  osmium,  and  antimony  in  constructing  galvanic  bat- 
teries. Lead  zinc,  tin,  or  other  metals  electro-positive  in 
respect  to  such  metals,  may  be  used  with  such  elec^o-negative 

**  metals." 
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In  canying  the  invention  into  efiPect,  it  is  preferred  to  use  anti« 
xnony  '*  wrought  to  a  smooth  and  fine  surface "  as  the  negative 
plate ;  the  other  elements  may  be,  concentrated  nitric  acid,  so- 
lution of  common  salt,  and  zinc.  Antimoi^,  concentrated  nitric 
acid,  dilute  nitric  acid,  and  lead ;  antimony,  concentrated  hydro- 
chloric acid,  dilute  hydrochloric  acid,  and  zinc;  or  antimony, 
aemi-diluted  sulphuric  acid,  and  zinc,  are  the  other  galvanic 
ciicles  mentioned. 

In  the  preferred  arrangement,  the  antimony  rod  is  placed  in  a 
porous  cell  having  a  "bell-shaped  cover  of  gutta  percha"  im- 
mersed slightly  in  the  fluid  of  the  outer  cell,  ''  so  as  to  prevent 
*'  the  escape  of  nitrous  acid  gas  as  much  as  possible ;"  peroxide 
of  manganese  is  occasionally  placed  in  the  porous  cell ;  and  the 
porous  cell  is  kept  in  its  position  by  a  thin  perforated  plate  of 
guttapercha. 

Alloys  of  antimony  and  of  the  above-named  metals  may  also 
boused. 

[Printed,  Sid.] 

A.D.  1853,  January  26.— N«  185. 

HENLEY,  William  Thomas. — "  Improvements  in  covering, 
"  laying,  and  uniting  wires  and  ropes  for  telegraphic  purposes, 
*'  and  in  the  machinery  employed  therein.'' 

This  invention  relates  to  covering  gutta  percha  insulated  wires 
with  iron  wire  twisted  round  **  as  harp  stringy  an  covered." 

A  irame  supports  horizontal  shafts  or  mandrils,  made  hollow 
for  the  wire  to  pass  through,  canying  &ce  plates,  on  which  are 
fixed  bobbins  for  carrying  the  wire. 

In  one  covering  machine,  two  coatings  of  tarred  yam  are  laid 
on  in  opposite  directions.  The  covered  wire  is  conveyed  away 
from  the  machine  by  a  "  drawing  pulley,"  actuated  by  a  screw 
working  into  a  screw  wheel  on  its  axis. 

In  a  second  machine,  for  laying  two  coatings  in  opposite  di- 
rections, motion  is  conveyed  to  the  "  drawing  pulley "  by  bevil 
and  spur  gear.  In  both  these  machines  the  insulated  wires  are 
laid  parallel. 

In  a  third  machine,  bobbins  containing  tiie  insulated  wire  are 
mounted  on  a  face  plate;  thus  giving  it  a  twist  ''for  making  the 
"  ordinary  telegraph  wire  rope." 

For  subtenanean  wires,  tiie  helical  covering  of  wire  has  a  very 
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short  pitch ;  but  for  submarine  wires  (where  great  lateral  strength 
if  required),  it  has  a  yery  long  pitch* 

A  Drawing  refened  to,  showing  drums  from  which  the  wire  is 
unwound  before  covering,  and  on  to  which  it  is  wound  afler 
covering,  is  imperfect. 

Another  improvement  consists  in  making  submarine  cables  in 
short  lengths,  connected  together  hj  iron  clamps  bolted  together 
or  by  screw  joints. 

In  laying  telegraphic  wires,  a  truck  {**  drawn  by  horses  "),  carry- 
ing the  wire  drum  on  transverse  spindles,  is  used,  and  arrange- 
ments of  wheels  and  pulleys  guide  the  wires  into  the  trench. 

It  is  proposed  to  lay  down  the  helically-covered  wire  at  ouoe  in 
the  trench,  without  a  trough  or  pipe,  and  to  cut  the  treucli  and 
deposit  the  wires  by  means  of  a  blade.  The  blade  is  to  be  pro- 
pelled by  means  of  a  chain  attached  to  a  revolving  drum  of  a 
fixed  steam-engine;  the  engine  b,  however,  portable  when  not 
used  for  propelling  the  blade.  This  method  is  only  used  in  the 
country. 

An  air-tight  cast-iron  testing  box  is  used,  the  lid  being  bolted  to 
the  box  with  a  vulcanized  India-rubber  washer  between.    The 
wires  are  covered  with  gutta  percha,  which  is  opened  at  the  time 
of  testing,  and  afterwards  dosed. 
[Printed.  Uid.] 

A.D.  1853,  January  26.— N«  191. 

SIEVIER,  Robert  William,  and  WAITHMAN,  Robkbt 
William. — {Provisional  Protection  only,)  "  Improvements  in 
"  bleaching  animal  and  vegetable  fibrous  materials." 

The  improvements  consist  of  the  application  of  "  the  acetates, 
''  muriates,  and  sulphates,  or  the  salts  of  metals,"  "  to  the 
*^  matters,  which  are  afterwards  to  be  treated  with  chlorine  or 
chlorides,"  then  "  they  are  treated  with  sulphurous  acid  gas,  or 
sulphuric,  nitric,  or  muriatic  add;"  these  materials  apply  to 
vegetable  fibrous  matters. 

"  For  the  bleaching  of  animal  fibrous  materials  (such  as  wooU 
"  hair,  &c.),"  '*  ammonia  or  other  alkaline  substance"  is  em- 
ployed "  for  extracting  the  grease ;"  then  the  materials  are  treated 
with  "  oxalates  or  borax,"  afterwards  "with  sulphurous  add  gas, 
"  or  the  adds  aa  above," 
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^'  In  acting  upon  both  the  vegetable  and  animal  substances^  as 
**  above  described,*'  the  process  is  occasionallj  assisted  "  by  the 
'*  MitfdectrieUyr 

[Printed,  aid.] 

A.D.  1863,  Januaiy  26.— N«  199. 

NOLET,  Charles. — {Prowsional  Protection  oniy.)    "Improve* 
**  ments  in  indicating  time." 

*'  This  invention  consists  in  the  application  of  electric  currents 
**  which  are  alternately  broken  and  established  by  a  prime  regu- 
"'  lating  timekeeper,  for  the  actuating  of  any  number  of  separate 
*'  timekeepers.'' 

"  This  is  effected  in  the  following  manner : — ^A  battery  is  placed 
"  in  connection  with  a  regulating  dock  or  chronometer,  and  the 
**  current  passes  through  it  to  a  series  of  other  time  indicators  by 
wires  laid  down  for  the  purpose."  "  The  mechanism  for  actuating 
the  hands  of  the  various  time  indicators  consists  simply  of  the 
ordinary  dial  wheels  of  a  clock  for  giving  the  two  speeds  re- 
quired for  the  hour  and  minute  hand,  and  a  ratchet  wheel  and 
palls.    The  palls  are  fitted  to  a  plate,  on  one  end  of  a  vertical 
vibrating  lever,  which  works  on  a  fixed  centre  at  its  lower 
extremity.    This  lever  forms  an  armature  to  an  electric  magnet, 
and  is  attached"  [attracted?]  "thereto  whenever  the  current  is 
**  established,  and  drawn  back  again  by  a  spring  when  the  current 
is  broken;  thus  as  the  current  is  being  constantiy  established 
and  broken  at  all  the  different  clocks  by  any  simple  contrivance 
**  in  the  main  or  prime  regulating  dock,  it  follows  that  all  the 
**  different  armatures  will  be  caused  to  vibrate  simultaneously. 
''  This  vibration  gives  motion  to  the  ratchet  wheel  in  each  indi- 
**  cator;"  the  ratchet  whed  is  thus  "moved  forward  one  tooth  for 
**  every  forward,  and  another  tooth  for  eveiy  back  movement  of 
"  the  armature."    Two  detents  "  take  into  the  ratchet  whed  after 
**  eveiy  movement." 
[Printed,  9id.3 

A.D.  1863,  January  29.-N»  229. 

"WHISHAW,  Francis.— "An  improved  lock  or  system  of  locks." 
This  invention  consists  in  locking  the  locks  of  doors,  &c.,  by 
means  of  deetn>-magnetism.  An  dectro-magnet  on  the  jamb 
fhune  of  a  door,  on  being  exdted,  becomes  attadied  to  a  soft  iron 
plate  let  flush  into  the  inside  of  the  door. 
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The  bolt  of  an  ordinaij  lock,  or  an  ordinaiy  bolt,  maj  be  used 
as  the  keeper  plate ;  in  this  case  the  bolt  will  be  unable  to  be 
withdrawn  (having  been  shot  forward)  until  the  current  ceases. 
[Printed,  Sfi.] 

A.D.  1853,  January  29.— N»  231. 

BROOMAN,  Richard  Archibald  (a  communicatum), — ^"Im- 
"  prorements  in  diving  bells^  and  apparatus  to  be  used  in  con- 
'*  nection  therewith." 

This  invention  is  applicable  to  '*  laying  pipe  or  "  [electric  FJ 
"  telegraph  wire." 

The  following  points  are  observable  in  respect  to  the  apparatus : — 

Tbe  diving  chamber  is  connected  with  a  reservoir  of  compressed 
air  (which  floats  on  the  surface  of  the  water)  by  means  of  a  hollow- 
shafted  windlass  and  flexible  tube. 

A  series  of  tanks  are  in  the  diving  chamber,  connected  by  air 
and  water  pipes,  so  that  they  may  be  filled  with  either  element  at 
the  will  of  the  operator.  By  this  means  the  depth  of  the  appa- 
ratus below  the  surface  may  be  adjusted  or  altered. 

Tbe  traversing  motion  along  the  bottom  is  obtained  by  means 
of  an  anchor  and  *^  propelling  rudder.*'  A  cable,  passing  over  a 
traversing  sheave  into  the  chamber,  connects  the  apparatus  with 
the  anchor;  the  ''propeller  rudder"  consists  of  a  screw  mounted 
on  an  universal  joint. 

A  second  chamber  may  be  placed  "  below  the  lower  opening  " 
of  the  diving  chamber,  "to  act  as  a  moveable  coffer  dam; "  in 
operating  with  this  attachment,  "  the  lower  edges  of  the  chamber 
"  are  forced  down  into  the  sand  at  the  bottom."  The  interior 
space  may  then  be  excavated,  and  telegraph  wire  laid,  or  other 
work  done.  "The  diving  chamber  is  then  raised,  and  the  coffier 
dam  advanced  to  the  next  step,"  &c. 

In  laying  telegraph  wire,  the  ends  of  the  coffer  dam  may  be 
removed,  and  the  sides  allowed  to  fall  in ;  the  sand  thus  fills  up 
the  trench,  and  the  wire  is  below  the  reach  of  anchors. 

[Printed,  S|<i.] 

A.D.  1863,  January  29.— N*  234. 

HEWITSON,  William  Watson.— "  Improvements  in  sua- 
"  pending  or  applying  mariners  compasses  in  vessels  biult  of 
"  iron  or  partly  of  iron," 
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Hiis  invention  consists  of  suspending  the  mariners*  com- 
pass in  such  a  position  that  it  will  be  at  or  near  the  "neutral 
*'  axis  of  that  portion  of  iron  which  forms  part  of  the  ship, 
"  and  which  portion  is  cut  by  a  vertical  line  passing  through 
*'  the  binnacle  or  compass;  and  at  right  angles  to  the  keel."  By 
this  improvement^  when  the  vessel  is  laid  over  on  either  side,  it 
does  not  affect  the  compass  needle,  as  the  influence  of  the  iron 
over  it  is  equal  in  every  direction. 

"  For  this  purpose  the  compass  is  placed  so  low  in  the  vessel  as 
"  to  be  at  the  neutral  axis ;  and  in  order  that  the  man  at  the 
wheel  may  see  the  card  of  the  compass,  a  conical  funnel  is 
carried  up  through  the  deck  or  decks,  having  an  eye-piece  at  its 
upper  end  "  to  exclude  water,  and  to  enable  the  man  at  the 
wheel  "to  look  down  and  see  the  card  without  leaving  his 
"  place." 

There  is  also  a  lamp  (with  reflectors)  constantly  burning  near 
the  compass." 

[Printed,  Bid.] 


A.D.  1863,  February  4.— N«  303. 

PRICE,  David  Lloyd.— {Provmono/  Protection  only,)  "  Im- 
**  provements  in  signalling  by  electricity  on  railway  trains  and 
''  railways,  and  in  the  appliances  used  therein,^'  consisting  of: — 

Various  means  of  establishing  electric  connection  between  the 
oaxriages  of  railway  trains.  Metallic  tape  reels  have  their  cases 
fixed  to  the  ends  of  the  carriages,  and  in  metallic  connection  with 
the  circuit  wires ;  a  coiled  spring  keeps  a  permanent  tension  on  the 
points  of  contact.  These  points  of  contact  consist  of  a  pin  with  a 
loose  cross-piece,  which  is  slipped  within  a  tube  socket ;  or  a  *'  nib" 
or  button,  which  enters  a  hole ;  or  helical  springs,  with  spring 
map ;  or  binding  screws,  or  union  joints  with  resilient  appliances. 
Another  form  of  connection  consists  of  a  metal  rod  with  collars  at 
one  end,  which  drop  into  a  metal  groove  on  one  carriage,  the  rod 
sliding  in  another  groove  on  the  other  carriage ;  a  spring  clasping- 
piece  presses  on  the  rod.  In  another  method  ''auxiliary"  metal 
buffers  are  used.  The  ordinary  buffers  with  metal  faces  may  also 
be  used. 

Alarum  or  signal  apparatus.  The  engine  gives  constant  motion 
to  a  leveri  whichi  as  soon  as  an  ekctro^magnet  is  excited^  worki 
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au  alarum  or  signal.  The  bell  or  souuding  apparatus  consists  of 
a  centrifugal  beU  hammer^  which  carries  a  weight  iree  to  slide  on 
the  arm ;  the  hammer  revolves  by  means  of  a  coiled  spring  ^en 
released  by  the  passage  of  the  electric  current. 

Method  of  communicating  between  the  guard  and  engine-driver. 
By  means  of  two  lines  of  communication,  two  galvanic  batteries, 
and  two  alarums,  the  piusengers  are  enabled  to  signal  the  guard 
at  the  same  time  as  the  guard  signals  the  driver. 

Giving  notice  of  the  approach  of  a  train  to  a  station.  The 
electric  circuit  is  completed  by  a  lever  acted  upon  by  the  train. 

[Printed,  4|<l.] 

A.D.  1853,  February  8.— N«  338. 

ALLAN,  Thomas. — ^''Improvements   in   protecting   telegraph 

"  wires." 
This  invention  consists  of  the  protecting  of  insulated  electric 

telegraph  wires,  "by  means  of  iron  wires  so  formed  into  a 
rope  around  a  central  iron  wire  core,  as  to  leave  spaces  between 
the  spiral"  [helical?]  "  twists  of  such  wires  roimd  the  core  for 
the  reception  of  the  insulated  telegraph  wires  with  or  without 

"  smaller  wures,  or  bands  of  metal  exterior  thereto.^* 
In  the  Provisional  Specification  it  is  also  set  forth  as  follows : — 

"  Another  mode  consistB  in  forming  tiie  longitudinal  wires  into 
links,  of  a  yard  long  or  thereabouts,  which  are  to  be  linked  to  a 
pur  of  semicircular  cross  pieces  of  iron,  between  which  a 
hempen  rope  oontMning  the  insulated  conducton  ia  made  to 

*'  pass." 

[Printod,  4id] 

A.D.  1853,  February  8.— N*  339. 

ALLAN,  Thoiias.— "  Improvements  in  galvanic  batteries." 

In  a  batteiy  of  silver  and  zinc,  "  the  xino  plate  is  placed  in  a 
**  grooved  firame  of  gutta  percha  or  other  suitable  material;" 
mercury  is  placed  in  the  grooveyby  ^Hudi  means  the  plate  ia  alwi^ 
le-amalgamating  itself. 

The  silver  plate  is  bent- round  the  zinc  plate  sideways,  oppo- 
sing both  of  its  sides ;  thus  permitting  an  easy  evolution  of  the 
gases. 
**  Similar  arrangements  may  be  applied  to  other  batteries." 
[Printed.  «|A3 
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A.D.  1853,  February  16.— N«  401. 

CUTLER,  Job. — "  Improvements  in  the  manufacture  of  spoons 
*'  and  forks,  and  other  similar  articles  for  domestic  use,"  which 
maj  be  coated  with  '*  tin  or  zinc  or  other  metal "  "hj  precipitation 
**  by  the  aid  of  a  battery  or  electric  machine/'  or  they  may  be 
electro-plated. 

In  manufacturing  the  above-named  articles  of  cast  iron,  iron 
*'  blanks"  are  formed  either  by  casting  from,  impressions  of 
original  dies,  or  they  are  cast  without  a  device,  annealed,  cleaned, 
and  stamped.  They  are  then  annealed  in  a  muffle  with  ''  char- 
'*  coal,  coke  dust,  and  Cumberland  ore,"  pickled,  washed,  dried, 
stamped  or  planished  in  another  die,  filed,  smoothed,  and  (if  spoons) 
bowled  and  set.  They  are  then  coated  with  one  or  more  metals- 
either  by  dipping  in  melted  metal  (which  is  preferred),  or  "  by  pre- 
'*  cipitation  by  the  aid  of  a  battery  or  electric  machine."  If  required 
to  remain  a  tinned  article  only,  it  is  finished  by  re-stamping,  bur- 
nishing, and  (if  necessary^  "  boiling." 

**  Wrought  iron  articles  of  this  kind  for  coating  with  metals," 
may  be  made  by  cutting  a  roUed  piece  of  sheet  iron  into  strips, 
which  are  again  "  cross  rolled  "  to  form  the  bowl  (if  for  spoons). 
The  strip  or  blank  is  then  cut  out,  by  means  of  a  press,  to  the 
required  shape,  annealed,  pickled,  scoured,  cleansed,  washed,  dried, 
stamped,  and  coated  with  metal  or  electro-plated. 

Articles  of  German  silver  may  be  cast  in  moulds  firom  patterns 
as  above  described. 

The  Complete  Specification  also  states  as  follows : — 

Iron  spoons  may  also  be  enamelled  or  glazed  over  as  other 
articles  of  domestic  use  are  glazed. 

A  method  is  described  in  this  Specification  of  ^'setting  or 
**  bending  "  spoons^  forks,  &c.,  by  means  of  suitable  dies. 

[Printed,  6|d.3 

A.D.  1853,  February  16.~N«  405. 

DAY,  J ony.— {Provisional  Protection  only,)  "  Improvements 
"  in  apparatus  for  holding  and  protecting  insulated  telegraphic 
**  wires." 

The  insulated  wire  is  placed  in  a  rolled  trough  of  thin  wrought 
iron  of  a  '^ semi-circular*'  or  any  other  shape.  Another  similar 
•haped  trough  is  placed  over  the  under  trough,  and  ''forms  a 
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"  tube  or  cover.'*  The  top  and  bottom  parte  are  kept  together  by 

rings  slipped  orer  them  at  convenient  distances,  or  they  may  be 

tied  together  with  wires. 
[Printed.  SUJ 
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A.D.  1863,  February  23.— N«  458. 

PLANT,  Rbubbn. — *'  Improvemente  in  safety  lamps.' 

Instead  of  employing  ''  the  wire  gause  in  the  dark  state,"  which 
**  materially  interferes  in  transmitting  the  light,"  it  is  coated 
"  with  silver,  tin,  or  other  white  metal "  "  by  electrotype." 

The  Complete  ^)edfication  sete  forth  a  safety  lamp  of  the 
ordinary  construction  with  the  above  improvement,  and  with  a 
glass  chimney  contracted  just  above  the  centre  of  the  flame,  and 
''  spread  out  at  ite  upper  end  so  as  to  fit  within  the  cylinder  of 
"  wire  gauze." 
[Printed,  4l<i.] 

A.D.  1853,  March  1.— N»  516. 

BOLTON,  RoBBRT  Lbwin. — "  A  new  mode  of  obtaining  and 

"  using  power  by  explosion  of  gases." 

IVo  or  more  gases  are  introduced  into  a  cylinder  or  other 

receptacle,  and,  after  the  valves  are  closed,  exploded ;  thus  an 

expansive  force  is  first  generated,  which  is  inunediately  followed 

by  a  reading  force  from  the  vacuum  or  partial  vacuum  created 

in  the  cylinder.    It  is  preferred  to  explode  the  gases  by  means  of 

*'  a  spark  or  sparks  of  electricity  or  galvanism."    If  hydrogen 

is  used  in  conjunction  with  air   the  explosive  power  only  is 

used;  but  if  oxygen  and  hydrogen  (supplied  in  tiie  proportions 

forming  water)  are  used,  the  acting  and  reacting  forces  are  botii 

available. 

[Printed,  3|(i.] 

A.D.  1853,  March  7.— N«  665. 
MAPPLE,  Hbnry.— (ProptMoita/  Protection   only,)     '« Certun 
**  improvemente  in  electric  telegraphs,  and  apparatus  connected 
•*  therewith,"  consisting  of : — 

1st.  "  Using  a  thread  or  threads  of  silk,  or  some  similar  material, 
*'  in  lieu  of  pivots,  for  the  support  of  the  shaft  which  carries  the 
"  magnet  and  pointer  now  ordinarily  in  use  in  electric  telegraph 
*'  needle  instrumente,  such  thread  or  threads  to  be  kept  strained 
^  suffioienay  tight  to  support  the  said  magnet  and  pointer  in  ather 
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a  horizontal  or  other  position,  by  means  of  a  spring  or  weight 
acting  to  keep  the  said  thread  or  threads  strained,  the  object  of 
such  arrangement  being  to  lessen  the  friction,  and  to  prevent 
*•  vibration  in  the  needle." 

2nd.  "  An  improved  plan  for  removing  the  stop  of  an  electric 
"  telegraph  alarum,  or  other  apparatus,  (the  train  of  which  requires 
"  to  be  released  and  set  in  motion  by  the  action  of  electricity,)  by 
"  using  the  attraction  of  a  permanent  magnet  or  sucking  coil  for 
*•  that  purpose.** 

A  ''  sucking  coil  *'  (or  hollow  electro-magnetic  coil),  by  attracting 
the  magnetic  arm  of  a  lever,  brings  the  opposite  arm  within  the 
sphere  of  attraction  of  a  second  "  sucking  coil  **  or  electro-magnet; 
and  in  moving  towards  it,  a  pin  on  the  lever  arm  releases  a  bent 
detent  lever  by  pressing  against  its  inclined  end, 

[Printed,  4i<l.] 

A.D.  1853,  March  7.-No  670. 

WATSON,  Joseph  John  William. — **  Improvements  in  illu* 
**  minating  apparatus,  and  in  the  production  of  light.'* 

A  lamp  is  described  and  shown,  in  which  the  mixed  gases  from 
the  decomposition  of  water  (by  galvanic  agency)  are  caused  to 
impinge  against  an  incombustible  body,  and  then  are  ignited. 

A  close  vessel  in  the  base  of  the  lamp  contains  dilute  acid  and 
platinum  decomposing  plates,  and  carries  a  platinum  jet  or  nozzle, 
directed  against  a  cylinder  of  spongy  platinum  or  other  suitable 
incombustible  substance.  Motion  is  given  to  the  incombustible 
cylinder  (by  means  of  a  clockwork  tntin)  roimd  its  aads,  and 
ascending  and  descending ;  this  latter  motion  is  given  by  a  groove 
in  the  form  of  a  right  and  left  handed  screw,  cut  on  the  cylindrical 
support,  into  which  a  fixed  pin  works.  A  propelling  motion 
towards  the  gas  jet  is  also  given  to  the  incombustible  cylinder,  by 
the  screwed  cylinder  (each  time  it  descends)  actuating  a  lever  and 
catch  working  into  a  ratchet. 

When  the  lamp  is  charged  with  dilute  add  by  means  of  a 
'*  fountain  reservoir,''  and  the  electric  current  allowed  to  decom- 
pose the  water  so  as  to  produce  a  considerable  pressure  of  gas  in 
the  vessel,  the  gas  is  allowed  to  impinge  on  the  incombustible 
cylinder;  on  igniting  the  gas  (or  united  gases),  the  cylinder 
becomes  incandescent  and  gives  a  brilliant  light. 

X 
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The  following  points  aie  also  observable : — 

The  '*  radiating  medium  "  is  preferred  to  be  made  of  a  mixture 
of  lime>  graphite,  and  pipe  clay. 

The  light  from  the  radiating  body  may  be  increased  *'  by  sui^ 
"  romuUng  it  with  a  coil  of  fine  platina  wire." 

If  the  incombustible  cylinders  are  composed  of  spongy  platinum* 
steeped  "  in  nitrate  of  strontian  or  other  substances  used  for  pyro- 
'*  technic  displays/'  colored  light  may  be  produced. 

To  arrest  farther  production  of  the  gases  when  the  water  is  too 
low  in  the  gas-generating  chamber,  a  metallic  float  makes  connec- 
tion between  the  decomposing  plates. 

To  generate  the  mixed  gases  for  this  lamp,  it  is  prefened  to  use 
the  "  chromatic  battery  "  (See  N«  596, 1862). 

In  the  Provisional  Specification  the  following  statements  are 
made: — 

A  galvanic  or  electric  current  may  be  used  to  render  the  coil  of 
fine  platinum  wire  surrounding  the  radiating  cylinder  incandescent. 
The  same  current  may  also  be  used  to  generate  the  gases. 

"  An  electric  light,  by  whatever  means  produced,"  may  be  com- 
bined '^with  an  ordinary  source  of  illumination,  in  the  same 

"  burner." 
[Printed.  5iJ.] 

A.D.  1863,  March  7.— N«  676. 

CAROSIO,  AuousTiMp. — "A  hydro-dynamic  battery,  or  new  or 
*'  improved  electro-magnetic  apparatus,  which,  with  its  products, 
**  are  applicable  to  the  production  of  motive  power,  of  light,  and 
"  of  heat." 

This  invention  "  consists  in  apparatus  or  machinery  for  deoom- 
"  posing  water  or  other  suitable  liquid  by  means  of  electricity, 
*'  obtained  from  an  electrical  apparatus  constructed  on  the  prin- 
"  ciple  of  that  known  as  *  Grove's  gas  battery,'  or  of  a  battery 
'*  similar  thereto,  and  in  employing  separately  the  gases  so 
'*  obtained  for  the  production  of  motive  power  by  their  elastic 
"  force,  and  afterwards  in  recombining  such  gases  in  the  gas 
'*  battery  to  form  the  liquid  from  which  such  gases  were  originally 
"  produced;  and  in  wliich  recombination  a  current  of  electricity 
"  is  generated  for  decomposing  the  water  or  other  liquid  em- 
"  ployed." 

In  a  ''paper"  in  explanation  of  the  Provisional  Spedfication, 
the  battezy  is  called  the  "combinatory'  the  cells  for  the  deoompo- 
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sition  of  water,  the  ''regenerator ;''  and  a  "  multiplier  "  is  described, 
which  receives  the  gases,  regulates  and  equalizes  their  pressure, 
and  transmits  them  to  separate  piston  and  cylinder  engines  to  pro- 
duce motive  power. 

A  "ludfer  oombinator''  or  battery  is  described,  in  which  an 
electric  current  is  obtained  from  the  combustion  of  the  gases. 

'^  In  order  to  supply  any  deficiency  in  the  quantity  of  gas," 
"  a  magneto-electrical  machine,  driven  by  the  engines,  may  be 
"  applied  to  decompose  water,"  ''  and  thus  obtain  a  supply  of  the 
**  required  gases." 
[Printed,  l«.8i<i] 

A.D.  1863,  March  12.— N«  631. 

MURDOCH,  James  (a  communication), — ''An    improved  con- 
struction of  portable  voltaic  batteries." 

This  invention  refers  to  " '  chain  batteries,' "  and  consists  "  in 
forming  each  link  of  two  bent  strips  of  dissimilar  metals,  say 
copper  and  zinc,  applied  to  opposite  sides  of  a  cylinder,  or  a 
quadrilateral  piece  of  soft  wood  or  other  suitable  porous  ma- 
terial, and  the  bent  portion  of  the  metals  projecting  at  opposite 
ends  of  the  porous  material  sufficiently  to  allow  the  copper 
strip  of  one  link  to  pass  through  the  zinc  strip  of  the  next  link, 
so  as  to  connect  one  link  with  another  without  any  intermediate 
connection,  as  rings,  hinges,  &c.*'     The  metallic  strips  are 

attached  to  the  porous  material  "  by  pinning."     In  one  instance 

the  edges  of  the  strips  are  serrated. 

The  Drawing  left  with  the  Provisional  Specification  shows  a  ring 

apparently  attached  to  the  bent  portion  of  the  strips,  and  forming 

part  of  the  link  of  the  chain. 
[Printed.  6i<f.] 

A.D.  1863,  March  14.— N^  634. 

STAITE,  William  Edwards. — ^Thia  invention  relates  to  the 
following  improvements  in  electric  light  apparatus  and  galvanic 
batteries. 

An  electric  lamp  is  described  and  shown,  with  the  electrodes 

.vertical,  in  which  "a  spirit  or  water  float"  is  substituted  for  "the 

"  over-balance  weight,"  to  elevate  the  lower  electrode;   as  the 

-iower  electiode  is  conamned  the  float  rises,  thus  keeping  the 

x2 
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distance  between  the  electrodes  proportioned  to  the  battery  power 
when  nsed  in  connection  with  "  the  electro*magnetic  regulator." 
Instead  of  the  ratchet  and  click  used  in  former  lamps  (in  con- 
nection with  the  electro-magnet)  to  raise  the  lower  electrode 
holder,  it  is  preferred  to  use  a  fnction  clip.  A  cylinder  of  glass 
with  a  ventilating  top  plate  is  used,  in  lieu  of  the  closed  glass 
fthade  hitherto  employed. 

Another  lamp  with  the  electrodes  horizontal.  The  moreable 
electrode  is  actuated  by  means  of  cords  passing  over  pullies  con- 
nected to  an  electro-magnet  by  a  friction  dip,  and  to  weights,  one 
of  which  moves  in  a  tube  of  oiL  To  permit  the  cord  to  act  on  the 
electrode,  the  tubular  electrode  holder  is  slotted,  and  an  eye  is 
moveable  through  the  same. 

Carbon  is  prepared  for  electrical  purposes  by  boiling  in  oil  or 
fatty  substances  and  baking. 

Carbon  battery  plates  are  connected  to  metaUic  conductors  by 
casting,  round  the  tops  of  the  plates,  a  '^  jacket  of  lead  slightly 
*'  aUoyed  with  tin/'  The  carbon  plates  are  perforated  with  holes 
previous  to  the  casting,  so  that  the  metal  may  run  therein. 

Using  platinum  wire  gauze,  with  a  *'  jacket "  (as  described  for 
the  carbon  plates),  for  negative  battery  plates. 

A  galvanic  cell.  A  tube  is  attached  to  the  bottom  of  any 
ordinaiy  shaped  cell,  or  made  in  one  piece  with  it ;  a  number  of 
these  oeUs  are  fixed,  side  by  side,  in  a  frame,  so  that  they  can  be 
let  down  or  raised  simultaneously ;  an  outer  vessel  contains  the 
battery  fluid,  and  when  the  cells  are  let  down  so  that  the  flat  ends 
of  the  tubes  rest  on  a  sheet  of  vulcanized  India-rubber  at  the  bottom 
of  the  outer  vessel,  each  cell  is  insulated.  A  ready  means  of 
charging  and  discharging  the  battery  cells  is  thus  afforded. 

"  Lead  aUoyed  with  other  metals  more  positive  than  lead,"  is 
used  as  the  positive  element  in  galvanic  batteries.  Antimony, 
zinc,  or  tin  may  be  used  with  the  lead,  and  the  exciting  solution 
preferred  is  nitric  acid.  The  products  obtained  by  electric  action 
in  conjunction  with  that  of  chemical  re-agents  are : — ^Nitrate  of 
lead ;  carbonate  of  lead  and  oxide  of  tin,  yielding  yellow  pigments 
by  treatment  with  ohromate  of  potash ;  and  nitrate  of  potesh  or 
soda.  These  precipitates  are  cleansed  from  their  add  solutions 
by  washing  in  sieves  with  platinum  wove  wire  gauze  bottomSj 
lined  with  doth. 

A  "  tell-tale/'  to  wan  the  light-keeper  of  im  deetrio  light* 
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house  of  the  condition  of  the  light.  This  m&j  either  be  attached 
to  the  dial-faced  galvanometer  formerly  patented  by  the  Patentee, 
or  used  in  conjunction  with  the  electro-magnet  in  the  lamp.  A 
friction  wheel  and  rod  are  attached  to  the  electro-magnet,  rising 
and  falling  with  the  electrodes,  and  as  long  as  the  intermission 
and  completion  of  the  circuit  is  properly  kept  up,  no  other  indi- 
cation is  made  than  the  ringing  of  a  small  bell  (by  the  release  of 
its  detent)  every  time  the  intermission  takes  place ;  but  as  soon  as 
the  power  of  the  galvanic  current  diminishes  or  ceases,  the  friction 
roller  liberates  the  clockwork  of  a  large  bell  as  well  as  that  of  the 
small  one. 

The  following  Old  Law  Specifications  are  referred  to: — N^ 
11,783,  12,212,  and  12,772. 
[Printed,  »|<l.] 

A.D.  1853,  March  16.— N»  653. 

FANSHAWE,  Hbnry  Richardson. — ^Employing  a  fine  pla- 
tinum wire,  heated  by  galvanic  electricity,  "  as  a  means  of  ignition 
**  to  the  powder  *'  ''  in  fire-arms  in  place  of  the  present  pennuh 
'*  don  cap,  fiint,  or  match." 

The  single-cell  galvanic  battery  is  placed  in  the  stock  of  the 
gun,  which  is  hollowed  out  for  that  purpose.  The  battery  pre- 
ferred is  composed  of  platinised  silver,  amalgamated  sine,  and 
dilute  sulphuric  acid.  In  field-pieoes  and  pieces  of  ordnance,  a 
convenient  receptacle  is  provided  for  the  battery  in  the  carriage. 

Instead  of  a  lock,  a  '*  firing  tube  or  needle  '*  is  used.  This  pro- 
ceeds through  an  aperture  in  the  end  of  the  breech  of  the  banrel* 
and  has  a  flange  to  enable  the  trigger  to  force  it  into  the  charge 
or  cartridge,  and  bring  its  projecting  wire  into  connection  with 
the  battery  pole.  Various  modifications  of  the  "  firing  tube  or 
"  needle"  are  set  forth ;  when  the  platinum  wire  is  fixed  in  the 
cartridge,  a  needle  (insulated  from  the  gun  barrel)  is  used  to 
complete  the  circuit ;  when  the  firing  tube  carries  the  platinum 
wire,  it  consists  of  a  wire  proceeding  through  a  tube,  but  insulated 
from  it  A  helical  spring  keeps  the  firing  tube  against  the  trig« 
ger  arm,  and  prevents  battery  connection  bebag  made,  except  when 
firing  the  piece. 

The  barrel  of  the  gun  is  in  all  cases  connected  to  one  battery  pole. 

It  is  preferred  to  use  this  invention  with  breech-loading  guns, 
CP  Tinted,  10i<f.l 


1 


« 
<c 


326  ELECTRICITY  AND  MAGNETISM^ 

A.D.  1863,  Mawh  18,— N**  665. 

CAMERON,  Paui«. — "  Improvements  in  marine  and  Buireyiiig 
"  compaases." 

In  the  compass  described  and  shown,  thefoUowing  ''improved 
"  arrangements  "  are  made : — 

To  compensate  for  the  vibrating  motion  of  the  compass  card,  a 
ball  of  lead  or  iron  is  attached  by  means  of  a  short  brass  rod  and 
'*  ball  or  universal  joint,"  to  the  bottom  of  the  compass  box. 

In  connection  with  this  compass  a  fixed  card  may  be  used, 
having  a  needle  suspended  over  it.  One  half  of  the  compass  card 
is  divided  into  a  series  of  triangles,  and  the  edge  of  the  needle  is 
suitably  graduated,  "  so  that  as  the  needle  works  round  over  the 

triangles,  the  mariner  may  at  once  see  his  course  by  comparing 

the  difference  between  his  latitude  at  any  given  time  and  that  of 

his  original  point  of  departure  with  the  actual  distance  which 
*'  his  ship  has  run :  similarly  the  surveyor  ashore  can  thus  easily 
*'  ascertain  the  distance  between  two  points/' 

''The  mariner's  compass  needle  "  "  is  suspended  from  its  centre 
*'  in  the  ordinary  manner."  A  small  vertical  stile  is  fixed  to  it 
over  its  centre  of  motion ;  by  comparing  the  position  of  its  shadow 
with  certain  "  dial  tables,"  the  variation  and  deviation  of  the  com- 
pass is  at  once  ascertained.  "  If  the  sun  or  stars  are  not  visible, 
"  the  variation  and  deviation  may  be  found  by  placing  an  artificial 
"  light  on  the  azimuth  ring,"  "to  correspond  with  the  anange- 
"  ment  of  the  tables." 

The  azimuth  circle  of  this  compass  is  exterior  to  the  gimbsl 
rings,  and  supports  them.  It  has  a  screw  thread  cut  round  it,  into 
which  a  fixed  tangent  screw  works.  By  this  means  the  azimuth 
of  objects  is  ascertained.  To  the  nortii  and  south  poles  of  the 
azimuth  circle  are  attached  studs  for  holding  a  telescope  or  gra- 
duated "telescopic  quadrant"  and  "base;"  also  a  vertical  gra- 
duated brass  rod,  sliding  on  the  graduated  base,  and  spirit  lerd 
lud  in  taking  altitudes  and  distances. 

A  slip  of  glass  graduated  "  into  degrees  of  the  tangent  '*  is  able 
to  be  attached  by  its  brass  frame  to  the  south  pole  of  the  ring ;  thus 
the  altitude  is  given  upon  the  glass  instead  of  upon  the  "  quadrant," 
when  a  telescope  on  the  other  pole  is  adjusted  to  the  object. 
-  To  rectify  the  copper  correcting  ring  for  the  oscillations,  a  solid 
ring  is  first  taken,  and  fine  copper  wire  wound  on  it  "  until  iiQ 
"  density  Is  sufficient  for  the  purpose," 
CPx1nMl,Si<i3 
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A.D.  1863,  March  22.— N«  700. 

JOHNSON,  John  Hk^iry.  —  {Provisional    Protection    oii/y.) 
"  ImpTOveme&ts  in  the  mode  of  smelting  iron  and  other  ores." 

**  This  invention  consists  in  the  smelting  of  metallic  ores,  particu- 
«<  lariy  iron  ore,  which  hare  been  previonslj  mixed  with  charcoal 
bj  the  application  of  the  electric  light  to  that  purpose.  This  is 
effected  bj  dropping  thejore  or  metal  to  be  melted  between  the 
poles  of  two  large  electrodes,  which  are  connected  in  the  ordi- 
nary manner  with  a  galvanic  battery.  The  electric  light  thus 
produced  melts  ore  as  it  passes  through  it,  and  the  melted 
metal  with  the  slag  faUs  into  a  receiver  below,  where  it  is  kept 
in  a  state  of  fusion  b j  a  suitable  furnace  placed  beneath  it,  the 
difBerent  specific  gravities  of  the  '  slag '  and  melted  metal  keeping 
them  separate  in  the  receiver.  Bj  another  arrangement  the  two 
"  electrodes  are  placed  at  a  slight  angle,  and  the  higher  one  of  the 
''  two  is  made  hollow  and  filled  with  the  ore  to  be  reduced.  This 
"  ore  is  gradually  pushed  forward  as  it  melta  by  a  piston  and  screw 
"  rod  working  within  the  hollow  of  the  electrode.  When  the 
"  whole  has  been  reduced  the  piston  is  withdrawn  and  the  eleo- 
**  tiode  filled  again.  As  the  electrodes  are  consumed,  they  are 
"  caused  to  advance  by  screw  spindles  working  in  fixed  nuts,  and 
"  attached  to  armatures  or  sockets  on  the  ends  of  the  electrodes, 
**  or  by  the  apparatus  a  continuous  supply  of  electrodes  may  be 
**  attained  in  various  other  ways.^* 

[Printed  8|<f. 3 

A.D.  1863,  April  4.— N»  806. 

BURQ,  Antoins. — "  Certain  instruments,  apparatus,  and  articles 
''  for  the  application  of  electro-galvanic  and  magnetic  action  for 
**  medical  purposes.** 
This  invention  is  identically  the  same  as  N®  316  (1862),  which 
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A.D.  1863,  April  12.— N«  881. 

KAYE,  Robert  John,  and  OPENSHAW,  John  Ormrod.— 
An  electro-magnetic  engine,  in  which  rotary  motion  is  given  to  a 
shaft  passing  through  the  centre  of  a  frame  on  which  horseshoe 
tlectro^magnets  are  fixed  radially. 
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The  poles  of  the  electro-magnets  are  arranged  in  tlie  ciicum- 
ferenoe  of  a  circle,  and  the  line  joining  the  poles  of  each  horseshoe 
is  parallel  to  the  central  shaft. 

The  central  shaft  carries  two  discs  or  wheels,  one  on  each  aide 
of  the  magnet  frame,  which  support  armatures  parallel  to  the  shafts 
the  armatures  being  fixed  between  them.  The  armatures  are  thus 
free  to  revolve  nearly  in  contact  with  the  poles  of  the  electro- 
magnets, the  circle  of  armatures  being  concentric  with  the  circle 
of  magnets. 

In  order  to  give  motion  to  the  armatures,  and  thence  to  the 
central  shaft,  a  certain  number  of  magnets  are  magnetized  in 
advance  of  the  armatures ;  various  commutators  for  e£Pecting  this 
object  are  described.    In  one  instance,  springs  (one  to  each  arma- 
ture) move  over  a  fixed  inlaid  disc.    In  a  second  instance,  perma- 
nent magnets  take  the  place  of  the  springs,  and  attract  spring 
armatures  that  make  the  requisite  electrical  connection.    In  a  third 
instance,  fixed  metallic  springs  press  on  a  revolving  metallic  ring, 
except  when  taken  out  of  contact  from  it  by  suitably  placed  raised 
aurfoces  on  a  wheel.    In  a  fourth  instance,  fixed  "  small  levers  " 
complete  the  drcuit  suitably  when  pressed  by  the  teeth  of  a  ratchet 
wheel  on  the  shaft.    The  two  last  instances  are  only  mentioned  in 
the  Provisional  Specification. 

Several  magnet  frames  and  armature  wheels  may  be  mounted  on 
the  same  shaft,  so  as  to  act  simultaneously.  In  this  case  the 
galvanic  current  is  continuous  through  simUarly  placed  magnets 
in  the  various  frames. 

To  reverse  the  engine,  the  inlaid  disc  is  made  slightly  moveable, 
so  as  to  alter  the  side  of  the  keepers  on  which  the  active  electro- 
magnets lie. 

The  speed  of  the  engine  is  governed  by  the  ordinary  oentrifu^ral 
governor  balls  raising  or  depressing  a  rod  carrying  wires  that  pro- 
ject to  various  depths,  and  thus  inunersing  more  or  less  wires  in  a 
vessel  of  mercury  that  completes  the  circuit.  Each  wire  completes 
the  circuit  of  a  certain  number  of  battery  cells ;  the  speed  of  the 
engine  is  thus  kept  uniform  by  admitting  more  or  less  batteiy- 
power  to  it,  according  to  the  work  to  be  done. 

CPrinted,  7W.] 


M 
« 
ft 


THEIR  GENERATION  AND  APPLICATIONS,      329 

A.D.  1863,  April  14.— N«  906. 

DUNCAN,  John  Wallace. — ^The  title  of  this  invention  is  as 
foUows : — "  Certain  new  combinations  of  gutta  percha  with  other 
'*  material,  and  the  method  of  applying  such  for  use." 

The  invention  principally  relates  to  the  preparation  of  a  cement 
and  of  a  waterproof  coating  for  fibrous  materials;  but  in  the 
Complete  Specification  a  description  is  given  of  a  "  machine  for 
applying  cement  for  use  to  unite  together  wire,  gutta  percha, 
or  g^m  madder,  textile  fiibric,  metal  strips  or  bands  in  concen- 
tric layers,  suitably  interposed  to  isolate"  [insulate?]  ''and 
protect  the  wires  and  strip  metal,  in  the  form  of  a  round  manu- 
factured rope,  suitable  for  conducting  electricity  for  telegraph 
*'  purposes." 

The  compound  used  in  this  invention  consists  of  gutta  percha 
and  various  balsams,  with  or  without  shellac  or  other  resinous 
and  bituminous  substances.  To  prepare  it  for  use,  the  various 
substances  are  passed  through  a  "masticator;"  the  masticator 
conasts  of  a  hollow  steam-heated  cylinder,  having  an  axis  working 
in  its  centre  that  carries  helically-disposed  teeth,  whose  action  is 
to  mix  the  materials  and  force  them  towards  the  delivery  orifice 
at  the  same  time. 

To  coat  telegraph  wire,  "  secondary  masticators  "  are  used.  The 
wire  successively  enters  chambers  underneath  the  cylinder  of  the 
machines,  from  which  it  receives  its  various  coatings,  increasing  in 
diameter  as  it  progresses.  The  textile  fabric,  or  sheet  metal,  is 
introduced  into  the  ingress  orifice  by  means  of  a  "cone-pieoe" 
(attached  to  the  orifice),  having  a  segmental  mouth  and  volute 
i^ierture,  that  gradually  contracts  and  curves  the  material  as  it 
approaches  the  wire,  and  thus  encloses  the  wire  in  a  helical  casing 
of  fibrous  or  other  material. 
[Printed.  lli<i.] 

A.D.  1853,  April  19.--N*  944. 

FULLER,  John. — **  Improvements  in  galvanic  batteries.'* 

In  a  copper  and  sine  double-fluid  battery  sulphate  of  copper 
solution  is  used  next  to  the  copper,  and  sulphate  of  sine  solution 
next  the  zinc;  by  this  means  tiie  fluids  employed  do  not  act  on 
the  respective  metals  '*  when  the  circuit  is  not  coupled  up." 

'*  Another  unprovement  consists  in  umng  plumbago,  or  coke  in  a 
**  powdered  state,  in  a  porous  cell,  as  the  pontive "  [negative?] 
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dement  of  fhe  batteiy.''   The  elements  preferred  to  be  used  in 
this  improvement  are  powdered  plumbago  or  coke,  dilute  sulphuic 
addf  and  zine. 
[Printed,  8|<f.] 

A-D.  1863,  April  20.— N«  967. 

HARRIS,  Sir  William  Snow. — ^^'Improvements  in  lightning 
'*  conductors  for  ships  and  vessds.^' 

This  invention  consists  of  '*  constructing  lightning  oonducion 
"  for  ships  and  vessels  in  such  manner  as  to  cause  the  metal 
*'  firom  the  lower  mast  to  pass  outside  of  the  ship/'  "in  place  of 
'*  passing  down  the  lower  masts  and  through  the  bottom  of  the 
"  ship  or  vessel,  as  was  formerly  the  practice." 

Down  to  the  lower  mast  head  the  construction  is  the  same  as 
heretofore ;  but  to  a  plate  fixed  at  the  mast  head,  tubes,  that  pass 
down  the  rigging  to  '*  copper  plates  at  the  side  of  the  ship,"  are 
secured  by  hooks.  To  allow  ibr  ^*  any  lengthening  or  shrinldng 
"  of  the  rigging,"  the  long  tubes  slide  in  short  pieces  of  tubing 
lashed  to  the  rigging,  and  are  connected  thereby.  The  aboTe 
copper  plates  "  are  fixed  at  their  lower  ends  to  the  coppering  of  tiie 
"  bottom  of  the  ship  or  vessel." 
[Printed,  W.] 

A.D.  1863,  April  27.— No  1023. 

REID,  William. — ''  Improvements  in  appamtus  for  testii^  the 
**  insulation  of  electric  telegraph  wires." 

"  This  invention  is  for  testing  electric  telegraph  Tiiies  prepared 
**  fbr  submarine  and  snbtenaneoas  telegraphs  by  exhaustion 
"  and  pressure."  For  this  purpose  the  ooil  of  covered  wire  tB 
placed  in  a  strong  iron  vessel,  from  which  the  air  is  exhausted ; 
"  the  passage  for  water  is  then  opened  in  order  to  fill  the  vessel," 
and  pressure  exerted  by  force  pump  or  other  means.  *^  One  end  of 
"  the  covered  wire  is  conducted  from  the  interior,  through  a 
*^  stuffing  box,  to  the  outside  of  the  vessel ;  the  other  end  of  the 
"  wire  is  to  be  coated  over  and  well  insulated."  A  galvancMneter 
is  then  included  in  a  galvanic  drouit,  with  the  wire  to  be  tested 
and  the  water  in  the  vessel,  when  any  ^'imperfactiona  in  the 
''  covering  will  instantly  be  discovered." 
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A.D.  1853,  April  27.— N«  1026. 

KINGSTON,  JoHK  FiLMORB.— (ProvMtonaZ  Protection  mUy.) 
"  Improvements  in  galyanic  or  voltaic  batteries." 

"  This  invention  consists  of  applying  syphons  to  such  batteries 
''  in  order  to  keep  up  a  constant  supply  of  the  liquid  used,  and  also 
"  constantly  to  remove  a  quantity  of  the  liquid  (which  has  been 
"  acting)  from  the  batteries,  and  thus  to  maintain  a  uniform  state 
"  of  action." 

[Printed,  Sid.] 

A.D.  1863,  May  2,— N»  1067. 

RADUNSKY,  Christian  {a  commvmcatum). — (Provisional  Pro^ 
tectum  only.)  "Certain  improvements  in  electro-voltaic  appa- 
"  latus." 

This  invention  refers  to  chain  batteries,  and  consists  in  the 
following  particulars : — The  links  are  made  flat  and  thin,  by 
which  arrangement  a  large  surface  in  a  small  space  can  be 
obtained,  and  the  chain  is  more  comfortable  to  the  weaier  than 
other  electric  chains.  The  plates  are  connected  together  with 
leather  or  other  porous  but  strong  substance,  and  are  fastened 
to  the  leather  by  metallic  pins.  The  plates  of  the  same  link  "fit 
"  into  each  other,  and  leave  an  equal  space  all  round  their  con- 
"  tours."  Another  construction  of  electric  chain  consists  in 
stringing  the  plates  upon  a  ribbon. 

Various  configurations  of  plates,  mounted  according  to  the 
above-described  methods,  axe  diown  in  the  Drawings. 

CPriiit6d,6idL] 

A.D.  1863,  May  ll.~N«  1166. 

BRETT,  Jacob  (partly  a  comrnvmeatum), — ''Improvements  in 
"  electric  telegraph  apparatus." 

The  force  of  air  or  gas  is  applied  "to  magnetic  or  dectro- 
"  magnetic  telegraphs,  combined  with  magnetie  or  electro-magnetic 
"  appsratus  escapements,  for  the  purpose  of  giving  more  energy 
"  or  force  to  the  movement  of  the  escapements,  with  a  view  to 
'*  the  more  rapid  working  of  such  apparatus." 

In  applying  this  invention  to  the  telegraph  described  in  a  former 
P&tent  (See  K*  10,939,  Old  Law),  the  pallet  lever  of  the  type- 
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whed  escapement  is  actuated  by  the  double-headed  piston  of  a 
small  cylinder,  to  which  air  is  suitably  admitted  from  a  resenroir 
by  a  collar  valve  connected  with  an  electro-magnet. 

The  driving  axis  of  the  air  pump  also  carries  four  pullies, 
connected  by  bands  with  similar  pullies  on  the  axes  of  the  type 
wheel  and  escapement,  of  the  locking  cam,  of  the  excentric  or 
printing  cam,  and  of  the  composing-machine  shaft  respectivelj^y 
thus  moving  these  portions  of  the  telegraphic  apparatus  when 
required. 

The  electro-magnet  working  the  collar  valve  has  a  metal  tube, 
on  which  are  a  series  of  ferrules  in  its  centre.  The  collar  valve  is 
on  one  end  of  the  tube,  and  is  vibrated  by  the  intermittent  current. 
The  vibration  is  caused  by  the  attraction  of  the  ferrules  towards . 
fixed  discs  when  the  electric  current  passes,  and  by  the  reaction 
of  a  peculiarly  mounted  "  tension  spring." 

The  "  tension  spring  "  conusts  of  "  a  fine  steel  wire  stretched 
**  across  an  elliptical  frame,  and  retained  in  a  state  of  tension  *'  by 
a^usting  screws.  A  ''hook  piece"  at  the  top  of  the  tube  is 
attached  to  the  centre  of  the  tension  spring,  which  thereby  keeps 
the  ferrules  in  a  position  to  be  drawn  down  by  the  discs. 

In  another  method,  an  ordinary  train  of  wheels,  similar  to  thai 
described  in  N**  12,054  (Old  Law),  are  adapted  to  the  ur  pistons, 
in  place  of  the  above-mentioned  air  pump  and  bands  and  pullies. 
A  new  mode  of  arresting  and  releasing  the  printing  purt  of  the 
train  by  means  of  an  electro-magnet "  is  as  follows : — ^Whea  the 
electro-magnet  is  included  in  the  circuity  by  means  of  a  ratchet 
wheel  or  drcuit  cam,  it  attracts  a  keeper  fixed  to  the  locking  arm 
of  the  locking  cam,  and  releases  the  printing  train. 

Another  arrangement  is  described  and  shown,  in  whidi  the 
tension  spring  is  applied  to  an  electro-magnet  for  working  the  ^rpe-> 
wheel  escapement.  The  pallet  works  into  two  escapement  wheels, 
and  is  on  the  axis  of  a  lever  that  locks  into  a  ferrule  on  the 
vibrating  armature  rod. 
[Printed,  UlOHf.] 

A.D.  1853,  May  11.— N«  1164. 

BRADBURY,  William,  and  EVANS,  Fbsdsrick  Mullet 
(a  commumcatian), — *'  Improvements  in  taking  impreasionfl  and 
"  producing  printing  surfaces." 
"  This  invention  consists  of  placing  plants  and  other  vegetable 
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"  matters,  insects,  and  other  substances  between  a  surface  of  steel 
"  and  a  surface  of  polished  lead,  and  by  pressure  obtaining  an 
"  impression  on  the  lead,  and  from  such  impression  obtaining 
"  an  electrotype  surfiice  suitable  for  printing." 

The  electrotype  plate  obtained  direct  from  the  lead  is  used  to 
obtain  a  second  electrotype  plate,  which  is  used  as  a  printing 
sur&ce.    The  solution  preferred,  in  both  these  cases  to  deposit  the 
copper  from,  is  one  of  sulphate  of  copper. 
[Printed,  2id.] 

A.D.  1863,  May  20.— N«  1248. 

SCHOLLICK,  Edward  Jones. — "  Improvements  in  obtaining 
"  motive  power.*' 

"  This  invention  consists  of  a  combination  of  apparatus  which 
"  decomposes  water  by  electric  currents  into  its  component 
"  gases,  as  is  well  understood;  such  gases  are  caused  to  be 
'*  passed  into  a  cylinder  within  which  a  piston  works,  and  then 
"  by  a  second  electric  apparatus  electric  currents  cause  the  gases 
"  to  b6  exploded,  and  thus  is  motion  given  to  the  piston  in 
"  one  direction ;  when,  the  valves  and  apparatus  being  reversed  in 
"  their  action,  the  gases  are  admitted  to  the  other  side  of  the 
"  piston  and  there  exploded,  by  which  the  piston  is  moved  in  the 
"  opposite  direction." 

The  pistons,  cylinders,  and  valves  employed  are  similar  to  those 
of  a  steam  engine,  and  are  surrounded  by  the  gas  generating 
vessel.  The  exploding  of  the  gas  in  the  cylinder,  after  the  valves 
have  cut  off  the  supply  thereto,  is  caused  by  the  movement  of  the 
piston  connecting  the  poles  of  the  exploding  battery ;  the  explosion 
of  the  gas  is  "followed  by  vacuity  on  that  side  of  the  piston  or 
"  pistons  '*  at  which  the  exploison  has  taken  place  "  at  the  time 
*'  the  valve  or  valves  will  be  opened  to  admit  gas  to  the  other  side 
"  of  the  piston  or  pistons."  ''A  tube  from  the  end  of  each 
**  cylinder  has  a  valve  opening  outwards,"  by  which  the  water 
Ksnlting  from  the  explosion  "  will  be  driven  back  to  the  vessel 
**  where  the  water  is  decomposed."  A  partition  of  wire  gauze,  in 
the  passage  leading  from  the  vessel  to  the  cylinder  valves,  prevents 
explonons  in  the  generating  vessel. 

[Printed,  SId] 

A.D.  1853,  May  25.— N«  1281. 
BAUER,  WiLLiAM.--(Prootnofia2  Protection  only.)    *•  Improve- 
*'  ments  in  the  construction  of  vessels  to  be  UMd  chiafly  at 
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"  various  depths  under  the  surface  of  water,  and  in  nuM^hinei^ 
"  or   apparatus  connected  therewith  for  propelling    balancing, 

and  steering  the  same,  and  for  canying  on  operations  of  various 

kinds  on  or  under  the  surface  of  the  water,  firom  within,  upon 

objects  without  such  vessels,"  which  improvements  are  applicable 
for  laying  subwuarine  "  lelectric  ?]  '*  tdegraphic  wires  J' 

To  effect  lateral  motion*  a  screw  propeJler  and  rudder  an 
employed ;  vertical  motion  is  effected  by  ballast  and  water  received 
into  or  discharged  from  the  boat ;  fins,  placed  at  any  required 
angle  with  the  horizon,  guide  the  vertical  motions.  "  A  weight 
"  adjustable  in  a  longitudinal  direction  serves  to  depress  the  boat 
"  either  by  the  bow  or  stem." 

For  the  convenience  of  persons  inside  the  boat,  it  is  provided 
irith  windows  and  "flexibto  waterHaght  sleeves."  Fresh  air  is 
drawn  from  above  the  surfoce  of  the  water  and  tiie  foul  tar  driven 
out  by' double-acting  air  pumps  in  connection  with  tubes. 

The  motive  power  is  genen^d  by  means  of  gas  from  the  ignition 
of  a  mixture  of  m^  sulphur,  disrooal,  and  ammonia^  which  does 
not  consume  any  air ;  a  piston  similar  to  tiiat  of  a  steam  engine, 
in  connection  with  the  propeller,  is  worked  by  this  means. 

This  vessel  or  boat  is  called  **  an  '  hyponaut  apparatus.' " 
[Printed,  9|tf.] 

A.D.  1853,  May  28.— N«  1312. 

SMITH,  William. — *'  Certain  improvements  in  the  machinery 
**  for  and  method  of  making  and  laying  down  submarine  and  other 
*'  telegraph  cables,  which  machinery  is  also  applicable  and  is 
«<  claimed  for  the  making  of  ropes  and  cables  generally.'' 

The  usual  plan  is  to  place  the  reels  (carrying  the  protecting  wire 
to  be  wound  round  the  insulated  core)  "  around  a  circle  or  conmion 
^  centre,"  the  centre  of  each  reel  revolving  round,  and  being 
ezcentric  to,  the  common  centre  of  motion  of  the  machine.  This 
invention,  however,  consists  in  placing  the  reels  behind  each  other, 
and  causing  them  to  revolve  on  the  centre  of  motion  of  the 
machine,  which  is  coincident  with  their  own  centres. 

The  wires  composing  the  insulated  core  may  either  be  mounted 
as  the  protecting  wires  are,  or  proceed  through  the  centre  of  the 
reels  and  frames,  made  hollow  for  that  purpose. 

Each  reel  is  mounted  separately,  and  has  motion  eommumeated 
to  it  t>y  spur  gearing  (mojhfiod  by  frietioa  stc^M). 
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F^rames  are  placed  between  each  successive  reel,  which  support 
(by  friction  rollers)  '^  bearing  wheels,"  attached  to  spur  wheels, 
and  having  bearings  for  the  reel  spindles. 

The  wire  proceeds  from  each  reel^  over  a  pulley,  and  through 
suitably  placed  holes  in  the  bearing  wheels  in  front  of  the  reel  in 
question,  till  it  arrives  at  the  first  bearing  frmne,  from  which  all 
the  wires  are  converged  to  a  *'  perforated  cone "  or  "laying  plate," 
whose  aadfl  is  coinddent  with  that  of  the  reels.  From  the  laying 
plate  it  proceeds  (in  the  same  straight  line  with  the  reel  axis)  to 
the  ^  nipper/'  which  ''  receives  the  imited  strands  or  covered  cable 
'*  and  corrects  any  irregularities  therein."  It  then  passes  round 
^  taking  off  rollers,"  over  a  bearing  pulley,  to  the  coU  of  finished 
wire. 

For  the  piu*pose  of  testing  the  insulation  of  the  wire  during  its 
manufiuture,  the  shaft  of  the  drum  canying  the  insulated  wire  of 
the  core  has  several  insulated  metal  rings,  with  one  of  which  the 
end  of  each  insulated  wire  is  in  metallic  connection.  Springs  press- 
ing against  the  rings  are  connected  with  signal  apparatus. 

It  is  proposed  to  apply  the  above-described  arrangement  "  in 
**  the  hull  of  a  ship,"  so  as  to  manufiwture  and  submerge  sub- 
''  marine  and  trana-ooeanic  telegraph  cables"  *'  nmultaneously or 
"  otherwise.'* 
[Priated,  Ul<2.] 

A.D.  1863,  June  2.— N*  1360. 

WHITWORTH,  JosBPH.—"  Improvements  in  machinery  for 
**  perforating  or  punching  paper,  card,  and  other  materials." 

This  invention  is  "  applicable  to  perforating  the  paper  used  in 
"  communicating  intelligence  by  electric  telegraph"  (See  N<* 
11,480,  Old  Law). 

A  mAn}>iyy>  is  described  and  shown,  in  which,  by  depressing  one 
or  more  of  a  number  of  finger  keys,  a  hole  is  punched  in  any 
required  position  through  a  strip  of  paper;  the  paper  is  also 
moved  forward  (by  the  same  action)  the  requisite  distance  to 
nceive  a  fresh  perforation. 

To  perforate  the  paper,  reciprocating  motion  is  communicated 
from  a  constantly  rotating  shaft  to  a  series  of  punch  levers,  an 
excentric  part  of  the  shaft  being  connected  with  the  levers  by 
iiiMiit  of  toggle  joints.  When  a  key  is  d^ressed,  levers  in  con- 
nection with  it  straighten  the   toggle  joint  belonging  to  the 
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coireaponding  punch  lever,  and  bring  the  plane  of  its  action  safB- 
cientlj  low  to  perforate  the  paper  in  a  die  beneath. 

The  paper  is  passed  between  roUers  on  each  side  of  the  die ;  and 
is  traversed  by  means  of  a  clockwork  mechanism,  actuated  bj  a 
weight,  whenever  a  pallet  lever  is  depressed  and  raised  by  the 
corresponding  movement  of  the  finger  key.  The  power  is  com- 
municated from  the  driving  barrel  to  the  lower  pair  of  rollers  on 
which  the  paper  rests,  by  means  of  an  escapement  wheel,  and 
ratchet,  spur,  and  bevU  gear. 

Similar  machineiy  may  be  "  used  for  perforating  the  cards  of 
*'  jacquard  engines.'' 
[Printed,  IOH.3 

A.D.  1853,  June  25.— N«  1551. 

SANDOZ,  Alfred  (a  communication  from  PMUpeHenri  Mattheif 

Doret). — ^*'  A  sobr  watch." 
This  invention    "consists   in   combining  a  compass  witii  a 

"  fixed  ring  or  dial  marked  with  the  hours  of  the  day,  from 

*'  4  a.m.  to  8  p.m.  inclusive,  and  with  an  upright  split  rod 

**  fixed  to  the  dial  opposite  the  north  point  on  the  compass, 
in  which  a  piece  of  silk,  stretched  from  the  opposite  part  oi 
the  dial,  is  capable  of  being  adjusted  according  to  the  quarter 
of  the  globe  in  which  the  instrument  is  used.  The  silk  being 
adjusted,  the  instrument  must  be  held  perfectly  horizontal ;  the 
needle  must  point  due  north,  and  be  exposed  to  the  sun's  raya, 

<*  when  the  shadow  from  the  silk  cord  will  be  cast  upon  a  figure 

"  or  between  two  figures  upon  the  dial,  which  will  give  the  hour 

"  of  the  day." 
This  instrument  ''may  be  applied  to  any  portable  object ; "  the 

Spedfication  and  Drawings  show  it  applied  to  a  walking  stick; 
in  order  to  ensure  the  instrument  being  held  in  a  horizontal 
position,"  a  rod  is  passed  "through  an  aperture  in  the  stick  and 
through  a  piece  of  metal  pipe,"  *'  previously  simk  in  the  body  of 
the  stick.    By  applying  a  finger  and  thumb  to  the  ends  of  the 

"  rod,"  "the  stick  will  be  balanced,  and  the 'dial  will  be  held  in  a 

"  horizontal  position." 

[Printed,  6i<{.] 

A.D.  1853,  June  28.— N«  1562. 

BELLFORD,  Augusts  Edouard  Loradoux  {a 
ffofi).^"  Improvements  in  tttagneto<^ectiic  mftchines.' 
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A  magneio-electrio  madune  is  described  and  sbown^  having  the 
following  peculiarities : — 

Several   cucrents   are  developed   at   the   same  time  whose 

changes  of  direction  take  place  at  successive  intervals^  so 
"  that  only  one  is  broken  at  a  time;"  also  the  "current  dis- 
*'  charger  "  (analogous  to  the  "  pole  changer "  of  ordinary  mag- 
neto-electric machines)  changes  the  poles  exactly  when  the  centres 
of  the  helices  arrive  opposite  the  centres  of  the  poles  of  the  per- 
manent magnets;  by  this  arrangement  the  resulting  electric 
current  is  continuous,  and  the  helices  need  not  revolve  rapidly 
to  produce  an  effective  result. 

The  machine  consists  of  a  vertical  spindle  carrying  a  wooden 
wheel,  to  the  circumfbrence  of  which  the  helices  are  fixed,  their 
axes  being  parallel  to  that  of  the  spindle.  Horseshoe  permanent 
magnets  are  fixed  to  the  frame  carrying  the  spindle,  so  that  the 
helices  may  revolve  between  their  pole  faces.  The  legs  of  the  per- 
manent magnets  an  parallel  to  the  centre  spindle,  round  which 
they  are  fixed,  with  ihe  line  joining  the  opposite  poles  of  each 
horseshoe  radiating  from  the  centre.  The  wheel  carries  a  double 
row  of  helices,  one  between  the  external  poles  of  the  permanent 
magnets,  the  other  between  the  internal  poles;  and  the  helices  in 
each  row  are  so  arranged  that  no  two  helices  are  opposite  the  poles 
of  the  same  magnet  at  the  same  time. 

To  cany  out  the  principle  of  construction  of  the  machine  pro- 
perly, the  number  of  permanent  magnets  in  one  circle  should  be 
four,  or  any  multiple  of  four,  so  as  to  always  bring  two  north 
poles  opposite  each  other,  and  two  south  poles  opposite  each  other ; 
the  poles  should  be  so  arranged  that  in  the  circumference  of  the 
circle  there  may  be  a  north  and  south  pole  alternately. 

It  is  preferred  to  connect  the  coil  terminals  to  the  "current 
"  discharger"  in  three  or  more  series,  each  series  forming  a 
"  minor  current  discharger,"  and  comprising  two  circles  of  inlaid 
plates. 

The  current  discharger  itself  consists  of  inlaid  metal  plates  in  a 
non-conducting  portion  of  the  spindle,  that  make  electric  con- 
nection with  springs  fixed  to  polar  binding  screws.  In  the  case  of 
three  series  there  are  six  circles  of  inlaid  plates,  three  springs  in 
connection  with  one  binding  screw,  and  three  springs  with  the 
other  binding  screw.  Each  minor  current  discharger  is  arranged 
with  every  succeeding  plate  oppositely  connected  with  the  magnet 
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eoils,  in  the  usual  manner  to  produce  a  current  in  one  direction 
from  an  alternating  current ;  to  effect  this,  the  plates  may  either 
be  connected  across  at  the  back^  or  they  may  consist  of  strips 
from  bands  intervening  alternately  in  the  circle  of  contact  ot  the 
springs.  The  peculiarity  of  the  current  discharger  in  this  machine 
is,  that  instead  of  the  breaks  of  the  minor  dischargers  being  in  'a 
line  parallel  to  the  spindle  axis,  they  are  disposed  h^licaUy  round 
1;he  cylinder,  thus  breaking  only  one  of  the  series  of  currents  at 
a  time. 

[Prliited,10ii2.] 

A.D.  1853,  June  28.— N«  1663. 

JOHNSON,  John  Henry  {a  commumcatum  from  Clauds 
De^>eaux), — "  Improvements  in  turning  over  the  leaves  of  books, 
**  music,  and  engravings,  and  in  the  apparatus  for  effecting  the 
"  same." 

A  rectangular  box  is  attached  to  the  music-stand,  piano,  &c., 
which  carries  the  axis  of  a  vibrating  arm,  and  contains  the  requisite 
cords,  springs,  &c.  When  the  performer  places  his  foot  on  a  pedal 
(from  which  cords  proceed,  by  means  of  pullies,  to  the  axis),  a  mag- 
net on  the  extremity  of  the  vibrating  arm  comes  into  contact  wiUi 
an  iron  or  steel  disc  or  clip  on  the  leaf;  and  when  the  pedal  is 
released,  springs  in  the  box  bring  the  *'  magnet-carrying  arm  "  to 
its  quiescent  position,  thereby  turning  over  the  leaf;  the  axis  of 
the  arm  being  placed  nearer  to  the  left  side  than  the  centre  of  the 
book,  enables  the  magnet  to  slide  off  the  disc.  The  springs  in 
the  box  to  return  the  arm  are  helical,  and  are  attached  at  their 
free  extremities  to  cords  passing  round  a  pulley  on  the  axis ;  when 
the  axis  is  partially  rotated  by  pressure  on  the  pedal,  one  of  the 
springs  is  elongated,  therefore  the  release  of  the  pedal  causes  its 
contraction  and  the  restoration  of  the  vibrating  arm  to  its  original 
position.  To  allow  of  the  arm  being  lengthened  or  shortened  to 
suit  the  size  of  the  musio-book,  it  is  made  telescopic ;  the  inside 
tube  being  connected  by  a  cord,  passing  over  a  small  internal 
pulley  in  the  main  pulley,  to  the  helical  springs ;  the  adjustment 
of  the  arm  to  a  large  book  increases  the  tension  of  the  springs 
sufficiently  to  enable  them  to  act  efficiently  against  the  extra 
leverage  thus  opposed  to  their  action.  A  small  catch  fitted  to  the 
arm  prevents  the  newly  turned  leaf  frx>m  returning. 

[Printed,  ^,2 
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A.D.  1853,  June  30.— N°  16/7. 

WEBB,  JoREPH. — {Promsional  Protection  only.)  ''  Improvements 
in  obtaining  and  applying  motive  power." 

This  invention  consists  in  the  use  and  application  of  gas"  [com- 
mon  coal  gas?]  **\n  combination  with  electricity,  for  the  purpose 
"  of  exploding  said  gas  within  the  cylinder  of  a  steam  engine,  and 
"  thereby  to  create  an  elastic  force  or  power/' 

''In  applying  this  invention  to  a  rotary  engine,"  ''the  axis 
"  of  the  piston  is  formed  hollow,  as  also  the  main  driving 
"  shaft."  A  pipe  is  placed  within  such,  hollow  parts,  "one 
"  end  of  which  is  in  connection  with  a  reservoir  of  gas,"  air 
IB  also  admitted  by  this  means;  the  other  end  of  the  pipe 
"  terminates  in  the  middle  of  each  piston,  in  which  an  opening 
"  is  formed  for  establishing  a  conununication  between  the 
"  inside  of  the  cylinder  and  the  inside  of  the  axis  of  the  piston, 
"  in  which  there  is  also  placed  a  wire  of"  [or?]  "wires,  which 
"  are  in  connection  with  a  battery,  for  the  purpose  of  passing 
"  a  spark  along  one  or  other  of  said  wires  for  exploding  the 
"  gas  when  it  arrives  at  the  opening  which  communicates  with 
"  the  inside  of  the  cylinder ;  '*  certain  mechanism  alternately 
opens  and  closes  one  of  such  openings,  to  move  the  piston  and 
to  reverse  the  direction  of  such  motion.  Thus,  by  admitting 
and  exploding  the  gas,  a  succession  of  impulses  and  rotary 
motion  will  be  imparted  to  the  pistons  and  parts  in  connection 
therewith. 
[Priuted,  £!<<.] 

A.D.  1853,  July  1.— N«  1587. 

SHEPARD,  Edward  Clarence  (a  communication).  — "  Im- 
"  provements  in  magneto-electric  apparatus,  suitable  for  the  pro- 
"  duction  of  motive  power,  of  heat,  and  of  light." 

"This  invention  has  for  its  object  improvements  in  the 
"  apparatus  "  described  in  the  Specification  of  N»  14,197  (Old 
Law),  and  its  principal  feature  is  a  peculiar  method  "  of  coupling 
"  up  or  combining  the  metallic  circuits  of  the  several  series  of 
*'  coils." 

A  magneto-electric  machine  is  described  and  shown,  in  which 
the  horseshoe  permanent  magnets  are  fixed  in  separate  planes  or 
series ;  each  series  have  their  poles  in  the  circumference  of  a  circle, 

Y  2 
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to  which  the  line  joining  the  poles  of  each  magnet  formfl  a  tangent, 
the  legs  of  the  magnets  heing  nearly  radial  and  pointing  inwaids. 
The  adjacent  polarities  in  each  aeries  are  of  opposite  names,  and 
the  series  are  arranged  so  as  to  have  opposite  polarities  in  the  samfc 
straight  line.  A  shaft  revolves  in  the  centre  Une  of  all  the  series, 
and  carries  wheels  having  coils  disposed  in  bearings  on  their  cir- 
cumferences, the  axes  of  the  coils  being  parallel  to  the  dxaft ;  in 
eadi  wheel  the  coils  are  thus  made  to  pass  between  two  adjacent 
series  of  magnets. 

The  currents  from  the  coils  of  this  machine  are  combined  and 
collected  as  follows : — ^The  coils  of  each  wheel  are  divided  into 
series,  and  one  of  the  terminal  wires  of  each  series  is  connected  to 
an  insulated  radiating  arm  on  the  shaft ;  there  are  twice  as  many 
radiating  arms  as  there  are  coils  in  each  series.  The  arms  being 
separatdy  connected  to  insulated  rings  on  the  shaft,  and  copper 
wires  bearing  against  these,  afford  tiie  means  of  using  the  cur- 
rents. The  arrangements  for  eadi  of  the  wheels  is  the  same,  and 
there  is  no  making  and  breaking  the  contact. 
[Printed,  U.10i<i.] 

A.D.  1853,  July  2.— N»  169L 

SHEPARD,  Edward  Clarence  (a  commumcation).  —  <*  Im- 

"  provements  in  the  manufacture  of  gas." 
This  invention  relates  to  manufacturing  gas  by  decomposing 

water  "  by  currents  of  electricity."    For  this  purpose  the  water  is 

combined  with  pure  concentrated  sulphuric  add  and  pure  liquid 

ammonia ;  the  Provisional  Specification  also  states  that  ''  another 
mixture  may  be  made  with  the  salts,  composed  of  adds  and  of 
alkaline  or  earthy  bases  with  liquid  ammonia,  to  form  solutionit 
having  variable  densities  with  their  nature,  and  which  is  placed 
in  the  apparatus  for  decomposition."  (See  N°  16,  1853.) 
The  magneto-electric  machine  described  in  N°  1587  (1853)  is 

preferred  to  be  used  in  the  production  of  dectric  cunents  for  this 

invention. 

LPrinted,  nd,2 

A.D.  1853,  July  2.--N*  1593. 

BROOM  AN,  Richard  Archibald  (a  communication  from  — 
DepouUy)^ — ''  Improvements  in  impregnating,  saturating,  or 
**  covering  yams«  threads,  and  fabrics  with  metala." 
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The  process  employed  is  called  ''metallic  dyeing/'  and  is  as 
follows : — 

The  cleansed  yarns,  &c.,  are  immersed  in  a  solution  of  a  metal- 
lic salt,  then  submitted  to  the  action  of  a  "  deoiydixing  "  agent, 
so  as  to  reduce  the  metal ;  they  are  then  coated  with  a  thicker 
coating  of  metal  (if  necessary)  by  simple  immersion  or  by  a  gal- 
vanic current. 

This  process  is  earned  out  in  the  following  manner: — 

To  free  the  yams,  &c.,  from  frktty  or  other  objectionable  matters 
they  are  "introduced  into  a  warm  caustic  alkaline  bath,"  washed, 
rinsed,  dried,  and  passed  through  the  rectified  alcohol. 

The  spirit  is  then  expressed  from  the  yams,  &c.,  and  they  are 
saturated  with  a  solution  of  a  metallic  salt ;  ammoniacal  solutions 
sfe  preferred. 

Tlie  yarns,  &c.,  are  then  exposed  to  a  current  of  "  deoxydizing 
''  or  reducing  gas,"  to  reduce  the  metal  of  the  metallic  salt  to  a 
leguline  state;  phosphuretted  hydrogen  is  preferred. 

In  some  cases  a  further  deposit  of  metal  may  be  made  by 
chenucal  affinity,  in  others  by  means  of  a  galvanic  battery  in 
connection  with  a  suitable  depositing  solution;  for  copper,  a 
solution  of  carbonate  of  copper  and  cyanide  of  potassium  may  be 
employed. 

The  Drawings  show  the  following  apparatus  for  the  above  pro* 

oesses: — 
An  apparatus  to  subject  skeins  of  yams  to  the  action  of  the 

^  deoxydizing  "  gas,  consisting  of  gas  generating  and  cleansing 

vessels,  gasholder,  and  chambers  for  holding  the  skeins,  having 

perforated  openings  to  admit  the  gas,  and  passages  to  convey  it 

away. 

An  apparatus  in  which  the  matters  to  be  treated  have  the  gas 
forced  or  drawn  through  them.  A  pump  and  cylinder  holding  the 
compressed  substances  are  shown ;  "  the  gas  may  be  collected  in 
*'  a  second  holder  or  gasometer,  so  as  to  prevent  waste." 

An  apparatus  for  treating  the  skeins  with  gas,  in  which  they 
are  introduced  through  tubes. 

Fabrics  may  either  be  stretched  on  rollers  or  "hung  upon  a 
"  tnant  arranged  spirally,"  in  order  to  be  subjected  to  the  action 
of  the  gas, 

A  vat  for  dectro-depositing  metal  on  skeins,  in  which  they  rest 
on  metal  rods ;  by  this  means  their  position  is  able  to  be  altered 
from  time  to  time. 
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Another  electro-depositiog  vat,  in  which  the  skeins  are  placed 
on  rollers ;  to  one  of  the  rollers  rotary  motion  is  given. 

An  apparatus  for  electro-depositing  on  fiahiics  of  a  considerable 
length,  in  which  the  fabric  is  rolled  &om  one  cylinder  to  another. 
An  apparatus  suitable  for  impregnating,  saturating  or  covering 
yams/'  &c,,  by  immersion.    The  skeins,  suspended  on  a  frame, 
are  immersed  in  the  solution  contained  in  a  gilt  copper  steam- 
heated  boiler. 
[Frinted,  7«<{.] 

A.D.  1853,  July  9.— N»  1641. 
TOURNIjfeRE,  Pierre  Auguste,  and  DE  MECKENHEIM, 
Louis  Nicolas. — "  Improvements  in  the  manufactmre  of  soap 
''  and  washing  paste,  and  of  the  materials  used  therein,"  consist* 
ing  of: — 

1st.  ''The  employment  of  a  concentrated  solution  of  caustic 
*'  alkali  of  a  sufficient  density  to  effect  the  neutralization  and 
'*  saponification  of  oils  and  fatty  bodies." 

2nd.  ''  The  employment  of  new  materials  for  the  manufacture 
"  of  soap." 

3rd.  The  manufacture  of  washing  ''paste." 

4th.  "  The  manufacture  of  crystal  of  soda  "  and  "  certain  pro- 
"  cesses  for  the  employment  of  common  salt  and  sea  water." 

The  process  employed  is  as  follows : — 

A  satiurated  solution  of  common  salt  or  of  sea  water  is  kept 
boiling  for  some  time ;  "  the  decomposition  of  the  water  is  next 
"  effected,  either  by  adding  to  the  solution  a  mixture  of  sulphuric 
"  acid  and  iron  filings  or  pieces  of  zinc,  or  by  the  voltaic  pile." 
During  the  process  acunent  of  hydrogen  or  carbonic  oxide  maybe 
passed  through  the  solution ;  and  the  operation  is  continued  for 
some  hours,  the  chlorine  of  the  chloride  of  sodium  becoming 
united  "  with  the  hydrogen  or  with  the  oxide  of  carbon,"  evapo- 
rates, "  and  the  soda  is  precipitated."  By  continuing  the  boiling 
and  evaporation  "dry  crystals  are  obtained."  "In  place  of 
"  evaporating,  the  concentration  of  the  caustic  lyes  may  be  pro- 
"  ceededwith." 

The  decomposition  of  the  water  effected  by  one  or  other  of 

the  two  processes  before  described  is  not  indispensable,   but 

shortens  the  operation  to  a  great  extent,  and  renders  it  more 


t€ 

"  perfect." 

[Printed.  4|tf.3 
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A.D.  1853,  July  13.— N<»  1664. 

WILLIAMS,  William.— (ProtTMtojMi/  Protection  only.)  "Im- 
provements in  electric  telegraphic  instniments.'' 
"  This  invention  consists  of  a  peculiar  construction  of  pointing 
electric  telegraph  instrument;  for  this  purpose  a  tube,  made 
partly  of  soft  iron  and  partly  of  brass,  is  coiled  round  with 
''  insulated  wire.  Within  the  tube  is  an  axis  having  fixed  thereto 
two  bent  magnets,  the  poles  of  which  are  reversed.  One  such 
magnet  is  near  one  end  of  the  tube,  and  the  other  magnet  is 
near  the  other  end  of  the  tube,  and  on  the  axis  is  fixed  a  point* 
ing  hand.  By  this  arrangement  according  as  the  electric  cur^ 
"  rent  is  caused  to  pass  in  one  or  other  direction  so  will  be  the 
*'  pointing  of  the  pointing  hand ;  or,  when  pointing  in  only  one 
**  direction  is  desired,  the  magnets  may  be  dispensed  with,  and 
*'  soft  iron  used  on  the  axis  in  place  thereof." 

[Printed.  2idL] 


A.D.  1853,  July  14.— N<»  1671. 

CAROSIO,  AuGusTiNO. — {Provisional  Protection  only.)  "Anew 
"  or  improved  electro-magnetic  apparatus,  which,  with  its  pro- 
"  ducts,  is  applicable  to  the  production  of  motive  power." 

This  apparatus  "  consists  of  four  separate  parts."  The  first,  or 
*' '  combinator,'  consists  of  two  or  more  reservoirs,  which  contidn 
'*  chlorine  gas  and  hydrogen  gas  separately;"  these  two  gases 
are  combined  "  by  means  of  hydrochloric  acid,"  and  an  electric 
cunent  is  generated  "  by  the  aid  of  platinum  or  some  other  sub- 
"  stance  which  assists  the  combination  of  hydrogen  and  chlorine 
*'  gases  in  forming  hydrochloric  acid."  The  second  part,  or 
" '  regenerator ' "  "  consists  of  one  or  more  receivers  which  contain 
^  hydrochloric  acid ;"  the  electric  current  generated  in  the  " '  com- 
**'  binator'"  is  introduced  into  the  "'regenerator,'"  and  the 
hydrochloric  add  is  separated  into  hydrogen  and  chlorine.  These 
two  gases  are  then  conveyed  into  the  third  part  of  the  apparatus 
or  "'multiplier'"  (which  consists  of  two  receivers),  where  they 
are  condensed.  The  gases  then  pass  into  the  fourth  part  of  thiS 
apparatus :  this  "  consists  of  cylinders  provided  with  pistons 

nearly  simikr  to  thope  of  ordhiary  steam  engines ;  the  piston! 
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"  are  set  in  motion  by  the  elastic  force  of  the  hydrogen  and 
"  chlorine  gases  acting  separately,  and  in  the  same  manner  as 
«  steam." 

After  having  set  the  pistons  in  motion,  the  gases  (still  aep^ 
rated  from  each  other)  return  into  their  respective  reservoirs  in 
*'  the  'oombinator/  "  "  where  they  aie  combined  again  as  before^ 
**  and  the  whole  operation  repeated." 
[Printed,  2id.] 

A.D.  1863,  July  15.— N«  1681. 

GOWLAND,  Gkoroe. — *'  Improvements  in  certain  nautical  and 
"  surveying  instruments." 

In  a  mariners'  compass  a  spherical  graduated  zone  is  used  in- 
stead of  a  card ;  it  is  viewed  from  the  side,  and  is  enclosed  in  a 
spheiical  compass  box  (hung  from  an  arched  bar  by  gimbal  rings), 
half  of  which  is  of  brass  and  half  of  glass.  The  magnetic  needles 
are  fixed  to  the  card,  and  may  either  be  straight  or  curved ;  the 
card  is  supported  by  a  brass  bar  and  agate  cup  upon  a  brass  bell, 
vesting  on  a  pin  fixed  to  the  weighted  bottom  of  the  compass  box. 
.  A  curved  wire  or  line  marked  on  the  glass  serves  as  a  *"  lubber's 
"  *  line.' " 

In  connection  with  the  above-described  compass  box,  a  vessel 
containing  spirits  of  wine  may  be  used;  this  device  stops  the 
vibration  of  the  bell,  the  lower  part  of  which  is  immersed  in  the 
liquid. 

A  theodolite  is  also  described  and  shown,  with  the  above-described 
spherical  compass  card  attached.  In  the  instrument  shown  a 
toothed  wheel  and  pinion,  applied  to  the  horizontal  and  vertical 
limbs,  enable  the  angular  divisions  to  be  read  oif  minutely  on  an 
index  over  which  a  hand  on  the  pinion  axis  works. 

[Printed,  6i<l.] 

A.D.  1853,  July  18.— N°  1/06. 

ALEXANDRE,  Isaib. — ^''Improvements  in  metallic  pens  and 
''  penholders,"  oonsieting  of : — 

1st.  "  Communicating  magnetism  to  steel  pens"  ''to  diminish 
"  their  tendency  to  corrosion." 

2nd.  Constructing  penholders  so  that  they  shall  cause  "  a  vol- 
**  taic  ouiient  to  pass  through  the  hand  of  the  writer." 
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The  method  shown  in  the  Drawings  consists  of  cutting  a  double- 
threaded  screw  on  the  wooden  penholder,  and  inserting  a  copper 
wire  in  one  thread  and  a  zinc  wire  in  the  other  thread;  other 
similar  methods  may  be  employed. 

In  using  one  of  these  penholders  '*  the  voltaic  current  generated 
**  by  the  contact  of  the  hand  with  the  metals  of  the  holder  destroys 
**  or  diminishes  the  tremulousness  of  aged  persons  and  invalids, 
*'  and  gives  tone  to  the  nervous  system  of  such  persons/' 
CPriiited,4KI.] 

A.D.  1853,  July  29.— N«»  1777. 

NEWTON,  William  Edward  (a  communtca/iofi). — •*  Improve- 
''  ments  in  depositing  metals  or  alloys  of  metals." 

This  invention  relates  to  the  solutions  used  for  metallic  depo« 
sition  either  by  immersion  or  "by  galvanic  agency." 

To  electro-deposit  brass  the  double  salts  of  the  metals  (copper 
and  zinc)  and  an  alkaline  base  are  used ;  the  following  are  men- 
tioned, the  chloride,  acetate,  carbonate  (with  ammonium  as  a  base), 
and  tartrate  (with  acid  "hydrochlorate  of  ammonia");  also  a 
solution  of  the  citrate  of  copper  and  of  zinc  in  citric  acid,  or  of 
the  tartrate  of  these  metals  in  potash  or  soda,  may  be  used. 

For  depositing  copper  on  iron  by  immersion  or  by  the  batteiy,  a 
solution  of  acetate  of  copper  in  acid  "hydrochlorate  of  ammonia," 
or  of  citrate  of  copper  in  citric  acid,  may  be  used. 

For  bronzing  by  galvanic  agency,  a  solution  of  the  double  tar- 
trates of  the  elementary  metals  (copper  and  tin)  and  potash  may 
be  used ;  for  an  alloy  of  zinc,  tin,  and  copper,  the  double  cyanide 
of  copper  and  potassium  in  combination  with  zincate  of  potash 
and  stannate  of  potash,  or  the  double  tartrate  of  the  metids  and 
potash,  may  be  used. 

The  following  solutions  may  be  used  for  electro-brassing : — A 
•alt  of  copper  in  cyanide  of  potassium  in  combination  with  a  salt 
of  sine  in  ammonia,  or  the  inverse  combination. 

For  electro-bronzing,  a  solution  of  salt  of  copper  in  cyanide  of 
potasnum  and  of  protochloride  of  tin  in  potash  may  be  used. 

Another  part  of  the  invention  consists  in  electro-depositing  an 
alloy  of  zinc  and  manganese  from  a  solution  containing  chloride 
of  sodium,  sulphate  of  zinc,  and  chloride  of  manganese ;  or  sul- 
phate of  manganese,  with  "sulphate  or  hydrochlorate  of  ammonia" 
or  chloride  of  potassium,  and  chloride  of  zinc,  may  be  used* 
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.  This  invention  also  consists  "  in  obtaining  great  thickness  of 
"  coating  hj  depositing  successive  layers  of  metals  or  alloys." 
The  following  metals  may  be  successfully  applied: — Zinc, lead, 
tin,  nickel,  cobalt,  copper,  palladium,  and  "  platina;"  also  the  fol- 
lowing alloys,  copper  and  zinc,  copper  and  tin,  zinc  and  manganese, 
and  copper  zinc  and  tin.  The  same  result  may  be  attained  by 
depositing  alternately  or  successively  from  different  solutions  of 
the  same  metal  or  aUoy. 

Applications  of  the  above-described  processes  are  set  forth  at 
length. 

[Printed,  Sid.] 

A.D.  1853,  July  30.—N*  1779. 
HENLEY,  William  Thomas.— ''  Improvements  in  modes  of 
'*  protecting  wires  for  telegraphs." 

llie  object  of  this  invention  is  to  fix  the  wires  securely  in  troughs 
without  tiie  use  of  bolts  or  screws.  In  one  form,  the  ends  of  the 
troughs  and  covers  shde  into  connecting  pieces  having  notches  at  each 
side  for  the  reception  of  lugs  cast  on  the  covers ;  in  this  case  a  lid 
cannot  be  removed  without  cutting  off  one  of  the  lugs  or  removing 
the  whole  series.  In  a  second  form,  lugs  are  cast  on  one  end  only 
of  each  cover ;  these  enter  notches  over  the  plain  cover  of  the  next 
trough  in  such  a  manner  as  to  secure  it  at  the  same  time  as  the 
connecting  piece  is  firmly  secured  to  both  ends  of  the  covers  and 
troughs  placed  wiUiin  it.  By  using  a  connecting  piece  which  has 
its  upper  edges  bent  inwards  so  as  to  bind  the  covers,  the  troughs 
may  be  separated  at  any  required  part ;  in  this  case  no  lugs  arc 
cast  on  the  covers,  and  the  connecting  pieces  are  merely  driven 
beyond  the  junction  when  the  troughs  are  to  be  separated.  An 
airangement  is  also  described  and  shown>  in  which  a  connecting 
cover  slides  over  projecting  beads  on  the  connecting  pieces.  The 
connecting  pieces  above  described  may  be  cast  on  to  the  troughs 
and  covers.  Troughs  and  covers  may  be  made  in  the  shape  of 
half  pipes,  with  chamfered  edges,  or  the  lids  may  slide  in  dovetail 
grooves.  Several  forms  of  troughs  and  pipes  on  the  above- 
described  plan  may  be  used  for  curvatures  and  bends. 

'^ A  testing  box"  may  also  have  its  lid  secured  by  projecting 
beads  and  grooves. 

•   In  many  of  the  above  lids,  ribs  along  the  top  may  give  them 
increased  strength. 

CPrioteoU  U.  9^d,2 
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A.D.  1853,  July  30.— N«  1785.  \ 

FONTAINEMOREAU,  Petkb  Abmand  le  Comte  de  (o  communis 
cation). — "  An  improved  mode  of  producing  an  electric  current." 

A  charcoal  and  amalgamated  zinc  double-fluid  battery  is  de- 
scribed and  sbown,  in  which  the  chief  points  are,  the  method 
of  insulating  the  battery  and  the  elements  thereof,  and  "  the 

arrangements   for   rendering  the  battery  self-supplying  with 

acid."  The  cells  (containing  porous  cells,  metals,  and  exciting 
fluids)  are  placed  in  an  outer  casing,  which  is  supported  on  trestles. 
and  communicate  with  channels  running  longitudinally  under- 
neath the  outer  casing,  the  porous  cells  with  one  channel  (through 
an  opening  in  the  outer  cells),  and  the  outer  cells  with  another 
channel.  The  porous-cell  channel  is  in  connection  with  a  reservoir 
containing  nitric  acid,  and  the  outer-cell  channel  is  in  connection 
with  a  reser^'^oir  containing  dilute  sulphuric  acid ;  these  vessels  or 
resen'oirs  are  in  a  separate  frame,  and  each  of  them  are  able  to  be 
ndsed  or  lowered  so  as  to  supply  or  empty  the  cells  in  connection 
with  them.  The  channels  are  composed  of  inverted  T  pieces,  one 
to  each  cell,  connected  so  as  to  form  a  continuous  tube  by 
•'  vulcanized  caoutchouc  washers,"  which  are  closed  by  a  **  pincer  " 
arrangement  so  as  to  insulate  the  cells.  A  separate  electro-magnet 
and  weak  battery  open  and  shut  '*  the  taps  of  the  two  reservoirs." 
At  the  top  of  the  trestles  are  wooden  axes,  to  which  the  charcoal 
and  zinc  plates  are  suspended  by  cords ;  thus,  by  means  of  a 
handle  and  cog  wheels  with  a  *'  catch,"  the  plates  can  be  raised 
out  of  the  solution. 

Another  arrangement  is  also  described  and  shown,  by  which 
the  porous  and  outer  vessels  may  be  raised  with  the  metals  in 
them,  with  a  suitable  airangement  of  pipes ;  the  fluids  then  sub- 
side from  the  plates  to  the  level  of  the  fluids  in  the  reservoirs. 

CPriiited,10i<i.] 

A.D.  1853,  August  1.— N®  1788. 

SMEETON,  JoHM.—"  Improvements  in  the  manufacture  of 
'*  tablets  and  dial  plates,  applicable  to.  shewing  the  distancoe 
'*  of  carriages  travelling,  barometers,  compasses,  and  time-pieces." 

The  nature  of  the  invention,  and  the  manner  in  which  it  is  per; 
formed,  is  as  follows : — 

1st.  '*  By  forming  a  blank  or  ring  of  metal  the  required  shape ; 
'*  then  by  drawing  the  same  through  a  set  of  steel  or  any  metal 
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'*  tools  known  as  drawing  through  tools ;  this  process  forms  a 
**  a  curvf  or  rim  on  the  edge/' 

2nd.  "  B7  placing  a  printed  satin,  parchment,  paper,"  "  silk, 
*'  leather,  geledine  "  [gelatine?],  "or  any  elastic  fabric,  over  the 
'*  metal  plate ;  a  die  and  press  is  then  applied  to  the  same,  and 
**  both  become  united." 

3rd,  "  Eylet  holes  of  metal,  ivory,  pearl,  or  bone  are  then  inserted, 
**  to  admit  of  the  centre  pinion  for  the  hands  to  work  upon,  and 
*'  to  receive  the  key  for  winding ;  this  having  been  done,  completes 
«  the  tablet  and  dial  plate." 

[Printed,  tyU] 

A.D.  1863,  August  1.— N»  1789. 

DE  MEDEIROS,  John  Carvalho  (a  cominimicatum).— "  Im- 
*'  provements  in  the  means  or  processes  for  preserving  metals 
**  from  corrosion." 

This  invention  "  consists  in  applying  mercury  or  quicksilver  to 
*'  any  metallic  surface  which  shall  possess  affinities  for  quick- 
"  silver ;  and  it  may  be  applied  to  metals  not  having  such  affinities 
**  by  means  of  an  intermediate  surface,  such  as  gal\'anized  iron." 

The  method  prefened  of  applying  mercury  is  to  allow  the  plates 
to  remain  in  a  solution  of  '^bichlorid  "  [bichloride?]  of  mercuiy 
in  hydrochloric  acid  until  they  are  properly  amalgamated ;  they 
are  then  taken  out  and  the  mercuiy  allowed  ''to  set  on  the 
*'  surface."  Plates  "  for  ship's  sheathing  or  iron  shipbuilding  " 
are  also  ''dipped  into  a  solution  of  arseniores"  [arsenious?] 
"  acid  prepared  in  the  same  way  as  that  for  the  mercurial  solu- 
"  tion ;"  after  a  short  immersion  they  are  dried  in  an  oven,  and 
brushed. 

It  is  stated  that  "  amalgams  of  mercuiy  so  applied  with  any 
"  other  metals  constitute  a  voltaic  pile  repulsive  to  sea  animalculay 
*'  such  as  bamade  or  other  shell  fish,  and  also  seaweed  or  other 
''  marine  matter  containing  animal  or  vegetable  life,  and  prevents 
^*  oxidation  "  of  copper, 

"  When  the  metals  are  for  house  roofing,  or  for  telegraph 
**  iMret,  or  iron  railing,  the  arsenical  solution  is  dispensed  with." 

CPrinted,  Sid.] 
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> 

POPE,  Augustus  Russell. — "Anew  and  useful  or  improved 
"  electro-magnetic  alarm  apparatus,  to  be  applied  to  a  door  or 
*'  window,  or  both,  of  a  dwelling  house  or  other  building,  for  the 
*'  purpose  of  giving  an  alarm  m  case  of  an  attempt  to  open  said 
"  door  or  window." 

The  apparatus  consists  of  a  galvanic  or  other  electric  battery, 
from  which  circuit  wires  proceed  to  the  various  places  to  be  pro* 
tected,  to  an  electro-magnet  with  "circuit  bre<^er"  and  bell- 
hammer  pendulous  armature,  and  to  "  an  automatic  or  self-acting 
"  key." 

The  operation  of  this  combination  of  apparatus  is  as  follows : — 
When  the  door  is  closed,  or  the  window  sash  down,  the  circuit 
ia  broken,  because  the  spring  of  the  key  is  thrown  out  of  con- 
nection with  the  circuit  wire  by  the  pressure  of  a  stud  in  the  door 
or  window ;  as  soon,  however,  as  the  door  or  window  is  opened, 
the  spring  comes  against  a  plate  in  connection  with  the  circuit 
wire,  and  completes  the  circuit,  the  armature  of  the  bell-hammer 
is  then  attracted  to  the  electro-magnet,  and  the  bell  struck.  Be- 
tween one  of  the  poles  of  the  electro-magnet  and  the  armature  is  a 
spring,  in  the  circuit  unless  thrown  out  by  the  attraction  of  the 
armature ;  this  apparatus  is  called  the  "  circuit  breaker,"  and  as 
long  as  the  door  or  window  is  open,  it  enables  the  bell  to  be  rung, 
by  alternately  breaking  and  completing  the  circuit. 

[Printed,  5i<l.] 

A.D.  1853,  August  2.— N»  1806. 
FONTAINEMOREAU,  Peter  Armand  le  Comte  de  (a  commu-' 
fncatum), — "  An  improved  mode  of  regulating  the  electric  light." 

This  apparatus  is  constructed  so  that  it  does  not  cast  a  shadow 
downwards.  The  electrodes  are  moimted  on  brass  pillars  attached 
to  metal  rings,  fitted  so  as  to  turn  freely  on  a  horizontal  wooden 
cylinder.  The  current  that  gives  the  light  excites  an  electro- 
magnet^  whose  keeper  interferes  with  the  revolution  of  a  fly 
when  attracted  towards  the  magnet ;  the  clockwork  of  the  fly 
also  canries  a  grooved  pulley,  over  two  grooves  of  which  cords 
pass  from  the  electrodes.  Two  springs,  attached  to  the  wooden 
cylinder,  constantly  tend  to  force  the  electrodes  together,  but  are 
prevented  from  doing  so  as  long  as  the  wheel  train  is  stopped  by 
the  action  of  the  electro-magnet    Two  other  rings  and  pillars  are 
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Bimilarly  attached  to  the  wooden  cylinder,  and  provide  a  fresh  pair 
of  electrodes  as  soon  as  the  first  ptur  are  exhausted ;  for  this  pur- 
pose the  rings  are  mounted  on  spiral  springs,  which  are  released 
by  the  springs  actuating  the  electrodes  when  they  arrive  near  the 
extremity  of  their  action. 
[Printed,  ^d,"] 

A.D.  1853,  August  12.— N»  1889. 

ALLAN,  Thomas. — "  Improvements  in  electric  conductors  and 
"  in  the  means  of  insulating  electric  conductors,*'  consisting 
of:— 

1  St.  "  Forming  the  electrical  conductors  of  submarine  and  sub- 
''  terranean  telegraphs  of  iron  rods,  wires,  or  strands  of  wires,  in- 
"  sulated  or  otherwise,  in  lieu  of  copper,  as  now  used." 

For  submarine  telegraphs,  a  rope  or  strand  of  iron  wires  forms 
not  only  the  conducting  medium,  but  also  the  rope  itself. 

The  insulating  medium  employed  "  is  a  compound  of  caout- 
chouc, sulphur,  and  coal  tar,  or  other  similar  substance  baked 
hard,"  and  resembling  in  appearance  Mr.  Goodyear's  invention 
(N**  14,299,  Old  Law),  which  itself  might  be  employed 

In  some  cases  strands  of  wires  of  two  different  metals,  iron  and 
copper  or  iron  and  zinc,  for  example,  are  used  for  the  above  pur- 
poses and  for  over-ground  telegraphs. 

2nd.  A  "mode  of  insulating  several  wires  at  one  operation." 
As  many  hollow  mandrils,  of  different  apertures,  as  coatings  are 
required  are  placed  one  behind  another  in  a  die  piece ;  the  wire 
entering  at  the  smallest,  and  leaving  at  the  largest.  As  many 
.  series  of  these  hollow  mandrils  are  required  as  there  are  wires  to 
coat,  worked  as  if  they  were  but  one ;  and  if  required  to  be  formed 
into  one  rope,  the  die  has  an  extra  mouth-piece. 
[Printed,  9k<L2 

A.D.  1853,  August  12.— N°  1892. 

PIGCIOTTO,  Daniel  Illkl  (a  eonmunicatum  from  CkevaKer 
Gaetano  Bonelli). — "  Improvements  in  weaving." 

This  invention  consists  in  employing  a  series  of  electro-magneis 
*'  to  select  the  thread  for  producing  the  pattern  in  place  of  using 
''  perforated  cards,  tappets,  and  other  instruments  as  heretofore." 

To  the  armature  or  keeper  of  each  electro-magnet  is  fixed  a  suit- 
able wire,  or  hook,  ^'hy  which  means  \Aketi  the  armature  or  keeper 
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'*  is  attracted  to  Hs  magnet  the  particular  thread  or  threads  in 
"  connection  will  be  acted  on.*' 

The  following  methods  of  exciting  the  particular  electro-magnets 
necessary  to  form  the  desired  pattern  are  set  forth : — 

A  suitably  perforated  paper  is  moved  over  a  metal  drum  in  con- 
tact with  one  battery  pole;  a  spring  in  contact  with  the  coil 
terminal  completes  the  circuit  at  every  perforation. 

"When  the  pattern  is  produced  by  "flushing,"  the  circuit  is 
completed  by  springs,  under  which  a  suitably  varnished  metal 
roller  revolves.  An  endless  band  of  thin  metal,  on  which  the 
pattern  is  designed,  held  extended  between  two  rollers,  is  used 
when  the  pattern  is  large. 

"When  the  pattern  is  formed  by  the  passage  of  different 
"  shuttles  carrying  different  coloured  yams,"  the  pattern  surface 
is  arranged  "  to  raise  the  proper  portion  of  the  warp  for  the  passage 
••  of  each  shuttle."  This  is  done  by  composing  the  pattern  (as 
printer's  type  is  composed)  in  small  rectangular  pieces  of  wood  or 
metal  of  different  heights,  according  to  the  color  they  are  intended 
to  represent.  A  frame  (in  which  pieces  or  slides  of  metal  in  con- 
nection with  the  electro-magnets  are  free  to  slide)  is  placed  over 
each  row  of  wooden  type  in  succession,  and  battery  connection  is 
made  with  those  electro-magnets  whose  metal  slides  stand  up  by 
a  blade  in  connection  with  the  battery. 

It  must  be  understood,  in  the  above  arrangements,  that  between 
each  throw  of  the  shuttle,  a  table  carrying  the  keepers  ascends  so 
as  to  bring  them  in  contact  with  the  magnets,  only  those  keepers 
remaining  so  whose  magnets  are  excited.  This  table  also  serves 
to  give  motion  to  the  pattern  cylinder. 
CPnnted.7id.3 

A.D.  1863,  August  15.— N»  1909. 

BERING,  Gborob  Edward.  — "  Improvements  in  electric 
•*  telegraphs." 

This  invention  consists  in  "the  use  of  the  element  of  distance 
"  between  uninsulated  or  partially  insulated  wires  or  condnctors 
*'  as  a  means  of  insulation  for  telegraphic  purposes." 

To  put  this  invention  into  practice,  the  uninsulated  or  partially 
insulated  wires  are  at  such  a  distance  apart  that  the  electric  current 
would  meet  with  more  resistance  in  passing  from  one  wire  to  the 
other  than  in  following  the  wire.  For  this  purpose  the  two  circuit 
whes  of  an  deotrio  telegraph  are  placed  a  distance  apart  equal  to 
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one-tenth  or  one-twentieth  of  the  total  length  of  the  line  wiieS} 
being  insulated  whera  they  approach  one  another  to  communicate 
with  the  instruments  or  batteries  or  intermediate  stations. 

In  the  case  of  making  the  return  circuit  through  the  earth  or 
water,  the  oonnecdons  with  the  earth  or  water  are  established  at  a 
suitable  distance  (as  explained  above)  from  the  uninsulated 
conductor,  an  insulated  conductor  bdng  employed  for  tiiat 
distance.  Plates  of  dissimilar  metals  may  be  employed  at  the 
extremities  of  the  earth  circuit,  thus  affording  an  electrical  current 
available  for  signalling. 

Two  or  more  wires  of  dissimilar  metal  or  material  may  be  used, 
80  as  to  generate  an  electric  current,  and  thereby  give  signals. 

Quantity  currents  are  by  preference  used  in  telegraphic  circuits 
on  this  prindple. 

In  the  case  of  uniting  Great  Britain  tdegraphicaUy  with 
America,  the  circuit  would  be  composed  of  an  oblong  parallelo- 
gram, the  shorter  sides  of  which  would  be  insulated  wires  along 
both  coasts  (in  Great  Britain  from  Land's  End  to  the  Giant's 
Causeway),  and  the  longer  sides,  the  uninsulated  conductors,  acroes 
the  Atlantic. 

[Printed,  4t<f .] 

A.D.  1863,  August  18.— N«  1934. 

LARMANJAT,  Jkan.— (PrormcmaZ  Protection  only.)  *'  Certain 
"  improvements  in  obtaining  motive  power.'' 

An  electro-magnetic  engine  is  described  and  shown,  in  which 
the  fixed  magnet  "  is  composed  of  an  iron  centre  piece,  around 
**  which  are  mounted  4  or  more  rims,"  "firom  which  a  certain 
*'  number  of  teeth  project,  and  are  separated  from  each  other 
"  by  an  insulating  body." 

It  would  appear  from  the  Provisional  Specification  and  Drawings 
that  the  machine  consists  of  a  ''centre  piece,"  shaft,  or  axle, 
carrying  (by  means  of  end  plates)  iron  rollers  (mounted  in  bearings 
concentric  to  the  axle  and  to  the  toothed  rims,  and  resting  on  the 
rims,  one  to  each  tooth),  to  which  motion  is  given  by  the  "  teeth  "  of 
Ihe  rims  above  alluded  to,  which  are  magnetized  when  the  rollers  are 
on  the  insulated  portion  by  means  of  a  suitable  commutator,  and 
attract  them  accordingly.  Although  in  the  Pro\'isional  Specifica- 
tion it  is  stated  that  "the  electric  cuivent  is  distributed  in  the 

magnets,  and  serves  to  magnetise  the  iron  teeth,"  there  is  reason 
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to  believe  from  the  drawings  that  insulated  coils  of  wire  surround 
the  "  centre  piece  *'  between  the  rims. 

There  is  a  point  of  rest  when  the  rollers  are  on  the  insulated 
parts  of  the  magnet,  but  this  point  can  be  made  use  of  bj  a 
"  second  machine,  whose  rollers  would  be  on  the  unidagnetised 
part  at  the  same  time  that  those  of  the  firet  are  on  the  insulated 
body,  and  vice  versd,** 
A  fly  wheel  is  used  irith  the  apparatus  shown. 
[Printed,  H<{.] 

A.D.  1853,  August  29.— N«  2003. 

FGNTAINEMOREAU,  Pktkr  Armand  le  Comte  de  (a 
eomamnieatum), — ''Certain  improvements  in  the  production  of 
"  electricity." 

This  invention  consists  in  the  employment  of  hydrochloric 
add  as  a  battery  solution,  and  in  maintoining  its  strength  by 
the  addition  of  hydrochloric  acid  gas  or  of  chlorine  gas. 

A  battery,  composed  of  carbon  and  zinc,  is  described  and  shown, 
in  which  the  hydrochloric  acid  gas  or  chlorine  gas  is  supplied  to 
the  porous  vessel  containing  the  carbon  by  tubes  communicating 
with  each  cell  (one  to  each  cell)  from  a  reservoir  that  receives  the 
gas  from  "a  suitable  generator.'*  "The  porous  vessel  is  covered 
**  over  with  a  plate  having  three  perforations,"  viz.,  one  to  receive 
the  carbon,  one  to  receive  the  supply  tube  from  the  reservoir,  which 
dips  nearly  to  the  bottom  of  the  cell,  and  a  third  (which  may  be  at 
the  bottom  of  the  vessel)  to  discharge  the  contents  of  the  cell. 

The  hydrochloric  acid  in  the  carbon  cell  is  used  in  a  concentrated 
state,  and  may  be  used  alone  or  mixed  with  nitric  acid  or  other 
acids,  or  with  nitrate  of  soda  or  other  salts.  Diluted  hydrochloric 
add  is  used  to  the  zinc  cell. 

Sulphuric  add  may  be  used  to  the  carbon  cell,  and  hydrochloric 
add  to  the  zinc  oeU,  *'  the  said  acids  bdng  diluted  with  water 
**  according  to  the  degree  of  strength  required." 

JlPrinted,  6)J.] 

A.D.  1863,  August  30.— N»  2009. 

GOODYEAR,  Charles. — "Improvements  in  the  manufacture 
"  and  ornamenting  or  coatmg  of  artides  when  compounds 
"  containing  india-rubber  are  used." 
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lliis  inveution  consists  '^  of  omftmenting  or  ooathig^  aiiieJes 
**  composed  of  India-rubber  and  su^hur  (with  or  without  other 
«  matters)  by  electro-deposits  of  metal  thereon."  (See  Frixited 
Specification,  N<»  14,299,  Old  Law.) 

The  above-named  articles  have  the  whole  or  part  of  their 
surfaces  made  "  conductive  "  by  one  of  the  following  methods  : — 

Plumbago  or  powdered  metal  may  be  dusted  over  them  when  in 
a  plastic  state,  and  pressed  into  the  surfaces  when  moulding;  the 
articles  are  retained  in  moulds  until  "  the  process  of  heat "  has 
been  performed. 

In  addition  to  the  above  process,  the  plumbago  or  powdered 
metal  may  be  combined  with  the  India-rubber  when  in  a  plastic 
state. 

The  plumbago  or  powdered  metal  may  be  combined  with  India- 
rubber  cement,  and  applied  as  a  coating  to  the  sur&oes  or  parts  of 
surfiBMses  to  be  electro-coated. 

In  addition  to  applying  plumbago  over  the  sur&ce,  it  is  some- 
times desirable  to  drive  in  pins  of  metal,  "  by  which  means  the 
"  coating  of  metal  which  is  produced  will  be  held  secure  by  reason 
"  of  the  pins." 
[Printed,  8i<i.] 

A.D.  1853,  September  2.— N«  2032. 

CAROSIO,  AuGusTiNO. — '' Improvements  in  obtuning  power  by 
'*  the  ud  of  an  electric  current  for  motive  and  telegraphic  purposes." 
The  electric  ciurent  is  obtained  from  a  "  Grove's  gas  battery," 
.  and  is  applied  to  the  decomposition  of  water ;  '^the  gases  produced 
"  from  such  decomposition  are  turned  to  account  to  supply  the 
"  gases  which  are  recombined  in  the  battery,"  as  described  in  the 
Specification  of  Letters  Patent,  N*  575  (1853).  The  electric 
current  obtained  from  this  apparatus  sets  in  motion  any  suitable 
magnetic  apparatus,  thus  giving  a  power  applicable  to  motive  and 
telegraphic  purposes. 

If  a  ''  De  la  Rive's  condenser "  is  used,  induction  current-s  are 
produced,  "which  may  be  employed  in  place  of  galvanic  batteiy 
"  currents  for  telegraphic  or  other  purposes,  or  they  may  be  united 
"  with  the  direct  current  for  the  decompomtion  of  water ;"  "  the 
"  conducting  wires  constituting  the  coils "  should  be  stout  and 
short. 

[Printed,  2ld.] 
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A.D.  1863,  September  3.— N*»  2036. 

DOBELL,  Ebbnezer. — {Promsional  Protection  only,)  "  Improve- 
''  menti  in  clocks  or  time-keepers,  and  parts  connected  there* 
"  with." 

"The  invention  relates  to  so  arranging  parts  in  connection 
"  with  time-keepers  that  a  series  of  such  time-keepers,  being 
*'  connected  together  by  an  electric  current,  may,  at  certain  periods, 
"  be  set  to  uniform  time." 

Instead  of  the  minute  wheel  being  rotated  "  by  the  friction  of  a 
'^  spring,  as  at  present,"  "  a  pair  of  discs,  canying  friction  sur- 
**  faces  of  leather,  or  other  suitable  material,"  are  applied;  one 
''  being  attached  to  the  minute  wheel,  the  other  being  capable  of 
"  rotating  with  the  '  centre  wheel,'  and  of  sliding  thereon,  so  as  to 
*'  be  in  friction  contact  with  or  be  free  of  the  other  disc  on  the 
"  minute  wheel."  When  an  electro-magnet,  by  acting  upon 
levers,  removes  the  disc  on  the  centre  wheel  from  contact  with 
that  on  the  minute  wheel,  a  spring  lever  inserts  its  wedge-formed 
end  into  a  suitable  recess  on  the  minute  wheel  disc,  thus  setting 
the  clock  to  time. 

The  setting  may  take  place  and  the  current  traverse  once  in 
twelve  hours.  Wires  used  at  other  times  for  telegraph  purposes 
may  be  used  to  complete  the  circuit. 

[Printed,  SKi] 

A.D.  1863,  September  12.— N*  2107. 

LILLEY,  John,  junior. — "Improvements  in  mariners'  com- 
"  passes." 

This  invention  consists  of  supporting  the  outer  gimbal  ring 
and  attaching  it  to  the  binnacle  by  means  of  bands  of  Indin-rubber, 
instead  of  by  fixed  axes,  as  heretofore,  the  elastic  bands  serving  as 
non-conductors  of  motion,  and  thereby  preventing  the  movement 
of  the  vessel  from  being  communicated  to  the  card ;  the  said  bauds 
make  an  angle  of  about  70^  with  the  horison. 

The  same  object  may  be  imperfectly  attained  by  supporting  the 
outer  gimbal  ring  "by  metalUc  springs  from  below;"  but  the 
method  of  suspension  by  India-rubber  bands,  as  above  described,  is 
preferred. 

CPrintod.  Hci.] 
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A.D.  1853,  October  6.— N«  2285. 

DE  CASTRO,  Manukl  Fernandez. — ^''Improved  means  of 
**  preventixig  accidents  on  railwajs." 
Electricity  is  rendered  available  for  this  purpose  by  the  following 

"  A  battery  or  generator  of  electricity/'  of  sufficient  power  to 
pro4uce  a  spark,  is  carried  by  each  train ;  one  of  the  poles  is  in 
connection  with  suitably  placed  insulated  wires  along  the  line,  and 
the  other  pole  conununicates  with  the  earth.  When  another  train 
comes  on  to  a  portion  of  the  line,  having  the  same  length  o£  con- 
ducting wire  as  the  first-mentioned  train,  it  completes  the  electric 
circuit,  and  puts  into  action  an  "  alarm  apparatus,"  which  closes 
the  induction  steam  pipe  of  the  engine,  and  releases  a  weight  to 
act  upon  the  breaks. 

To  avoid  danger  from  open  ''  drawbridges,  swing-bridges,"  &c., 
the  opening  of  the  bridge  brings  the  conductor  into  connection 
with  the  earth. 

The  danger  of  a  collision  upon  a  crossing  is  avoided  by  having 
conductors  passing  across  all  the  lines  in  connection  with  each 
otiier. 

The  alarm  apparatus  "  may  consist  of  Volta's  pistol,"  and  acts 
upon  a  lever  having  the  cork  discharged  from  the  pistol  at  one 
end,  thus  closing  the  steam  pipe.  The  weight  acting  on  the 
breaks  is  released  by  the  same  lever,  which  has  a  "  finger  "  passing 
through  a  ring  for  that  purpose. 

A  break,  which  acts  "  by  the  explosion  of  the  Volta  pistol," 
consists  of  a  lever  applied  to  the  framing  canying  the  wheels, 
which  ordinarily  raises  the  carriage  so  that  the  wheels  can  run  on 
the  line ;  but  when  let  go  from  its  detaining  catch,  permits  small 
wheels  and  wrought-iron  arms,  shod  with  hemp,  to  descend  on  to 
the  rails,  and  act  as  a  break.  In  this  instance  the  weight  of  tho 
carriage  creates  the  necessary  friction. 

[Printed,  W-l 

A.D.  1853,  October  7.— N«  2292. 

ELLIS,  William. — (Provisional  Protection  otilyJ)    *^Improve- 
'*  ments  in  the  manufacture  and  in  the  ornamenting  of  china, 
"  porcelain,  and  pottery  wares." 
This  invention  "consists  in  ornamenting  china   and  potteiy 
wares  generally  with  metal  or  alloys  of  metal  deposited  by  th^ 
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electrotype  process."    **  In  order  to  fit  the  wares  for  receiving 

and  retaining  the  deposited  metal,  as  well  as  for  the  purpose  of 

hardening  them,"  "  the  oxides  of  the  metal "  are  mixed  with 

the  ware  previous  to  its  heing  baked  or  fired,  or  the  wares  are 

ither  wholly  or  partially  steeped  in  some  metallic  salt,  or  they 

may  be  coated  with  plumbago  or  metal  reduced  to  fine  powder, 

[Piiiited,&|J.3 

A.D.  1853,  October  8.— N<»  2307, 

WILKINSON,  William.-- (Prowwofifl/  Protection  only.)  "  Im-i 
**  provements  in  protecting  telegraph  wires." 

There  is  taken  "  a  piece  of  metal  corrugated  in  the  direction  of 
"  its  length,  and  with  two  pliun  or  corrugated  sides  or  flaps ;" 
aUo  *'as  many  wires  as  corrugations,"  the  wires  being  coated 
"  with  gutta  percha^  bitumen,  or  other  insulating  medium ;"  one 
wire  is  placed  "  in  each  trough  formed  by  the  longitudinal  corru-* 
"  gations  in  the  metal."  The  flaps  or  sides  are  then  bent  down 
over  the  wires,  and  pressure  is  applied  thereon,  "  so  that  the  whole 
**  may  form  a  band  or  belt  which  may  be  readily  coiled,  and^  which 
"  will  form  a  strong  protection  to  telegraph  wires." 

[Printed,  Sld.] 

A.D.  1853,  October  8.— N»  2309. 

POTTS,  William, — ^This  invention  consists  in  combining  *' metal 
"  work  deposited  or  partly  deposited  by  the  processes  of  electro* 
"  metallurgy  with  marble  or  stone  work,"  in  the  manufiustuie  of 
mantel-pieces. 

The  metal  work  is  deposited  "  in  flexible  or  other  moulds  as 
"  most  convenient,"  and  "  when  bronzed  or  finished  by  the 
"  ordinary  processes,  is  fitted  and  attached  to  the  marble  or  stone 
'^  architectural  parts  of  the  -  mantel-pieces  by  screws  and  burs, 
'*  or  spring  plugs,  or  any  other  convenient  means."  Orna- 
mental subjects  "cast  in  metal  and  dectro-plated *'  may  be 
employed  in  some  cases. 
[Printed,  aid.] 

A.D.  1853,  October  12.—N»  2340. 

CALLAN,  Nicholas. — ''A  means  of  protecting  iron  of  eveiy 
"  kmd  against  the  action  of  the  weather  and  of  varioufl  eonodmg 
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*'  substances,  so  that  iron  thus  protected  will  answer  for  roofing, 
•*  cisterns,  baths,  gutters,  pipes,  window  frames,  **  [electric  f] 
**  telegraphic  toires,  for  marine  and  various  other  purposes." 

This  invention  consists  of  coating  iron  with  an  alloy  of  lead 
and  tin,  and  it  is  preferred  that  the  alloy  should  contain  at  least  as 
much  lead  as  tin,  and  not  more  than  seven  or  eight  times  as  much ; 
when  ''the  quantity  of  lead  is  five  or  six  times  as  great  as  that  of 
tin,'*  the  alloy  "will  resist  the  action  of  concentrated  nitric, 
sulphuric,  or  muriatic  add.*'  The  addition  of  zinc  to  this  alloy 
increases  its  hardness,  but  diminishes  its  power  to  resist  cor^ 
rosion;  antimony  increases  both  the  hardness  and  resistance  to 
corrosion. 

The  process  is  as  follows : — Iron  "  is  first  coated  (in  the  way  in 
"  which  it  is  usually  tinned)  with  tin  or  with  a9  alloy  of  lead  and 
"  tin,  which  alloy  contains  a  moderate  quantity  of  lead."  If  this 
first  coating  does  not  contain  sufficient  lead  for  the  purpose 
intended,  the  iron  "  is  dipped  into  melted  lead,  or  into  an  alloy  of 
lead  and  tin,  which  alloy  contains  a  considerable  quantity  of 
lead  compared  with  that  of  tin."  "The  melted  metal  or  alloy 
is  covered  with  some  fatty  substance  or  other  material  to  prevent 
"  oxidation." 

[Printed.  2|d.] 


A.D.  1863,  October  12.— N«  2345. 

MAPPLE,  Henry,  and  MAPPLE,  Daniel  Moore.  — (Pr»- 
ifisional  Protection  only,)  ''An  improved  printing  and  signal 
*'  electric  telegraph,  with  electric  alarum  attached." 

In  the  printing  apparatus  a  type  wheel  revolves  ''by  means  of 
"  one  or  more  permanent  or  electro-magnates  being  made  to 
"  ^nbrate  in  front  of  an  electro-magnate,"  the  letter  is  thereby 
brought  to  the  point  required ;  or  one  or  more  magnets  may  be 
placed  on  the  type-wheel  axis.  The  letter  is  printed  by  an  electric 
current  f^m  the  distant  station  shifting  the  frame  carrying  the 
type  wheel ;  the  type  is  inked  by  revolving  "  in  contact  with  a 
"  roller  prepared  with  printing  ink.'' 

"  An  improved  key  frame  or  pedal  ^'  is  attached  to  the  printing 
instrument.  Each  key  comes  in  contact  with  a  break,  which  makes 
the  required  number  of  breaks  and  contacts,  and  regulates  the 
•peed  of  working;  or  a  vibrating  handle  can  be  used. 
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In  the  ''call  signal  or  alarum/'  an  electric  current  from  the 
distant  station  acts  upon  a  lever,  and  releases  weights  which  fisdl 
on  the  hell  or  hammer  lever;  the  weights  are  replaced  as  may  he 
required. 

In  order  to  enable  the  pemianent  magnets  of  electric  telegraphs 
to  retain  their  power,  they  are  "tipt"  with  iron  points,  which 
points  "  are  carried  into  the  electric  coils." 

''  Instead  of  centers  or  pivots/'  a  piece  of  sUk,  passed  through 
or  over  the  permanent  magnet,  and  stretched  by  a  weight  or 
weights,  forms  the  axis  of  motion  of  the  magnetized  body.  "  By 
"  twisting  the  thread  on  one  side  or  the  other  the  pointer  is  put 
"  in  exact  position." 

[Printed,  8|tf.] 

A.D.  1853,  October  13.— N»  2361. 

MEINIG,  Charlks  Ludovig  Augustus. — "  Improvements  in 

galvanic  batteries." 

This  invention  relates  to  portable  batteries  that  "may  be  carried 

in  the  pocket  or  otherwise  appended  to  the  body  while  in 
"  action."  Strips  of  soldered  copper  and  sine  plates  are  fixed 
while  hot  into  a  slab  of  gutta  percha,  having  ridges  or  ribs  for  the 
reception  of  the  strips  on  opposite  sides ;  a  series  of  cells  are  thus 
formed,  like  a  very  shallow  Cruikshank's  batteiy.  To  enable 
these  batteries  to  be  placed  in  any  required  position  without 
letting  out  the  fluid,  the  cells  may  be  filled  witii  "  fibrous  non- 
"  conducting  and  absorbing  material,"  or  with  a  metallic  powder 
or  paste,  or  a  second  slab  of  gutta  percha  may  be  fixed  over  the 
cells  by  means  of  projecting  points. 

A  batteiy  is  also  described  and  shown,  in  which  the  plates  are 
fixed  radiaUy  on  a  circular  slab,  in  several  sets,  with  connections 
by  which  a  greater  or  less  number  of  cells  may  be  brought  into 
action. 

A  considerable  intensity  in  small  bulk  can  be  had  by  fixing 
plates  on  both  sides  of  the  same  slab. 

To  apply  the  above-mentioned  batteries  to  the  human  body, 
metallic  discs  connected  to  their  poles  are  retained  in  contact  with 
any  part  desired  by  means  of  sticking  plaster ;  a  piece  of  plaster 
larger  than  the  disc,  and  including  it  completely,  being  employed. 

The  metallic  paste  above  mentioned  consists  of  an  oxide  or  salt 
of  a  metal  which  is  more  negative  than  the  positive  metal  of  the 
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hMaj ;  cft'*tk  dry  metallic  acid,  such  as  antimomc,  pho6photic» 
"  or  araenic  acid  "  may  be  used  instead  of  the  oxide  or  salt ;  either 
of  these  ingredients  are  pulverized  and  mixed  with  powdered 
starch,  to  which  powdered  glass  may  be  added ;  this  paste  gives 
great  constancy  to  the  action  of  the  battery, 

[Printed,  W,^ 

A.D.  1853,  October  14.— N»  2371. 

FARRELL,  John.— (Pro»w«maZ  Protection  oafy.)  "Improve- 
"  ments  in  the  means  of  insulating  wire." 

"  This  invention  consists  in  applying  a  composition  consisting 
**  of  tar  and  powdered  charcoal  in  place  of  or  in  addition  to  the 
*'  insulating  materials  now  used  for  coating  wire." 

[Printed.  Sid.] 

A.D.  1863,  October  14.— N»  2372. 

CADOGAN,  Frederick  "William. — "Improvements  in  the 
*'  means  of  obtaining  telegraphic  communications,  applicable  to 
'*  armies  in  the  field.'* 

This  invention  consists  in  making  the  electric  telegraphic  ap- 
paratus portable,  and  in  laying  and  taking  up  the  insulated  wire  in 
any  required  direction. 

"  For  this  purpose  a  carriage  is  employed,  divided  into  two  oom- 
'*  partments, ''  one  containing  the  batteries  and  the  apparatus 
for  winding  and  imwinding  the  insulated  wire,  the  other  the 
telegraphic  instrument  and  *'  seats  for  the  persons  communicating 
''  or  receiving  information." 

The  rollers,  having  insulated  wire  wound  thereon,  are  capable  of 
being  placed  in  bearings  when  required  to  run  out  or  receive  wire ; 
in  running  out  the  wire  a  break  lever  is  used,  and  in  taking  in  the 
wire  a  clutch  brings  spur  gear  into  action.  Spare  rollers  may  be 
placed  under  the  seats. 

"  There  is  attached  to  the  carriage  a  Manby's  mortar,  or  other 
"  suitable  apparatus  for  throwing  an  insulated  wire  across  a  river 
"  or  other  inland  water." 

[Printed,  U.  l\dJ} 
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A.D.  1853,  October  16.— N°  2382. 

WOODCOCK,  Tiiois AS.— iProvisio7Ml  Protection  otay.)  "  Im- 
"  proved  means  of  cutting,  carving,  engraving,  piercing,  or 
"  embossing  metallic  or  other  surfaces." 

This  invention  consists  in  withdrawing  the  tool  from  the  work, 
when  it  is  not  intended  to  act  upon  the  same,  by  means  of  a  powerftil 
electro-magnet.  The  electric  circuit  may  be  completed,  when  re« 
quired  to  act  on  the  electro-magnet,  by  a  tracing  point,  which  at 
such  times  passes  over  metallic  portions  of  a  design  connected  to 
&  galvanic  battery ;  at  other  times,  when  the  tool  is  required  to  act 
on  the  work,  the  tracing  point  passes  over  non-conducting  portions 
of  the  design. 

The  motive  power  for  cutting  or  acting  upon  the  work  may  be 
of  any  available  kind  and  applied  in  any  suitable  manner. 

For  piercing  or  embossing,  the  electro-magnet,  instead  of 
acting  direct  on  the  tool,  may  be  made  to  open  or  shut  the 
steam  valve  of  a  small  cylinder,  the  piston  of  which  will  act  on 
the  punch,  and  force  it  down  when  required,  that  is,  when  steam 
**  is  admitted  to  the  cylinder." 

CPrinted,iid.] 

A.D.  1863,  October  24.— N*  2448. 
KRAUT,  Henry. — "  Improvements  in  apparatus  for  regulating 
"  the  temperature  of  stoves  and  furnaces,  and  of  water,  air,  or 
"  other  fluids  contained  in  [vessels  or  chambers,  the  strength  of 
*'  spirituous  liquors  and  of  chemical  mixtures,  andthehygrometrio 
**  state  of  the  air  in  buildings,  rooms,  &c." 

In  this  invention  an  electric  circuit  is  completed  by  one  of  the 
following  means : — 

The  expansion  or  dissimilar  expansion  of  metals  by  heat. 

By  a  float  or  gauge  in  a  liquid,  rising  or  falling  according  to  its 
height  or  density. 

For  regulating  the  hygrometric  state  of  the  air  in  buildings  the 
hyg^meter  brings  the  poles  into  contact. 

On  the  completion  of  the  circuit  an  included  electro-magnet  or 
electio*magnet8  act  upon  wires  or  chains  connected  with  the 
damper,  or  valve,  or  cock,  by  means  of  a  lever. 

When  a  certain  degree  of  temperature  has  to  be  maintained  with 
the  least  possible  variation,  a  thermo-electrio  batteiy  (excited  by 
the  heat  of  the  furnace)  deflects  a  galvanometer  needle  that  com- 
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pletes  the  circuit  at  any  given  deflection.  The  thenno-electne 
^battery  in  this  instance  supplies  the  place  of  a  theimometer. 

The  electric  current  necessary  "  may  be  produced  either  by  the 
"  thermo-electric  battery,  by  the  rotary  battery,  or  by  the  common 
'*  or  constant  battery." 
[Printed.  7W.] 

« 

A.D.  1863,  October  26.— N»  2467. 

VERDUN,  Jean  Baptiste.  —  {Provisumal  Protection  only.) 
"  Improvements  in  the  construction  of  globes,"  in  which  *'  am 
**  electric  or  other  light "  may  be  set  in  the  centre. 

This  invention  "  consists  in  a  new  mode  of  constructing  globes 
''  representing  the  earth  or  the  heavens,  and  also  uranographic 
''  machines,  georamas,  and  cosmoramas."  In  the  first  system  of 
construction,  a  screw  passing  down  the  centre  of  a  tube  raises  or 
lowers  a  disc,  to  which  the  envelope  of  the  globe  is  attached  at  one 
of  the  poles,  another  disc  at  the  other  pole  is  fixed  to  the  top  of  the 
tube ;  between  these  discs  the  envelope  is  carried  by  wooden  circles 
parallel  to  the  equator  that  are  connected  by  radiating  rods  with 
rings  on  the  tube ;  on  the  screw  being  turned  in  one  direction, 
the  moveable  disc  causes  the  envelope  to  open,  and  on  its  being 
jnoved  in  the  opposite,  the  envelope  forming  the  globe  is  shut. 
In  the  second  system,  the  ribs  or  circles  are  hinged  to  both  discs, 
like  the  ribs  of  an  umbrella,  and  are  made  of  wood,  cane,  or 
whalebone ;  they  are  in  the  direction  of  meridians  of  longitude,  and 
fold  up  the  envelope  parallel  to  the  axis  by  means  of  a  screw  in  the 
tube  connected  to  one  disc  working  into  a  nut  in  a  smaller  and 
interior  tube  connected  to  the  other  disc. 

Several  globes  of  the  above  construction  might  represent  the 
planets,  and  "another  globe  covered  with  a  diaphragm  cloth, 
"  having  an  electric  or  other  light  set  in  the  centre,  would  serve 
''  to  illumine  the  planets  in  the  rotative  motions  given  to  them." 
[Printed,  eld] 

A.D.  1853,  October  27.— N<»  2486. 

DERING,  Georos  Edward. — *^  Improvements  in  galvanic  bat- 
teries," consisting  of  j — 

Ist.  "The  use  of  acid  solutions  in  contact  with  the  negative 
elements  of  batteries  having  any  suitable  exciting  liquids  not 
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"  composed  of  tree  mineral  acids  applied  to  thdr  positive  ele- 
"  meiits/'  The  arrangement  preferred  consists  of  copper  or 
platinised  silver  excited  by  dilute  hydrochloric  acid,  and  amalga^ 
mated  zinc  exdted  ''  by  plain  water  or  sea  water,  or  a  solution  of 
"  common  salt,  or  of  chloride  of  zinc." 

2nd.  ''The  application  of  porous  divisions  of  earthenware  or 
''  other  material  to  troughs,  or  cells,  or  vessels,  wholly  or  partly 
"  constructed  of  gutta  percha^  or  india-rubber,  or  like  materials, 
"  or  compounds  containing  such  materials."  A  battery  of  this 
"  kind  is  very  applicable  to  an  arrangement  according  to  the  1st 
improvement. 

3rd.  "Hie  use  of  lead  as  a  negative  element"  "in  batteries  for 
"  workhig  electric  telegraphs  or  clocks."  A  constant  battery  con- 
rists  of  acetate  of  lead  solution  in  contact  with  lead  negative  plates, 
and  zinc  positive  plates  excited  by  a  solution  of  common  salt ;  or 
copper  may  take  the  place  of  lead,  as  it  soon  becomes  coated  with 
that  metal  when  the  circuit  is  completed. 

4th.  "  The  use  of  iron  as  a  positive  element "  in  electric  tele- 
graph or  clock  batteries.  C!opper  and  iron,  separated  by  a  porous 
division,  with  weak  sulphuric  acid  may  be  used  successfully. 

5th.  "  The  rendering  air-tight  by  any  suitable  means  batteries 
**  employed  for  working  electric  telegraphs."  It  is  preferred  to 
use  cells  or  troughs  of  gutta  percha,  "  and  covers  of  the  same  ma* 
"  terial,  firmly  attached  with  close  joints  by  the  ud  of  heat  and 
"  proper  cements ;  each  cell  of  a  compound  battery  should  be 
**  dosed  independently  of  the  others." 
[Printed,  9i<i.] 

A.D.  1863,  October  28.-N-  2498. 

WILKINS,  John  Walkxb.  — "  Improvements   in   obtaining 
**  power  by  electro-tnagnetiam." 

The  electro^magnets  employed  aie  "  constructed  and  ar- 
"  ranged  in  sudb  manner  that  the  cunent  of  electridty  passing 
"  through  the  wire  wound  round  any  one  pole  of  any  mag* 
"  net  shall  assist  in  magnetising  other  magnets  by  which  it 
"  may  be  surrounded."  The  "  magnets  consist  of  several 
**  horseshoe  magnets,  each  being  formed  of  square  or  other 
"  angular  shaped  bars  of  iron  wrapped  with  insulated  wire, 
"  according  to  the  ordinary  method  of  making  electro-magnets. 
These  magnets  are  arranged  in  a  series,  side  by  side,  in  such 
manner  that  the  electric  cunent  passing  through  the  wire  of 
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<<  one  electro-magnet  shall  influence  the  iion  of   the  adjacent 
*'  electro-magnets,  which  wire  shall  thus  become  or  be  as  part  of 
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the  wire  surrounding  the  adjacent  magnets,  and  so  that  the  iron 
forming  any  one  magnet  shall  not  only  be  infloenoed  by  the 
whole  of  the  wire  wrapped  on  it,  but  also  by  the  wire  wrapped 
^'  on  the  iron  bars  of  the  magnets  next  acyacent  on  all  sides." 
A  block  composed  according  to  this  plan  is  shown  in  the  Drawings, 
in  which  the  pole  of  each  acyacent  magnet  is  of  an  opposite  name  ; 
the  whole  forms  a  rectangular  block. 

In  using  magnetism  as  a  motive  power,  a  frame  is  suspended  or 
placed  in  front  of  a  block  of  magnets ;  the  frame  carries  armatures 
to  each  pair  of  poles,  and  will  be  attracted  to  the  poles  on  the 
passing  of  an  electric  current  through  the  wire  of  the  magnets ; 
any  simple  contrivance  may  release  the  keeper,  and  from  the  red- 
procating  motion  thus  produced  ''  powerful  motion  in  any  form 
*'  may  be  obtained." 
[Printed,  4|d.] 

A.D.  1853,  November  3.-N*  2548. 

WOOD,  William. — (Provisional  Protection  only.)  **  Abstracting 
and  condensing  smoke  arising  from  steam  engines  and  other 
furnaces,  and  obtaining  a  supply  of  air  for  supporting  the  com- 
**  bustion  of  the  fuel  in  such  furnaces,  thereby  superseding  the 
"  necessity  of  chimney  shafts  and  funnels." 

The  smoke  is  abstracted  by  means  of  fans  having  a  rotary 
motion  communicated  to  them  by  means  of  wind,  water,  steam, 
air,  compressed  air,  gas,  galvanism,  electro-magnetism,  animal, 
manual,  or  any  other  known  power,  working  in  a  box  having  a 
"  communication  with  the  flue  or  flues  of  the  furnace  or  furnaces 
"  by  means  of  pipes  entering  at  both  sides  of  such  box,  thereby 
"  producing  a  partial  vacuum,  and  causing  the  necessary  supply 
*'  of  air  to  rush  through  the  furnace  to  support  combustion,  Uke- 
'*  wise  the  centrifugal  force,  by  which  the  smoke  is  forced  into  the 
*'  water  necessary  for  its  condensation." 
[Printed,  6K<.] 

A.D.  1853,  November  7.— N»  2579, 

PERSHOUSE,  Henry,  and  MORRIS,  Timothy.— "An  im- 
"  provement  or  improvements  in  the  deposition  of  metals  an 
"  metallic  alloys  "  by  means  of  electricity. 
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This  invention  consists  of  "separating  the  solution  which  con« 
tains  the  surface  on  which  metal  or  alloy  "  [is  ?]  ''to  be  depo- 
'*  sited  from  the  solution  which  contains  the  metal  or  alloy  to  be 
dissolved,  by  a  porous  partition  or  diaphragm,  which  permits 
the  passage  of  electricity,  and  keeping  the  solution  saturated 
from  which  metal  or  aUoy  is  being  deposited,  by  placing  therein 
excess  of  any  suitable  salt  or  compound  of  the  metal  or  alloy 
"  being  deposited."  *'  Zinc  and  dilute  sulphuric  acid  "  are  used, 
by  preference,  in  the  porous  cell.  An  "  excess  of  the  oxide,  cyanide, 
"  carbonate,  or  other  compound  of  the  metal  or  metals  beuig 
"  deposited,"  is  placed  "  in  the  solution  from,  which  deposition  is 
"  taking  place."  "  By  this  arrangement  the  deposition  of  the 
"  metal  or  alloy  will  be  effected  by  an  electrical  current  of  less  inten- 
"  sity  than  is  required  by  the  ordinary  arrangement." 
[Printed,  8id.] 

A.D.  1853,  November  I?.— N»  2663. 

DUGMORE,  George,  and  MILLWARD,  George  Hayvtood. 
— "  A  new  or  improved  method  of  signalling  or  communicating 
"  between  tndns  on  railways." 

In  this  invention  a  current  of  electricity  circulates  "  from  one 
"  train,  whether  at  rest  or  in  motion,"  "  in  rods  laid  along  the 
"  line  of  railway,  or  through  the  ordinary  rails,"  and  actuates  "a 
'*  signal  on  another  train  at  rest  or  in  motion." 

Each  locomotive  is  fiimished  with  a  voltaic  battery  and  suitable 
signalling  apparatus  (preferably  a  bell),  which  is  kept  constantly 
in  electrical  communication  with  properly  mounted  and  insulated 
wheels,  running  on  the  before-mentioned  rods,  laid  between  the 
rails,  by  preference. 

[Printed.  5i<i.] 

A.D.  1853,  November  17.— N«  2664. 

ABRAHAM,  Solomon,  and  ABRAHAM,  Samuel  Victor.— 
'*  Communicating  information  or  directions  to  persons  in  charge 

*'  of  railway  trains." 

This  invention  relates  to  establishing  electrical  communica* 
tion  between  the  guard  and  engine-driver  of  a  train  by  means  of 
insulated  wires  unwound  from  a  reel  in  the  guard's  van,  and 
proceeding  along  the  tops  of  the  carriages  to  the  instrument  on 
the  locomotive.  A  battery  and  transmitting  apparatus  (called 
a  "  wheel  contact  maker")  are  placed  in  the  guard's  van  or  van8> 
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uid  a  dial  •ignal  apparatiUy  oombined  wHii  a  bdl  and  firewok 
alarum,  are  placed  on  the  locomothre. 
The  invention  is  described  under  the  following  heads : — 

Ist.  The  ngnal  and  alsmm  apparatus.  A  circular  disc  has  the 
neoesBsay  signals  of  instruction  or  information  engraved  on  equal 
portions  of  its  ciroumfiBrence,  any  one  of  which  can  be  brought,  by 
the  action  of  an  electro*magnet,  in  front  of  an  aperture.  Each 
time  the  magnet  is  excited  the  disc  moves  one  division*  imtil  the 
desired  signal  appears,  when  the  disc  is  stationary.  On  the  com* 
pletion  of  the  circuit  a  lever  annature  releases  a  hammer,  which 
faUa  upon  the  curved  end  of  a  locking  arm ;  ^us  releasing  dock* 
work  ^at  moves  the  dial  through  one  division  by  means  of  spur 
gear,  at  the  end  of  which  time  the  locking  arm  sgain  enters  the 
locking  wheel  of  the  tndn. 

The  revolving  fly  of  the  clockwork  carries  striking  pieoea,  that 
sound  the  bell  each  time  the  clockwork  is  set  in  motion* 

A  heavy  hsmmer  is  let  go,  by  a  pin  on  one  of  the  clockwork 
wheels,  at  certain  signals;  Ihis  striking  the  stud  of  a  spring 
needle,  ignites  percussion  powder  and  dischsiges  a  suitably  placed 
rocket  or  other  firework. 

2nd.  ''  The  wheel  contact  maker."  A  wheel,  having  signals  on 
it  similar  to  those  on  the  dial  plate  of  the  signal  instrument^ 
makes  battery  contact  by  means  of  metallio  arms,  against  a 
spring.  A  ratchet  wheel  and  "pawl"  at  the  end  of  a  hand  lever 
move  the  wheeL 

3rd.  A  continuous  circuit  is  maintained  "  while  winding  on  or 

unwinding  the  line  or  lines  of  circuit  wire  without  the  necessity 

of  disconnecting  the  wire  or  wires  from  the  reel  or  reels."  To 
carry  out  this  object,  battery  connection  is  made  with  the  wire  on 
the  reel  by  means  of  a  fixed  spring  bearing  up  against  an  insu- 
lated metallic  ring  on  the  reel  axis ;  the  ring  is  connected  by  a 
binding  screw  with  the  inner  terminal  of  the  reel  coil. 

In  the  Provisional  Specification  it  is  proposed  to  rotate  the 
signal  disc  by  a  "  ratchet  wheel "  and  "  ordinary  escapement^  one 
"  tooth  escaping  at  a  time,"  by  the  action  of  an  electro-magnet. 
It  is  also  proposed  to  place  in  the  guard's  van  "  a  toothed  wheel 
"  contact  maker,"  and  to  discharge  the  rocket  by  means  of  an 
electric  current  traversing  "  a  fine  platina  wire  inserted  therein." 

Return  signals  may  be  made  by  the  engine-driver  to  the  guard 
by  means  of  the  ordinary  "  well-known  meUiods." 
[Printed,  liid.3 
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A.D.  1863,  November  18.— N«  2677. 

GALL,  Jambs,  junior. — (Proviaional  Protection  only.)  "  Improve* 
''  ments  in  electo}-magrnetic  engines." 

Thi«  invention  "  consists  in  adapting  and  applying  to  such 
"  engines,  magnets,  magnetic  cylinders  of  the  particular  construe- 
"  tion  hereafter  referred  to,  and  also  in  their  combination  with 
"  internal  and  external  drums  or  cylinders  for  the  passage  of 
"  electricity." 

"  The  magnetic  cylinders  form  the  terminations  of  the  poles  o{ 
"  double  magnets  and  are  mounted  on  axles  at  each  end;  and 
"  the  internal  and  external  electric  cylinders  are  also  mounted  in 
*'  such  a  manner  as  to  be  capable  of  revolving  with  their  cylin- 
''  drical  surfiioes  in  close  proximity  with  the  magnetic  cylinder. 
"  And  the  cylinders  are  connected  together  only  with  small  por- 
"  tions  of  conununication  in  such  a  manner  that  the  currents  of 
'*  electricity  may  be  made  to  pass  without  impediment  over  the 
*  cylindrical  surfiftces  in  one  direct^n  over  those  of  the  internal 
**  cylinders,  and  in  the  opposite  direction  over  those  of  the  ex- 
"  temal  cylinders,  such  cylinders  being  also  connected,  with  the 
**  magnetic  cylinder  between  them,  in  such  a  manner  as  re- 
"  spectively  to  receive  and  impart  electric  and  magnetic  in* 
"  fluenoes.  The  internal  electric  cylinders  are  covered  with  thin 
*'  metallic  foil  on  their  outer  circumference,  and  the  external 
"  cylinders  are  lined  with  the  same  material.  This  metallic  foil 
"  is  made  to  conmiunicate  with  the  axles  which  are  otherwise 
"  insulated.  Upon  the  axle  are  also  placed  a  series  of  metallic 
"  rings  connected  with  each  other  by  wires.  Each  of  these  rings 
"  communicates  with  one  of  the  cylindrical  surfaces  of  metallic  foil 
"  and  revolves  in  a  cup  or  trough  of  mercury.  The  axles  and  rings 
"  on  which  the  cylinders  revolve  are  mounted  so  as  to  rest  and  turn 
**  upon  antifriction  rollers.  The  motive  power  thus  developed  and 
**  communicated  to  the  axle  of  the  magnetic  cylinder  may  be  trans- 
**  mitted  therefrom  by  means  of  pulleys  in  the  ordinary  manner." 
[Friiited,s|d.3 

A.D.  1863,  November  25.— N«  2746. 

DREW,  Alexander. — (Provisional  Protection  only.)  "  Improve- 
ments in  ornamenting  woven  fabrics  and  other  surfaces." 
"  This  invention  relates  to  the  preparation  of  sheet  material  to 
be  used  in  the  subsequent  ornamentation  of  woven  fabrics,  such 
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M  ladies  dresses  and  other  surfaoes,  on  the  general  system  of 

relief  ornamentation  for  which  Letters  Patent  for  England  were 

granted  to  Mr.  Thomas  Auchterlonie,  of  Glasgow,  in  the  year 

1850  "  (N»  12,961  Old  Law). 

A  thin  sheet  of  gutta  perchahas  laid  down  on  it  a  sheet  of  gold 

leaf,  the  two  materials  are  then    united  hy  pressure  and  heat; 

devices  and  figures  are  cut  out  of  this  raw  material,  and  are 

attached  to  the  fabric  by  pressure  and  heat.    * 

"The  metal  covered  sheets  may  be  coated  for  a  similar  purpose 

**  by  the  electr<h-depo9it  process,'* 
[Printed,  2|d.] 

A.D.  1863,  November  26.— N<»  2764. 

* 

ROUSSELOT,  Joseph  Scipion. — '*An  improved  application 
'*  ofmagneto-electricity  for  driving  machineiy  and  for  neutraliaing 
*'  the  impulsive  force  of  machinery  in  motion." 

In  applying  magneto-elec<7icity  to  driving  machinery,  heated 
atmospheric  air  is  employed  (by  preference)  as  a  medium  for  giving 
motion  to  an  engine.  The  air  is  heated  by  the  combustion  of  the 
mixed  gases  produced  from  the  decomposition  of  water  by  the 
electric  current. 

When  this  invention  is  applied  to  drive  a  locomotive  engpue,  a 
'*  Grove's  or  other  suitable  batteiy  "  is  employed,  at  starting,  to 
generate  the  gas ;  and  when,  by  the  combustion  of  the  gas,  a  suf- 
ficient motive  power  is  obtained,  a  magneto-electric  apparatus  is 
brought  into  connection  with  the  water  to  be  decomposed,  and 
the  decomposition  continued  by  that  means.  The  magneto- 
electric  apparatus  consists  of  a  series  of  horseshoe  magnets  fixed  to 
the  framing  of  the  engine  in  such  a  position  that  they  will  act  in 
connection  with  coiled  soft  iron  armatures  mounted  on  l^e  axles  of 
the  running  wheels.  An  electro-magnetic  engine,  consisting  of 
helices  into  which  cores  are  alternately  attracted,  is  employed  to 
force  the  air  into  an  air  chamber,  from  which  the  heating  chamber 
and  engine  cylinders  are  supplied  with  air.  Previous  to  entering 
the  engine  cylinders  the  air  is  further  expanded  in  the  yalve  box 
*'  by  an  electric  spark  being  produced  in  the  presence  of  the 
"  heated  air." 

To  arrest  "  the  progress  of  a  train  by  the  aid  of  electro^ 
"  magnetism,"  the  electric  current,  generated  as  above^  is  di- 
verted firom  the  decomposing  apparatus,  &c.,  to  electro-magnets 
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mounted  radially  on  the  brake  wheels,  and  'haying  thor  effective 
poles  in  the  circumferences  of  the  wheels  in  contact  mih  the  rails. 
The  clinging  tendency  of  the  wheels  to  the  rsols  stops  the  train. 
CPriuted,  1\d.'] 

A.D.  1853,  December  6.--N«  2836. 

JOHNSON,  John  Henry  (a  communiccUion  from  Benjamin 
Underwood), — ''Improvements  in  printing  oilcloths  and  other 
"  fabrics." 

This  invention  consists  in  combining  moveable  types  to  form 
printing  surfaces  for  ornamenting  oilcloths  and  other  fabrics ;  £eu>- 
simile  plates  may  be  made  from  the  blocks,  patterns,  or  devices, 
"  either  by  the  electrotype  or  stereotype  process,  in  metal  or  in 
**  any  other  suitable  manner  or  maWial." 

The  main  features  of  this  invention  are  as  follows : — 
The  types  are  set  up  in  blocks  from  an  original  design  or 
"  copy,"  just  as  printers  set  up  type  for  ordinary  printing,  those 
parts  of  the  design  that  are  to  print  are  set  up  in  elevated  square 
types,  and  those  parts  that  form  no  design  are  set  up  in  blank 
types ;  when  a  block  is  thus  completed  it  is  locked  up  by  "  a 
"  metallic  furniture  or  card  piece,"  agunst  which  screws  in  the 
**  end"  piece"  of  the  blocker  "form"  are  made  to  bear.  The 
"  case"  to  receive  the  types  may  have  ''triangular  grooves  "  in 
the  bottom  to  receive  "  angular  projections "  on  the  types,  and 
thus  fully  prevent  their  dropping  out ;  or  it  may  be  flat  at  the 
bottom  for  types  without  projections. 

For  cylindrical  printing  the  electrotype  or  other  fac-simile  plates 
•re  bent  round  a  suitable  cylinder. 

[Printed,  Hd.] 

A.D.  1853,  December  8.— N»  2846. 

HENLEY,  William  Thomas.  —  *'  Improvements  in  electric 
"  telegraphs." 

Magneto-electric  machines,  in  which  the  armatures  revolve 
within  the  poles  of  the  horseshoe  permanent  magnets,  and  are 
mounted  radially  upon  the  central  shaft.  When  the  central  shaft 
is  merely  moved  to  the  right  or  left  by  a  handle,  the  "  back  our- 
"  rent "  is  intercepted  into  a  short  circuit  or  cut  off.   This  is  done 
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either  hj  a  circular  slide  in  coiqunction  with  springs  and  studs, 
or  by  a  permanent  magnet,  fixed  transversely  on  the  shaft,  in  con- 
nection with  iron  rods,  in  the  circuit,  woriung  on  centres,  and 
certain  metallic  and  spring  connections. 

AnoUier  fonn  of  magneto-electric  machine.  The  electric  current 
is  induced  in  the  armature  coils  by  detaching  the  armatures  from 
the  magnets.  For  this  purpose  levers  and  cams  or  rollers  are 
used. 

In  order  that  any  particular  wire  may  be  known  throughout 
its  length  on  opening  the  ground,  a  tape  or  yam  is  introduced 
(from  which  all  the  wires  are  numbered)  into  the  rope  (See  N^ 
185,  1853,  and  N«  1779,  1853),  thus  enabling  any  particular 
wire  to  be  readily  found. 

Apparatus  '*  for  showing  visual  signals."  Two  magnetic  needles 
are  mounted  on  an  axle,  in  the  same  plane  or  nearly  so,  and 
actuated  by  an  electro-magnet.  To  partially  neutralize  the  in- 
ductive effect  of  the  magnetic  needles  on  the  soft  iron  of  the  coils, 
and  to  overcome  the  residual  magnetism  in  the  soft  iron,  moveable 
and  adjustable  horseshoe  or  cur\'ed  magnets  are  used.  Owing  to 
the  greater  residual  magnetism  in  the  near  instrument,  it  is  some- 
times desirable  to  send  the  current  only  through  the  distant  in- 
strument; a  reversing  handle  for  this  purpose  is  described  and 
shown,  in  which  studs  on  an  axle  are  deflected  against  springs  and 
stops.  When  the  near  instrument  is  included  in  the  circuit,  the 
ordinary  reversing  key,  or  those  specified  by  the  Patentee  in  N* 
12,236  (Old  Law),  and  N»  680  (1852),  may  be  used. 

To  counteract  the  effect  of  the  permanent  magnets  of  the  mag- 
neto-electric machine  on  the  signal  needle,  a  plate  of  soft  iron  is 
placed  between  them. 

A  chemical-marking  telegraph.  It  is  preferred  to  use  for  thb 
telegraph  the  magneto-electric  machine  first  described,  in  which 
the  electric  current  is  nearly  continuous  in  one  direction;  the 
lever  and  cam  machine  may  be  used,  in  which  case  a  series  of  dots 
are  made  on  the  chemically-prepared  paper.  The  transmitting 
machine  consists  of  a  drum  or  slide  on  which  moveable  types  are 
fixed,  which  passes  under  a  point  or  roller.  The  peci^iarity  is 
that  when  the  point  is  in  contact  with  the  type,  a  short  circuit  of 
tiie  electric  current  is  completed;  and  when  the  point  passes  over 
a  blank  space,  the  current  is  transmitted  to  the  distant  station, 
there  to  mark  the  paper  aooordingly.    In  the  receiving  or  record* 
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tag  apparatus,  the  style  is  moved  in  parallel  lines  over  the  paper, 
the  paper  being  stationary ;  this  is  accomplished  by  clockwork  in 
connection  with  spur  gear,  which  moves  two  slides  at  suitable 
times,  the  upper  slide  (at  right  angles  to  the  longitudinal  slide) 
carrying  the  style. 

In  producing  an  induced  current  by  means  of  a  voltaic  battery 
and  electro-magnet,  the  armature  is  fixed,  and  the  current  pro- 
duced by  simply  breaking  or  reversing  the  battery  current.  This 
is  set  forth  in  the  Complete  Specification. 

To  reverse  alternate  induced  currents  so  as  to  enable  them  to 
pass  in  one  direction,  studs  and  springs  are  suitably  acted  upon  by 
a  reversing  lever,  so  that  when  the  battery  current  is  reversed,  this 
second  reversing  apparatus  enables  the  induced  current  to  pass 
along  the  telegraph  line  as  required.  Similar  principles  are  applied 
in  the  construction  of  finger  keys,  for  using  with  either  of  the 
above-described  arrangements,  to  induce  currents  from  perma- 
nent magnets.  These  particulars  are  also  set  forth  in  the  Complete 
Specification. 

In  the  Complete  Specification  it  is  proposed  to  use  an  earthen- 
ware or  glass  insulator  with  flat  sides  and  sharp  edges  shaped 
like  the  regular  solids  for  instance,  so  as  to  collect  the  moisture 
into  drops,  and  thus  throw  it  oS, 

i:Frinted,4ff.5^] 

A.D.  1853,  December  12.— N»  2886. 

WHITEHOUSE,  Edwahd   Orange  Wildman.— "  Improve- 
'*  ments  in  effecting  telegraphic  communications." 

A  chemical*marking  telegraph  is  described  and  shown^  having 
the  following  peculiarities : — 

A  "  nianipidator  "  or  transmitting  instrument,  in  which  a  single 
prestnre  upon  one  of  the  studs  or  keys  records  in  its  entirety  any 
one  of  the  symbols  or  letters  at  the  distant  and  near  stations. 
A  frame  has  a  number  of  insulated  wires,  in  connection  with  the 
line  wires,  stretched  horizontally  across  it ;  on  the  top  plate  verti- 
cal spring  studs  are  mounted  which  make  connection  with  the 
longitudinal  wires  by  means  of  transverse  pins.  As  each  stud 
spindle  is  fitted  with  a  different  arrangement  of  pins  different 
combinations  of  the  line  wires  are  brought  into  action  by  each  stud. 
In  the  arrangement  shown  there  are  6  line  wires,  27  stretched 
wires,  and  64  stud  keys  (including  the  blank  key).    In  one  mode 
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of  working  this  manipulator,  the  depression  of  the  key  establishes 
a  short  circuit,  thus  draining  off  the  cuirent  from  the  line  wires. 
In  another  mode  of  working,  the  same  means  conveys  a  current 
along  the  line  wires. 

In  another  ''manipulator,"  the  different  letters  are  produced 
by  the  simultaneous  depression  of  the  proper  studs  necessary  'to 
form  the  whole  symbol,  as  each  stud  makes  contact  with  but  ont 
wire. 

In  a  third  manipulator,  with  one  stud  to  each  symbol  as  in  the 
first  arrangement,  springs  under  the  stud  make  the  requisite  con- 
tact with  points. 

A  recording  or  receiving  instrument,  in  which  the  letters  follow 
each  other  in  parallel  lines,  and  from  left  to  right,  as  in  otdinaiy 
writing.  The  *' trackers  "  or  markers  are  respectively  connected 
with  tiie  line  wires,  and  are  mounted  on  an  endless  band  passing 
over  drums.  The  drum  shafts  give  a  slow  upward  motion  to  the 
paper  by  endless  screws,  pinions*  and  racks.  Three  sets  of  trackers 
are  used,  and  when  one  is  leaving  the  paper  on  the  right-hand  side, 
the  next  set  of  trackers  is  entering  on  the  left-hand  side. 

The  materials  used  for  combining  with  the  paper  to  produce 
marks  by  their  electro-chemical  decomposition,  are  those  neutral 
salts  whose  bases  are  but  slightly  soluble  when  precipitated. 
Infusions  "  of  nut  galls,  oak  bark,  or  any  other  vegetable  astrin- 
''  gent  oontuning  tannin  and  gallic  acid  "  may  also  be  used. 

A  home  record  may  be  retained  simultaneously  with  the  sending 
of  a  message  to  a  distant  station,  or  two  stations  may  be  commu- 
nicated with  at  the  same  time,  *'  by  the  absence  of  the  current  of 

one  instrument  corresponding  with  its  presence  at  the  other,  and 

the  blanks  upon  one  paper  being  equivalent  to  the  marks  upon 

the  other."  A  stud  or  key  in  the  circuit  effects  this  object  by 
means  of  suitably  placed  springs ;  a  spring  under  the  stud  being 
in  connection  with  the  battery,  and  between  the  two  line-wire 
springs.  The  batteiy  spring  makes  connection  with  one  line-wire 
spring  before  it  leaves  the  other.  Another  key  for  the  same 
purpose  is  described  and  shown,  having  metal  and  non-conducting 
collars  and  a  helical  spring,  instead  of  the  battery  spring. 

The  electricity  used  in  this  invention  may  either  be  a  "  galvanic," 
"  voltaic,"  "hydro-electric,"  or  "  magneto-electric  current ;"  or  the 
power  may  be  obtained  by  '' '  intersecting  the  lines  of  magnetic 
"  '  force ' "  by  the  movement  of  coils  of  wire  or  of  pennanent 
magnets  near  each  other. 
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The  words  of  a  speaker  and  extemporaneous  music  may  b« 
recorded  by  the  use  of  this  invention. 
[Printed.  lOi  A] 

A.D.  1853,  December  16.— N*  2920. 

WHITEHEAD,  Walter  George.  —  {Provisional  Protection 
only.)  "  An  improvement  or  improvements  in  hats,  caps,  bonnets 
"  and  other  coverings  for  the  head." 

This  invention  consists  in  the  introduction  into  "  coverings  for 
"  the  head,  of  such  combinations  of  metals  or  materials  as  shall 
"  form  with  the  moist  skin  during  the  wearing "  of  the  said 
coverings,  *'a  voltaic  or  galvanic  combination  and  develope 
"  current  of  electricity ;"  the  electrical  current  **  curing  or  relieving 
**  the  headache,  or  other  nervous  or  painful  affections  in  the  head 
"  of  the  wearer." 

Parallel  wires  of  copper  and  zinc  may  be  placed  around  the 
interior  of  the  covering ;  or  plates  of  copper  aild  sine  are  intro- 
duced "  in  such  parts  of  the  said  covering  as  during  wear  comes 
*'  in  contact  with  the  head." 
[Printed,  Sid] 

A.D.  1853,  December  20.— N»  2956. 

CLARK,  JosiAH  Latimer. — "  An  improvement  in  insulating 
"  wire  used  for  electric  telegraphs,  with  a  view  to  obviate  the 
"  effects  of  return  or  inductive  currents." 

m 

This  invention  consists  in  applying  a  further  coating  of  cheap 
insulating  material,  such  as  bitumen,  to  wires  already  insulated 
by  a  coating  or  coatings  of  gutta  percha  or  India-rubber  or  their 
compounds,  so  as  to  keep  the  water  or  damp  earth  at  a  greater 
distance  from  the  insulated  wires  than  it  is  without  such  further 
or  additional  coating,  and  thus  to  prevent  the  inductive  action 
caused  by  the  water  and  damp  earth  surrounding  the  ordinary 
insulated  wire  when  in  long  lengths. 
The  bundle  or  strand  of  ordinary  insulated  wires  is  "  passed  into 
melted  bitumen  till  it  has  taken  up  a  coating  of  the  desired 
thickness ;"  they  are  then  bound  with  strong  canvass  or  other 
fabric,  and  are  ready  to  lay  in  the  earth. 
For  subaqueous  cables  the  additionally  insulated  wire  is  ''covered 
by  laying  wires  around  the  8ame>  as  when  making  electric 
telegraph  ropes." 
[Trinted,2td.] 
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A.D.  1863,  December  21 .— N*»  2967. 

FARRINGTON,  Charlks  Jambs.— (Prorutoiia/  Protection  only.) 
"  Improvements  in  signalling  and  preventing  ooUisions  on 
"  railways  by  electrical  communication." 

"  The  improvements  relate  to  efFecting  electrical  commnnicatioii 
'*  with  carriages  running  on  nulways»  by  which,  in  the  event  of  an 
*'  accident  taking  place  on  such  line  of  ndlway,  or  any  other 

occasion  occuirlng  rendering  it  necessaiy  to  stop  an  approaching 

carriage  or  train  of  carriages,  electric  communication  may  be 
'*  effected  with  such  approaching  carriage  or  tndn  of  carriages,  to 
''  set  in  motion  apparatus  as  a  signal  to  the  guards  or  other 
"  persons  in  charge  of  such  approaching  carriage  or  train  of 
"  carriages,  that  there  is  a  stopping  train  or  other  obstruction  in 
"  advance  of  such  carriage  or  carriages." 

Arms,  projecting  at  intervals  along  a  line  of  railway,  and  included 
in  an  electric  circuit,  are  touched  by  projections  from  the  pasung 
carriages,  and  as  long  as  there  is  no  accident  or  otha  cause  for 
signal,  the  circuit  is  broken,  and  no  current  thereby  passes  through 
the  alarum  or  indicator  on  the  carriages,  although  they  are  in 
connection  at  intervals  with  the  circuit.  But  when  it  is  dewkble 
to  stop  the  approach  of  a  coming  train,  an  attendant  closes  the 
electric  circuit  by  the  nearest  key ;  in  this  case,  when  the  carriages 
of  the  coming  train  pass  the  projecting  arms,  the  cbcuxt  is  completed 
to  the  indicatuig  apparatus  on  the  carriage  or  train,  and  an 
indication  is  made. 
[Printed,  2|d.] 

A.D.  1853,  December  28.— N«  3007. 

GREEN,  Richard. — ''Improvements  in  insulators  for  insulating 
the  wires  or  rods  employed  for  conducting  or  transmitting 
electricity." 
The  principal  feature  in  this  invention  consists  in  forming 

"  the  screw  of  the  insulator  of  the  same  material  as  the  other 
part  thereof."  A  mould  is  taken  "  of  the  desired  shape  of  the 
insulator  complete,  that  is,  with  the  stem,  the  cap,  and  the 
screw  (for  fixing  it)  shaped  in  one  piece ;"  into  this  mould  the 

molten  glass  is  poured  ''in  the  manner  usually  practised  by  glass 

"  makers  of  casting  glass," 
[Printed,  8W.3 
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A.D.  186d>  December  31.— N*"  303L 

PHYSICK,  Henry  Vernon. — "  Improvements  in  electric  tele- 
"  graphs  and  apparatus  connected  therewith/'  consisting  of : — 

Ist.  "  Making  the  bearings  of  the  axle  of  the  reversing  handle 
"  of  electric  telegraph  instruments  of  one  piece  of  metal,  or  of  two 
"  pieces  of  metal  firmly  fitstened  together." 

2nd.  Using  a  packing  of  gutta  percha,  or  other  non-conductor 
of  sound,  to  prevent  the  noise  of  the  stops  that  limit  the  motion  of 
the  reversing-handle  axle.  A  thin  piece  of  metal  (having  contact 
at  the  side  with  the  stop,  to  complete  the  electric  circuit)  rests  on 
the  packing,  and  receives  the  percussion  of  the  arm. 

3rd.  Keeping  the  reversing  handle  vertical  **  independently  of  its 
"  gravity .''  Fixed  springs  bear  on  an  arm  or  crank  fixed  to  the 
axle,  one  spring  being  on  each  side. 

'  4th.  The  electrical  charge  existing  in  long  lengths  of  insulated 
wire  is  discharged  to  the  mrth  without  having  to  pass  through  the 
needle  coil.  In  a  reversing  handle  constructed  with  the  above- 
described  improvements,  a  spring  connected  to  the  coil  and  line 
wire  mtkea  and  breaks  contact  with  the  earth-plate  before  and  after 
the  transmission  of  the  signal. 

5th.  Using  a  coil  frame  and  coil  of  such  a  shape  that  the  wire  is 
wound  round  more  than  half  the  circle  of  the  needle's  motion,  and 
concentric  to  the  needle  axis.  The  needle  axis  is  external  to  the 
coil,  one  of  the  end  plates  being  bent  inwards,  V  fashion,  for 
admitting  the  axle. 

6th.  *'  Fixing  the  needle  to  its  axle  by  means  of  a  screw,  in  such 
^  a  manner  that  the  needle  may  be  taken  from  the  axle  without 
"  the  latter  being  removed  from  the  instrument.'* 

7ih.  Preventing  deflection  of  the  needle  by  the  earth  current, 
"  by  making  the  coils  to  move  around  the  axis  of  the  needle  in- 
"  stead  of  moving  the  stops  of  the  needles  around  such  axis.'* 
This  improvement  is  only  described  in  the  Provisional  Specifica- 
tion. 

8th.  An  insulator  to  support  suspended  electric  telegraph  wires. 
This  insulator  consists  of  an  inverted  cup  with  a  central  projection ; 
an  aperture  is  made  through  the  two  sides  of  the  cup  and  the  pro- 
jection for  the  wire,  thus  surrounding  the  wire  by  a  diy  zone  of 
earthenware  or  glass.  The  wire  rests  on  a  sharp  edge  in  the  centre 
of  tiie  ivojecdon. 
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9tb.  ''  Using  a  weight  on  a  lever  to  counteract  the  violence  with 
*'  which  an  electric  time  ball  falls  and  catch  it,  instead  of  using  an 
"  air  cylinder  and  piston  as  usual  at  present."    This  improvement 
is  only  mentioned  in  the  Provisional  Specification. 
[Printed,  5W.] 


1854. 

A.D.  1854,  January  10.— N«  62. 

TYERy  Edward. — "  Improvements  in  giving  signals  on  railways 
'*  by  electricity,  and  in  instruments  and  apparatus  connected 
"  therewith,"  consisting  of: — 

1st.  Instruments  and  apparatus  ''for  the  purpose  of  closing, 
**  breaking,  reversing,  or  coupling  up  electric  circuits,"  by  the  pas- 
sage of  the  wheels  of  a  train,  so  that  the  position  of  the  train  is 
indicated  or  recorded  at  a  station  or  stations. 

At  certain  parts  of  the  line,  spring  or  weighted  levers  are  fixed, 
which  are  depressed  by  the  wheels  of  a  passing  tndn,  and  thus 
close,  break,  reverse,  or  couple  up  electric  circuits  by  means  of  a 
"  connector  "  in  connection  with  the  spring  lever. 

The  "connector"  has  various  constructions,  according  to  the 
work  required  of  it.  It  may  consist  of  a  spring  piston  (which  the 
spring  lever  depresses),  either  alone  or  in  conjunction  with  other 
springs ;  or  it  may  consist  of  a  quadrant  or  cylinder  (suitably  inlaid 
with  metal)  in  coi^notion  with  springs  pressing  on  the  quadrant  or 
cylinder,  the  axis  of  the  spring  lever  giving  motion  to  the  quadrant 
on  the  passing  of  a  train.  In  another  form  of  connector,  an  elastic 
bag,  partially  filled  with  mercury,  may  be  placed  under  the  spring 
lever,  and  make  contact  with  insulated  wires  in  a  closed  tube  or 
tubes. 

2nd.  The  adjustment  of  any  of  the  above-described  "  connectors  ** 
in  conjunction  with  the  rails  of  a  railway,  to  close,  break,  reverse, 
or  couple  up  electric  circuits.  The  apparatus  is  fixed  in  such  a 
position  that  the  deflection  of  the  rail,  on  the  passage  of  a  tzain, 
operates  upon  the  "  connector." 

3rd.  "The  application  and  combination   of  magneto-electric 

machines  with  either  of  the  before-mentioned  contrivances,  for 

the  purpose  of  giving  signals  on  railways."    The  passage  of  a 
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train  depresses  a  spring  lever,  which  acts  on  a  powerful  spring 
piston  to  wbicb  the  coils  are  attached,  thus  causing  the  motion  of 
the  coils  before  a  permanent  magnet,  and  generating  a  current  of 
electricitj  in  them  that  is  transmitted  to  any  required  point  or  place. 

4th.  "  Indicators  "  for  signalling  the  position  of  an  engine  or 
train.  In  pointer  instruments  for  showing  visible  signals,  the 
electric  circuits  above  described  are  made  tq  deflect  permanently 
needles  or  pointers.  This  is  effected  by  mounting  them  so  that 
their  centres  of  suspension  are  below  their  centres  of  gravity.  In 
one  instance,  an  electro-magnet  (fitted  with  stops  to  limit  the 
amount  of  deflection  of  the  needle)  acts  upon  a  magnetized  needle. 
In  a  second  instance,  a  galvanometer  needle  carries  on  its  axis  a 
notched  disc,  into  which  the  weighted  end  of  a  lever  descends 
when  the  needle  is  deflected ;  the  needle  may  either  be  released 
by  the  pressure  of  the  hand  on  a  spring  stud,  or  by  electro-mag- 
netic agency.  In  each  of  these  instruments  the  pointer  always  re- 
mains in  a  certain  inclined  position  until  observed  by  the  receiver 
of  the  message  or  until  another  electric  current  is  transmitted. 

5th.  **  Local  pole  changers,"  to  act  upon  local  batteries  and  di' 
cnits  in  the  above-described  arrangements.  Electro-magnets  in 
the  line-wire  circuit  attract  or  repulse  spring  keepers,  thereby 
bringing  points  into  contact  with  discs,  and  completing  the  local 
circuit  in  a  corresponding  direction. 

In  the  Proidsional  Specification  this  part  of  the  invention  is  said 
to  consist  of  "  certain  methods  of  actuating  telegraphic  alarums." 

6th.  A  ''lock  and  key"  pole  changer,  'llie  non-conducting 
bolt  of  a  lock  is  suitably  inlaid  with  pieces  of  metal  suitably  con- 
nected with  battery  circuits ;  these  are  dosed,  broken,  reversed,  or 
coupled  up  by  springs  bearing  on  the  bolt  according  to  its  posi- 
tion. These  instruments  may  be  used  to  transmit  appropriate 
signals  to  an  approaching  train,  or  "  to  call  into  action  any  of 
"  the  electro-magnetic  instruments  herein-before  described,  either 
**  separately  or  combined." 

7tb.  Making  connection  between  the  line  wires  and  the  in- 
strument on  the  engine,  or  vice  versd.  In  one  method,  a  spring 
lever  (as  described  in  the  1st  improvement),  fixed  in  an  inverted 
position  on  the  engine,  makes  contact  with  an  insulated  metal 
bar  fixed  upon  the  permanent  way,  parallel  to  the  rails  and  out- 
side of  them.  In  a  second  method,  the  metal  bar  is  fixed  to  the 
engine,  and  the  spring  lever  to  the  permanent  way.     In  this  part 
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of  the  invention,  the  Spedfication  of  a  former  Patent,  "  dated  20lii 
*'  July  1852,"  is  nferred  to ;  as,  however,  the  Patoitee  has  no 
Patent  of  that  date,  but  had  one  then  enrolled,  it  is  most  pfrobable 
that  this  is  the  one  referred  to  (See  N"*  13,906,  Old  Law). 

8th.  Using  an  electro-magnet  to  shut  aS  the  steam  of  locomo- 
tive engines,  or  to  sound  whistles ;  the  said  electro-magnet  bdng 
excited  by  a  stationary  vohaio  battexy.  When  the  magnet  is  ex- 
cited it  rdeases  a  lever  from  a  piston  rod,  thus  enabling  the  steam 
to  force  up  the  piston  and  find  an  exit  by  the  whistle.  In  order 
to  turn  the  regulator,  another  piston  rod  and  lever  arangement  is 
used,  but  instead  of  the  steam  blowing  away,  it  actuates  a  second 
{Mston  rod  bearing  against  the  regulator  handle.  The  arrange- 
ments described  in  the  7th  improvement  make  electiical  connec- 
tion between  the  line  wire  and  the  electro-magnet  on  the  engine. 
A  distant  train  can  thus  be  acted  on  firom  a  station  which  it  is 
dangerous  to  approach. 

The  following  improvements  are  set  forth  only  in  the  Provisional 
Specification. 

.  9th.  Insulating  suspended  telegraph  wires.  A  large  hole  is 
bored  in  the  post,  into  the  centre  of  which  a  metal  spike  is  driven ; 
the  telegraph  wire  is  passed  through  a  small  hole  in  the  spike  and 
soldered  to  it,  the  whole  is  then  coated  with  insulating  material. 

10th.  Preventing  injury  to  telegraph  instruments  by  atmo- 
spheric electricity.  A  flat  coil  of  two  metallic  ribbons  is  used,  one 
ribbon  bang  insulated  from  the  other  by  a  porous  non-conducting 
material.  One  ribbon  is  connected  with  the  earth,  the  other  "witli 
the  line  wires. 

1 1th.  Preserving  zinc  battery  plates.  A  cup  containing  merDory 
is  formed  in  the  upper  part  of  the  plate,  thus  keeping  it  thoroug^hly 
amalgamated.  Also  the  hydrogen  is  retained  *'  on  the  surface  <^ 
*'  the  sine  plates,"  by  wrapping  round  the  metal  a  non-conducting 
porous  substance,  and  retaining  the  said  substance  by  an  elastic 
band  placed  at  the  surface  of  the  liquid. 

12th.  Exploding  detonating  signals,  &c.  This  is  done  by  an 
electrically-heated  wire,  and  may  be  performed  firom  a  station  at 
any  distant  point,  or  on  an  engine.  An  apparatus  for  making  suc- 
cessive contacts  with  a  number  of  detonating  signals  is  described 
and  shown,  consisting  of  an  inlaid  cylinder  and  fixed  springe;  an 
electro-magnet  rotates  the  (cylinder, 
QPrinted.  9b,2 
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A.D.  1854,  January  1 1.— N<»  62. 

MASSON,  Ambroisb  Augusts. — ^' ImproTements  in  the  ma- 
''  nufacture  of  thread  or  wire  to  be  used  for  making  gold  or  silver 
'*  lace." 

This  invention  economises  the  use  of  gold,  hj  only  gilding  that 
portion  of  the  wire  which  is  seen ;  the  gilding  being  accomplished 
by  electro-deposition  after  the  wire  is  wound  round  its  core  of 
silk. 

The  process  adopted  is  as  follows : — Silver  wire  (either  pure  or 
alloyed)  having  been  flatted  and  rolled  in  the  ordinary  way,  is 
"  wound  round  amber  or  gold  colored  silk,  taking  care  to  avoid 
''  any  breaks  of  continuity  in  the  metal.  The  thread  is  then 
**  passed  by  mechanical  means  through  vessels  containing  ami- 
''  ferous  solutions,  which  are  deposited  by  means  of  a  galvanic  or 
"  voltaic  battery;  it  is  then  washed,  dried,  and  wound  round 
"  bobbins.  The  auriferous  solutions  may  be  in  a  hot  or  cold  state, 
"  and  the  thread  may  be  steeped  or  simply  immersed."  To  pre- 
vent the  deposit  occurring  upon  the  portion  of  the  wire  covered  by 
the  silk,  the  silk  u  previously  steeped  in  aqueous  solution  of  stearate 
of  alumina,  *'  or  in  oleic  acid  much  diluted,"  and  the  metal  is 
tightly  bound  on  the  silk. 

A  machine  is  described  and  shown  for  gilding  the  silver  wire 
when  wound  round  the  silk  core.  The  wire  is  unwound  from  a 
bobbin,  and  passes  over  the  negative  pole  of  the  batteiy  into  the 
depositing  solution  by  means  of  pullies;  thenoe  it  passes  over 
suitably  placed  pullies  into  a  water  vessel,  and  over  cloth  rollers  to 
the  bobbin,  on  which  it  is  finally  wound. 

[Printed,  7<l.] 

A.D.  1854,  January  11.— N<»  63. 

WATSON,  Joseph  John  William. — *' Improvements  in 
"  signalling,"  which  an  as  follows : — 

The  dectric  light  is  preferably  employed  for  signalling  '*by  illu- 
**  minating  effects."  A  circukor  box,  whose  hoe  has  **  a  number 
of  holes  ranged  in  the  Ibrm  of  a  circle  near  the  edge,  and  in  a 
line  diagonally  across,  making  as  it  were  a  diameter,"  is  set  on 
a  suitable  post.  Within  the  box  a  disc  (having  exactly  rimilar 
holes  to  the  fcoe  of  the  box)  is  mounted  on  an  axis,  so  that  the 
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holes  of  the  disc  and  hox>  when  the  disc  is  rotated,  are  concentric, 
and  admit  light  through  them  intermittentlj  from  hehind.  The 
e£Pect  of  this  arrangement  at  a  distance  is  a  powerful  wavy  ling 
of  light  crossed  hj  a  diagonal  line ;  this  is  used  for  signalling  to 
passing  trains  hj  means  of  shutters,  which  also  afford  a  means  of 
signalling  in  the  day-time.  An  electro-magnetic  engine  is  preferred 
to  give  motion  to  the  disc  hy  means  of  pullies. 

In  lighthouses,  and  for  signalling  purposes  generally,  the  deotxic 
light  and  ahove-descrihed  perforated  face  and  disc  are  also  used. 
In  this  case  the  light  is  twice  reflected,  and  before  the  apertures 
a  frame  is  placed,  having  shutters  of  red  glass  plates ;  the  aper- 
tures of  another  disc  are  glased  with  white  glass  of  great  refractive 
power.  An  additional  screen,  ^ath  apertures  glazed  with  green 
glass,  may  also  be  used.  The  result  is  the  iutermittence  of  powerful 
red  and  white,  or  red,  green,  and  white  light.  A  mode  of  signalling 
is  thus  formed,  that  the  Patentee  calls  a  *'  chromophotic  sema^ 
"  phore." 

It  is  proposed  to  make  electrical  communication  between  the 
guard  and  engine-driver  of  a  train  by  means  of  a  magneto- 
electric  machine  in  the  guard's  box,  driven  by  the  carriage  axle. 
In  each  of  the  vans  a  "  rheostat,"  described  in  N°  212  (1862),  ia 
placed. 

[Printed.  7d.] 

A.D.  1854,  Januaiy  11.— N«  68. 

BROOM  AN,  Archibald  Richard  (a  comrnfentco/toit). — 
{Provinonal  Protection  only.)  "  Improvements  in  extracting  gold 
"  from  the  ore." 

An  amalgamating  machine,  in  which  the  mercury  is  "  constantly 
<^  charged  with  galvanic  or  other  electricity,"  consists  of  a  cylin- 
drical  cistern  in  which  a  hollow  shaft  rotates.  The  pulverized 
ore  is  supplied  to  a  hopper  at  the  top  of  the  hollow  shaft, 
and  descends  through  openings  in  hollow  radial  arms  to  the 
bottom  of  the  quicksilver ;  the  ore  is  thus  well  diffused  through 
the  mercury.  The  electric  current  is  passed  through  the  appa- 
ratus by  means  of  an  insulated  gold  plate,  at  the  bottom  of  the 
cistern,  to  which  wires  from  both  battery  poles  are  attached. 
"  The  amalgamated  gold  is  by  this  means  precipitated  upon  the 
"  gold  surface,  and  adheres  to  it." 
[Printed,  9d,2 
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A.D.  1854,  January  17.--N*  108. 

HIGHTON,    Edward.  — "  Improvements  in  suspending  the 
**  wires  of  electric  telegraphs.'* 

Cross  bars  or  arms  are  attached  "  to  the  sides  of  the  posts  one 
•*  above  another/'  each  arm  being  "  either  successively  longer  or 
**  shorter  than  the  one  above  it."  The  wires  are  attached  near  to 
the  ends  of  the  arms,  and  consequently  are  not  in  a  vertical  plane 
their  points  of  support  are  also  separated  by  long  lengths  of 
non-conducting  matter.  In  one  method  of  mounting  the  wires, 
the  arms  are  of  the  same  length  but  placed  at  different  angles  (in 
plan)  with  respect  to  the  longitudinal  wires.  The  plane  or  planes 
of  wires  are  preferred  to  be  inclined  at  an  angle  of  45°  to  the 
horixontal  plane. 

Another  improvement  consists  of  hanging  the  wires  in  non- 
parallel  curves,  the  radius  of  curvature  of  those  nearest  the  earth 
being  less  than  that  of  the  wires  above  them.    The  wires  are  thus 
further  apart  as  they  recede  from  their  points  of  support. 
CPrioted,7d.] 

A.D.  1854,  Januaiy  18.-N«  117. 

CAHILL,  Charles  Staunton. — {Provisional  Protection  only,) 
Improvements  in  submarine,  subterranean,  and  other  electric 
and  magnetic  telegraphs,  and  in  insulating,  laying  down,  join- 
ing, and  covering  the  same,"  which  are  as  follows,  viz. : — 

Insulation  of  conducting  wires  and  other  conductors  by  a  new 
material  consisting  of  a  preparation,  mostly  of  paper,  applied  in 
pulp  or  otherwise,  and  rendered  anhydrous,  non-conducting, 
and  capable  of  resisting  considerable  heat,  damp,  pressure,  and 
water,  at  a  great  saving  of  cost  compared  with  any  other  cover- 
**  ing  now  m  use ;  and  for  covering  sub-marine  and  other  electric 
cables,  and  other  ropes  &  cables,  with  flat  or  corrugated  hoop 
"  iron  in  strips  of  any  breadth,  and  for  rapidly  joining  (by  a 
peculiar  joint)  said  cables  and  conductors.  And  for  avoiding 
frictional  or  other  loss  of  the  electric  fluid,  in  long  lines  of 
**  insulated  wires,  by  a  continuous  vacuum  extending  along  the 
**  wires  from  end  to  end.  And  for  springs  looped  at  the  extremi- 
**  ties,  and  hung  so  as  to  prevent  the  straining  or  '  kucking '  of 
**  electric  cables,  when  paying  out  of  vessels  at  sea,  such  springs 
''  being  also  applicable  to  many  domestic  and  other  puiposest" 
£Pri]itoa,8d.] 


€€ 
€* 
tt 

€€ 
*€ 
<C 
€t 
€t 
t€ 
«€ 
M 
M 
€€ 


« 

€t 
St 
IS 
SS 
SS 


<( 
SS 


382  ELECTRICITY  AND  MAGNETISM  : 

A.D.  1854,  January  19.--No  126. 

BURS  ILL,  GsoROB  Hknry. — "  Improiremeiits  in  openling 
"  upon  metalliferous  one  and  other  minerala,  and  upon  '  alags ' 
'*  and  '  sweep/  in  order  to  ftunlitate  the  seperation  and  nooToy 
*'  of  the  metals  and  other  produots,  also  in  machineiy  or  appantos 
for  effecting  such  improvementa,  which  is  in  part  apphoabk  to 
*'  other  purposes,"  consisting  of : — 

The  pulverization  and  grinding  of  metalliferous  ores  and 
minerals,  slags,  and  sweep  in  or  along  with  solutions  of  meicuir, 
or  of  the  salts  of  mercuiy,  or  in  or  along  with  other  solutions,  or 
re-agents  that  effect  either  amalgamation  itself  or  precipitation 
in  a  state  that  fitcilitates  amalgamation  and  consequent  recoveiy 
of  the  contuned  metals."  The  amalgamating  solutions  prefened 
are  ather  corrosive  suhlimate  or  proto-nitrate  of  merciuy.    The 
minute  portions  of  gold  no  sooner  come  in  contact  with  the  grinding 
machinery,  or  with  rakes  and  scr^^ers  used  therdn,  "  than  they 
become  coated  with  running  mercury  that  is  precipitated  from 
the  solution  by  galvanic  agency."  The  solutions  that  precipitate 
the  metah  (gold  or  silver,  for  instance,)  as  nearly  as  possible  in  a 
metallic  state  are  proto-sulphate  of  iron,  carbonate  of  soda,  or 
oxalic  acid.    In  every  instance  the  tailings  are  passed  through  the 
amalgamator  or  separator  described  in  the  Specification  of  a  Patent 
dated  February  12, 1853. 

The  use  of  pumice  and  a  current  of  heated  air  to  accelerate 
oxidation  and  volatilization,  or  of  a  current  of  hydrogen  and 
pumice  for  deoxidation/  of  metals  and  mineral  products. 

A  means  "for  disintegrating  slag,  and  for  the  economical 
"  employment  of  potash  or  soda  with  minerals  containing  the 
"  same  to  assist  as  fluxes  in  the  operation  of  smelting." 

Certain  machineiy  for  effecting  pulverization  and  grinding, 
consisting  of  rollers  and  edge  runners  that  are  free  to  move  verti- 
cally  (allowing  for  difference  of  size  in  the  material  pulverized),  are 
ako  described. 

[Printed,  Bd.] 

A.D.  1854,  Januaiy  23.— N«  173. 

WAGNER,  Adolphus  Theodore.  —  {ProvUianal  Protectum 
ofUyt)  "A  psychograph,  or  apparatus  for  indicating  persons 
•*  thoughts  by  the  agency  of  nervous  electricity." 
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The  apparatus  consUtB  of  a  combination  of  rods  or  pieces  of 
wood  joined  so  as  to  permit  of  free  action  in  all  the  parts. 
From  one  of  the  legs  of  the  instrument  hangs  a  tracer;  on  one 
or  more  of  the  other  extremities  is  fixed  a  disc,  upon  which  the 
operator  is  to  place  his  hand,  and  from  this  extremity  or  these 
extremities  depends  another  tracer.  The  other  parts  of  the 
apparatus  consist  of  a  glass  slab  or  other  non-conductor^  and 
of  an  alphabet  and  set  of  figures  or  numerals.  Upon  a  person 
possessing  nervous  electricity  placing  his  hand  upon  one  of  the 
**  discs  the  instrument  will  immediately  work,  and  the  tracer 
"  will  spell  upon  the  alphabet  what  is  passing  in  the  operator's 
**  mmd." 

[Printed,  Sd.] 

A.D.  1854,  January  30.— N»  220. 

FGNTAINEMOREAU,  Pstbb  Armand,  le  Ck>mte  de  (a  com^ 
mumdUion). — {Pnmnonal  Protection  only,)  "  Certain  arrange^ 
**  ments  for  preventing  accidents  on  railways." 

This  invention  "  consists  in  mechanical  arrangements  for  ena- 
**  bling  trains -while  on  the  rails  to  transmit  their  own  signals." 
At  each  station  four  posts  are  erected  "  with  electric  dials,  two  on 
'*  each  side  of  the  line,  one  in  advance  of  the  trains  stopping,  the 
^  other  behind,  so  as  to  be  generally  conspicuous." 

"  Each  dial  has  two  hces,  a  bell,  and  on  each  side  a  moveable 
**  transparent  disc  with  colored  compartments." 

From  the  Drawings,  taken  in  ooi^unction  with  the  Provisional 
Spedfication,  it  would  appear  that  projections  on  each  carriage 
pat  into  action  a  ratchet  wheel  on  the  pointer  axis  by  means  of 
electro-magnets,  *'  by  which  means  the  number  of  carriages  in  the 
"  train  is  shewn."  The  electro-magnetic  arrangement  also 
enables  a  train  to  act  on  the  dials  from  a  distance,  bo  that  "the 
**  driver  of  a  train,  seeing  from  the  dial  at  a  station  that  another 
*'  train  was  behind  him,  could  have  time  to  run  his  train  off  on  to 
**  a  ttdmg." 

The  truns  remove  the  signals  as  soon  as  their  object  is  eflbcted, 
a  rod  being  placed  in  connection  with  a  spur  wheel  and  rack  in  the 
poet,  so  as  to  release  the  spiral  spiing  of  the  ratchet  wheel  on  the 
pointer  axis,  and  bring  back  the  hand  to  its  stationary  point. 

[Printed,  <U.] 
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A.D.  1854,  January  30.— N»  222. 

PHILLIPS,  William. — {Provisional   Protection  only.)     "  Im- 
"  ppovements  in  the  manufacture  of  coflSns." 

These  "  improvements  consist  in  manufacturing  coffins  of  iron, 
**  and  galoanizing  "  [electro-coating  or  zincing  ?],  **  tinning, 
"  .brassing,  or  bronzing  them  by  any  ordinary  process." 

''  In  making  cast-iron  coffins,"  it  is  also  proposed,  ''  if  required, 
*^  to  cast  on  the  lid  the  name,  age,  &c.  of  the  person/' 
[Printed,  W.] 

A.D.  1854,  January  31.— N*  235, 

ERCKM  ANN,  Card  line.— {Procisional  Protection  only.)  "  The 
manufacture  of  telegraph  wires." 
For  gutta  p^rcha  used  at  present  for  the  isolation  "  {msobi- 
tion?]  "of  electric  wires  from  one  another,"  "glass,  paper, 
"  cardboard,  or  wood  or  bone"  is  substituted.  "The  employe 
"  ment  of  these  substances  will  isolate  the  wires  better  than 
"  gutta  percha.  It  is,  however,  still  necessary  to  corer  the 
"  assemblage  of  wires  with  a  coat  of  gutta  percha^  tar,  or  other 
"  similar  substances. 

To  preserve  subterranean  electric  wires  from  the  attacks  of 
insects,  such  as  ants,  &c.,"  "the  matter  used  to  form  their 
exterior  coat"  is  incorporated  with  "resinous  and  bitter 
"  substances,  or  others  of  a  poisonous  nature ;"  or  they  may  be 
protected  "  with  a  metallic  covering." 

[Printed,  3d.] 

A.D.  1854,  January  31.— N*  241. 

MEEUS,  Pierre  Joseph. — ^This  invention  is  entitled  "  Improve- 
"  ments  in  producing  metallic  surfaces,"  and  it  refers  to  either 
coating  articles,  or  taking  casts  or  "  moulds  "  of  them. 

The  principal  feature  of  the  invention  is  the  application  of  gold 
or  metallic  leaf  by  pressure  to  surfaces  of  gutta  percha  rendered 
adhesive  by  heat. 

In  one  portion  of  the  Promional  Specification,  and  in  ihe 
corresponding  portion  of  the  Complete  Specification,  it  is  stated  : — 
"  After  the  moulding  has  been  efi^cted,  I  sometimes  remove  tb.<e 
"  gutta  percha  in  cases  in  which  I  wish  to  use  the  (bating  ^  % 
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material  by  itaelf  as  a  species  of  electro-typing,^'  but  no  further 
allusion  to  any  application  of  electricity  is  made. 

The  invention  is  ''applicable  especially  to  the  production  of 
**  imitations  of  embroidery  in  gold,  silver,  or  other  metals." 
Many  details  and  processes  are  given. 
pPrinted,  4(i.] 

A.D.  1854,  February  1.— N«  246. 

CHENOT,  Claude  Bbrnard  Adribn. — "Improvements  in 
**  accumulating,  conducting,  and  treating  gases  of  combustion, 
"  and  also  in  generating  and  applying  the  same  to  metallurgic  and 
**  other  purposes." 

This  invention  relates  to  utilizing  the  gases  evolved  from 
smelting  and  other  metallurgic  furnaces.  Various  processes  and 
apparatus  are  described. 

In  the  case  of  collecting  gases  "  at  a  very  small  distance  from 
*'  the  burning  point,  they  will  be  found  to  be  exclusively  composed 
*'  of  carbonic  acid  and  nitrogen."  One  of  the  means  used  to 
**  precipitate  "  the  carbonic  acid  from  the  nitrogen  is  to  establish 
**  an  electric  current "  through  a  column  of  gas  in  a  tall  receiver. 
This  application  of  electricity  is  not  mentioned  in  the  Provisional 
Specification. 

In  using  the  gases  for  refining  and  moulding  metals,  they  are 
separated  from  their  fusible  alloys  or  ingredients, "  and  precipitated 
*'  by  the  calorific,  chemical,  and  mechanical  actions  of  the  gases." 
In  the  instance  of  iron,  it  *'  is  precipitated  to  the  bottom  of  the 
"  liquid  bath  by  fusion,  and  fills  a  mould  as  the  precipitated 
**  metal  of  a  cold  dissolution  would  fiU  a  mould  by  the  action  of 
"  electricity,  as  applied  in  galvano-plastics."  This  comparison  to 
an  electrical  operation  is  only  mentioned  in  the  Complete 
Specification. 

[Printed,  !#.] 

A.D.  1854,  February  1.— N«  265. 

JOBSON,  John,  and  JOBSON,  Robbrt.— "  Improvements  in 

the  manu&cture  of  moulds  for  casting  metals." 

This  invention  consists  of  "the  manufacture  of  moulds  for 

*'  casting  metals  by  means  of  ramming  blocks,"  "  either  entirely  of 

**  metal,  or  with  metallic  surfaces  firmly  attached  to  a  backing  of 
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'*  Roman  cement  or  other  suitable  material,  which  metallic  blocks 
"  or  surfaces  ser\'e  for  moulding  the  partings  of  the  sand  or  other 
"  material  forming  the  mould,  as  wdl  as  for  moulding  the  fonn 
"  of  the  article  itself." 

The  method  of  making  "  ramming  blocks  **  of  lead  or  alloys  bj 
runmng  the  melted  metal  on  the  sand  mould  is  set  forth  with 
various  modifications. 

To  make  a  ramming  block  by  electro-deposition,  an  empty  box 
is  fixed  upon  the  mould,  and  luted  on  "  in  a  water-tight  manner;" 
it  is  then  filled  "  with  a  solution  of  sulphate  of  copper  or  other 

suitable  metallic  solution,"  and  the  metal  is  "  deposited  on  the 

surface  of  the  mould  by  means  of  the  electrotype  process."  The 
mould  is  previously  rendered  non-absorbent,  proof  against  the 
action  of  the  solution,  and  conducting.  When  a  sufficient  coating 
is  deposited,  it  is  backed  with  lead  or  tin,  and  the  box  filled  up  with 
Roman  cement.  The  iron  or  other  box  used  is  protected  firom  the 
action  of  the  sulphate  of  copper  solution  by  means  of  grease  or 
other  suitable  material. 

The  Specification  of  a  Patent  granted  to  John  Jobson,  October 
2nd,  1852,  is  alluded  to. 

[Printed,  7A] 

A.D.  1864,  Februaiy  7.— N»  305. 

BIANCHI,  Barthblkmy  Urbain. — *'  Certain  improvements  in 
"  preventing  accidents  on  nulways," 

This  invention  consists  "  in  the  construction  and  application  of 
"  electric  telegraphic  apparatus  to  indicate  at  the  stations  the 
"  positions  of  trains  upon  the  line,  and  also  to  communicate 
**  between  the  stations  and  the  signalmen  or  watchmen  at  the 
"  intermediate  points." 

Telegraphic  wires  are  suspended  along  the  line  and  commu- 
nicate with  the  stations  at  which  signal  apparatus  are  placed. 
Along  the  line,  at  the  side  of  the  rails,  "  interrupters  "  are  placed 
at  suitable  distances  apart;  the  train,  in  passing  these  instruments, 
breaks  the  circuit,  and  actuates  the  signal  apparatus  at  the  station 
or  stations.  Except  when  broken  by  the  "interrupters,"  the 
galvanic  circuit  is  always  closed,  the  position  and  progress  of  the 
trains  along  the  section  of  railway  to  which  each  signal  instrument 
or  set  of  instruments  refers  is  thus  indicated  at  the  station  or 
stations. 
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The  signal  instnunent  has  an  electro-magnet  with  a  lever  anna- 
ture  that  detains  an  escapement  wheel  as  long  as  the  electro- 
magnet is  active ;  hut  each  time  a  train  passes  over  an  "  inter- 
**  mpter,"  the  lever  allows  one  tooth  of  the  escapement  wheel  to 
escape.  A  pulley  and  cord  communicate  the  motion  of  the 
escapement  wheel  to  an  index  that  traverses  divisions  on  the  front 
of  the  instrument  corresponding  to  the  numher  of  "  interrupters/' 
When  the  index  has  arrived  at  the  end  of  its  course,  it  puts  the 
pulley  on  the  escape-wheel  axis  out  of  gear,  and  allows  a  spring 
barrel  to  act  on  the  cord  and  index,  which  brings  them  into  the 
position  they  occupied  before  the  starting  of  the  train.  A  similar 
apparatus  in  the  same  instrument  indicates  the  progress  of  the 
trains  on  the  other  line  of  raiL  The  arrival  or  departure  of  trains 
is  also  signalled  by  a  moveable  plate  connected  by  bell-crank  levers 
and  a  ratchet  wheel  to  a  spring  barrel,  which  ie  then  free  to  move 
out  of  the  instrument  case,  being  released  by  a  suitably  placed 
pin  on  the  escape  wheel;  the  same  action  also  revolves  a  beU 
hammer. 

Another  signal  instrument  is  described  and  shown,  in  which  the 
indices  move  from  the  same  centre,  the  spindle  of  one  working 
within  the  spindle  of  the  other.  The  machinery  is  nearly  the  same 
as  that  of  the  first-described  apparatus,  except  that  the  index  axis 
is  driven  from  the  escape  wheel  by  spur  gear,  and  that  there  is  no 
apparatus  for  bringing  back  the  indices,  *'for  when  they  have 
**  finished  one  course  they  are  ready  for  recommencing  the 
•*  next." 

Each  ''  interrupter "  consists  of  a  cast-iron  box  containing  a 
lever,  which  acts  by  means  of  a  connecting  rod  on  a  small  lever, 
to  the  axis  of  which  the  line  wire  is  attached.  The  end  of  the 
small  lever  usually  completes  the  circuit  by  dipping  into  a  mercury 
cup ;  but  when  a  train  depresses  the  lever,  it  raises  the  end  of  the 
small  lever  out  of  the  mercury  cup  and  breaks  the  circuit. 

The  sections  of  the  line  to  which  the  above-described  signal 
apparatus  is  applied  ''  are  to  be  of  such  lengtbs  that  no  more  than 
"  one  train  is  to  be  upon  the  same  line  of  rails  in  any  one  section 
"  at  the  same  moment."  One  line  wire  is  used  for  the  up  and 
another  for  the  down  line  of  rails. 

The  signal  apparatus  for  communicating  between  the  stations 
and  the  signal-men  at  the  intermediate  points  are  somewhat 
similar  to  that  for  indicating  the  position  and  progress  of  a  train ; 
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a  third  line  wire  is  devoted  to  this  purpose.  A  galvanic  battoy 
at  eveiy  alternate  station  works  the  three  telegraph  lines,  one 
batteiy  pole  heing  connected  to  the  three  terminals  of  the  up  Ibe 
as  wdl  as  to  those  of  the  down  line,  and  the  other  batteiy  pole 
being  connected  to  the  earth-plate. 

A  ugnal  is  conveyed  to  all  the  signal-men  and  stations  in  one 
section  by  interrupting  the  circuit,  that  interruption  causes  a 
bell  hammer  to  rotate  and  strike  a  bell,  and  certain  plate  signals 
to  be  thrust  out,  according  to  the  number  of  successive  interrup- 
tions made. 

In  connection  with  or  in  lieu  of  these  signal  apparatus  for  the 
signal-men,  it  is  proposed  to  release  the  detaining  lever  of  a  lai^e 
signal  mounted  on  a  bracket  so  as  to  be  visible  to  engine-drivers. 
When  the  detaining  lever  is  released,  a  strong  spiral  spring  turns 
the  signal  round  so  as  to  display  it. 

[Printed,  U.  2(2.3 

A.D.  1854,  February  16.— N»  3/1. 

VARLEY,  Cromwell  Fleetwood. — "  A  new  arrangement  or 
*'  apparatus  for  transmitting  electric  tel^^ph  signals." 

ITiis  invention  consists  of  three  parts,  viz.,  a  "  key,**  to  transmit 
signals;  a  "pecker  (or  relay),"  to  make  local  circuit  contacts; 
and  a  "switch,"  "to  connect  the  line  wire  to  the  key  when 
"  sending  &  to  the  pecker  when  receiving  a  communication." 

Both  ends  of  the  line  are  "  furnished  alike  with  a  key,  pecker, 
''  &  switch ;"  and  the  line-wire  current  circulates  from  the  battery 
to  the  key  and  "  switch  "  at  the  transmitting  station,  through  the 
line  wire  to  the  switch  at  the  distant  station,  then  through  the 
galvanometer  coils  of  the  "  pecker "  and  earth-plates  back  to  the 
battery  at  the  transmitting  station.  The  line-wire  circuit  is 
always  complete  and  the  battery  current  traversing,  except  when 
signals  are  made.  The  local  circuit  is  always  kept  broken  by  the 
line-wire  current,  except  when  signals  are  made. 

The  key  consists  of  a  lever  working  in  bearings,  and  baving^  an 
axis  composed  partly  of  ivoiy  and  partly  of  metal ;  fixed  springs 
press  upon  the  axis  at  different  parts  in  such  a  way,  that  when  the 
key  is  at  rest  a  current  is  completed  through  the  line  wire,  two  of 
the  springs  being  in  connection  with  the  batteiy  poles  respectively, 
one  with  the  "switch,"  and  a  third  with  the  earth.  On  depressing 
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the  lever  to  transmit  a  signal,  the  circuit  is  hroken,  an  earth  con- 
nection with  the  line  wire  made  to  discharge  ''any  residual 
•*  electricity,"  and  the  current  reversed. 

On  the  keyboard  b  also  placed  the  "  switch."  This  instrument 
consists  of  a  metal  spindle,  supported  in  bearings,  and  having  a 
handle  to  turn  it  half  a  revolution  when  required.  On  the  spindle 
are  fixed  three  pins,  which  make  electrical  connection  with  three 
fixed  springs  respectively  placed  under  them  ;  one  spring  is  in 
connection  with  the  line  wire,  the  middle  one  with  the  earth,  and 
the  third  with  the  "pecker;"  the  "switch"  axis,  therefore,  in 
being  altered  to  send  or  to  receive  messages  (by  turning  one  of  its 
pins  into  connection  with  the  line  wire  or  with  the  "pecker"), 
cauaes  the  middle  spring  and  pin  to  come  into  momentary  contact, 
thereby  relieving  "  the  line  wire  of  its  induced  chaige."  The  two 
outside  pins  project  from  the  spindle  opposite  to  one  another;  the 
middle  pin  is  at  right  angles  to  the  others. 

The  "  pecker  "  consists  of  a  galvanometer  which  carries  on  its 
needle  axis  an  arm.  This  arm  is  so  adjusted,  in  coT\junction  with 
the  weight  of  the  needle,  as  to  make  contact  with  a  spring  when 
no  current  passes  through  the  line  wire  and  the  galvanometer  coiL 
The  contact  made  is  a  rubbing  contact,  the  contact  piece  striking 
against  the  spring  obliquely ;  the  slight  cushion  of  air  that  would 
otherwise  prevent  sure  contact  is  thus  rubbed  away.  The  action 
of  the  key  in  connection  with  the  pecker  is  as  follows: — ^The 
euxient  keeping  the  local  circuit  disjoined  is  broken,  thereby 
allowing  the  "  pecker  "  arm  to  complete  the  local  circuit,  the  sub* 
sequent  reversal  of  the  current  by  the  key  causes  the  completion 
of  the  local  circuit  to  be  aided  by  the  force  of  deflection  as  well  aa 
that  of  gravity.  The  frame  carrying  the  "  pecker  "  also  has  fixed 
to  it  a  "  plain  galvanometer  "  "  mounted  as  usual,"  which  is  in- 
cluded in  the  line-wire  circuit,  and  acts  as  an  indicator. 

The  local  circuit  is  used  "  to  print  or  otherwise  render  uiignals.'* 

This  invention  is  peculiarly  adapted  to  telegraphs  having  the 
submarine  or  subterranean  wires  of  great  length. 

[Printed,  7(1. 

A.D.  1854,  February  21.— N<»  414. 

WALKER,  Robert. — "  Improvements  in  signalling  by  voltaic 
"  electricity,  for  the  purpose  of  increasing  the  safety  of  lail* 
ways. 
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This  indention  relates  to  arrangements  of  line  wires  along  a  line 
of  railway  in  connection  with  galvanic  batteries  at  stations,  to 
enable  the  guard  of  a  train  to  signal  accidents  or  stoppages  to  the 
stations  before  and  behind. 

Mainly  this  invention  consists  of  the  following  arrangement : — 
Two  line  wires  are  used,  ^'  one  wire  is  connected  at  its  extremities 

with  positive  elements  or  poles  of  a  pair  of  voltaic  generators, 

and  the  other  with  negative  elements."  In  case  of  aoddent  a 
metallic  connection  of  the  two  wires  by  the  guard,  by  means  of 
a  ''  spring  clamp  "  mounted  appropriately,  conveys  signals  in 
both  directions,  as  it  brings  into  action  both  batteries. 

There  are,  however,  the  following  modifications : — 
'One  of  the  two  wires  is  connected  to  the  the  poutive  battery 
pole  at  one  extremity,  and  the  other  to  the  negative  battoy  pole 
at  the  other  extremity  of  the  line ;  the  remaining  extremities  of  the 
wires  are  free,  and  the  remaining  battery  poles  are  connected  with 
the  earth.    No  circuit  is  formed  until  the  connection  of  the  wires. 

In  another  arrangement,  a  third  insulated  line  wire  takes  the 
place  of  the  earth  return-circuit,  thus  affording  a  means  of  com- 
municating in  either  or  both  directions  from  a  given  locality,  as 
may  be  desired. 

In  a  fourth  arrangement,  similar  batteiy  poles  are  at  the  ex- 
tremity  of  one  line  wire,  and  two  other  line  wires  are  used  in  con- 
nection with  the  other  similar  battery  poles ;  the  other  extremities 
of  the  latter  wires  are  free.  In  this  arrangement  communication 
may  be  made  in  either  or  both  directions. 

The  instrument  preferred  for  coupling  the  wires  consists  of  a 
handle  with  two  metal  arms  hooked  at  the  ends ;  these  are  insulated 
from  one  another  and  connected  at  pleasure  by  a  key  in  the  handle. 
A  small  galvanometer  is  attached  to  the  handle,  its  coil  being  inter- 
posed between  the  springs  or  arms ;  by  means  of  this  appendage 
signals  can  be  received  by  the  guard  from  the  stations. 
[Printed,  lOd.] 

A.D.  1864,  February  26.— N»  459. 

SIEMENS,   CHARLES   William  (partly  a  comnumieatum),-' 
"  Improvements  in  electric  telegraphs,"  consisting  of: — 

1st.  An  unproved  insulator  for  suspended  line  wires.  The  line 
wire  is  supported  by  a  wrought-iron  hook,  whose    "stalk"  i« 
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cemented  into  an  inverted  cup  or  thimble  of  porcelain  or  other 
non-conducting  material ;  this  thimble  is  again  cemented  into  an 
inverted  cast-iron  beU,  which  is  secured  to  the  post  or  wall  by  a 
screw  or  screws.  It  is  preferred  to  use  sulphur  as  a  cement^  and 
the  prqjecting  rim  of  the  thimble  should  present  a  smooth  surface, 
"  in  order  to  prevent  the  adhesion  of  moisture." 

A  larger  insulator  with  two  notches  and  wedges  is  used  at 
stretching  posts,  to  fasten  "the  ends  of  adjoining  pieces  of  tele- 
**  graphic  line  wire." 

2nd.  '*  Discharging  the  static  electricity  or  lightning  from  tele- 
''  graphic  Une  wire  through  a  vacuous  space  between  two  metallic 
**  surfaces,  which  are  attached,  the  one  to  the  Une  wire,  the  other 
'*  to  the  earth."  A  cylinder  of  glass  or  other  non-conducting  ma- 
terial is  cemented  perfectly  air-tight  between  two  metallic  covers ; 
a  metallic  disc,  screwed  into  one  of  the  covers,  regulates  the 
distance  between  the  Une-wire  circuit  and  the  earth  connection. 
Before  using  the  instrument,  the  air  is  extracted  from  a  hole  in 
one  of  the  covers,  fitted  with  a  concealed  stopcock. 

drd.  Establishing  "telegraphic  communication  along  a  railway 
''  train  which  is  in  motion."  This  part  of  the  invention  has  the 
following  peculiarities : — 

The  circuit  necessary  for  communication  is  formed  by  con- 
necting the  similar  poles  of  two  batteries  of  equal  power,  each 
battery  behig  placed  at  one  extremity  of  the  train.  Signals  can 
thus  be  sent  from  any  intentiediate  point  simultaneously  in  both 
directions  by  connecting  the  two  portions  of  the  circuit  at  that 
point ;  a  finger,  key,  or  contact  lever  maybe  used  for  that  purpose. 

The  circuit  is  completed  from  carriage  to  carriage  of  the 
train  "through  the  draw  chains  and  the  side  chains  usually 
"  connecting  the  carriages  composing  the  train."  The  forward 
(or  return)  drcuit  may  be  made  through  either  or  both  of  the  car- 
nage connections,  or  through  the  wheels  and  rails ;  the  return  (or 
forward)  circuit  being  made  by  any  one  or  more  of  the  before- 
mentioned  channels  not  used  for  the  forward  (or  return)  circuit ; 
the  forward  circuit  being  from  the  guard  to  the  engine-driver,  and 
the  return  circuit  in  the  opposite  direction.  If  the  frame  of  the 
carriage  is  of  iron,  the  side  chain  bolts  are  insulated  from  it  by 
means  of  a  tube  and  washers  of  gutta  percha ;  the  same  nut  that 
Ikstens  the  washers  and  bolt  to  the  frame  secures  the  circuit  wire 
that  passes  under  the  carnage  frtiming. 
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It  is  preferred  to  use  a  Daniell's  battery  ha\4ng  the  copper  in 
the  porous  cells ;  the  porous  cell  has  "  a  truncated  cone  of  gutta 
'*  percha,"  or  hopper,  cemented  to  its  upper  end,  to  contain  the 
sulphate  of  copper  crystals. 

The  alarum  preferred  to  be  used  has  a  hand  connected  to  the 
armature  lever,  and  two  bells  of  different  sound,  struck  altemat«ly 
by  clockwork  released  by  the  armature  lever  when  its  electro- 
magnet is  excited.  An  indicator  or  lever,  connected  by  a  toothed 
segment  and  pin-wheel  to  the  main-spring  axis  of  the  clockwork, 
shows  when  the  spring  requires  winding  up. 

[Printed,  lid.] 

A.D.  1864,  February  28.— N«  478. 

DENNY,  Theobald. — "  Improvements  in  engraving," 

Engravings  are  produced  on  metallic  plates  (preferably  steel), 
suitable  for  ordinary  surface  printing,  by  the  following  process : — 
A  plate  of  polished  steel  is  covered  with  a  solution  of  caoutchouc, 
which  is  then  blackened  by  passing  over  it  an  ignited  wick  satu- 
rated with  spirits  of  turpentine.  Heat  is  applied  underneath  the 
plate  "  till  its  oxidation  gives  it  a  bluish  white  color."  Upon  this 
surface,  thus  dried,  the  drawing  is  made,  and  etched  with  a  fine 
point ;  it  is  then  moistened  with  a  solution  of  virgin  wax  in  naptha, 
which  is  rubbed  off  with  wadding  cotton. 

The  plate  is  next  plunged,  for  two  seconds,  into  a  bath  of  dis- 
tilled water,  holding  in  solution  cyanide  of  potassium,  a  littk 
tannin,  sulphate  of  cop])er,  and  caustic  potash ;  the  plate  is  then 
electro-coppered  by  this  solution,  cleaned  with  alcohol,  electro- 
silvered  (by  means  of  a  solution  "  containing  cyanide  of  potas- 
"  sium,  the  yellow  ferrocyanide,  a  little  tannin,  &  oxide  of  silver  *'), 
cleaned,  heated,  covered  with  a  solution  of  colophony,  spread  over 
with  wax,  and  cleaned  again  with  cotton  wadding. 

The  exposed  parts  of  the  steel  plate  are  then  bitten  out,  by 
making  the  plate  (treated  as  above)  the  anode  in  a  concentrated 
solution  of  sulphate  of  iron  and  *'  sal  ammoniac." 

"  The  silver  and  copper  coatings  are  then  removed,  nibbed  down," 
and  the  steel  plate  is  exposed  for  a  minute  or  two  to  the  dissolving 
action  of  the  battery  "  in  the  bath  of  sulphate  of  iron  and  sal  am- 
monia, in  order  to  remove  the  polish  and  lustre  of  the  engraved 
surface,  so  as  to  allow  the  printing  ink  to  lay  well,*' 
[Printed,  4J.] 
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A.D.  1854,  Februaiy  2S.—N°  488. 

SHEPARD,  Edward  Clarence  {a  communication). — {Pro^ 
visional  Protection  only.)  *'  Improvements  in  decomposing  water 
•*  by  electric  currents." 

**  The  invention  consists  in  the  coupling  of  forces  which  result 
**  from  the  electric  or  electro  magnetic  currents  with  the  forces 
**  which  result  from  the  affinity  or  from  the  attraction  of  certain 
**  bodies  for  the  oxygen,  for  the  purpose  of  favouring  the  parting 
•*  of  the  elements  of  water." 

To  effect  this  purpose  a  chemical  preparation,  having  an  affinity 
for  oxygen,  is  introduced  into  the  water  in  such  quantity  that  it 
may  be  able  to  absorb  all  the  oxygen  in  the  water  to  be  decom- 
posed. 

The  following  substances  are  "  mixed  with  the  water  in  the 
proportions  indicated  by  the  tables  of  chemical  equivalents  :-*- 
Chlorites  of  baryta,  of  lime,  of  cobalt,  of  copper,  of  iron,  of 
potassa,  of  soda,  of  magnesia.  Nitrites  of  alumina,  of  am- 
monia, of  baryta,  of  lime,  of  cobalt,  of  magnesia,  of  iron,  of 
''  lead,  of  soda,  of  potassa.  Phosphites  and  hypophosphites  with 
the  same  basis.  Sulphites,  hyposulphites,  hyposulphates  of 
alumina,  of  ammonia,  of  baryta,  of  bismuth,  of  lime,  of  chrome, 
"  of  cobalt,  of  copper,  of  iron,  of  mercury,  of  molybdenum,  of  lead, 
"  of  potassa,  of  soda,  of  tin,  of  zinc.  Salts  of  metallic  protoxides, 
**  the  basis  of  which  can  reach  a  higher  degree  of  oxydation,  such 
**  as  the  protoxyde  of  iron,  of  manganese,  or  others,  combined 
**  with  a  peroxydated  acid." 

One  or  other  of  the  above-mentioned  materials  may  be  used 
according  to  its  proximity  to  the  works,  or  according  to  the  value 
of  the  resulting  product  "  for  the  arts." 
[Printed,  S<l.] 

A.D.  1854,  March  1.— N«  493. 

GILBERT,  Henry. — (Provisional  Protection  only.)  "  Impro^-e- 
**  ments  in  connecting  and  supporting  artificial  teeth,"  in  which 
**  the  electrotype  process  "  may  be  used. 

This  18  proposed  to  be  done  by  the  following  means : — Covering 
**  springs  of  steel  or  other  suitable  material  which  are  to  be 
**  employed  for  connecting  and  supporting  the  upper  and  lower 
"  sets  of  teeth,  with  prepared  gutta  percha  or  prepared  india- 
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"  rubber  separately  or  combined."  In  some  cases,  applying 
"  a  thin  coating  of  gold  by  the  electrotype  process  to  the  exteiiar 
of  the  india-rubber  or  gutta  percha  covering."  Constructing 
springs  for  the  above-mentioned  purpose,  of  steel  covered  by  a 
thin  coating  of  gold  applied  by  the  electrotype  process."  Also 
constructing  "  springs  for  the  above  mentioned  purpose,  of  solid 
"  or  tubular  form,  of  prqnred  india-rubber  or  gutta  percha 
'*  separately  or  combined." 
[Printed,  Sd.] 

A.D.  1854,  March  16.— N»  629. 

WEARE,   Robert.  —  ''Improvements  in  the  constraction  of 
«  galvanic  batteries  and  apparatus  connected  therewith." 

This  invention  relates  to  'Hhe  manufacture  and  design"  of 
positi^'e  and  negative  battery  plates,  "the  arrangement  of  the 
"  plates  and  the  method  of  their  insulation,  and  all  the  parts  that 
''  require  to  be  non-conducting ;"  also  to  *'  raising  and  lowering 
'*  the  plates,"  to  ''filling  and  emptying  the  cells  of  galvanic 
"  batteries,  and  manufacturing  vessels  for  galvanic  batteries  and 
•'  decomposition  cells.** 

The  Complete  Specification  describes  the  invention  under  the 
following  heads : — 

1st.  The  zinc  (or  positive)  plate  is  imbedded  in  plaster  of  Paris 
or  other  porous  cement ;  "  two  ears  **  are  left  out  at  the  top,  by 
which  to  attach  the  negative  plate. 

2nd.  The  positive  plate  is  surrounded  with  a  wooden  frame,  the 
frame  being  well  coated  with  marine  glue;  the  plate  is  then 
covered  with  porous  cement  on  both  sides. 

drd.  The  above-described  positive  plate  may  have  merely  a  top 
and  bottom  marine-glued  wooden  piece ;  the  pieces  being  wider 
than  the  cement,  to  allow  the  negative  plates  to  be  fastened  to 
their  edges,  so  that  a  space  may  be  left  between  the  cement  and  the 
negative  plates. 

4th.  The  two  sides,  and  bottom  of  the  positive  plate  are  turned 
up  at  the  edges,  so  as  to  form  "  a  framework  "  for  the  reception 
of  the  porous  cement;  the  back  is  then  coated  "  with  a  sufficient 
"  non-conductor."  This  part  of  the  invention  is  not  particularly 
mentioned  in  the  Provisional  Specification. 

6th.  The  positive  and  negative  plates  are  fastened  together  at 
the  top,  and  (having  marine-glued  brown  paper  between  them 
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airanged  in  a  wooden  frame  at  equal  distances  apart.  The  plates 
are  then  enclosed  in  a  porous  cement,  leaving  a  space  between 
each  pair,  which  is  filled  up  with  straw  paper,  sponge,  or  other 
suitable  substance. 

6th.  The  plates  may  be  arranged,  as  described  under  the  5tb 
head,  with  the  spaces  left  open,  *'  that  is,  without  straw  paper." 

7th.  Slips  of  marine-glued  wood  are  placed  round  the  edges  of 
the  plates,  arranged  as  described  under  the  5th  head,  proceeding 
until  the  required  number  are  arranged ;  the  bottom  slips  of  wood 
have  holes,  under  which  a  trough  is  afterwards  applied  to  fill  and 
empty  the  battery.  The  outer  sides  of  this  arrangement  are  coated 
with  marine  glue,  and  marine-glued  paper  or  other  suitable  mate- 
rial is  bound  round  until  the  required  thickness  is  obtained.  The 
porous  cement  may  then  be  applied  to  the  face  of  the  positive 
plates. 

8th.  In  the  arrangement  described  under  the  7th  head,  the 
spaces  are  filled  up  with  cement ;  a  round  hole  is  left  opposite  the 
aperture  in  the  bottom,  which  is  filled  with  sponge. 

9th.  The  negative  plates  may  be  prepared  as  above  described 
for  the  positive  plates,  where  the  solution  requires  it. 

The  following  methods  of  manufacturing  the  vessels  for  galvanic 
batteries,  &c.,  are  set  forth : — 

1st.  To  construct  a  single  cell,  marine-glued  brown  paper  is 
placed,  whilst  hot,  round  a  block  of  a  ^suitable  size ;  the  inside  is 
then  lined  with  marine  glue. 

2nd.  For  intensity  batteries,  single  cells  are  joined  together  with 
marine-glued  paper,  and  placed  in  a  marine-glued  wooden  frame. 
The  frame  is  made  capable  of  being  lifted  by  pullies  or  other 
mechanical  means ;  its  lid  is  air-tight,  and  has  a  pressure  valve. 

•3rd.  A  "  feeder  "  or  solution-reservoir  is  attached  to  the  trough 
described  under  the  7th  head  of  arranging  batteiy  plates.  This 
reservoir  is  connected  with  the  battery  cells  by  vulcanized  Indian 
rubber  tubing,  and  fills  or  empties  the  battery,  according  to 
whether  it  is  raised  above  it  or  placed  beneath. 

Instead  of  using  the  above-described  feeder,  the  solution  may  be 
forced  up  into  the  cells  f^m  a  "  vulcanized  or  air-tight  bag  con- 
*'  tamed  in  the  reservoir  below." 

4th.  The  oells  may  be  made  "  either  of  a  square  or  round  form," 
with  an  inverted  cone  projecting  inwards, ''  similar  to  a  safety  ink- 
"  ftand." 
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5th.  The  cells  are  made  ''with  non-conducting  ends  and 
**  bottom,"  ''wooden  slides"  are  placed;  the  cells  "are  then 
"  placed  side  by  side,  until  the  required  number  is  anraxiged." 
The  whole  is  then  bound  round  with  marine-glued  paper  "  to  the 
**  thickness  required." 

6th.  Manufifccturing  resenroirs  and  decomposition  Tesaels. 
These  are  formed  bj  covering  a  suitable  block  with  maiine-g-lued 
paper,  or  calico,  &c.,  taking  out  the  block,  coating  the  interior 
with  marine  glue,  and,  if  needful,  encasing  the  vessel  thus  made 
with  woodwork. 

The  5th  and  6th  methods  of  manufacturing  vessels  aie  not 
particularly  mentioned  in  the  Pronsional  Specification. 

Drawings  are  given  of  the  methods  of  treating  the  battery 
plates.  A  battery,  completely  arranged,  made  according  to  &e 
7th  arrangement  of  plates,  &c.,  and  with  a  "  feeder  "  as  described 
in  the  3rd  plan  for  making  battery  troughs,  is  abo  shown. 
Another  complete  battery  is  shown,  with  battery  plates  arranged 
according  to  the  4th,  5th,  and  7th  arrangements,  and  with  the 
6th  plan  of  constructing  the  trough. 

The  Complete  Specification  also  refers  to  "  the  emplojrment  of 

elastic  washers  to  render  air-tight  the  holes  for  raising  and 

lowering  the  plates  of  a  battery." 

In  fixing  the  porous  cement  to  the  plates,  as  set  forth  under  the 
4th  arrangement  of  battery  plates,  "  the  inside  of  the  edges  *'  may 
be  coated  "  with  a  sufficiently  perfect  non-conductor." 

[Printed,  8d.] 

A.D.  1854,  March  17.— X«  642. 

BASSNETT,  Thomab,— (Provisional  Protection  only.)  "An 
"  improved  mode  of  compensating  for  the  deviation  of  the  needle 
"  of  ships'  compasses  occasioned  by  local  attraction." 

The  exact  bearing  of  the  ship  is  ascertained  by  a  "  standard 
"  compass"  on  shore;  then  the  exact  bearing  of  the  ship,  as 
indicated  by  the  compass  on  board  in  the  binnacle,  is  noted ;  the 
difference  between  the  bearing  will  be  the  amount  of  deviation. 
Or  the  deviation  may  be  obtained  by  reciprocal  bearingl 
Observations  of  this  kind  should  be  made  at  every  point  of  the 
compass  by  swinging  the  ship.  , 

"  The  amount  of  deviation  having  been  ascertained  it  Is  care- 
fully marked  on  a  plain  card,  and  allowance  haying  been  made 
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**  for  the  deviation,  the  card  may  be  divided  all  round  into  points 

''  or  degrees.    For  instance,  supposing  the  standard  compass  on 

"  shore  indicates  N.  45  £.,  and  the  binnacle  compass  on  board 

**  N.   30   E.,"    "  in    adjusting    or    correcting   the    compass," 

''  N.  45  E."  is  marked  '^  on  the  plain  card  at  the  point  corre* 

**  spondiug  to  N.  30  E.,  and  so  on  all  round  the  card." 
[Prioted,8tf.] 

A.D.  1854,  March  18.— N«  647. 

THORNE,    William.— (Prowwofifl/   Protection  only,)     '*  Im- 

**  provements  in  reducing  metallic  ores." 

This  invention  consists  in  the  use  of  a  machine  to  crush, 
pulverize,    or  reduce  ores  containing  precious  metals    or  other 

minerals,  and  to  amalgamate  the  same,  and  separate  the  precious 

metals  from  the  less  valuable  metals  and  extraneous  and  earthy 

matters. 

The  machine  consists  of  a  concave  vessel  in  the  form  of  an 
annular  gutter,  placed  and  supported  vertically,  by  means  of 
rollers,  so  as  to  revolve  round  its  axis.  The  outer  periphery  of 
the  vessel  carries  teeth,  by  which  it  receives  motion  from  a  prime 
mover.  The  ores  to  be  crushed  are  introduced  at  the  inner  and 
open  periphery  of  the  vessel,  with  two  or  more  hollow  metal  balls 
filled  with  quicksilver.  On  the  vessel  being  rotated,  the  inertia 
of  the  balls  effects  the  crushing  of  the  ores.  If  the  ores  are  to  be 
amalgamated,  hot  water  and  quicksilver  are  employed  "in  the 
"  manner  heretofore  practised." 

**  An  important  feature  in  this  invention "  consists  in  dis- 
charging a  current  of  electricity  through  the  ores  during  the 
processes  of  crushing  and  amalgamation.  The  current  from  a 
galvanic  battery  (placed  *'  within  the  open  space  at  the  centre  of 
**  the  aforesaid  hollow  vessel ")  is  conducted  ''  through  the  ores 
**  and  quicksilver  "  by  inserting  the  wires  from  the  battery  "  into 
**  the  said  hollow  vessel  until  they  touch  the  bottom  thereof." 

[Printod,  Sd] 

A.D.  1864,  March  20.— N«  658. 

CHENOT,  Claude  Adribn  Bernard. — **  Improvements  in 
*'  the  manufiicture  of  steel,  iron,  and  diffierent  alloys,  cast,  welded 
'*  and  moidded,"  consisting  of  certain  means  for  effecting  certain 
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operations  "relating  to  the  production,  treatment,  and  use  of 
"  metallic  sponges/'  whether  natural  or  artificial. 
This  invention  is  comprised  under  the  following  heads : — 

Ist.  The  selection  and  preparation  of  the  ores  by  means  of  an 
''  electric  sorting  machine."  Electro-magnet«  in  connection  with 
a  commutator  are  used  for  this  purpose.  Thej  are  mounted  on 
a  rotating  disc,  and  meet  the  pulverized  ore  upon  an  endless 
apron  tangential  to  the  series  of  magnets ;  the  iron  or  magnetic 
ore  is  dropped  at  some  distance  horn  the  place  where  the  waste 
matter  is  discharged. 

2nd.  The  reduction  of  ores  to  metallic  sponge. 

3rd.  "  The  pulverization  of  the  sponge." 

4th.  "  The  mixture  of  the  sponge  with  different  substances." 

5th.  "  The  compression  of  the  sponge." 

6th.  Moulding  spongy  metals  by  means  of  compression. 

7th.  "  Preserving  the  sponge  from  being  altered  before  or  aHer 
"  compression." 

8th.  "  The  hot  cementation  of  the  compressed  sponge.' 

9th.  "  The  fusion  and  welding  of  compressed  sponge.' 

10th.  ''  A  combination  of  the  melting  and  cemoiting  processes 
"  to  be  carried  on  simultaneously." 

The  6th  and  10th  heads  are  not  mentioned  in  the  Provisional 
Specification. 

The  former  Patents  granted  to  the  Patentee  mentioned  in  this 
Specification  are  N»  11,516  (Old  Law),  and  N«  246  (1854). 
[Printed,  6rf.] 

A.D.  1854,  March  20.— N«  661. 

PERKINS,  Joseph. — *'  Improvements  in  metallurgy,  especially 
'*  applicable  to  the  production  of  type  and  ornamental  forms." 
To  obtain  an  electrotype  copy  from  *'atype  or  other  object" 
the  process  is  as  follows  : — 

A  mould  is  made  from  the  object,  in  gutta  percha  or  other 
suitable  material,  in  the  ordinary  way ;  it  is  then  brushed  over 
with  plumbago,  and  electro-coated  with  metal.  Instead  however, 
of  carrying  on  the  electro-deposition  until  the  metal  is  of  sufficient 
strength  and  thickness  to  be  released  frt)m  the  mould,  a  complete 
though  thin  deposit  is  obtained,  and  the  back  of  the  thin  electro* 
type  cast  is  filled  up  "  with  some  metallic  alloy,  sudi  as  an  alloy 
"  of  tin  lead  and  antimony,  or  tin  and  lead,  or  tin  and  antii 
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monj,  or  lead  and  antimony,  or  the  combinations  thereof,  for 
'*  which  purpose  the  raw  surface  of  the  back  of  the  electrotype 
'*  cast  must  first  be  wetted  with  a  saturated  solution  of  zinc  in 
**  hydrochloric  acid,  or  any  other  equivalent  solution."  When 
a  quantity  of  alloy  has  been  run  in,  so  as  to  form  a  sufficiently 
8tit>ng  plate,  the  ''  cast  is  completed,  and  may  then  be  detached 
'*  from  the  mould."  "  In  some  cases,  when  the  cast  is  too  heavy, 
'*  the  alloy  can  be  run  out  again." 

If  the  object  is  made  in  parts,  "  the  parts  may  be  connected 
**  together  by  heating  the  alloy,  which  then  acts  as  solder." 

In  the  Provisional  Specification  it  is  stated  that  the  above - 
**  described  process  can  be  applied  "  to  produce  a  silver-fiiced  type 
**  or  stereotype,"  or  "  silver^fiiced  "  type  may  be  made  "  by  simply 
''  depositing  silver  on  the  type  by  the  ordinary  means." 
[Printed,  S<f.] 

A.D.  1864,  March  27.— N«  706. 

ARCHEREAU,  Henri  Adolphe. — {Provisional  Protection 
only.)  "  Certain  improvements  in  treating  powders  of  charcoal, 
**  coke,  coal,  peat,  and  generaUy  all  matters  obtained  by  the  car- 
**  bonization  of  mineral,  vegetable,  and  animal  substances,  &  in 
**  applying  the  said  powders  to  useful  purposes." 
The  nature  of  this  invention  is  as  follows : — 
**  Forming  from  the  carbonaceous  substances  above  mentioned 
**  a  plastic  material  of  variable  consistencies,  and  possessing  many 
**  properties  in  common  with  gutta  percha.  The  powder  is  mixed 
'*  in  different  proportions,  according  to  the  use  of  the  matter, 
"  with  one  or  more  of  the  following  substances :  coal  tar  or 
"  natural  '  resin  of  Bastenner,'  residue  of  coal  tar,  pitch,  resinous 
'*  &  bituminous  substances,  gums,  oils,  varnishes,  glues,  fatty 
**  and  ceramic  substances ;  and  is  then  subjected  to  a  heat  which 
'*  renders  the  substance  viscous  or  liquid.  To  obtain  a  substance 
'*  which  can  be  laminated  and  drawn  out  in  a  moderate  tempera- 
''  ture,"  certain  proportions  of  **  residue  of  coal  tar  or  '  natural 
**  *  coal-tar  of  Bastenner,' "  coal  powder,  and  linseed  oil,  are 
mixed.  **  The  articles  made  of  this  substance  may  be  galvaniged" 
[eiectro^oated  or  gineed?]  "or  covered  with  a  film  of  metal.  To 
produce  a  harder  material,"  the  coal  powder  is  mixed  with 
either  talc  or  pulverised  earth,  silica,  alimina  "  [alumina?]  "or 
any  other  substance  suitable  for  that  purpose." 

CPrintod«3</.] 
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A.D.  1854,  March  28.— N«  713. 

ARCHEREAU,  Henri  Adolphe. — {Provisional  Protectitm 
only.)  "  Certain  improvements  in  galvanic  batteries^"  consisting 
of:— 

Ist.  "Rendering  impervious  the  lower  part  &  bottom  of 
"  the  porous  vessels  "  used  in  double-fluid  batteries.  The  me- 
thod preferred  "  is  bj  means  of  the  glazing  which  is  used  alread j 
"  by  the  tele^^ph  companies,  for  the  upper  part  of  the  porous 
"  ceUs." 

2nd.  ''The  application  of  a  sjphon,  whose  extremities  are 
"  bent  up  to  the  operation  of  filling  and  emptying  the  Buccessive 
"  vessels  of  a  batteiy."  Syphons  being  placed  in  each  cell,  the 
cells  may  be  filled  or  emptied  at  one  operation  by  means  of 
another  syphon  in  connection  respectively  with  a  vessel  aboi'e  or 
below  the  level  of  the  battery  ceUs. 

3rd.  A  "  system  of  filling  and  emptying  the  exterior  or  im- 
pervious vessels  or  cells  by  means  of  a  hole  at  or  near  the  bot- 
tom of  each."  The  cells  are  placed  in  a  trough,  which  can  be 
filled  with  the  exciting  liquid  to  a  certain  depth ;  they  have  com- 
munication with  the  trough  by  means  of  the  holes,  and  the 
liquid  is  supplied  to  the  cells  or  emptied  therefrom  by  means  of 
gutta  percha  stoppers,  attached  to  a  common  cross  rod,  which 
enter  the  holes. 

4th.  A  "  method  of  filling  and  emptying  all  the  vesseb  of  a 
''  battery  at  once  by  the  action  of  a  pump,"  and  without  letting 
the  obnoxious  fumes  escape.  The  battery  vessels  are  enclosed  in 
an  sir-tight  box,  and  have  separate  pipes  for  the  conveyance  of  the 
interior  and  exterior  fluids.  The  fiimes  are  led  off  by  a  pipe  into 
a  chamber  for  condensation.  A  method  of  filling  the  outer  ve9> 
sels  by  means  of  one  pump,  and  the  inner  or  porous  vesaels  by 
means  of  another  pump,  is  described ;  it  consists  of  employing  a 
"  throttling  lever,"  alternately  shutting  the  sucking  and  forcing 
pipes,  in  connection  with  syphons. 

5th.  "  Introducing  the  positive  and  negative  dements  of  a 
galvanic  battery,  in  a  sheath  or  case  made  of  india-rubber  or 
any  other  suitable  material."  In  single-fluid  batteries,  the  fluid 
is  conveyed  between  the  elements  "  by  means  of  an  opening  in  the 
centre  of  the  elements."  "  If  the  battery  has  two  liquids,  they 
are  introduced  each  by  a  pipe  passing  through  the  elements  or 
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alonK  the  sheath,  and  openinf^  in  the  proper  compartment  or 
cell ;  the  principle  of  tlds  batteiy  being  the  faculty  of  injecting 
**  the  exciting  liquid,  either  periodicallj  or  continuously,  at  cer- 
*'  tain  times  through  apertures  or  pipes  passing  through  or  along 
'*  the  elements." 

6th.  *'  In  obtaining  dense  pieces  of  black  lead  or  graphite  by 
**  compressing  black  lead  powder  under  the  hydraulic  or  any 
**  other  powerful  press,  these  pieces  being  used  in  galvanic  bat- 
**  teries  in  lien  of  carbon.'* 

[Printed,  Sd.] 

A.D.  1854,  March  30.— N«  727. 

JOHNSON,  William  (a  etrntnumcatum). — {Promdmal  Pro- 
tectum  only,)  *'  Improvements  in  galvanic,  electric,  and  magnetic 
"  apparatus." 

'*  This  invention  relates  to  various  arrangements  and  construc- 
*'  tions  of  galvanic,  electric,  and  magnetic  apparatus  for  the  pur- 
"  pose  of  obtaining  superior  effects  therefrom.  To  this  end  the 
**  combination  of  apparatus  is  made  of  a  form  approximating  to 
**  that  cff  concave  and  convex  lenses,  or  sections  of  them." 

**  In  other  terms,  the  plates  composing  the  pile  of  the  apparatus 
**  are  not  all  of  the  same  size,  the  centre  ones  being  large  whilst 
**  the  poles  are  small,  or  the  reverse,  with  the  poles  or  ends  large 
**  and  the  central  details  small ;  or  instead  of  this  arrangement 
**  one  pole  is  made  large  and  the  other  smaller.  In  cell  batteries, 
"  the  interior  cell  or  ceUs  are  made  of  a  different  height  to  the 
'*  exterior  ones." 

*'  The  same  general  system  is  obviously  applicable  to  the  con- 
<«  ductors  and  discs  of  electrical  machines,  a  difllerence  being 
**  established  between  the  sizes  of  the  centre  and  the  ends,  or 
^  between  the  sizes  of  the  poles." 

**  In  mariner's  and  surveyors  compasses,  which  are  obvious 
**  examples  of  applied  magnetism^  tiie  same  prindple  applies. 
«'  Instead  of  pointing  the  magnetic  needle  at  both  ends,  one  end 
"  only  is  pointed,  or  the  central  portion  is  made  narrow,  whilst 
"  the  terminal  portion  is  larger.  The  ends  or  centres  of  such 
"  needles  are  trnted  galvanically  with  zinc,  copper,  or  other  metal 
"  coatings  to  equilibrate  the  action.  The  boxes  for  the  com« 
<*  passes  are  made  of  gutta  perchay  to  insulate  the  instrument.'* 

CFrintsdtSA] 
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A.D.  1864,  March  30.— N«  731. 
SANDYS,  John. — "  Improvements  in  electric  telegrapb  instni- 
"  ments." 

A  double-needle  signal  instrument  is  described  and  shown, 
with  the  following  peculiar  combination  of  parts: — A  cuired 
or  bent  magnetic  needle  is  mounted  on  an  axis,  the  axis  being 
parallel  to  the  core  of  a  bar  electro-magnet,  so  that  its  poles  are 
"  on  either  side  of  the  end  or  one  pole  of  the  soft  metal  in- 
terior "  of  the  electro-magnet.  '*  Hence,  when  a  cuirent  of 
electridty  is  passed  in  one  or  other  direction,  the  poles  of  the 
niagnetic  needle  will  be  attracted  or  repelled  accordingly,  and 
the  pointer  fixed  to  the  axis  will  be  moved  in  one  or  other 
direction.  The  noAgnetic  needle  has  a  projection,  which  by  stops 
prevents  the  magnetic  needles  being  moved  too  far  in  either 
**  direction."  For  a  core  to  the  electro-magnet,  a  bundle  of  adi 
iron  wires  is  prefezred  to  a  solid  piece  of  metal. 
[Printed,  It.  Sd] 

A.D.  1864,  April  3.— No  769. 

BOB(£UF,  Pierre  Alexis  Francisse. — [Promsional  Proiet* 
Hon  only.)    *'  The  application  of  electricity  and  fixed  or  moveable 
"  aerostation  to  militaiy  strategy  and  pyrotechny." 
This  invention  consists : — 

1st.  "  In  the  employment  of  fixed  or  moveable  balloons^  retained 
by  ropes  enclosing  wires  for  conducting  electricity,  and  which 
may  be  put  in  communication  with  electric  telegraphs,  operating 
"  so  as  to  obtain  the  instantaneous  transmission  of  observatioiis 
"  or  orders  necessary  for  directing  the  balloon,  or  loosening  & 
"  inflaming  the  hostile  matters  raised  by  the  balloon." 

2nd.  "  In  the  employment  of  the  gas  used  for  inflating  the 
"  balloon  to  the  projection  of  missiles  by  the  means  of  a  com- 
"  pressing  apparatus." 

3rd.  '*  In  the  isolated,  simultaneous,  and  instantaneous  inflam- 
"  mation  of  the  explosive  matters  used  in  pyrotechny  by  means 
"  of  the  electric  battery." 

[Printed.  8(2.3 

A.D.  1854,  April  3.-^N°  763. 

DEVINCENZI,  Giuseppe. — ^'  Improvements  n  producing  onni' 
*'  mented  and  figured  sui&oesand  surfaces  for  printing  fitnn^  also 
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*•  the  hardening  or  preparing  of  certain  objects  to  be  employed  in 
**  the  procesa." 

Amongst  other  applications^  this  invention  may  be  used  to 
obtain  "moulds  for  reproducmg  impressions  either  by  the  gaU 
•*  vano^hutic  process  or  by  stereotyping." 

This  invention  relates  to  producing  V  ornamental  and  figured 
"  surfaces"  on  metallic  and  other  surfaces  by  pressure,  either 
of  natural  objects  (a  process  called  "  nature  printing " ),  or  of 
manufactured  objects  and  drawings. 

The  nature  of>  and  method  of  peiforming  this  invention  is  as 
follows : — 

lat.  "  Plates  or  surfinces  of  hard  metals  and  aUoys"  are  em- 
ployed **  for  receiving  by  pressure  sunk  impressions  of  natural 
**  or  manufactered  objects"  whilst  soft;  they  are  afterwards 
hardened,  either  by  an  independent  process,  or  by  the  compres- 
uon  to  which  they  are  subjected  in  receiving  the  sud  impres- 
sions. 

2nd.  Hard  granular  substances  (such  as  emeiy)  combined  with 
varnish  are  employed  for  making  designs  to  be  reproduced  as 
sunk  in^retsions  on  metallic  and  other  sur&oes. 

drd.  A  hardening  material  is  employed  to  harden  objects  which 
would  not  otherwise  bear  pressure.  Bichloride  of  mercury  and 
chlonde  of  ammonium  are  used  to  immerse  the  '*  fleshy  or  other 
'*  substance  "  in.  In  some  cases  the  substance  is  submitted  to  a 
dry  heat  until  sufficiently  solidified. 

[Printed,  4(1.] 

A.D.  1854,  April  4.— N«  770. 

PARKINSON,    Georgb    Seaborn.  —  (PropMtoiia/  Protection 
cM/y.)    '*  Improvements  in  railway  breaks." 

This  invention  "consists  in  the  construction  of  an  electro- 
magnetic break  made  to  act  on  the  axles  of  the  carriages  as 
well  as  on  jams  or  ordinary  breaks,  placed  between  every  pair 
of  wheels  where  required."    To  a  strong  iron  casing,  clamped 
over  the  axle,  is  attached  "  a  powerful  double  faced  hook ; "  "  out- 
side the  casing  is  fixed  a  wooden  wheel,"  having  its  circumference 
overlaid  by  two  narrow  tramways  or  guides  of  soft  iron."    An 
dsctro-magnet,  suspended  by  a  spring,  is  carried  round  by  the 
tramways  or  guides  when  an  electric  current  excites  it^  so  as  to 
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bring  tlie  ring  of  a  chain  attached  to  it  into  the  hook.  The 
other  end  of  the  chain  is  attached  to  a  lever,  which  jams  the  breaks 
against  the  wheels.  The  galvanic  battery  is  in  one  of  the  caniaga 
of  the  train  or  on  the  engine,  and  insulated  wires  proceed  from  H 
along  the  carriages  to  the  magnets,  where  shorter  wires  brandi  o£. 
**  To  release  the  hook  and  break,  the  carriages  must  be  moved 
''  slightij  backwards.*' 

CPrinted,  SA] 

A.D.  1864,  April  6.— N«  779. 

GILPIN,  William. — {Provmonal  Proteetiom  only,)    *'  Imptove- 
**  ments  in  electrical  communication,"  consisting  of: — 

1st.  ''A  new  plastic  material "  for  **  insulating  electric  telegiaph 
wires/'  "  composed  of  certain  proportions  of  gutta  perdue  pitch 
"  or  tar,  rosin,  &  oiL" 

2nd.  A  method  of  ''constructing  subterranean  electric  tde- 
**  graphs."  In  the  first  place  telegraph  wire  is  insulated  and 
protected  bj  means  of  coatings  of  fibrous  material  steeped  in  hot 
''  oil,  rosin,  &  tar;"  these  are  formed  into  a  rope  bj  being 
covered  again  with  tar  and  rosin,  and  the  whole  is  pressed,  while 
in  a  plastic  state,  into  a  solid  body,  at  the  same  time  being  served 
by  machinery  with  a  coating  of  tar^soaked  fibrous  materiaL  When 
being  laid  in  the  trench,  the  rope  is  passed  through  a  hot  com- 
pound of  pitch,  rosin,  and  sand,  and  is  ftirther  protected  by  being 
lud  in  a  trough,  into  which  is  poured  a  hot  compound  of  pitdi 
and  rosin,  a  lid  is  then  fixed  on  the  trough. 

3rd.  **  Insulating  and  protecting  electric  telegraph  wires"  by 
covering  the  rope  described  under  the  2nd  head  with  iron  wire, 
and  afterwards  *'  *  galvanising* "  it,  thus  foiming  a  **  solid  metalhe 
"  covering." 

4th.  '*  Constructing  submarine  or  subterranean  tel^^ph  lopes," 
**  by  laying  a  core  of  metallic  wire  or  wires  in  the  centre.'* 

5th.  *'  An  improved  telegraphic  alarum,  in  the  construction  of 
''  which  a  delicate  mechanical  arrangement  is  introduced  to  assist 
''  the  escapement,  so  that  the  strong  current  of  electricity  now 
"  ordinarily  required  to  overcome  the  friction  on  the  arm  or 
**  detention  pin  is  not  needfiiL" 

[Printed*  Scf.3 
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A.D.  1854,  April  6.— N«  796. 

BOYD,  James  Edward. — (Promtional  Protection  only,)    "  Im- 
^  provemeiits  in  the  construction  of  ships'  anchors." 

''  This  object  is  to  be  accomplished  hj  constructing  the  anchor 
**  in  two  or  more  parts,  and  so  uniting  them  together  with  a 
"  moveable  bolt  fitting  into  a  recess  or  chamber  loaded  with 
"  combustible  matter  that  the  bolt  may  be  suddenly  expelled  or 
"  removed  by  the  explosion  of  such  combustible  matter,  thereby 
'*  causing  the  parts  to  be  disunited  at  their  junction,  and  releasing 


« 
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by  eleotric,  galvanic,  magnetic,  or  other  agencies,  to  be  conveyed 
to  the  anchor  by  means  of  the  ship's  cable,  or  a  chain,  wire,  rope, 
or  other  appliance,  either  attached  thereto  or  separate  and  apart 

'*  therefrom.  Or  the  dismemberment  of  the  anchor  may  be 
effected  without  combustible  matter  by  the  employment  of 
mechanical  agency.  The  several  parts  of  the  anchor,  although 
disunited  at  the  junction,  are  still  held  together  by  means  of 
chains,  whereby  they  are  recovered  and  re-^djjusted  as  often  as 

*'  xequired." 

CPrinted,  SdJ 

A.D.  1854,  April  13.— N<»  864. 

HANSEN,  Emile  William. — "  An  electro-magnetic  engraving 
**  machinfi." 

This  invention  consists  of  certain  machinery  by  means  of  which 
designs  can  be  copied  or  engraved,  either  upon  the  same  scale  as 
the  original,  or  upon  a  larger  or  smaller  scale. 

The  design  to  be  copied  is  drawn  on  a  metal  plate  by  means  of 
non-conducting  ink,  and  the  plate  to  be  engraved  may  consist  of 
certain  proportions  of  antimony  and  lead.  **  Feelers  "  or  tracers 
are  made  to  pass  over  the  design  in  a  similar  manner  and  at  the 
same  or  a  proportionate  rate  that  the  engraving  tools  pass  over 
the  plate  to  be  engraved.  Whenever  the  fbeler  passes  over  a  non- 
conducting portion  of  the  design  an  electric  circuit  is  completed, 
which  excites  an  electro-magnet  to  act  upon  the  engraving  tool  by 
means  of  its  lever  armature.  As  many  feelers  and  electro-magneto 
may  be  used  as  desired. 
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The  Specification  and  Drawings  describe  and  show  a  machine 
similar  to  a  planing  machine,  in  which  a  horizontal  table  carries 
the  design  and  plate,  by  a  reciprocating  motion,  respectively  under 
the  tracer  and  engra\'ing  tool.  The  electro-magnet,  leven,  tracer, 
and  engraving  tool  are  mounted  upon  a  cross  slide,  and  thus 
caused  to  travel  a  small  distance  transversely  at  the  termination 
of  every  stroke  of  the  table.  Two  galvanic  batteries  are  required 
for  every  engraving  tool ;  one  to  complete  the  circuit  of  the  coil  oi 
a  ''  picker  "  or  ''  reversing  apparatus  "  whenever  the  feeler  passes 
over  the  metal,  and  the  other  to  actuate  the  electro-magnet  when- 
ever the  "  picker  "  circuit  is  interrupted. 

A  machine  upon  the  principle  of  a  turning  lathe  is  also  men- 
tioned; in  this  arrangement  a  pentagraph  action  enables  the 
design  to  be  copied  on  a  larger  or  smaller  scale. 

Designs  in  relief  may  either  he  produced  by  a  reverse  arrange- 
ment of  the  "  picker,"  or  by  a  fusible  metal  or  electrotype  cast 
from  an  original  engraving. 

[Printed,  l(ki.] 

A.D.  1854,  April  13.— N«  868. 

DEVINCENZI,  Giuseppe.—"  A  method  or  methods  of  pro- 
"  ducing  engraved,  figured,  and  typographic  surfaces  for  printing 
*'  and  embossing  from,  and  for  ornaments,  also  certain  machinery 
*'  employed  therein." 

The  object  and  applications  of  the  invention  are  set  forth,  and 
the  various  methods  of  carrying  it  into  effect  are  elucidated  in  the 
Complete  Specification  under  the  following  heads : — 

1st.  The  object  of  the  invention  is  to  convert  into  engravings 
(sunken  or  in  relief,  metallic  or  non-metallic)  typographic  or 
lithographic  prints,  engravings,  &c.  The  engraved  surfaces  thus 
obtained  may  be  used  for  printing,  reproducing  impressions,  or  as 
ornaments. 

2nd.  The  invention  consists  in  producing,  by  means  of  what 
are  called  "  printing  machines,"  "  prints  resembling  the  ordinary 
*'  typographic  printing." 

3rd.  The  metals  and  alloys  preferred  to  be  used  for  printing  are 
steel,  copper,  zinc,  and  hard  alloys. 

4th.  "  The  surfaces  of  the  metals  on  which  the  engravings  are 
"  to  be  produced  must  be  polished  and  all  grease  must  be 
"  removed." 
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5th.  Various  methods  of  obtaiiiing  "  impressions  "  ("  with  some 
*'  greasy  matters")  on  the  above-described  surfaces  are  set 
forth ;  none  of  these  methods  involve  the  application  of  electrical 
force. 

6th.  "  The  greasy  impressions  on  such  metallic  surfifcces  "  being 
obtained^  a  varnish  is  applied  to  them.  The  varnish  must  be  able 
to  resist  "  electro-chemical  action,"  or  the  simple  action  of  an  add, 
and  is  applied  by  means  of  a  cylinder  (*'  by  a  process  precisely 
similar  to  that  used  for  inking  in  zincography  and  litho- 
graphy **),  or  a  sponge  may  be  used  to  apply  the  varnish.  The 
varnish  preferred  is  composed  of  "  asphalte,"  essence  of  turpen- 
tine, and  wax. 

According  to  another  process,  which  may  be  employed  in- 
stead of  that  just  described,  the  "  impressions "  may  be  inked 
with  any  varnish,  or  simply  warmed  ai|d  dusted  over  with  bitu- 
minous or  vitreous  matter.  These  substances  are  then  melted,  and 
figured  surfeu^s  thus  obtained. 

7th.  The  metallic  sur^EM^,  thus  prepared,  are  engraved  by 
electro-chemical  action.  For  steel  or  zinc  engravings,  a  solution 
of  sulphate  of  copper  and  a  single  cell  is  used.  "  To  obtain  dif- 
ferent degrees  of  depth  in  an  engraving,"  "  the  portions  that  aie 
"  sufficiently  engraved  are  covered  with  a  varnish,  and  the  suzfaoe 
"  is  again  submitted  to  electrical  action." 

8th.  Other  methods  of  obtaining  engravings. 

The  metallic  snrfiice  is  covered  '^with  a  layer  of  another 
metal  by  electro-plating;  impressions  are  then  produced  on 
this  layer  by  the  processes  described  under  the  5th  and  6th 
heads ;"  the  resulting  surface  is  made  the  positive  " electrode" 
in  an  electro-chemical  bath ;  thus  the  super-imposed  layer  is 
removed  wherever  there  is  no  impression.  This  surfooe  is  again 
electro-etched,  a  liquid  being  used  that  ^'mH.  not  attack  the 
*'  metal  of  the  layer  so  as  to  obtain  engraving  of  g^reater 
"  depth." 

By  another  method,  all  such  portions  of  the  plate  as  have 
no  impression  are  covered  with  a  layer  of  a  different  metal ;  the 
material  in  which  the  impressions  are  taken  is  then  removed,  and 
the  surfince  electro-etched  in  a  liquid  that  does  not  act  on  the 
metal  of  the  layer. 
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9Ui.  ''Perforated    figures    on    sheets  or  leaves  of    metal," 
''  for   inlaid    work,"   may   be    obtained  by  the   above    pro- 


10th.  Name  plates  may  be  produced  by  dectro-depositiDg 
another  metal  in  the  sunken  parts  of  an  engraved  phvte. 

11th.  Engravings  on  metallic  surfaces  can  also  be  produced  by 
employing  the  above-described  processes,  and  substituting'  che- 
mical action  for  electro-chemical  action. 

12th.  Engraving  non-metallic  bodies  by  simple  chemical  action. 

13th.  The  impressions,  obtained  as  above,   are  also  used  to 
obtain  electrotype  or  stereotype  plates. 

14th.  The  "  printing  machines  "  alluded  to  under  the  2nd  head 
are  described,  and  one  worked  by  electro-magnetism  elucidated  at 
length.    The  anrn*^^ement  of  machinery  in  this  apparatus  is  veiy 
similar  to  that  of  the  com^bsing  machine  and  printing  TO*/*lim«»  <^ 
a  printing  telegraph  combined.    The  object  of  the  machine  is  to 
produce  ''prints  resembling  the  ordinary  typographic  printing; 
this  is  done  by  pressing  on  a  button  or  finger  key,  which  com- 
pletes the  electric  circuit  of  an  electro-magnet,  thus  enabling  a 
hammer  to  strike  the  type  of  a  type-wheel  (already  brought  to  the 
desired  position)  on  to  the  paper  at  the  required  place.    Under  the 
finger  keys  a  cylinder  with  helically-disposed  studs  is  made  to 
revolve ;  the  type-wheel,  being  fixed  to  the  cylinder  axis,  is  thus 
brought  to  the  desired  position  by  the  depression  of  a  lever  under 
the  finger  key;  contact  is  at  the  same  time  made  with  the  ooE 
circuit  of  the  printing  electro-magnet.  The  paper  cylinder  is  moved 
parallel  to  itself  on  the  breakage  of  the  circuit  of  a  second  electro- 
magnet by  the  depression  of  the  finger  key,  t]ius  enabting  the 
letters  to  be  ranged  properly  in  line.    At  the  end  of  each  line  a 
special  finger  key  is  depressed,  which,  by  means  of  leven,  disen- 
gages the  machinery  giving  rectilinear  motion  to  the  paper  cylinder, 
and  rotates  it  axially  by  a  dick  and  cUck-wheel,  so  as  to  advance 
the  paper  for  the  printing  of  the  next  line. 

In  other  machines  with  a  small  number  of  types  mechanioal 
means  alone  are  used. 

Sunken  impressions  can  be  produced  by  these  printing  machines 
on  easily  impressible  material*  firom  which  electro-casts  can  be 
taken. 
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15ih.  Engwnng  on  plates,  and  afterwards  applying  them  to 
cjlindrical  anrfitces. 

16th.  Electro-casts  and  other  fiac-similes  can  be  taken  fipom 
plates  engraved  as  herein  described. 

17th.  Engiaved  or  perforated  Burfaces  obtained  by  the  above- 
described  processes  may  be  applied  to  the  following  purposes : — 
SurlJMe  printing,  printing  from  sunken  surfaces,  printing  fabrics, 
stamping  metals  and  other  materials  inlaid  and  marquetry  work, 
and  '*  for  ornaments  by  themselves.'' 

[Printed,  U.  (kl.] 


A.D.  1864,  April  17.— N«883. 

BENTLEY,  William  Hbnry. — ''Improvements  in  cannons, 
"  guns,  and  other  fire-arms,  and  in  projeoliles  for  the  same." 
These  fire-arms  are  stated  to  be  able  to  ''  be  discharged  by  elec- 
trieUy"  but  no  method  of  carrying  this  into  effect  is  given. 
The  invention  relates  to  breech-loading  fire-arms. 

CPrinted,  7<f.] 
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A.D.  1864,  April  19.— N«  904. 

CLARKE,  Hbnby. — (Promsional  Protection  only.)  ''Improve- 
"  meats  in  cannons,  guns,  and  other  fire-arms." 

"  This  invention  is  applicable  alike  to  cannons  and  smaU  arms, 
"  and  oonsiBts  in  constructing  them  with  a  revolidng  breech." 

It  is  proposed  "to  discharge  field-pieces  and  heavy  guns  by 
"  electridty,  conveyed  along  a  platinum  or  other  suitable  wire 
"  to  the  back  of  the  charge,  a  small  battery  being  carried  with 
'*  every  gun  to  generate  the  electric  fluid.*' 

[Printed.  SA] 

A.D.  1864,  April  20.— N*  911. 

REED,  John  Montgombry.  —  {Provisional  Protection  only,) 
'*  Improvements  in  the  treatment  of  amalgams." 
This  invention  consists  "  in  the  application  of  dectridty,  so  as 
to  separate  the  solid  metals  from  the  mercury,  and  render  their 
eztraotion  easy ;  also  to  purify  them,  and  free  them  from  dross 
and  scoria." 

[Printed,  Si.] 
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A.D.  1854,  April  24.— N«  933. 

BUD  DO,  David. — "  A  magnetic  weather  guage  to  give  waaming 
''  of  the  approach  of  gales  and  storms,  &c." 

This  invention  is  founded  on  the  principle  thafc  the  attanctave 
force  of  magnets  is  temporarily  increased  by  atmospheric  ciurents 
of  electricity  that  precede  storms. 

The  apparatus  to  measure  the  amount  of  magnetic  attraction  of 
a  given  magnet  at  a  given  time  is  as  follows : — 

"A  magnetic  ring"  is  in  two  parts,  one  fixed,  the  other 
moveable ;  a  screw,  working  in  a  fixed  nut,  is  connected,  by  means 
of  a  moveable  collar,  to  a  spring  fixed  at  its  other  end  to  the 
moveable  portion  of  the  ring.  The  power  necessary  to  separate 
the  moveable  portion  firom  the  fixed  portion  of  the  magnet,  by 
means  of  the  screw,  is  indicated  by  the  tension  of  the  spring,  whidi 
the  position  of  the  collar  is  made  to  show  on  '*  a  graduated  rod  or 
"  tube." 


LPrintod.  3d.] 

A.D.  1854,  April  27.— N*  951. 

PERSON,  Charles  Cl^ophas. — (Provisional  Protection  only.) 
"  Certain  improvements  in  coating  with  zinc  by  gal\'anization." 

This  process  "  may  be  termed  '  voltaic  zincage  by  the  help  of 
''  *  alumina,'  "  "  the  main  point  being  to  have  a  salt  of  zinc  and 
"  alumina  present  in  the  electrolytical  solution."  Certain  propor- 
tions of  ^'potassic  alum"  and  non-hydrated  ^'oxyd  of  zinc" 
dissolved  in  water  are  preferred.  A  "  Brunsen's  "  [Bunsen's  ?]  or 
Daniell's  single  ceU  is  used. 

"  The  reduction  takes  place  on  all  metals  now  in  use." 

[Printed,  Sd.] 

A.D.  1854,  May  2.— N«  989. 

GLUKMAN,  Leon. — {Provisional  Protection  only,)  "  Improre- 
"  ments  in  efiPecting  electric  communications  in  railway  tndns  and 
"  vessels." 

This  invention  "  consists  of  and  in  the  application  and  adapt- 
"  ation  of  electricity,  by  means  of  suitable  couplings,  to  railway 
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**  trains  and  vessels,  for  the  purpose  of  transmitting  signals  between 
**  the  various  officers/* 

[Printed,  3d.] 

A.D.  1854,  May  5.— N«>  1006. 

HASELER,  Edwin. — "An  improvement  or  improvements  in 
"  ornamenting  metals,  papier  m&ch6,  horn,  and  shell." 

This  invention  consists  of  the  following  process: — A  design 
called  a  " '  negative ' "  is  printed  on  the  surface  to  be  ornamented, 
or  transferred  thereto  from  a  surface  on  which  it  has  been  printed ; 
the  /' '  negative ' "  design  being  one  in  which  all  the  parts  are 
printed  which  are  to  be  ungilded  or  plain  in  the  finished  article. 
The  artide  is  then  gilt,  silvered,  bronzed,  colored,  or  treated  ''  by 
"  adds  or  other  chemical  agents,"  and  the  " '  negative '  "  design 
removed  by  a  suitable  solvent;  the  design  is  thus  left,  in  gold  or 
other  means  of  ornamentation,  "  on  the  surface  to  be  ornamented 
''  in  all  those  places  to  which  the  printed  impression  was  not 
"  appUed." 

In  applying  this  invention  to  metals,  it  may  be  modified  hy 
electro-depositing  the  ornamenting  metal  on  the  parts  of  the 
design  not  printed  on,  instead  of  applying  the  metal  in  leaf  or  foil 
in  the  ordinary  manner« 

[Printed,  4(1.] 

A.D.  1854,  May  16.— N«  1088. 

DERING,    Gboroe    Edward. — **  Improvements  in  obtaining 
"  motive  power  by  dectridty." 

This  invention  consists  in  combining  '*a  rolling  and  rocking" 
motion  of  the  dectro-magnets  on  thdr  keepers  or  armatures,  or 
vice  vendf  **m  place  of  a  continuous  rotating  action  or  other 
'*  actions,  heretofore  resorted  to." 

A  portion  of  a  cylinder  or  other  curve  is  caused  by  the  dectro- 
magnetic  power  "to  roll  or  rock  on  a  plane  or  other  surfoce, 
'*  first  in  one  direction  and  then  in  the  other."  By  preference, 
the  surface  of  the  rocker  is  not  in  actual  contact  with  the  magnetic 
surface  acting  upon  it,  but  is  supported  by  independent  rails,  so 
that  the  surfaces  approach  each  other  as  near  as  possible  without 
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contact,  "  flanges  and  cogged  sur&oes  *'  being  **  employed  to  keep 
**  the  rocker  at  all  times  in  proper  position/'  The  motiTB  pover 
is  derived  ''from  the  reciprocating  motion  of  the  rocker  and  anns 
"  or  levers  attached  to  it." 

One  batteiy  pole  is  in  connection  with  one  coil  terminal  of  each 
dectro-magnety  and  the  other  is  connected  to  a  suitable  "  contact- 
'*  forming  arrangement,"  so  as  to  bring  into  action  each  electro- 
magnet in  succession  "  immediately  before  "  the  previoudy  acting 
one  is  thrown  out. 

To  reverse  the  direction  of  motion  of  this  engine,  it  is  only 
necessary  '*  to  alter  the  ^Kwition  of  the  revolving  piece,  so  that  it 
'*  shall  bring  again  into  action  the  electro-magnet  which  was  last 
"  thrown  out." 

To  prevent  the  efEects  of  the  spark,  the  parts  exposed  to  its 
action  are  surrounded  with  a  hydro-carbon  or  other  non-oxygenated 
matter,  or  the  air  is  excluded  from  them  by  extraction. 

To  regulate  the  supply  of  electricity  to  the  engine,  a  tapering 
iron  (or  other  imperfectiy  conducting)  bar  is  more  or  less  included 
in  the  circuit  by  dipping  less  or  more  into  a  mercury  cup. 
[Printed,  4d.] 


A.D.  1864,  May  IS.—N*  1110. 

JOHNSON,  John  Hbnry  (a  commnmcation  from  Meinrad 
Tkeiler). — "  Improvements  in  printing  telegraphs." 
"This  invention  relates  to  an  improved  construction  and 
arrangement  of  mechanism  for  transmitting  and  printinf^r 
messages  or  dispatches  by  electro-magnetic  agency,  and  consists 
in  the  employment  of  wheels  situated  at  each  of  the  corresponding 
*'  stations,  which  wheels  are  caused  to  revolve  at  the  same  speed. 
"  The  difficulty  which  has  hitherto  presented  itself  in  the  employ- 
**  ment  of  telegraphs  based  on  this  principle  has  been  obviated  by 
*'  the  improvements  herein-after  described,  whereby  the  uniformity 
"  of  movement  of  the  wheeLs  is  required  only  for  a  veiy  short 
"  space  of  time,  at  the  most  for  only  half  a  second." 

"  A  series  of  keys,"  with  the  letters  marked  thereon,  have  a 
revolving  shaft,  carrying  helically-arranged  tappets  fitted  beneath 
them.  Each  tappet  is  acted  on  by  a  distinct  key,  **  the  under  side 
of  the  keys  being  fitted  with  a  projecting  catch,  which  holds  the 
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respective  tappet  on  the  depression  of  the  key.  At  the  end  of 
**  the  shaft  is  fitted  another  tappet  (distinct  ^m  those  ahready 
**  mentioned),  which  serves  to  hold  the  shaft  stationary  by  means 
of  a  spring  lever  which  hooks  on  to  it ;  this  lever  is,  however, 
released,  and  the  shaft  allowed  to  revolve ;  whenever  any  one  of 
the  keys  are  depressed,  the  shaft  continues  to  revolve  until  the 
particular  tappet  corresponding  to  that  key  comes  in  contact 
*'  with  its  under  catch  before  mentioned.  This  has  the  efiFect  of 
"  stopping  the  revolution  of  the  shaft,  and  establishing  the  electric 
"  current  through  it/' 

The  apparatus  for  breaking  and  establishing  the  current 
consists  of  an  escapement  wheel,  which  revolves  upon  the  end 
**  of  the  shaft  before  mentioned.  This  wheel  is  driven  by  dock- 
work,  and  is  insulated  at  the  part  where  it  turns  upon  the  shaft, 
"  and  is  fitted  with  a  blade  spring,  which  is  attached  to  the  side 
**  of  the  escapement  wheel  by  an  insulated  junction,  the  other  end 
"  being  connected  to  an  arm  on  the  end  of  the  shaft  carrying  the 
*'  tappets.  A  small  stud  is  fitted  to  one  side  of  the  escapement 
"  wheel,  and  the  arm  before  mentioned  is  kept  just  out  of  contacrt 
"  with  the  stud  on  the  wheel,  but  when  the  stud  and  arm  are 
**  brought  into  contact  with  each  other  (which  occurs,  firstly,  at 
*'  the  moment  a  key  is  pressed  upon,  and,  secondly,  when  the 
**  shaft  is  stopped  by  the  catch  on  the  under  side  of  the  key),  a 
*'  communication  is  formed  and  a  current  established;  it  will  thus 
''  be  seen  that  the  spring  has  the  effect  of  breaking  the  communi* 
**  cation  between  the  wheel  and  the  tappet  shaft  during  the 
"  rotation  of  the  latter  so  long  as  the  keys  are  left  untouched. 
**  The  current  passes  through  the  two  shafts  and  on  to  the  next 
**  station,  and  returns  by  another  wire,  which  is  attached  to  a  piece 
"  of  eopper  at  the  other  end  of  the  key  board,  where  is  situated 
the  negative  pole  of  the  battery.  A  square  piece  of  metal 
presses  upon  a  piece  of  ivory  let  into  the  copper,  and  is  so 
arranged  that  when  tha  key  board  is  at  rest  the  metal  rests  upon 
**  the  ivory,  and  the  current  is  broken ;  but  the  moment  a  key  is 
"  depressed,  the  metal  slides  off  the  ivory  on  to  the  copper,  and 
'*  establishes  a  communication.  Thus,  as  the  contact  between 
^  the  copper  and  metal  arm  commences  before  the  release  of  the 
"  shaft,  and  before  the  stud  in  the  wheel  before  mentioned  has  had 
'^  time  to  become  disconnected  from  the  arm  on  the  shaft,  an 
''  dectrio  concnt  is  established  for  an  instant  meielyf  or  during 
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"  the  striking  of  a  key,  and  occurs  again  when  one  of  the  tappets 
"  comes  in  contact  with  its  corresponding  key/' 

**  The  printing  mechanism  is  actuated  by  clock-work,  and  an 
"  escapement  wheel,  similar  to  the  telegraph,  driven  at  the  same 
*'  speed  also.  The  wheel  containing  the  signs  or  characters  in  relief 
"  is  carried  on  the  same  arbre  as  the  escapement  wheel ;  it  is  kq>t  in 
**  contact  with  an  inking  roller,  which  is  made  hollow,  and  carries 
'*  the  color  inside.  The  surface  of  the  roller  is  covered  witii 
'*  gutta  percha,  which  is  pierced  with  a  number  of  yeiy  small 
"  holes,  to  allow  the  color  to  ooze  out.  The  characters  on  the 
*'  wheel  correspond  in  order  to  the  characters  on  the  keys,  and 
"  when  a  key  is  depressed  the  wheel  stops  with  that  particular 
*'  character  downwards,  and  the  paper,  which  is  cut  into  a  laatf 
'*  tape  or  strip,  is  pressed  against  it  by  a  lever  and  magnet  eack 
"  time  a  letter  is  to  be  printed.  A  blank  key  is  fitted  in  the 
"  key  board,  to  produce  the  spaces  between  the  words  on  the 
''  dispatch." 

''In  many  cases  it  will  be  found  necessary  to  employ  two 
**  printing  wheels,  either  one  or  the  other  being  actuated  at 
''  pleasure  by  reversing  the  direction  of  the  current."  The  key 
board  to  this  apparatus  will  be  composed  of  two  ranges  of  keys 
similar  to  a  pianoforte.  *'  Each  set  of  keys  acts  upon  a  separate 
'*  rod,  and  each  rod  is  fitted  ydth  the  same  mechanism  for 
"  establishing  and  breaking  the  current,  as  described  above." 

In  the  printing  apparatus,  one  or  other  of  the  "  printing  wheels  " 
is  actuated,  according  to  the  direction  of  the  line^wire  current 
round  the  electro-magnets  of  a  "pecker."  In  this  instrument 
the  '*  printing  wheels "  themselves  are  made  to  descend  for  the 
purpose  of  printing  a  sign.  The  "  pecker "  makes  local  battery 
contacts  with  one  of  two  electro-magnets,  there  being  one  electro- 
magnet to  each  printing  wheel. 

[Printed,  l«.6(f.] 

A.D.  1854,  May  22.— N«  1132. 
BALBIRNIE,  Robert  Anstruther   (a  communication  from 
William  A,  Orr), — {Provisional  Protection  only,)    "  An  improved 
mode  of  mounting  ships'  compasses." 

The  object  of  this  invention  is  to  destroy  or  neutralize  the 

effect  of  local  attraction  upon  mariner's  compasses.    To  this 

"  end  the  compass  is  encased  in  a  covering  of  wire  gauze,  whii^ 
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win  attract  the  needle  equally  at  all  points,  and  yet  render  its 
movements  visible  to  the  steersman  or  other  person  using  the 
**  compass." 
CPrinted^Sd.] 

A.D.  1854,  May  23.— N«  1145. 

SIGGSy  John. — '*  An  improvement  in  the  manners  and  other 
**  compasses,  and  tendering  them  insensible  to  the  disturbing 
**  influence  of  local  attraction  of  iron,  steel,  and  other  bodies." 

This  improvement  consists  in  placing  concentrically  within 
the  compass  box  a  double  ring  of  magnets.  An  '*  annature"  is 
riveted  "  to  the  center  of  each  magnet  of  the  outer  ring  of  mag- 
**  nets."  "  The  magnets  are  to  be  curved  so  as  to  exactly  fit  the 
*'  inside  of  the  compass  box.  The  inner  ring  of  magnets  are  then 
fitted  with  theb  poles  bearing  against  the  armatures,  which,  if 
carefully  done,  they  will  require  no  other  fisstening  to  keep 
them  in  their  places ;  they  thus  form  two  concentric  rings  of 
magnets.  The  outer  ring  is  veiy  carefully  magnetised,  and 
placed  in  the  compass  box  with  their  opposite  poles  toward 
each  other;  those  of  the  inner  ring  are  not  magnetised  before 
being  put  into  their  places,  but  become  slightly  so  after.  This 
arrangement  connects  the  magnetic  current,  and  completely 
**  isolates  or  prevents  the  disturbing  influence  of  local  attraction 
**  of  surrounding  objects  of  iron,  or  steel,  or  other  metalic 
*'  bodies,"  "on  the  needles." 
CPrinted,  Sd J 

A.D.  1854,  May  25.— N°  1162. 

ASTON,  Edward  Onslow,  and  GERMAINE,  Gborob.— 
{PrwrisioHal  Protection  only,)  "  Improvements  in  mariners'  oom- 
**  passes,  to  counteract  the  effscts  of  local  attraction,"  also  of 
dectriaty. 

The  compass  is  placed  within  three  or  more  deep  copper  basins, 
suspended  one  within  the  other  with  equal  spaces  between  them ; 
the  rim  of  each  bowl  rises  "  to  a  level  at  the  top,"  and  the  spaces 
between  the  bowls  are  alternately  filled  with  any  fusible  non- 
electric substance  (as  '*  gutta  percha,  resin,  fats,  oils,"  &c.),  and 
'*  rendered  vacuous."  The  top  openings  of  the  basins  are  to  be 
closed  by  means  of  annular  plates. 
[Printed.  8dL3 
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A.D.  1864,  May  29.— N«  118?. 

POWNALL,  Charlbs  Jambs. — {ProvisUmal  Protection  oahf.) 
An  improvement  in  communicating  intelligenoe  from  one  pait 
of  a  railway  train  to  another/' 

This  invention  "  consists  in  the  employment  of  the  ordtnaiy 
coupling  chains  to  convey  an  electric  current  generated  in  any 
part  of  a  train,  to  work  a  bell,  telegraph,  or  otiier  suitable  in- 
strument, for  the  purpose  of  communicating  mth  the  engine 
driver  or  any  other  person  or  persons  in  the  train ;  the  enncnt 
from  the  coupling  chains  at  one  end  of  a  carriage  being  ooo- 
veyed  to  those  at  the  other  end  therec^  through  an  insuhitgri 
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[Printed.  Stf.] 

A.D.  1854,  June  2.— N«  1225. 

WHITEHOUSE,  Edward  Oranob  Wildman.— "  Improve- 
*'  ments  in  effecting  telegraphic  communications." 

This  invention  "  relates  principally  to  the  canying  out  of  certain 
''  details  "  of  the  invention  secured  to  the  Patentee  by  Letters 
Patent,  dated  December  12th,  1853  (See  N«  2885,  1853) ;  it  also 
relates  to  the  mode  of  adapting  the  said  former  invention  to  a 
single-wire  telegraph,  and  to  various  methods  of  freeing  the  tele- 
graph instruments  from  the  action  of  "the  induced  or  eaiih 
*'  current "  when  subterranean  or  submarine  wires  are  used. 

In  order  to  enable  one  Une  wire  to  take  the  place  of  several,  the 
marks  that  constitute  each  letter  or  symbol  are  made  to  follow  each 
other,  instead  of  being  arranged  side  by  side.  Instead  of  tiie 
electric  currents  being  simultaneous  through  several  wires,  they  are 
consecutive  through  one  wire.    Each  letter,  however,  is  "  still  the 

result  of  a  single  touch,  no  consecutive  movements  of  Uie  hands 

being  required." 

The  following  is  a  general  outline  of  the  methods  pursued  in 
this  invention : — 

Alternating  currents  generated  during  the  continuous  rapid 
motion  of  a  magneto-electric  machine  are  used ;  those  cumnts 
that  are  '^  not  intended  to  travel "  are  automatically  short-circuited. 
A  certain  sequence  of  currents  is  allowed  to  pass  along  the  line 
wires  according  to  the  key  pressed  down. 

The  magneto-electric  currents,  as  well  as  those  obtainable  i^toma 
galvanio  batteiyi  may  be  direeted  and  oontvoUed  by  the  uA  of  a 
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commutator;  short-curcuiting  and  other  means  being  used. 
**  Relays  "  may  be  employed  to  call  into  play  a  local  battery  at  the 
distant  station,  and  various  methods  of  recording  may  be  adopted. 
The  induced  or  earth  current  in  subterranean  and  submarine  line 
wires  is  neutralized  or  dispersed  in  three  ways : — First,  by  the 
alternating  currents ;  second,  by  an  adjusted  amount  of  conduc- 
tion to  the  earth ;  third,  by  short-circuiting  the  current,  in  order 
to  dirertit  from  the  instrument. 

The  receiving  part  of  the  telegraph  may  be  made  capable  of  re- 
cording messages  from  several  stations  simultaneously,  by  arranging 
insulated  trackers  side  by  side  in  connection  with  the  respective  line 
wires,  but  pressing  upon  the  same  drum. 

The  anrangements  set  forth  are  also  applicable  to  more  than  one 
line  wire. 

The  following  instruments  to  cany  out  this  invention  are  de- 
scribed and  shown : — 

*'  The  magneto-electric  decomposition  printer.'*  In  the  dlpha^ 
bet  used  in  connection  with  this  apparatus,  the  consecutive  marks 
constituting  each  letter  are  made  in  the  space  between  blanks ; 
these  blanks  being  printed  by  the  automatic  action  of  the  apparatus, 
in  consecutive  order,  as  the  letter  marks  themselves  are  produced. 
The  trangmitting  apparatus  consists  of  a  series  of  keys  and  contact 
springs  in  connection  with  a  magneto-electric  machine.  The  alter- 
nating currents  are  taken  direct  from  the  machine  itself  to  produce 
the  letter  marks,  and  the  blanks  are  printed  by  a  succession  of  cur- 
rents in  one  direction  (or  "  direct "  currents)  brought  into  action  pe- 
riodically, from  a  commutator  on  the  armature  axis,  by  means  of  a 
kver  and  cam  arrangement.  All  the  alternating  currents  are  short- 
circuited  until  a  key  is  pressed  down ;  when  any  given  letter  is  to  be 
telegraphed,  its  key  is  pressed  down,  thus  breaking  certain  short 
circuits  in  a  certain  sequence,  and  enabling  those  currents  to  traverse 
the  line  wire,  and  print  at  the  distant  station.  The  cam  lever  pro- 
duces this  effect  by  detaining  the  springs  of  those  keys  that  have 
been  pressed  down,  until  an  arm  or  "  traveller  "  on  the  axis  of  a 
wheel  in  gear  with  the  armature  spindle  passes  over  all  the  circuit 
pieces  in  a  circuit  wheel ;  those  currents  that  have  had  the  short 
circuits  broken  by  the  depression  of  a  key  or  keys  are  transmitted, 
and  print  in  the  recording  apparatus  accordingly.  The  recording 
apparatus  consists  of  a  steel  point,  under  which  the  prepared  paper 
is  continuoasly  drawn  "by  the  revolution  ofa  wetted  metal  drum/* 
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The  ''relay"  lued  coiunsts  of  a  small  honeshoe  pennaaent 
magnet  fixed  on  a  spindle,  ''and  placed  between  the  pole  pieces 
"  or  poles  "  of  a  horseshoe  electro-magnet.  The  bend  of  the  per- 
manent magnet  is  away  from  the  electro-magnet,  and  the  arms  of 
the  magnets  are  paralleL  The  alternating  line-wire  cunents  pass- 
ing round  the  electro-magnet  thus  complete  alternating  local  cur- 
rents ;  but  the  direct  line-wire  currents  are  not  repeated,  as  the 
residual  magnetism  of  the  electro-magnet  in  that  case  keqis  the 
local  current  continuous  in  one  direction.  The  continuous  actkm 
of  the  local  current  is  not  interfered  ^ith  until  alternating  line- 
wire  currents  excite  the  electro-magnet. 

A  second  "  relay  "  is  described  and  shown,  working  in  a  similar 
way  to  the  above-described  instrument,  but  with  a  bar  permanent 
magnet  between  the  pole  pieces  of  two  horseshoe  electro-magnets. 

A  galvanic  battery  may  be  used  instead  of  a  magneto-elecbic 
machine  in  the  "  decomposition  printer ; "  in  this  case  a  commu- 
tator directs  and  controls  the  currents.  The  "  automatic  needle 
"  commutator''  consists  of -a  galvanometer  needle  and  coil,  upon 
the  spindle  of  which  is  placed  an  ordinary  commutator,  whidi  es- 
tablishes an  automatic  rotation  in  the  needle,  and  produces  the 
alternation  of  current  necessary  to  the  working  of  the  ^paratus. 
This  apparatus  is  combined  with  the  "decomposition  printer"  by 
a  wheel-and-pinion  movement,  as  in  the  "  magneto-electKic  deoom- 
"  position  printer,"  or  by  a  pin  and  star-wheel  movement. 

A  " quantity"  batteiy  may  be  employed  in  connection  witii  ^ 
commutator  to  excite  secondary  currents  in  a  coil  connected  with 
the  line  wire.  The  quantity  battery  consists  of  a  modification  of 
the  Maynooth  battery,  in  which  a  number  of  cast-iron  cells  are 
included  in  a  frame ;  porous  cells  contain  the  amalgamated  sine 
plates,  and  all  the  ceUs  are  connected  for  quantity,  so  that  acids, 
porous  cells,  or  sines  may  be  renewed  wiUiout  "  interrupting  the 
"  proper  use  of  the  battery." 

For  a  "  long  series  batteiy,"  to  be  connected  with  the  commu- 
tator, a  great  number  of  very  small  elements  is  used.  Smee's 
combination  is  preferred,  and  gutta  percha  cells  in  gutta  percha 
trays  are  employed.  The  hooks  by  which  the  trays  rest  upon  their 
supporting  framework  are  made  to  convey  the  current. 

"The  dial  indicator  uid  type  printer."  Alternating  cunents 
from  the  transmitting  station  impel  a  step-by-step  movement  at 
the  receivmg  station,  by  means  of  a  relay,  local  battery  cunent, 
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and  decbo-magnets.  On  the  ratcliet*wheel  spindle  of  the  step* 
by-step  movement  an  indicating  hand  and  type  wheel  are  fixed ; 
these  are  rotated  by  the  alternating  correntB  from  the  relay  until 
a  key  is  depressed  at  the  transmitting  station ;  when  this  is  done, 
ft  short  circuit  is  established  at  the  time  that  a  '^  traveller  "  passes 
over  the  circuit  piece  corresponding  to  the  key  depressed.  After 
indicating  any  letter,  the  hand  and  type  wheel  automatically  return 
to  zero,  and  during  this  action  the  recording  instruments  at  the 
transmitting  and  receiving  stations  break  the  connection  with  the 
line  wire  till  the  return  of  the  type  wheel  in  each  is  completed, 
when  the  connection  in  both  is  re-established ;  thus  neither  instru- 
ment can  work  till  both  are  ready.  The  recording  apparatus  is 
entirely  worked  by  electro-magnetic  power. 

It  is  also  proposed  "  to  use  a  modification  of  the  foregoing  type 
printer,  in  which  a  continuous  forward  movement  of  the  hand 
and  type  wheel  is  substituted  for  the  above-described  alternate 
forward  and  retrograde  movements."  For  this  purpose  the 
instrument  is  divested  of  those  parts  which  efiPect  the  retrograde 
movement. 

In  reference  to  dispersing  the  earth  current,  an  electro-magnet 
and  spring  armature  are  described  and  shown^  that  effect  con- 
nection between  the  line  and  earth  wires  whenever  the  ''travelling 
**  current  is  drained  off  from  the  lipe  wire/'  the  coil  of  the  electro- 
magnet being  placed  in  the  circuit  of  the  short-circuit  wire  for 
that  purpose.  To  obtain  ''infinitessimal  earth  contacts,*'  platinum 
wires  (respectively  connected  with  the  line  wire  and  earth-plate) 
are  welded  into  a  glass  tube  containing  distilled  water  or  other  fluid. 

[Printed,  4t.  Id."} 

A.D.  1854,  June  6.— N*  1242. 

LINDSAY,  Jambs  Bowman. — "  A  means  of  transmitting  tele- 

"  graphic  messages  by  means  of  electricity  through  and  across  a 

•'  body  or  bodies  of  water." 
This  invention  consists  of  a  method  of  completing  the  circuit  of 

electric  telegraphs  through  water,  "  without  submarine  cables  or 
submerged  wires  extending  across  such  water,"  water  being 
the  connecting  and  conducting  medium  for  the  electric  fluid." 
The  two  wires,  respectively  connected  with  the  battery  and 

ngrud  instrument  on  one  side  of  the  water>  aie  attached  to 
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metal  balls,  tubes,  or  plates  placed  in  the  water,  or  in  moist 

g^und  adjacent  to  the  water."  The  same  arrangement  is 
placed  on  the  other  side  of  the  water ;  and  the  forward  as  wdl 
as  the  return  current  passes  between  the  respective  plates. 

It  is  preferred  to  place  the  plates  on  one  side  of  the  water  at 
a  grreater  distance  apart  than  the  distance  across  the  water;  but 
in  case  this  is  not  practicable,  the  battery  power  must  be  aug[- 
mented,  and  the  size  of  the  inunersed  plates  increased.  It  is  also 
necessaiy  to  place  the  plates  for  the  forward  cuirent  opposite  to 
each  other,  and  the  plates  for  the  return  current  opposite  to  each 
other. 

[Printed,  6d.] 

A.D.  1854,  June  10.— N»  1287. 

PULS,  Francis. — {Provisional  Protection  only.)  "  Improve- 
*'  ments  in  electro-galvanic  apparatus  for  medical  purposes,  parts 
"  of  which  improvements  are  also  applicable  to  other  electrq- 
**  galvanic  apparatus." 

This  invention  refers  to  pocket  apparatus,  which  "  is  comprised 
"  in  an  oblong  box  of  convenient  size,"  divided  into  two  lon- 
gitudinal compartments,  one  of  which  contains  the  batteiy,  and 
the  other  the  conductors  and  induced  current  apparatus.  Tlie 
batteiy  is  ''so  arranged  that  each  plate,  whether  of  negative 
"  or  positive  metal,  shall  be  rigidly  connected  with  the  next 
•'  plate  but  two  before  (or  after  it,  in  the  battery,  or  with  the  next 
"  plate  but  one  of  the  opposite  quality  to  itself,)  by  an  extension 
*'  of  eilher  of  the  plates  along  the  side  of  the  battery  to  meet  the 
"  other  plate,  the  only  exception  being  with  the  second  plate  from 
"  one  end  of  the  pile,  which  is  detached." 

In  an  apparatus  for  the  induced  current,  a  plate  of  soft  iron 
attached  to  a  spring  breaks  contact,  the  electric  wire  being  wound 
'*  over  a  bunch  of  soft  iron  wire."    ''  At  the  place  of  interrup- 
"  tion  "  flat  or  rounded  plates  are  placed,  instead  of  points, 
[Printed.  8d.3 

A.D.  1864,  June  21. -N°  1357. 

PHYSICK,  Henry  Vernon. — ^This  invention  relates  to  electric 
telegraph  apparatus. 

The  following  improvements  are  set  forth : — 

I  St.  ''The  use  of  more  wires  than  one,  plaited  or  twisted 
"  together/^  *'  as  a  conductor  for  the  dectricily  in  submarine 


THEK  GENERATION  AND  APPLICATIONS,    421 


'*  cables.'*    In  caae  of  the  breakage  of  any  one  of  the  wires,  '*  the 
*'  other  or  others  would  convey  the  electricity." 

2nd.  Methods  of  distinguishing  the  separate  wires  from  one 
another  in  submarine  and  subterranean  cables.  A  strand  of  hemp 
or  other  suitable  material  is  wound  *^  spirally  "  [helically?]  round 
one  or  more  of  the  wires.  When  several  cables  are  laid  together, 
this  method  can  be  applied  to  distinguish  them  from  one  another. 
A  difference  in  size,  color,  or  material  of  the  strands  may  be 
made,  or  the  gutta  percha  may  be  marked  or  embossed. 

3rd.  *'  Useing  cotton  instead  of  hemp  for  the  heart-worming 

and  sewing  of  telegraph  ropes ;"  also  *'  useing  cotton  or  hempen 

tape  to  bind  several  wires  into  a  rope." 

4th.  Improvements  in  insulators  for  suspended  line  wires.  To 
prevent  the  wire  slipping  through  the  insulator,  a  small  hook 
passes  through  the  insulator,  underneath  the  point  of  support  of 
the  wire ;  the  wire  is  pulled  tight  against  the  insulator  by  a  screw 
and  nut  on  the  other  end  of  the  hook.  In  fixing  the  insulator  to 
its  wooden  support,  the  upper  part  of  it  passes  through  the  wood, 
and  is  fixed  by  a  forked  key  pushed  through  a  groove,  or  a  split 
key  driven  through  a  hole.  When  the  insulator  is  fastened  side- 
'ways  to»the  post,  a  hoop-iron  clip,  with  a  bolt  and  nut,  tightens 
the  insulator,  and  allows  for  various  sizes. 

CPrinted,  7d.] 

A.D.  1854,  June  22,— N«  1369. 

BLASHFLELD,  John  Marriott. — **  Improvements  in  the 
*'  manufiicture  of  china,  pottery,  bricks,  and  other  articles  manu- 
"  Sutured  for  the  most  part  of  clay." 

This  invention  consists  of  "the  use  of  minerals  or  fossila 
*'  containing  phosphate  of  lime,  and  known  in  commerce  as 
*'  '  ooprolites,'  '  phosphorites,'  '  fossil  sponges,*  '  fossil  fceces,' 
**  *  fossil  flesh,'  and  '  fossil  bones,' "  in  the  manufacture  of  the 
above-mentioned  articles. 

The  fossils  are  washed,  dried,  and  pulverized  by  processes  that 
are  described. 

To  separate  particles  of  iron,  they  are  then  passed  between  or 
near  the  poles  of  small  electro-magnets,  or  the  thin  layer  of  fossils  is 
raked  over  "  with  a  suitable  combination  of  small  electro-magnets." 

[Printed,  44.] 
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A.D.  1854,  June  27.— N<»  1412. 

SMITH,  Andrew. — *'  Certain  improvements  in  tiie  mBn-ahdboK 
**  of  certain  kinds  or  descriptions  of  wire  and  other  ropes  and 
«•  strands." 

The  oliject  of  this  invention  is  to  fdrm  ''strands  for  'formed 
''  ropes,'"  [electric?]  "  telegraph  and  other  cables,  withoot  putting 
''  individual  twist  into  the  wires  or  yams  composing  such  '  formed' 
"  strand." 

Any  suitable  means  may  be  employed  to  carry  oat  this  inven« 
tion,  hut  the  method  prefenred  is  as  follows  : — 

The  required  number  of  bobbins,  carrying  the  strands,  are 
mounted  on  a  horizontal  "  bottom  frame  plate,"  which  revolves 
on  a  step  that  is  cored  out  "  to  allow  of  the  passage  through  it  of 
*'  the  centre  wire  core  or  heart."  From  the  bohhins  the  stnmds 
proceed  to  a  "  nipper  tube  or  laying  plate,"  where  they  are  united 
and  laid  on  to  the  core  or  heart.  The  strand,  thus  formed,  passes 
over  a  sheave  to  a  coned  pulley  driven  by  a  screw  on  ihe  driving 
shaft  working  into  a  screw  wheel. 

In  order  to  hold  the  bohhins  "  in  the  same  relative  poation,  or 
"  what  is  known  as  '  always  presenting  to  view  the  same  fooe ' 
"  during  their  revolution,"  they  are  hung  in  separate  earriage 
frames  or  forks,  whose  axes  are  cranked,  and  rest  in  tiie  "  bottom 
"  frame  plate;"  an  excentric  on  the  axis  of  the  apparatus  gives 
suitable  motion  to  an  ''upper  plate"  carrying  the  crank  pins, 
thus  effecting  the  desired  object. 

It  is  proposed  to  lay  up  "  formed  strand,"  by  means  of  tiiis 
apparatus,  "  of  hard  or  unannealed  wires." 

[Printed,  llcij 

A.D.  1854,  July  4.— N«  1471. 

JOHNSON,  John  Hbnry  (a  conumaUcaticm  frum  Edmtmd 
Charles  Bocquet). — (Promsitmal  Protectum  only.)  "An  improved 
."  system  or  mode  of  coating  iron  with  copper." 

The  following  process  is  described : — 

The  articles  are  cleansed  and  prepared  for  electro-ooating  by 
immersion  in  dilute  sulphuric  add ;  they  are  then  washed  with 
water,  immersed  for  a  few  moments  in  boiling  water,  plunged 
into  a  lye  of  caustic  soda,  and  submitted  to  the  action  of  lime  by 
remaining  in  it  for  several  weeks. 
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A  thin  preservative  coating"  of  copj)er  is  then  given,  by 
means  of  '*  a  solution  of  (^tuiate  of  potassium  and  cyanate  of 
**  copper  in  water,  sufficient  to  produce  complete  saturation." 

The  articles  are  then  washed  in  water  connected  with  an 
^  electric  battery,"  and  left  for  some  hours  in  a  heated  solution 
of  acid  sulphate  of  copper,  by  this  mean's  acquiring  a  thick  and 
firmly-adhering  coating  of  copper. 

A  coating  of  lead  may  be  substituted  fbr  the  first  preservative 
layer  of  copper,  A  solution  of  ''  oxide  of  lead  (litharge)  dissolved 
**  in  water  which  holds  in  solution  ten  per  cent,  of  potash,"  is 
used. 

[Printed,  Sd.] 

A.D.  1864,  July  6.— N«  1488. 

JOHNSON,  JoHK  Henry  (a  communication  from  Thomas  C, 
Avery). — {Provisional  Protection  only.)  "  Improvements  in  electro- 
*'  magnetic  engines." 

This  invention  refers  to  a '' '  magnetic  multiplying  motive  power 
**  .*  engine,' "  and  oonnsts  of  the  following  arrangement : — 

Four  or  more  electro-magnets  are  combined  in  pairs,  so  as  to 
present  their  poles  towards  a  common  centre,  leaving  space 
between  the  poles  to  admit  an  axis."  The  magnets  act  upon 
**  levers "  attached  to  the  axis,  "  and  between  each  two  of  these 
•*  levers  the  ends  or  legs  of  the  magnets  are  allowed  to  pass." 
"  Palls  and  cams  "  suitably  make  and  break  the  circuit,  and  thus 
continuous  rotation  of  the  axis  is  obtained.  The  principal  features 
of  the  invention  are  the  above  arrangements  of  electro-magnets 
and  ''revolving  bars,"  ''the  helices  being  upon  the  bends  of  the 
'*  magnets."  "  The  current  of  magnetism  and  electricity  is  also 
*'  combined  in  such  manner  that  the  power  obtained  is  due  to  the 
''  size  of,  or  bears  a  relation  to,  the  mass  of  iron  under  exdte- 
*•  ment." 

[Printed,  Sd.] 

A.D.  1864,  July  7.— N«  1494. 

MORISON,    Andrew. — (Provisional  Protection    only.)     "An 
improved  mode  of  protecting  or  preseiVing  agricultural  and 
horticultural  produce  from  disease  or  blight." 
This  invention  "  consbts  in  placing  metal  bars,  rods,  or  wires 
in  the  ground  in  such  situation?  a^  maybe  suitable  for  at- 
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"  tractiDg  the  electricily  of  the  atmosphere  and  canying  it  into 
''  the  earth,  and  thereby  preventing  the  ordinary  efifocts  produced 
*'  by  it  upon  plants  and  crops  exposed  to  its  influence  in  fields 
"  and  gardens,  more  especially  in  open  situations.  These  ban, 
**  rods,  or  wires  may  be  composed  of  copper,  iron,  steel,  biaaa,  or 
"  other  metal,  and  they  may  be  placed  in  the  ground  veftically, 
"  horizontally,  or  obhquely,  according  to  the  disposal  of  the 
**  plants  or  crops  requiring  to  be  protected  by  them." 
[Printed,  8d.] 

I 

A.D.  1854,  July  15.— N»  1557- 

GUYARD,    FRAN9018  Victor. — (Provisional  Proteetum  ody.) 

Certain  improvements  in  the  electro-telegraphic  communications 

for  preventing  mischances  during  the  passage  of  trains  on  rail- 
"  ways." 

Two  insulated  wires  are  laid  down,  in  separate  and  insulated 
lengths,  along  a  line  of  railway  near  the  rails,  so  that  the  spaces 
between  the  lengths  of  one  wire  *'are  opposite  to  the  middle 
"  of  the  adjoining  length  of  the  other  wire."  Each  train  carries 
a  galvanic  battery  having  one  of  its  poles  in  connection  with 
an  alarum  and  with  the  insulated  wires ;  the  other  batteiy  pole 
is  in  connection  with  the  earth  by  means  of  one  of  the  axles.  If 
one  train  comes  on  to  the  same  length  of  one  of  the  insulated 
wires  as  a  second  train,  it  completes  the  circuit  of  its  own  batteiy 
and  alarum  to  the  earth  as  well  as  that  of  the  batteiy  and  alarum 
of  the  second  train,  thereby  giving  and  receiving  intelligence  of 
its  proximity  to  the  second  train. 

The  connection  of  the  battery  on  a  train  with  the  insulated  wire 
is  effected  by  means  of  revolving  cylindrical  metallic  brushes. 

To  prevent  the  possibility  of  the  batteries  on  the  two  trains 
neutralizing  each  other,  an  apparatus  in  the  circuit  constantly 
reverses  the  connections. 

Telegraphic  communication  may  be  established  between  two 
tnuns  not  further  apart  than  "  one-half  of  the  length  of  a  section 
"  of  wire." 

The  same  apparatus  is  applicable  to  giving  notice  of  obstructions 
on  the  line,  or  of  the  opening  of  gates  used  at  level  crossings. 
"  A  similar  arrangement  is  applicable  to  a  swing  bridge." 
fPrinted,  W.] 
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A.D.  1854,  July  15.— N«  1563. 

W^AGSTAFFE,  Matthew  French,  and  PERKINS,  Johb* 
WiLiLiiAM. — "Improvements  in  obtainiDg  metals  from  ores  and 
*•  oxides." 

The  ores  or  oxides  are  acted  upon  by  various  mineral  acids  in 
connection  with  voltaic  electricity,  "so  as  to  dissolve  out  and 
disintegrate  from  the  matrix  each  metal  contained  therein  in 
succession,  in  accordance  with  their  respective  degrees  of  solu- 
bility in  such  acids  respectively;"  the  metals  "are  obtained 
**  direct,"  or  are  afterwards  precipitated  from  their  solutions  by 
voltuc  electricity.  The  residual  acid  solutions  are  neutralized  by 
fixed  alkalies ;  thus  neutral  salts  of  the  alkalies  are  obtained  "  in  a 
**  conunerdal  state." 

The  following  processes  are  described :— « 
1st.  Breaking  "metallic  rock  into  coarse  powder,"  and  dis- 
solving out  the  metallic  oxides  by  "  the  action  of  sulphuric  acid^ 
**  nitric  acid,  hydrochloric  acid,  or  mixture  thereof." 

2nd.  "  Breaking  or  crushing  the  sulphurets  of  metals,  and 
*'  roasting  at  a  red  heat  in  a  common  reverberatory  furnace, 
"  drawing  therefrom  into  the  respective  acids  in  a  red  hot  state," 
to  reduce  the  metals  speedily  "  to  a  solution."  Carbonate  of  soda 
or  potash  may  be  used  to  precipitate  the  metals  as  carbonates;  the 
remaining  solutions  of  neutral  salts  ("  as  nitrates  of  soda  or 
"  potash,  &c.")  may  be  applied  "  to  commercial  purposes." 

3rd.  "  The  conversion  of  carbonates  of  metals  into  commercial 
"  articles  by  the  ordinary  modes  of  purification,  or  the  fiirther 
"  solution  of  such  carbonates  in  their  respective  solutions,  and 
"  depositing  the  same  in  a  metallic  state  by  the  ordinary  processes 
"  of  electro-metallurgy." 
[Printed,  S(2.] 

A.D.  1854,  July  18.— N*  1575. 

ARCHER,  Charles  Maybury. — (Pravisimal  Protection  only.) 
Treating  all  kinds  of  paper  whereon  any  printing,  engraving, 
engrossing,  letter  writing,  or  lithographing  has  been  printed  or 
impressed,  so  that  the  said  printing,  engraving,  engrossing, 
letter  writing,  or  lithographing  may  be  completely  removed, 
discharged,  or  obliterated  from  the  said  paper,  &  so  that  the 
said  pi4>er  may  be  readily  re-used  in  sheets,  or  be  re-converted 
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*'  &  worked  up  again  into  its    primitive  pulp  by  tbe  ordinaij 
"  method,  &  be  again  manuiW^red  into  &  be  used  as  paper.*' 

The  residual  products  of  the  process  herein-^iter  described 
**  (other  than  the  pulp  and  paper  so  treated)/'  are  to  be  used, 
among  other  purposes,  "for  electric  telegraphic  battery  purposes," 
Any  of  the  above-mentioned  descriptions  of  paper  is  inunened 
for  a  given  period  in  a  bath  or  solution  of  pure  sulphuric  or 
other  add,"  by  which  means  the  printers'  ink  is  diadiaiged 
from  the  paper.  To  prevent  the  destructive  influence  of  the  adds 
upon  the  paper,  it  is,  during  the  process  of  elimination  of  tiie 
printers'  ink,  plunged  into  spring  water,  or  into  hot  water  for  a 
short  period.  A  soft  brush  may  be  passed  over  both  sides  of  the 
paper,  *' so  as  to  enable  it  (after  being,  if  necessary,  bleached),  by 
immersion  in  spirits  of  anunonia  or  other  alkali,  to  present  an 
almost  normally  dean  surface  for  being  (after  the  application 
of  pressure  to  take  out  the  stamp  of  the  types)  used  again  in 
^'  printing,  engraving,  engrossing,  or  lithographing." 

[Printed,  8d.] 

A.D.  1854,  July  18.— N*^  1682. 

FONTAINEMOREAU,  Pbter  Armand  le  Comte  de  (a  com- 
munication). — {Provisional  Protection  only.)  "Improvements  in 
"  zincog^phy." 

The  design  is  drawn  on  the  roughened  zinc  plate  in  lithographic 
ink ;  ikie  zinc  plate  is  then  "  slightly  heated,"  and  has  a  powder 
or  insulating  mixture,  composed  of  '*  resin,  Buigundy  pitch, 
"  and  asphaltum,"  dusted  over  it.  The  superfluous  powder  is 
then  removed,  "so  that  the  drawing  alone  is  coated  with  the 
"  above  mixture,"  and  the  plate  heated  to  soften  the  adhmng 
powder,  and  "  convert  it  into  a  varnish  similar  to  that  employed 
"  by  engravers  for  stopping  out." 
The  plate  is  then  "  placed  in  a  weak  solution  of  sulphate  <tf 
zinc,"  and  etched  by  galvanic  means. 
When  the  drawing  is  suffldently  bitten  in,  the  plate  is 
"  removed  and  cleansed.  It  may  then  be  employed  to  print  from 
directly,  or  to  serve  as  matrix  to  a  gutta  percha  mould,  on 
which  copper  is  subsequently  deposited,  to  form  a  picture 
according  to  the  well-known  galvano-plastic  process," 

[Printed,  SA] 
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A.D.  1864,  July  21.— N«  1606. 

ALEXANDRE,  Isaib,  and  SOMMERVILLE,  Alfred.— 
{^'PromsUmal  Protection  only,)  "An  improvement  or  improve- 
**  ments  in  boots  and  shoes,  and  in  socks  or  inner  soles  for  boots 
**  and  shoes." 

This  invention  "  consists  in  applying  to  the  interior  of  the 
*'  bottoms  of  boots  and  shoes,  wires  or  plates  of  copper  and  zinc, 
*'  or  combinations  of  such  other  metaLi  or  materials  as  will  form 
*'  with  the  moistare  of  the  foot  galvanic  or  voltaic  combinations. 
The  electricity  generated  during  the  wearing  of  boots  and  shoes 
made  according  to  "  this  "  invention  gives  vigour  to  the  ner\'ous 
system  of  weakly  or  debilitated  persons.  Where  socks  or  move- 
'*  able  inner  soles  are  worn  in  boots  and  shoes,"  ''the  said  voltuc 
"  or  galvanic  combinations "  are  applied  ''to  the  said  socks  or 
«*  soles." 

[Printed,  Sd.] 

A.D.  1864,  July  21.— N<»  1606. 

CALLAN,  Nicholas. — ''A  means  by  which  iron  of  every  kind 
*'  may  be  protected  against  the  addon  of  the  weather,  and  of 
*'  various  corroding  substances,  so  that  iron  thus  protected  will 
"  answer  for  roofing,  for  cisterns,  baths,  gutters,  window  frames," 
{electric  r\  "  telegraphic  wires,  for  marine  and  various  other  pur- 
*'  poses,  and  by  which  brass  and  copper  may  be  similarly  protected." 

This  invention  consists  in  coadng  iron,  brass,  or  copper  with  the 
following  alloys : — 

1st.  "Of  lead  and  tin,  in  which  the  quantity  of  lead  is  at  least 
**  twice  or  three  times  as  great  by  weight  as  that  of  tin. 

2nd.  "  Of  lead,  tin,  sine,  and  antimony. 

drd.  "  Of  tm  and  antimony. 

4th.  "  Of  tin  with  any  two  of  the  other  three  metals.' 

Iron,  copper,  or  brass  may  be  coated  "with  any  of  the  above- 
"  mentioned  alloys  by  first  coating  them  with  t^n,"  or  with  an 
alloy  of  tin  in  which  the  quantity  of  the  above-mentioned  metals 
is  small  compared  with  that  of  tin,  and  then  dipping  the  coated 
metal  "into  the  molten  lead  or  antimony,"  or  into  any  of  the 
aforesaid  molten  alloys. 

"  Or,  after  being  properly  cleaned  and  prepared,  iron,  brass,  and 
"  copper  may  be  coated  at  once,  by  dipping  them  into  any  of  the 
"  said  alloys,  whilst  these  alloys  are  in  a  liquid  state." 
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In  general  the  quantity  of  lead  should  he  mudi  greater  tiwi 
that  of  tin,  and  the  quantity  of  zinc  or  antimony  should  nol 
exceed  that  of  tin.  In  cases  where  great  resistance  to  coirosian  is 
required,  the  quantity  of  antimony  may  be  equal  to  or  greater  thu 
that  of  lead,  the  quantity  of  lead  being  *'  diminished  in  propoxtios 
"  to  the  increase  of  that  of  antimony." 
rPrintediSd] 

A.D.  1854,  July  28.— N«  1665. 

JOHNSON,  Rtchard. — "Improvements  in  coating  and  insn- 
"  lating  wire  "  "  employed  to  conduct  the  electric  or  electro-mag- 
'*  netic  fluids." 

This  invention  consists  in  '^  coating  or  covering  wire  with 
*'  solutions  of  gutta  percha,  caoutchouc,  tar,  pitch,  asphaltum, 
"  resin,  or  wax  in  coal  naptha,  or  in  any  other  suitable  fluid." 

Gutta  percha  is  dissolved  by  placing  certain  proportions  of  cl6il 
naptha  and  gutta  percha  into  a  steam-heated  pan,  and  setting  in 
motion  in  the  liquid  an  agitator  that  passes  through  a  cover. 

Caoutchouc  is  dissolved  (in  a  cast-iron  pan  heated  over  an  open 
fire)  by  means  of  heavy  oil  of  tar ;  when  this  becomes  a  thick 
homogeneous  mass,  it  is  mixed  with  a  certain  quanti^  of  ooai 
naptha,  and  introduced  into  the  steam-heated  pan. 

Coal  tar  is  dissolved  in  a  certain  proportion  of  coal  naptha  at 
the  ordinaiy  temperature. 

To  coat  wire,  it  is  passed  from  a  reel  into  a  solution  composed 
of  certain  proportions  of  the  above-mentioned  solutionsy  thai 
through  a  small  aperture  to  remove  the  superfluous  quantity ;  ^e 
naptha  is  then  ignited,  and  the  wire  passed  into  water  and  reded 
upon  reels ;  or  a  bundle  of  wire  may  be  dipped  into  any  of  the 
above  solutions,  and  the  volatile  fluids  evaporated  by  artificial 
heat ;  or  the  volatile  fluids  ''  adhering  to  the  bundle "  may  be 
ignited,  and  the  wire  then  exposed  for  several  hours  to  the  atmo- 
sphere, and  plunged -into  cold  water.  . 
[Printed,  Sd.] 

A.D.  1854,  July  29.— N«  16/0. 

KEEN,  Robert  John. — '' Improvements  in  the  mariner's  com- 
"  pass." 
This  invention  "  is  intended  to  counteract  the  e£Eeot  of  the 
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**  pitching  and  rolling  of  vessels,  and  the  vibrating  action  in 
**  steam  vessels,"  and  consists  : — 

Ist.  ''  In  adapting  a  peculiar  construction  of  india-rubber  disc 
spring  to  the  cap  of  the  compass." 

:2nd.  "  In  adapting  a  double  action  metallic  spring  to  the  centre, 
on  which  the  compass  card  is  supported." 

3rd.  ''  In  adapting  metal  springs  to  the  pivots  and  shoulders  of 
"  the  compass." 

A  binnacle  compass  is  described  and  shown,  attached  to  the 
binnacle  by  a  half  gimbal  which  *'  forms  the  springs  for  the  pivots 
"  and  shoulders  of  the  compass,  the  ends  being  left  free,  so  as  to 
**  be  capable  of  yielding  to  any  lateral  motion."  The  compass 
bowl,  preferably  of  glass,  porcelain,  earthenware,  or  other  non- 
metallic  material,  is  suspended  on  pivots  in  a  gimbal  supported  in 
the  half  gimbal.  The  centre  ''  pedestal "  supporting  the  compass 
card  carries  a  metal  cup,  in  which  a  disc  of  vulcanized  India-rubber 
is  fixed  by  a  screwed  ring ;  ivory  or  bone  washers  are  cemented  to 
the  disc,  so  as  to  prevent  it  from  coming  in  contact  with  metal ; 
and  the  jewelled  cap«  for  the  steel  centre  of  the  card  to  work  in, 
is  mounted  in  a  similar  way  in  the  centre  of  the  disc ;  thus  the 
India-rubber  is  preserved  from  the  corrosive  action  of  metal  The 
steel  centre  of  the  card  is  fixed  to  a  metal  disc  which  is  placed,  free 
to  move,  in  a  cylindrical  box  between  two  coiled  springs ;  the  box 
being  fixed  to  the  bridge  of  the  card.  The  compass  card  has  two 
parallel  needles. 

A  cabin  compass  is  shown,  having  the  1st  and  2nd  improve* 
ments ;  its  card  canies  two  parallel  dipping  needles. 

[Printed,  M.3 

A.D.  1854,  July  29.— N<»  1679. 

BELLFORD,  Augusts  Edouard  Loradoux  (a  eommunica" 
turn). — "  An  improved  method  of  engraving." 

This  invention  consists  in  producing  engravings  of  all  kinds 
in  relievo  by  a  galvanic  current,  the  plate  or  metallic  object 
desired  to  be  engraved  being  covered  with  the  design  in  some 

**  suitable  ink,  and  substituted  for  the  soluble  or  feeding  eleotrode 

"  usually  employed  in  any  pile  whatever**' 
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The  following  are  the  processes  by  which  tliis  iiivenii<Hi  is 
out  in  practioe  : — 

Preparing  the  plates. — It  is  preferred  ''to  impart  to  the  surfMc 

a  certain  dulness,  as  the  lines  are  liable  to  widen  out  on  a  per* 

fectlj  bright  or  polished  surfiftoe."  This  is  effected  bj  stieving 
pumice-stone  powder  on  the  plate,  moistening  it  with  water,  and 
rolling  a  small  zinc  roller  *'  oyer  the  plate  in  all  directions  nnti! 
**  the  required  shade  be  obtained/'  or  ''  brown  oxyd  or  peiozyde 
*^  of  lead  diluted  with  water  "  may  be  passed  over  the  pla^ 

Drawing  the  design. — Lithographic  ink,  or  varmsh  insoluble  in 
water,  may  be  used.  If  lithographic  ink  is  used,  it  may  be  rendered 
insoluble  in  water  by  diluting  with  albuminous  water,  and  exposing 
the  plate  drawn  upon  with  this  ink  to  a  temperature  of  212° 
Fahrenheit,  thus  coagulating  the  albumen.  When  the  draving 
is  made  with  ordinary  lithographic  ink,  or  with  a  lithographic 
pencil,  or  when  it  is  tiJcen  off  a  drawing,  the  plate  Lb  "  acidulated'' 
by  a  suitably  dilute  solution  of  nutgaUs  and  nitric  acid.  Tlie 
plate  is  then  washed,  gummed,  the  drawing  removed  by  essence  of 
turpentine,  and  the  plate  agun  washed  in  gum  water,  and  inked 
with  a  composition  of  yeUow  bees'-wax,  essence  of  turpentine, 
linseed  oil,  lampblack,  tallow,  gum  lac,  ''  colophany^'*  Burgundy 
pitch,  and  white  pitch. 

Engraving  the  design. — The  engraving  bath  is  composed  of 
soluble  salts  of  the  metal  or  metals  of  whidi  the  plate  is  composed 
The  drawing  having  been  made  as  above  described,  is  covered  at 
the  back  with  wax  or  protecting  varnish,  and  placed  in  the  en- 
graving bath,  in  contact  with  the  positive  pole  of  a  suitable  batteiy» 
opposite  a  negative  pole.  It  is  taken  out  of  the  bath  after  a 
short  time,  and  the  fine  lines  caused  to  merge  into  one  another  by 
inking  with  the  " cero*resinous  ink"  above  described,  and  sub- 
jecting it  to  a  gentle  heat,  so  as  to  cause  the  ink  to  run  down  the 
edges  of  the  lines  and  fill  up  the  gaps  in  the  lines ;  the  plate  is 
again  placed  in  the  etching  bath,  and  the  operation  of  inking  and 
etching  alternately  carried  on  until  there  only  remain  the  great 
blanks  to  be  hoUowed  out ;  these  are  deepened  by  covering  the 
line  or  dark  parts  of  the  drawing  with  ink,  and  ooixoding  the 
blanks  to  the  depth  required. 

This  invention  may  be  applied  "to  msddng  calico  printing 
"  blocks." 

CPrinted,  4cl.] 
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A.D.  1864,  August  4.— N»  1713, 

KORTRIGHT,  Alfred. — "  Improvements  in  marine  and  sur- 
**  veying  compasses." 

This  invention  relates  to  so  arranging  mariners'  and  surveyors' 
compasses  as  to  neutralize  the  effects  of  the  local  attraction  of 
iron  or  steel. 

"  In  this  improved  arrangement  the  needle  and  index  card  case 
"  ia  of  cast  iron.  It  is  a  plun  and  truly-turned  ring,  open  at  the 
*'  top  in  the  usual  manner,  and  closed  in  at  the  bottom  by  a  glass 
"  or  other  plate,  so  as  to  form  a  box.  In  addition  to  this  cast- 
**  iron  case,  rings  of  external  cases  of  the  same  metal  may  be  dis- 
"  posed  outside  it,  so  as  to  produce  a  still  greater  protective  effect 
**  upon  the  needle." 

''  It  is  preferred  to  use  both  light  and  heavy  needle  cards,"  and 
^  to  make  them  with  two  dipping  needles." 

**  The  cast-iron  rings  or  cases  may  be  electrotyped," 
[Prlntod,  SA] 

A.D.  1854,  August  4.— N«  1714, 

HARRISON,  Charles  Wbiohtmak. — '*  Improvements  in  ob- 
taining and  applying  electric  currents,  and  in  the  treatment  of 
certain  products  derived  in  obtaining  the  same,  part  or  parts  of 

**  which  improvements  is  or  are  applicable  to  the  production  of 

*'  motive  power." 

This  invention  relates  to  galvanic  batteries,  electro-magnetic 

engines,  and  the  manufacture  of  coloring  matter  or  pigments  from 

battery  solutions. 

Ist.  Improvements  in  galvanic  batteries* 

An  ** amalgam,"  ''compound,"  or  alloy  of  sodium,  zinc,  and 
mercury  is  used  for  positive  '*  electrodes  "  or  elements  of  batteries ; 
this  alloy  is  made  in  a  crucible  by  the  application  of  heat.  Potas- 
sium  may  be  used  instead  of  sodium,  and  either  potassium  or 
sodium  may  be  used  with  any  other  metal  to  serve  as  a  positive 
«  electrode." 

Instead  of  amalgamating  zinc  plates  in  the  ordinary  way,  it  is 
preferred  to  unite  the  zinc  and  mercury  by  melting  them  together 
in  a  crucible,  the  mercury  being  added  in  small  quantities  at  a 
time  through  a  funnel. 

An  alloy  of  platinum  and  iron,  made  by  heating  the  metals 
together  in  a- covered  crucible,  is  used  as  a  negative  "electrode.", 
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Zig-zag  negative  "  electrodes,"  with  the  bends  divided  to  witidfl 
a  short  distance  of  one  or  both  ends,  are  used ;  or  sheets  of  metal 
may  be  divided  into  "  numerous  bars  or  segments.*' 

Euchlorine  or  "  hypochlorous  acid  "  is  added  in  solution  to  & 
ordinary  excitants  or  electrolytes,  to  act  "  either  as  an  ezdting  or 
"  secondary  agent,"  or  as  both.  The  euchlorine  solution  is  pie- 
pared  by  gently  heating  certain  proportions  of  "  chlorate  of  po- 
"  tassa"  and  hydrochloric  aad,  and  passing  the  resulting  gas 
through  water  to  saturation. 

A  battery  solution  for  single-fluid  arrangements  is  composed  of 
equal  parts  of  nitrous  add  and  water;  this  may  be  used  with  cr 
without  the  euchlorine  solution. 

A  battery  is  formed  of  "  cylinders  or  plates  bent  in  a  cylindricil 

form,  and  placed  around  each  other  in  a  concentric  manner. 

Each  of  the  positive  plates  is  formed  of  a  like  quantity  of 

metal,  and  they  are  therefore  progressively  thicker  as  thdr  siza 
"  diminish."  Two  negative  plates,  attached  to  and  sepanted 
from  each  other  by  gutta  percha,  intervene  between  the  positife 
plates ;  and  the  pair  of  negative  plates  surrounding  eadi  positive 
plate  "  are  united  to  operate  as  one  plate."  **  Muriate  of  am- 
"  monia  "  solution  is  used  to  excite  this  battery. 

Diaphragms  of  ''  asbestos  or  other  incombustible  amphibolite  " 
[amphibiolite  ?]  "  mineral "  are  used ;  the  material  is  for  tlus  pur^ 
pose  manufactured  into  sheets  by  analogous  processes  to  those  of 
paper  making, 

2nd.  Improvements  in  electro-magnetic  engines. 

"  Square  or  rectangular  wires  or  ribbons,  disposed  in  bundles 
**  of  several  separately  uninsulated  single  wires,"  are  wound 
"  closely  around  the  poles  of  electro-magnets."  This  improve- 
may  also  be  used  "  in  the  construction  of  dectro-magnets  for  all 
'*  purposes,  and  coils  for  telegraphs." 

An  arrangement  of  an  dectro-magnet,  called  '*  the  plate  horse- 
"  shoe  dectro-magnet,"  is  employed  in  electro-magnetic  engines. 
These  magnets  are  made  of  drawn  quarter-inch  plates  of  decar^ 
bonized  soft  iron;  they  are  cut  to  the  required  size,  and  bent 

along  the  middle  across ""  the  direction  in  which  they  have  been 

drawn  to  the  shape  of  an  ordinary  horse-shoe  magnc^  and  until 
"  the  flat  arms  are  about  one-third  of  an  inch  distant  from  each 
"  other,  the  edges  of  the  plates  forming  extended  narrow  poles." 
The  peculiarities  ,of  these  magnets  mainly  consist  ."in  this  great 
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length  of  poles,  and  in  their  krge  and  compa»tively  thin 
rectangular  arms." 

Two  "  reciprocatory "  electro-magnetic  engines,  in  which  the 
above-descrihed  electro-magnets  are  used,  are  described  and  shown. 
In  one  engine,  a  beam,  carrying  keepers  consisting  of  flat  pktes] 
is  made  to  vibrate  on  an  axis  between  the  poles  of  the  electro- 
magnets. The  electro-magnets  are  "  fixed  by  any  suitable  means 
**  in  an  inclined  position,  so  that  the  faces  of  their  poles  at  one 
'*  end  approach  dose  to  the  ends  of  the  keepers  nearest  the  axis;" 
"  whilst  their  other  ends  are  separated  to  a  distance  from  each 
"  other,  and  thus  aflPord  space  for  the  keepers  to  vibrate  between, 
"  according  to  the  length  of  stroke  required."  The  greater  length 
of  the  keepers  and  magnets  on  one  side  of  the  axis  is  compensated 
by  the  greater  number  of  them  on  the  other  side.  The  electric 
current  is  so  supplied  to  and  cut  off  from  the  coils  of  the  electro- 
magnets  that  the  keepers  may  vibrate  between  the  magnets,  and 
give  motion  to  a  connecting  rod  and  crank  on  the  driving  shaft. 
In  the  second  engine,  there  are  only  keepers  and  electro-magnets 
on  one  side  of  the  axis  of  \dbration,  but  there  are  several  series  of 
electro-magnets  and  keepers,  each  series  having  its  own  axis  of 
vibration.  A  rod  passes  over  all  the  keepers  parallel  to  their 
plane  of  motion,  and  is  suitably  connected  to  them ;  one  series 
moves  the  keeper  of  the  next  series  into  its  sphere  of  action,  and 
so  on  until  the  rod  is  moved  a  sufficient  length  to  form  a  stroke. 
The  rod  gives  motion  to  the  driving  fly-wheel  shaft  by  means  of 
a  connecting  rod  and  crank.  Having  made  one  stroke,  the  action 
is  reversed.  The  electric  current  is  nmde  to  excite  the  right  or  left 
hand  magnets  of  each  set,  in  succession,  by  means  of  a  suitable 
"  electrotome  "  or  commutator. 

A  rotary  electro-magnetic  engine,  having  the  above-described 
electro-magnets,  is  described  and  shown.  The  electro-magnets 
are  -fixed  to  two  discs,  with  their  poles  facing  a  central  shaft, 
and  arranged  cylindrically.  On  the  shaft  "  triangularly-formed 
"  keepers "  are  supported  "  with  one  of  their  flat  sides  closely 
"  approaching  the  fiices  of  the  magnets."  On  the  magnets  being 
excited  (by  "  electrotomes "  or  conmiutators)  in  advance  of  the 
keepers,  the  shaft  is  caused  to  rotate.  The  electro-magnets  have 
rounded  poles  (quadrants  in  section)  tangential  to  the  fiat  side  of 
the  keeper  when  it  is  opposed  to  the  poles. 
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3rd.  Improyements  in  the  manufiuture  of  colorinfif  matter  or 
pigments  from  batteiy  solutions. 

Yellow. — ^A  strong  solution  of  diromic  acid  is  added  to  oxide 
of  zinc  suspended  in  boiling  water ;  the  liquid  mass  is  then  boiled, 
stirred,  and  stood  to  cool  in  pans.  The  supernatant  liquor  la  %h^ 
poured  off,  and  the  subsided  matter  heated ;  it  is  then  ready  fe 
uae.  The  zinc  oxide  is  obtained  by  decomposing  the  galraBk 
salts  hf  an  alkali,  and  then  exponng  them  to  a  red  heat. 

Red. — "  The  bright  chrome  yellow  solution  above  described''  h 
mixed  "  with  carbonate  of  lead  and  chromic  add  in  like  propose 
'^  tions."  The  mixture  is  boiled  and  stirred  in  lime  water,  and 
then  dried  ready  for  use. 

Blue. — ^To  produce  a  dark  blue,  thb  mixed  peroxide  and  pro- 
toxide salts  of  iron  in  solution  are  added  to  '^  a  solution  of  ftno- 
''  cyanic  add,  with  sufficient  potassa  to  neutralize."  The  blue 
coloring  matter  is  then  precipitated  by  hydrochloric  add.  Lighter 
.  shades  of  blue  are  obtained  by  adding  in  various  proportions  a  salt 
of  zinc  to  the  iron  salts. 

Green. — Certain  proportions  of  the  solutions  of  sulphate  of  sin^ 
sulphuric  add,  oxide  of  chromium,  and  sulph&te  of  cobalt  are 
mixed  together;  the  oxides  are  then  predpitated  by  an  alk^,  and 
the  mass  dried  and  exposed  to  an  intense  heat  "  until  it  assumes 
"  a  rich  green  color." 

Brown. — ^According  to  the  shade  required,  "diffierent  piopor- 
*'  tions  of  the  galvanic  solutions  of  iron  and  zinc "  are  mixed, 
evaporated,  and  caldned. 

White. — "  A  galvanic   solution  of  the  muriate  of  zinc  *'  b 
boiled  in  lime  water  until  its  oxide  is  predpitated;  it  is  then 
dried  and  calcined. 
[Printed,  Ud] 

A.D.  1854,  August  26.— N«  1875. 

BROOMAN,  Richard  Archibald  (a  communication),—' 
"  Improvements  in  obtaining  motive  power." 

This  invention  relates  to  "obtaining  motive  power  from  the 
"  force  of  gravity;  "  also  to  obtaining  motive  power  "from  the 
"  combined  forces  of  gravity  and  electro-magnetism." 

In  obtaining  motive  power  by  gravity,  two  wheels  placed 
vertically  side  by  side  upon  separate  axes,   "are  made  to  act 
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alternatelj  upon  each  other,  so  as  to  keep  up  a  continuous 
motion."  For  this  purpose  each  wheel  is  "  weighted  for  about 
one-«ixth  of  its  circumference/'  the  weighted  part  of  one  wheel, 
"when  in  a  vertical  line  with  its  centre,  being  opposite  to  the 
ireighted  part  of  the  other.  "  When  one  wheel  has  performed 
"  half  of  its  revolution  by  gravity,  a  projecting  arm  ta^kea  into  a 
*'  corresponding  projection  or  other  suitable  mechanical  con- 
"  trivanoe  in  the  other  wheel,  and  is  carried  up  by  the  descent  of 
'*  the  first,  and  so  on,  until  the  apparatus  is  stopped." 

To  regulate,  quicken,  or  slacken  the  speed  of  the  wheels,  ''a  set 
"  of  semicircular  "  [a  semicircular  set  of?]  ''  electro-magnets  "  is 
placed  over  one  or  both  of  the  wheels ;  these  act  either  by  attrac- 
tion or  repulsion,  as  may  be  required,  and  ftre  excited  in  proper 
order  by  suitable  "  breaks  and  springs." 

Inst«td  of  having  a  second  wheel,  the  heavy  part  of  one  wheel 
may  be  raised  through  half  a  revolution  by  a  semicircular  set  of 
electro-magnets^  excited  successively  by  suitable    "breaks  and 
"  springs." 
[Printed.  Td.] 

A.D.  1854,  August  28.— N«  1884. 

GRAY,  John. — "Improvements  in  the  mariner's  compass." 

The  object  of  this  invention  is  to  "  coimteract  the  vibratory  action 
"  to  which  they  are  subject  in  steam  ships  and  other  vessels." 

'*  The  compass  is  suspended  within  a  vessel  or  bowl,  which 
**  is  held  in  a  state  of  suspension  within  another  vessel  or  bowl 
"  containing  fluid,"  preferably  varnish'  or  saturated  solution  of 
common  salt,  the  bottom  of  the  inner  bowl  being  connected 
with  that  of  the  outer  bowl  by  helical  springs.  The  inner  vessel 
ia  kept  in  a  central  position  by  tension  screws,  fixed  to  the  outer 
vessel,  acting  on  India-rubber  bands  attached  at  their  centres  to 
It^rs  on  the  inner  vessel. 

The  n<^edle  and  card  are  supported  so  as  still  further  to  decrease 
vibration.  The  spindle  or  pedestal  carrying  the  card  passes  into 
a  box  containing  a  ''spiral"  [helical?]  spring,  which  bears 
afifainst  a  disc  fixed  to  the  spindle,  so  as  to  counterpoise  its  weight 
in  some  measure ;  the  spindle  passes  through  this  box  into  one 
beneath  it,  its  foot  there  resting  on  the  centre  of  a  vulcanized 
India-rubber  disc  supported  by  its  circumference.  On  the  top  of 
the  spindle  is  another  box,  carrying  similarly  another  India-rubber 
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disc,  in  the  centre  of  which  the  "  cup  "  "  (which  receives  the  pin 
"  of  the  compaaa  card)  is  fixed.''  Round  the  cup  is  stretched  a 
ring  of  vulcanized  India-rubber,  to  prevent  it  from  janing  against 
the  cover  of  the  box.  The  compass  card  has,  by  preference,  tvp 
parallel  needles  mounted  on  centres,  and  carries  plates  of  tak; 
which,  by  offering  a  resistance  to  the  air,  check  the  oscillations  of 
the  compass.  A  pin  descends  from  the  centre  of  the  glass  cover, 
nearly  into  a  cup  on  the  bridge  of  the  card,  "  to  prevent  the  card 
"  being  thrown  out  o£ita  bearing  by  a  sudden  shock." 
[Printed,  9d.]. 

A.D.  1854,  September  2.— N"  192(). 

CALLAN,  Nicholas: — "  Improvements  in  certain  galvanic  bat- 
teries," consisting  of: —  * 

Ist.  The  use,  in  single-fluid  batteries,  of  "certain  proportioRS 
of  sulphuric  and  muriatic  acid  with  water,  either  separately  or 
together,  and  mixed  or  not  mixed  with  an  alkaline  or  metallic 
salt."  The  salts  mentioned  are  sulphate  of  iron,  chloride  of 
sodium,  "  carbonate,  sulphate,  or  phosphate  of  soda,  or  pennan* 
"  ganate  or  arseniate  of  potash."  "  The  addition  of  these  salts 
"  serves  to  keep  the  surface  of  the  zinc  clean."  The  arrangement 
preferred,  where  "  great  galvanic  power  is  required,"  is  cast-iion, 
''  sulphuric  acid  mixed  with  three  times  its  bulk  of  a  strong 
''  solution  of  common  salt,"  and  amalgamated  zinc ;  this  airange- 
ment  is  called  *'  the  Maynooth  single  fluid  battery." 

2nd.  "  The  use  of  iron  or  cast  iron  instead  of  the  copper  used 
"  in  Darnell's  battery,  and  in  other  similar  constant  batteries." 

3rd.  "  The  use  of  sulphate  of  iron  instead  of  the  sulphate  of 
''  copper  used  in  Daniell's  battery  and  similar  constant  batteries." 
It  is  proposed  to  use  the  2ad  and  drd  improvements  in  combination 
with  each  other. 

4th,  "  Using  for  the  positive  element  of  certiun  galvanic  bat- 
**  teries  zinc  coated  with  an  amalgam  of  mercury,  tin,  and  lead, 
"  or  with  an  amalgam  of  mercury  and  either  of  the  other  two 
"  metals." 
[Printed,  4d.] 

A.D.  1854,  September  8.— N«  1960. 

PETITJEAN,  Tony.— "An  improved  process  for  re-cutting  or 
"  re-forming  the  faces  of  files." 


« 


THEIR  GENERATION  AND  APPLICATIONS.     43? 

The  worn  files  are  connected  to  the  positive  pole  of  a  galvanic 
iMitteiy,  and  placed  "  in  a  bath  of  a  pure  solution  of  iron."  The 
dissolving  action  ** first  takes  place  in  the  hollows/'  and  their 
outting  edges,  after  a  short  interval,  "  resume  their  original  rela- 
^*  tive  projection  and  sharpness." 

The  method  of  carrying  out  this  invention  is  as  follows : — 
The  files  are  pkced  in  a  large  cylindrical  vessel  (lined  inside  with 
&  "  metallic  brush  "  connected  to  the  negative  pole  of  the  battery) 
against  wire  circles  connected  to  the  positive  battery  pole.  The 
distance  between  the  battery  poles  should  not  be  "  too  small." 
**  The  electric  current  should  be  veiy  strong,  else  the  temper  of 
*'  the  files  might  soften." 
CPrinted,8<l.] 

A.D.  1854,  September  11.— N°  1980. 
SZONTAGH,  Samuel. — "  Improvements  in  sewing  machmes." 
This  invention  relates  to  shuttle  sewing  machines,  and  con- 
sists : — 

Ist.  In  employing  a  flat  and  broad  pointed  needle  for  sewing 
leather. 

2nd.  In  "  the  application  of  a  magnet  to  the  shuttle  box  of 
sewing  machines  for  keeping  the  shuttle  in  close  contact  with 
that  part  of  the  shuttle  box  against  which  it  slides."  "The 
passing  of  the  thread  or  other  sewing  material  over  the  shuttle, 
instead  of  between  it  and  that  part  of  the  shuttle  box  agunst 
**  which  it  slides,"  is  thus  ensured.  The  needle  is  protected 
from  being  acted  upon  by  magnetic  attraction  by  affixing  a  piece 
of  brass  to  that  part  of  the  shuttle  box  at  which  the  needle 
passes."  The  shuttle  is  preferably  formed  of  ''  iron,  combined 
with  a  newly-invented  preparation  of  india-rubber  known  as 
*'  *  protean,' "  which  does  not  cut  the  thread.  The  outer  suriace 
of  the  shuttle  is  convex,  and  *'  the  inner  or  contact  surface  fiat.*' 
A  horseshoe  permanent  magnet  is  shown  in  the  Drawings,  its  poles 
being  applied  to  the  shuttle  race. 
[Printed,  6<l.] 

A.D.  1854,  September  13.— N«  1990. 

BELLFORD,  Augusts  Edouard  Loradoux  (a  communication), 
— *'  Improvements  in  electro-magnetic  clocks." 

The  peculiarities  of  the  electric  clock  described  and  shown  are, 
that  the  vibrations  of  the  pendulum  **  are  kept  up  by  an  escape- 
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«  ment  ol  connUnt  strength/'  and  are  thus  independent  of  tht 
battery  power  used,  and  that  each  clock  is  worked  by  an  indepen- 
dent mechanism. 

*  The  lever  annatura  of  an  electro-magnet  is  altematelj  acted 
upon  by  a  reaction  spring  and  by  magnetic  attraction^  the  etectne 
current  being  made  and  broken  by  the  pendulum  striking  againat 
a  spring.  A  dick  on  the  lever  arm  works  into  the  teeth  of  a 
ratchet  wheel  loose  on  the  escape-wheel  axis,  but  connected  witii 
it  by  a  spiral  spring  f  the  dick  is  moved  so  as  to  wind  up  the 
spiral  spring  by  a  constant  force,  viz.,  that  of  tiie  reaction  spnng; 
the  electro-magnetic  power  being  only  used  to  draw  back  the  dick 
ready  for  taking  into  the  next  ratchet  tooth. 

The  power  thus  continually  called  into  action  by  the  wining 
up  of  the  spiral  spring  is  conveyed  to  the  hands  of  the  clock  by 
suitable  whedwork. 

A  striking  clock  is  described  and  shown,  in  which  a  similar 
lurangement  of  click  and  whedwork,  connected  with  the  usual 
striking  mechanism,  is  acted  upon  by  the  armature  lever ;  by  this 
means  the  remontoir  is  being  continually  wound  up. 
[Printed,  lOd.] 

A.D.  1864,  October  2.— N«  2111. 

DURAND,  FRANgoiB. — (Provisional  Protection  only,)  "  Certain 
*'  improvements  in  looms  for  weaving." 

The  Drawing  left  with  the  Provisional  Specification  shows 
''  horse-shoe  magnets,"  supported  by  the  shafts  so  as  to  act  upon 
small  plates  of  steel  fixed  to  the  under  side  of  the  shuttles. 

[Printed,  6d.] 

A.D.  1854,  October  3.-.N*  2122. 

NEWTON,  William  Edward  {a  eommumcaiion  from  Ltmren' 
tins  Mathias  Eiler). — ^This  invention  is  entitled  ''  Improvements 
'*  in  the  construction  of  locks,"  and  it  relates  to  '^  the  magnetic 
"  lock." 

This  name  is  given  to  a  lock  in  which  there  is  no  key  or  key- 
hole, or  any  "  opening  whereby  access  may  be  obtained  to  the 
interior  of  the  lock  with  any  instrument  whatever;"  but  the  bolt 
is  shot  forward,  and  fastened  by  means  of  "  a  powcrf\il  magnet" 
In  order  to  Ex  the  bolt  after  it  is  shot  forward,  there  are  slides 
working  in  grooves,  the  slides  being  of  iron,  and  so  connected 
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t^liat  until  all  the  sbdes  are  moyed  back  in  a  certain  order  the  bolt 
is  not  free. 

For  this  purpose  the  grooves  are  made  to  meet  at  an  angle>  and 
t^lie  slides  of  the  grooves  further  removed  from  the  bolt  to  enter 
"tliose  nearer  to  the  bolt  in  succession ;  each  slide  is  fixed,  there- 
fore, nntil  the  first  in  the  series^  and  all  further  removed  from  the 
lx>lt  than  itself,  is  moved  back  in  its  groove.  The  possessor  of  the 
lock  has  a  plan  of  the  grooves,  by  which  he  is  enabled  to  act* 
properly  on  the  slides  from  the  outside  by  means  of  the  magnet. 

One  or  more  ''permutation  plates"  maybe  used  where  grea^ 
aecanty  b  required,  these  change  the  combination  of  the  internal 
parts  with  fiidlity. 
[Printed,  lOtf.^' 

A.D.  1864,  October  14.— N«  2198. 
H J ORTH,  S6ren. — (Provisional  Protection  only,)  "  An  improved. 
"  magneto-electric  battery." 

A  magneto-electric  machine  is  described  and  shown  having  the 
following  peculiarities : — 

The  coiled  armatures  revolve  between  the  poles  of  fixed  cast- 
iron  permanent  magnets  and  of  fixed  "  electro-magnets,"  and  thus 
generate  electric  currents  in  the  armature  coils,  which  are  allowed 
to  pass  round  the  "  electro-magnets ;"  "  a  mutual  and  accelerating 
force"  is  produced  by  this  means  between  the  "electro- 
magnets" and  the  armatures.  "An  additional  or  secondaxy 
"  current  is  at  the  same  time  induced  in  the  coiling  of  the  electro- 
"  magnets  by  the  motion  of  the  armatures,  the  said  current 
"  flowing  in  the  same  direction  as  that  of  the  primary  current 
"  after  having  passed  the  commutator." 

The  commutator  consists  of  an  arrangement  of  inlaid  segments 
and  rings  (each  ring  being  connected  with  opposite  segments) 
fixed  on  to  the  armature  axis.  Springs,  forming  the  poles  of  the 
apparatus,  press  upon  the  segments,  and  supply  an  electric  current 
in  one  direction. 

"  False  poles  "  are  "  applied  on  the  ends  of  the  permanent  and 
^  electro-magnets."  These  consist  of  iron  plates  ha\dng  sharp 
edges  **  exposed  to  the  points  of  attractions  of  the  armatures,  while 
"  sharp  points  of  different  lengths  aie  exposed  to  the  points  of 
"  separation*  and  the  edges  extending  from  the  said  sharp  points 
''  aie  chamfered  off  towards  the  points  of  attraction,  the  latter 


440  ELECTRICITY  AND  MAGNETISM : 

"  having  the  same  length."  Corresponding  iron  plates  are  appBed 
on  the  ends  of  the  armatures. 

The  poles  of  the  permanent  and  electro-magnets  on  the  one  side 
of  the  revolving  armatures  are  all  north,  and  those  on  the  other 
lide  all  south. 

The  permanent  magnets  may  he  coiled  like  the  electro-maf^nets. 

The  Drawings  of  the  next  Patent  (N"*  2199)  are  referred  to, 
and    show  this    "hattery"   in   connection  with    an    improved 
''  electro-magnetic  engine,  which  the  hatteiy  is  well  adapted  for 
f*  driving." 
[Printed,  6ct.] 

A.D.  1854,  October  14.— N°  2199, 

HJORTH,  SovL^s. —{Provisional  Protection  only.)  "An  im- 
**  proved  electro-magnetic  machine." 

A  reciprocating  electro-magnetic  engine,  in  connection  with  the 
*'  magneto-electric  battery  "  set  forth  in  N®  2198,  is  described  and 
shown. 

The  "  cylinder  "  is  hollow,  and  allows  the  "  piston  "  to  pass  com- 
pletely through  it.  The  cylinder  is  composed  of  "  several  hollow 
*'  stationaiy  electro-magnets,"  "  conical  inside,  with  double  poles 
**  placed  in  opposite  directions,  in  order  to  sen^e  for  double 
*'  strokes.**  The  "  piston  "  consists  of  "  a  hollow  electro-magnet/* 
''  put  together  in  such  a  manner  that  its  single  parts  terminate 
*'  into  an  iron  ring." 

The  electric  current  proceeds  round  the  cylinder  to  "slides,** 
worked  from  the  fly-wheel  shaft  by  means  of  an  excentric,  thence 
through  the  excentric  rod  to  a  *'  commutator  *'  on  the  shaft,  and 
through  the  piston  coils  back  to  the  battery.  The  "slides** 
regelate  the  current  passing  round  the  cylinder,  so  that  dissimilar 
poles  front  the  piston,  the  other  poles  being  charged  so  as  to  have 
a  similar  polarity  to  the  piston.  The  "commutator"  changes 
*'  the  direction  of  the  current  round  the  piston  at  the  end  of  each 
««  stroke.** 

"  As  one  part  of  the  piston  enters  the  cylinder,  the  other  part  of 
'^  the  same  passes  out  of  it,  and  induces  thereby  a  secondaiy 
*'  current  in  the  coiling  round  the  cylinder  flowing  in  the  same 
"  direction  as  the  primaiy  or  battery  current,  adding  thereby  to  the 
*'  power  produced  by  the  latter.'* 

A  rotary  engine  is  described  and  shown.  "  Several  hollow 
**  electro-magnets  "  are  "placed  inside  a  lai^  ririg  of  iron  *'  ''in 
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''  such  a  manner  that  their  poles  radiate  towards  the  centre  of  the 
•'  ring."  Two  hrass  wheels,  fixed  "  on  the  shaft  applied  in  the 
**  centre  of  the  engine,"  carry  the  axes  of  "  revolving  keepers ;" 
these  axes  being  equidistant  from  the  centre,  aud  allowing  the 
keepers  to  move  over  the  magnets  as  they  are  attracted  by  their 
successive  action.  The  electro-magnets  have  *' false  poles/'  and 
the  keepers  have  ''segments,"  which  work  one  into  the  other, 
without  touching,  during  the  action  of  the  engine,  A  suitable 
commutator  arrangement  charges  the  electro-magnets  in  succession, 
in  advance  of  the  "  revolving  keepers." 

In  both  these  engines  the  destructive  effects  of  the  electric  spark 
are  prevented  by  connecting  across  the  magnet  and  battery  circuits 
respectively  by  ''  slender  and  long  brass  wires,"  so  that  the  current 
18  never  broken. 

CPrintod,lld.] 

A.D.  1864,  October  20.— N°  2243. 

ALLAN,  Thomas. — "  Improvements  in  applying  electricity." 

These  improvements  refer  to  the  details  of  an  electro-magnetic 
engine  described  in  the  Specification  of  Letters  Patent  granted  to 
the  Patentee,  dated  June  24th,  1852  (See  N°  14,190,  Old  Law); 
they  are  as  follows  :— 

Ist.  Methods  of  transferring  the  electric  current  "from  one 
<'  magnet  to  another  in  the  series."  A  metallic  spring  on  the 
connecting  rod  is  made  to  pass  over  two  insulated  upright  pieces 
or  strips  of  metal ;  one  piece  is  connected  with  a  battery  pole,  and 
the  other  is  divided  into  insulated  sections  crossways,  each  section 
being  connected  to  a  corresponding  magnet ;  each  magnet  is  thus 
included  in  the  circuit  in  succession.  There  is  "  a  distinct 
"  arrangement  to  each  connecting  rod." 

For  circular  and  continuous  action,  these  pieces  of  metal  are 
concentric  rings  mounted  on  the  face  of  a  wooden  disc ;  a  radial 
arm  on  the  engine  shaft,  during  its  rotation,  completes  the  various 
circuits.  By  using  "  a  double  sectional  zone,"  the  engine  can  be 
reversed  on  shifting  the  arm  accordingly.  The  '*  zones  "  or  rings 
may  be  placed  on  the  periphery  of  the  wooden  disc. 

2nd.  Arranging  the  magnets.  Several  upright  cores  or  poles 
are  affixed  to  a  flat  plate»  and  coiled  separately ;  these  are 
^*  polarized  alternately  as  regards  each  other,  and  not  in  pairs,  as 
<<  so  many  paiifof  horse-shoe  magnets." 
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3rd.  '^  In  lieu  of  connecting  rods,"  using  "  double  piston  rods 
"  with  CFOsa-head  slides,  acting  direct  on  the  crank  pin  viritii  m 
"  without  It  sfiding  bush." 

4th.  '*  In  lieu  of  cranks,"  using  "  an  indented  drum  or  ratchet 
'  wheel,  actuated  by  palls  affixed  to  piston  rods,  so  that  pairs  of 
"  magnets  acting  altematelj  on  the  piston  rod  or  rods  will  cause 
'*  rotation  of  the  drum  or  shaft." 

5th.  "  In  lieu  of  keepers,  when  the  arrangement  of  the  magnets 
"  is  in  pairs,  as  above,"  making  "  one  of  the  magnets  of  each  psir 
"  moveable,  and  so  acting  attractively  and  repulsively  with  the 
"  other  that  is  stationaiy." 

"  Permanent  magnets  may  be  substituted  for  either  the  moveable 
"  or  stationaiy  magnets." 

[Printed,  lOd.] 

A.D.  1854,  October  21.— N»  2247. 

EDWARDS,  William  Alexander. — (Prorwiomi/  Proteetiom 
only.)    '*  Seperating  iron  or  steel  ^m  brass,  gun  metal^  and  all 
"  other  metallic  filings." 
The  nature  of  this  invention  is  as  follows : — 

The  application  of  electric  power  for  the  extracting  of  iron  or 
steel  ^m  metsllic  filings,  and  which  is  done  in  manner 
following : — Having  placed  a  revolving  bar,  cylinder,  or  other 
piece  of  iron  in  the  centre  of  a  coil  or  coils  of  wire,  the  end  of 
which  projects  from  such  coil,  and  also  placing  such  coil  in 
connection  with  batteries,  the  bar,  cylinder,  or  other  piece  of  iron 
or  steel  becomes  an  electro-magnet,  and  upon  any  metallic 
particles  being  brought  into  contact  with  the  bar,  cylinder,  or 
other  piece  of  iron  or  steel,  it  attracts  and  holds  all  particles  of 
iron  or  steel,  so  that  all  other  metallic  particles  are  entirely  freed 
and  purified  from  them." 

rPrinted^Sd.] 

A.D.  A864,  October  23,--No  2255, 

BRADE,  Abraham  Gerard  (a  commuidcaHon  from  Ambroise 
Auffuste  Masson), — '*  Improvements  in  the  manufacture  of  plate 
'*  and  thread  for  gold  and  silver  lace  and  bullion." 

These  improvements  form  an  addition  to  those  set  forth  in  the 
Specification  of  N»  62  (1854).  • 
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One  of  the  present  improvements  consists  in  applying  the  mode 
set  forth  in  the  former  Specification,  and  the  machine  therein 
descrihed,  to  gilding,  silvering,  or  covering  with  any  other  suitable 
precious  metal,  silver,  copper,  or  other  metallic  plate  (the  gold  lace- 
makers'  name  fbr  flattened  wire). 

A  second  improvement  consists  in  applying  the  same  mode  to 
gilding,  &c.  one  surfiice  of  the  plate,  and  leaving  the  opposite 
surface  uncovered,  or  only  slightly  covered.  That  surfiice  of  the 
plate  which  is  not  to  be  acted  on  by  the  solution  is  coated  with  any 
suitable  reserving  or  resist  varnish ;  this  is  afterwards  removed  by 
any  suitable  solvent.  A  second  method  is  to  ^employ  a  cylindrical 
noii*conducting  horizontal  revolving  roller,  part  of  the  diameter  of 
which  is  kept  inmiersed  in  the  metallic  solution ;  the  plate  is  applied 
against  that  part  of  the  roller  surface  that  is  immersed  in  the  solu- 
tion ;  thus  one  side  of  the  plate  is  coated  and  the  other  side  preserved. 

Bullion  may  be  manu&ctured  at  once  with  the  above-described 
coated  plate ;  if  the  plate  is  gilded  or  silvered  on  one  side  only,  it 
may  afterwards  receive  a  coating  on  both  surfieuies,  either  by 
ixmnersion  or  with  the  aid  of  a  galvanic  current. 

CPrinted,  4ci.] 

A.D.  1864,  October  26.— N«  2276. 

LAMBERT,  FRA.N901B. — "Improvements  in  compounds  to  be 
"  used  as  cosmetics.^' 

'*  This  invention  consists  in  introducing,  in  the  preparation  of 
'*  cosmetics,  chemical  substances  susceptible  of  reacting  on  one 
"  another,  so  as  to  develope  a  dynamic  electricity,  the  action  of 
**  which  strengthens  the  hair,  the  beard,  and  the  skin.*' 

To  produce  the  reaction,  it  is  preferred  to  employ  *'  the  pure 
"  acid  sulphate  of  the  peroxide  of  iron  "  dissolved  to  saturation  in 
alcohol,  and  a  solution  of  a  small  quantity  of  "  crystallized  nitrate 
*'  of  silver '^  sheltered  from  the  air  and  light.  ''When  this 
**  liquid  is  exposed  to  the  air  or  light,  a  double  decomposition  is 
**  produced,  which  disengages  electricity.  Other  substances 
**  capable  of  producing  by  acting  on  one  another  an  electric  action  " 
may  be  used,  that  is  to  say,  certain  add  metallic  oxides  or  acids, 
"  or  any  non-acid  salt  of  a  weak  base,  with  a  basic  metallic  oxide," 
**  or  any  salt  of  which  the  acid  is  unstable."  "  The  moderate  and 
'*  continued  electric  effect  produced  by  a  double  decomposition  can 
**  be  regulated%y  the  proportion  and  the  choice  of  substances,  and 
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"  can  easily  be  detennined  by  means  of  the  Sweiger's  ^alvanomeier 
"  and  the  Bouenberger's  electroscope.*' 

Aflter  the  application  of  this  liquid,  a  balsamic  essential  oil,  or 
other  essence,  oi^  or  fat,  is  employed,  to  hinder  "  the  too  rapid 
"  evaporation  of  the  first  liquid."  Pulverised  gold  leaf  is  mixed 
"  with  this  second  preparation  to  favour  the  production  of 
"  electricity. 

All  toilette  cosmetics  may  be  made  "  producers  of  electricity  '*  by 
the  application  of  the  above  principles. 
[Printed,  8d.] 

A.D.  1854,  October  30.— N«  2305, 

HADDAN,  John  Coope. — "  Impro^^ements  in  projectiles,  and 
"  in  machineiy  for  manu&cturing  the  same,"  relating  to  : — 

1st.  Manufigtcturing  rockets  (See  Printed  Specification  N'  10,00S, 
Old  Law.) 

2nd.  "  Making  shell  or  hoUow  projectiles  with  discs,  rings,  ribs, 
"  or  extra  thickened  portions  in  or  on  their  insides  or  intoior 
"  surfaces,  for  strengthening  them,  so  as  the  better  to  resist 
**  any  pressure  in  the  cannon." 

3rd.  "  Constructing  projectiles  which  are  intended  to  be  used 
**  with  a  wad,  and  to  receive  a  rotation  on  their  longitudinal  axis 
**  directly  from  the  rifling  of  a  cannon." 

4th.  "Making  projectiles  with,  wings  or  projecting  sliding 
"  surfaces  upon  them,  which  shall  not  only  impart  the  tuist,  but 

by  their  form  and  disposition  shall  (whilst  the  projectile  is  being 

discharged)  also  cause  or  tend  to  cause  the  axis  of  the  projectile 

to  coincide  with  that  of  a  cannon  having  corresiK)nding  or 
**  suitable  rifling." 

The  Specification  of  a  Patent  granted  to  the  Patentee,  October 
14th,  1854,  is  referred  to. 

5th.  Making  the  "  wings,"  referred  to  in  the  last  improvement, 
in  the  same  piece  with  the  projectile,  or  of  separate  pieces  of  metal, 
secured  or  fixed  upon  them;  also  using  certain  machinety  for 
forming  or  finishing  the  wings  upon  projectiles. 

Under  the  first  of  the  .heads  of  this  improvement,  amongst  other 
methods  of  securing  wings  to  the  projectile,  it  is  proposed  to  form 

the  projectiles  with  wings "  "  by  depositing,  hy  any  approved 

electro^ahanic  apparatus^  either  copper  or  other  suitable  metal 


« 
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*'  on  to  the  projectile  in  the  proper  positions ;  and  this  method  may 
**  be  used  in  combination  with  or  after  any  of  the  others,  if 
••  desired." 
[Printed,  8d.] 

A.D.  1854,  October  31.— N*  2311. 

RE  ID,  William. — "  Improvements  in  the  manufacture  of  gal- 
**  vanic  batteries." 

This  invention  consists  in  the  application  of  fj^rlass  to  the  manu- 
fiicture  of  troughs  for  galvanic  batteries  that  are  *'  divided  by  two 
**  or  more  partitions  into  three  or  more  cells,"  the  several  par- 
titions being  made  "  of  one  piece  of  glass  with  the  other  parts  of 
"  the  trough." 

This  invention  is  carried  out  by  means  of  metal  dies ;  one,  a 

trough   corresponding  to  the  external  dimensions  of  the  glass 

trough  ;  the  other  consisting  of  as  many  "  rams  or  forcers  "  as 

there  ieure  battery  cells.     The  glass  is  poured  into  the  trough  die 

in  a  melted  state,  as  much  as  will  make  the  required  trough ;  the 

hinged  cover  of  the  die  is  then  fastened  down,  and  the  upper  die 

or  mould  is  pressed  down,    "so  that  the  rams  or  forcers  may 

"  pass  through  the  openings  in  the  cover,  and  descend  into  and 

"  cause  the  fluid  glass  to  fill  those  portions  of  the  interior  of  the 

"  lower  mould  which  are  not  filled  by  the  rams  or  forcers." 

"  In  order  to  protect  such  troughs  from  injury,  they  are  cased 
*'  on  the  outside  with  gutta  percha,  wood,  coir,  matting,  or  other 
'*  tough  material." 
[Printed,  8<2.] 

A.D.  1854,  November  8.— N«  2362. 

GLUKMAN,  Leone. — "  Improvements  in  effecting  electric  com- 
"  munications  in  railway  trains." 

This  invention  relates  to  the  use  of  certain  "  compound  hooks 
"  and  eyes  or  couplings"  ''for  connecting  the  different  parts  of  a 
"  metallic  circuit  through  which  electricity  of  low  tension  is  to 
"  pass." 

To  the  framing  of  each  carriage  lengthways,  midway  between 
the  wheels,  a  bar  of  fir  wood  is  fastened.  There  are  as  many 
grooves  in  the  bar  as  wires ;  the  wires  are  laid  in  the  grooves,  and 
have  their  extremities  soldered  to  "  spiral "  [helical  ?]  springs  of 
closely  coiled  brass  wire.     The  extremities  of  the  springs  are 
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sinughtened  and  soldered  to  the  couplings,  which  are  of  bnss. 
The  straight  ends  of  the  springs  and  the  tails  of  the  hooks  and 
eyes  are  embedded  in  a  flat  mass  of  gutta  percha.  The  lengths  ai 
the  wires  and  springs  are  so  adjusted  that  when  the  carriages  are 
coupled  the  wires  may  be  hooked  together  with  a  moderate  tensioii« 
and  when  unhooked,  the  hooks  may  hang  out  a  few  inches. 

Each  piece  of  brass  may  either  be  used  as  a  hook  or  as  an  eyt^ 
for  the  body  of  the  hook  has  a  rectangular  slot  which  forms  an 
eye,  and  the  portion  turned  over  to  form  the  hook  is  nairowed  so 
as  to  enter  the  slot  of  the  opposite  brass  piece. 

To  ensure  metaUic  contact,  studs  of  "  platina  "  are  riveted  into 
the  tongues  and  in  front  of  the  slots. 

[Printed.  9d.] 

A.D.  1854,  November  9.— N**  2373. 


PRETSCH,  Paul. — "Improvements  in  producing  copper  and 
other  plates  for  printing." 

This  invention  "  consists  in  adapting  the  photographic  process 
"  to  the  purpose  of  obtaining  either  a  raised  or  a  sunk  design  on 
"  glass  or  other  suitable  material  or  materials,  covered  with  glu- 
"  tinous  substances  mixed  with  photographic  materials,  which 
"  aforesaid  design  can  then  be  copied  by  the  electrotype  process, 
*'  or  by  other  means,  for  producing  plates  suitable  for  printing 
"  purposes,  or  can  be  applied  for  producing  moulds  applicable  for 
**  obtaining  plates." 

To  prepare  the  gelatinous  solution  for  coating  the  glass  plate, 
the  following  process  is  preferred : — A  solution  of  clear  glue  is 
divided  into  three  parts,  one  part  is  added  to  a  strong  solution  of 
nitrate  of  silver,  the  second  part  to  a  weak  solution  of  iodide  of 
potassium,  the  remainder  is  added  to  a  strong  solution  of  bichro- 
mate of  potash ;  the  three  solutions  are  then  mixed,  and  the  mix- 
ture poured  over  a  level  plate  of  glass,  thereby  forming  a  coating 
on  the  glass  when  completely  dry.  The  subject  to  be  copied  is  then 
laid  on  the  prepared  surface,  and  the  whole  is  suitably  exposed  to 
the  influence  of  lig^ht. 

To  raise  the  design  the  coated  glass  plate  is  then  treated  with 
water,  alcohol,  or  solutions  of  borax ;  the  photographic  copy  is 
made  firm  by  applying  astringents  and  drying  varnish,  copal 
varnish  and  a  weak  solution  of  tannin  are  prefened. 
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The  picture  will  appear  sunkj  if  in  the  above-described  process 
a  solution  of  gelatine  be  used  instead  of  glue ;  the  astringents  and 
diTiiig  varnish  are  not  used  in  this  case. 

Printing  ink  may  be  applied  to  the  coating  of  the  prepared  plate, 
and  the  design  transferred  to  zinc  or  stone,  instead  of  using  the 
electrotype  or  stereotype  process. 

If  the  "ammonium  bromide"  or  iodide  be  used  instead  of  the 
iodide  of  potassium,  the  time  of  exposure  to  light  is  shortened,  and 
the  photographic  camera  can  be  used. 

[Frinted.  Sd.] 


A.D.  1854,  November  21.— N»  2455. 

CALLAN,  Nicholas. — *'  Improvements  in  exciting  agents  used 
**  in  galvanic  batteries,  and  in  the  construction  of  galvanic 
*'  batteries,"  consisting  of: — 

Ist.  The  use  of  the  following  exciting  agents,  either  to  both 
elements  or  to  the  negative  element  only,  in  carbon-xinc  batteries, 
and  other  batteries  in  which  zinc  is  the  positive  element :  — "  First, 
«<  undiluted  muriatic  acid,  whether  used  alone  or  with  sulphuric 
**  or  certain  other  acids,  such  as  pyroligneous  manganic  acid,  &c. ; 
'*  secondly,  muriatic  or  sulphuric  acid,  or  both  together,"  mixed 
with  less  than  five  or  six  times  the  quantity  of  water. 

2nd.  "  Using  cast-iron  cells  (that  is,  cast-iron  vessels  which  will 
*'  hold  the  exciting  fluid,)  made  in  such  a  way  that  both  sides  of 
"  the  zinc  plates  within  them  will  act,  and  that  the  distance  be- 
"  tween  the  zinc  and  iron,  or  between  the  greater  part  of  their 

respective  surf&ces,  will  not  exceed  a  quarter  or  five-sixteenths 
'^  of  an  inch,  unless  the  surface  of  the  zinc  plates  exceed  thirty-six 
"  square  inches."  To  enable  the  cells  to  contain  a  sufficient 
quantity  of  the  exciting  fluid,  the  upper  part  of  the  cells  are  made 
wider  than  the  lower  put. 

That  part  of  the  iron  or  zinc  which  has  little  or  no  effect  in 
producing  the  galvanic  current  is  covered  with  a  substance,  such 
as  wood,  vulcanized  India-rubber,  Sec,  on  which  the  exciting  fluid 
will  not  ad. 


« 
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A.D.  1854,  November  21.— N»  2456. 

CRAIG,  Thomas,  and  DANIELS,  Alprbd.— -(Promssono/  Pn- 

tection  only,)    "  Improvements  in  the  mode  or  method  of  oob- 

''  municating  signals  on  railways." 

It  is  proposed  "  to  fix  electro-magnetic  apparatus  on  the  Izna 
of  railways  at  any  required  distances  asunder,  so  that  an  j  tram 
passing  will  act  upon  the  sud  apparatus,  by  means  of  a  pivjectzi^ 

"  bar  or  similar  contrivance,  acting  upon  a  cross  slide  or  bcrft 
communicating  with  the  engine,  the  said  communication  either 
to  open  the  whistle  or  shut  off  the  steam.    This  ngnal  being 

"  continuous  on  the  line,  wiU  warn  the  persons  in  charge  of  tiie 

**  train  of  any  other  train  in  advance  of  them." 
[Printed,  3d.] 

A.D.  1854,  November  21.— N«  245/. 

KNIGHT,  Richard. — 1st.  "Improvements  in  ii4)paratus  for 
"  testing  iron,  as  to  its  capacity  for  recei^4ng  magnetism."  l%e 
bars  of  iron  to  be  tested  are  supported  "  in  the  magnetic  meridian," 
and  coils  placed  over  their  ends ;  a  piece  of  soft  iron  is  rotated  in 
the  presence  of  the  ends  of  the  bars,  and  the  deflection  prodaoed 
on  a  galvanometer  connected  with  the  terminals  of  the  coils  noted. 
For  the  purpose  of  canying  out  this  part  of  the  invention  suoceas- 
fully,  a  frame,  with  levelling  screws,  carries  the  axis  of  a  shelf;  a 
graduated  scale,  attached  to  one  of  the  uprights  of  the  frame, 
enables  the  shelf  to  be  placed  in  the  line  of  the  dip  of  the  needle. 
The  shelf  carries  the  coils  and  the  axes  of  pullies  to  rotate  the  soft 
iron,  also  clamps  to  fix  the  iron  bars  to  be  tested. 

2nd.  Improvements  in  "magnetic  apparatus."  A  magneto- 
electric  machine  is  described  and  shown,  in  which  the  coils  are 
placed  over  the  fixed  permanent  horseshoe  magnet,  and  an  electric 
current  is  excited  in  them  by  the  rotation  of  a  soft  iron  armatuit 
in  front  of  the  poles  of  the  permanent  magnet. 
[Printed,  Qd.] 

A.D.  1854,  November  29.—N°  2510. 

GOWLAND,  Georgb. — "  Improvements  in  the  mariner's  com- 
"  pass." 
This  invention  "  relates  to  improvements  in  compasses,  having 
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Cftrds  of  spherical,  cylindrical,  or  other  similar  form,  with  the 
points  marked  on  their  periphery."    (See  N»  1681,  1853.) 
A  mariner's  compass  is  described  and  shown  having  the  fol« 
lowing  peculiarities : — 

The  box  is  constructed  of  two  hemispheres  of  glass  attached  to 
a  vertical  brass  ring,  and  is  supported  on  rollers  working  in  a 
groove  on  the  vertical  ring,  and  revolving  on  centres  in  a  laige 
ring  free  to  turn  on  a  fixed  horizontal  axis.  By  this  means  the 
effect  of  the  ordinaiy  gimbals  is  obtained,  *'  while  the  two  sides  of 
**  the  box  are  fully  exposed  to  view.''  The  box  is  weighted  at  the 
bottom,  to  preserve  the  needle  pedestal  or  *'  stud  "  vertical. 

The  needle  is  supported  on  the  pedestal  by  the  intervention  of 
a  hoUow  cone.  The  pedestal  carries  a  hemispherical  cup,  in  which 
rests  a  spherical  stud  carrying  the  hollow  cone ;  the  "  pin  "  or 
centre  of  the  needle  is  supported  by  an  agate  cup  in  the  centre 
of  the  stud,  thereby  making  all  the  motions  to  which  the  needle 
centre  may  be  subject  concentric  with  its  centre  of  motion,  and 
reducing  them  to  a  minimum. 

The  spherical  or  cylindrical  card  is  suspended  to  the  needle  by 
gimbals,  thus  preventing  the  vertical  vibrations  of  the  needle, 
whether  from  the  variation  of  dip  or  from  other  causes,  from 
affecting  the  card. 

The  hollow  cone  carrying  the  needle  centre  is  prevented  from 
turning  horizontally  by  means  of  a  vertical  circle  or  semicircle  of 
wire  attached  to  the  cone,  and  working  freely  through  a  crutch 
fixed  to  the  vertical  ring  of  the  box ;  another  wire  circle  is  attached 
to  the  cone  and  to  the  vertex  of  the  first  wire,  at  right  angles  to  it, 
so  that  it  may  serve  aa  a  '^ '  lubber's  line.' " 

The  card  may  be  made  of  magnetized  thin  sheet  steel,  either  a 
complete  ring  or  two  semicircles,  with  their  similar  poles  united 
by  copper. 

Another  circle  of  wire,  carried  by  a  milled  head  fixed  to  the 
vertical  brass  ring  of  the  box,  enables  azimuths  and  amplitudes 
to  be  taken. 

"  A  course  indicator,"  with  a  card  similar  to  the  above-described 
compass  card,  or  having  the  graduations  made  on  a  strip  of  calico 
wound  on  rollers,  is  placed  on  the  top 'of  the  binnacle ;  the  card 
M  moved  by  hand,  and  shows  the  helmsman  the  course  he  is  to 
steer. 


456    .        ELECTRICITY  AND  MAGNETISM : 

Another  oompus  is  described  and  shown  on  the  same  genenJ 
plan,  except  that  the  compass  box  is  mounted  on  a  fixed  pedesld 
bj  means  of  its  hollow  coned  bottom,  which  canies  a  heniiqphnei^ 
cup  supporting  another  hollow  cone  and  the  needle  centre.  To 
check  the  oscillations  of  the  compass  box  in  stormy  weatiiff,  a 
vulcanized  caoutchouc  or  other  elastic  band,  attached  to  the  oppo- 
site  sides  of  the  bottom  of  the  box,  passes  under  a  fixed  puQe?. 

Other  modifications  of  the  above-described  compasses  aic 
suggested  in  the  Specification. 

CPrinfced.  It.] 

A.D.  1854,  November  30.— N»  2521, 

SANDS,  John  (a  comnumieation  from  WUUam  Grakam), — 
Improvements  in  the  mariner's  compass." 
''This  invention  has  for  its  object  a  mode  of  applying  magnets 
to  a  mariner's  compass,  with  a  view  to  neutralize  or  ooneci  the 
effects  of  local  attraction,  whether  the  ship  or  vessel  be  of 
"  iron  or  wood.  And  the  improvements  consist  of  applying  a 
series  of  magnets  around  the  basin  or  frame  withhi  which 
the  compass  card  is  suspended,  and  four  or  more  maipiets 
are  applied,  each  having  the  means  of  readily  a^juatiniif  its 
position  in  respect  to  the  axis  of  the  compass  card  and  the 
magnetic  needles  combined  therewith.  It  is  preferred  that  eadi 
compass  card  should  have  two  magnetic  needles  fixed  pi^ffji**! 
**  to  each  other." 
The  correcting  magnets  are  *' arranged  in  radial  positions  in 
respect  to  the  centre  of  the  card,"  and  *'  are  placed  in  grooves  in 
the  frame  of  the  compass  in  such  manner  that  the  horizontal 
plane  in  which  the  magnets  on  the  compass  rotate  coincides 
with  the  plane  in  which  the  magnets"  ''are  applied."  To 
neutralize  the  local  attraction  of  the  vessel  on  the  needle,  when 
the  vessel  is  on  a  "  level  keel,"  nuts  and  screws  adjust  the  magnets 
radially  from  the  needle  centre.  If  any  want  of  correctness  is 
found  when  the  vessel  is  made  "  to  heel  over,"  it  is  obviated  by 
raising  or  lowering  the  needle  centre,  it  being  adjustable  by  a 
for  that  purpose. 

[Printed,  0(/.] 
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A.D.  1854,  December  2.— N^"  2535. 

3ESS,  Richard. — (Promtional  Protection  only).    *' An  improved 

*  voltaic  battery  for  medical  and  pliilosophicfJ  purposes." 

''  This  impToved  batteiy  is  composed  of  a  number  of  compound 
**  plates,  each  plate  composed  of  two  plates  of  different  metals, 
"  soldered  or  otherwise  brought  into  close  contact  with  each  other, 

*  one  metal  being  negative  and  the  other  positive,  as  copper  and 
"  zinc,  or  silver  and  zinc.  Between  each  pair  of  compound  plates 
**  is  interposed  a  plate  of  fibrous   or  absorbent   substance,  as 

paper,  wood,  felt,  &c.,  and  the  whole  is  kept  tog^her  bj  a  rod 
composed  of  some  non-absorbing  and  non-conducting  substance 
passing  through  the  mass."  The  mode  prefenred  for  this  puiv 
pose  **  consists  in  drawing  a  tube  of  india-rubber  through  a  hole 
**  in  each  metallic  and  absorbent  plate,  and  forcing  a  metallic  wire 
"  through  the  tube,  in  order  to  effect  a  complete  isolation" 
^msulation?]  ''between  each  pair  of  compound  plates." 

tPrtnted,  8A] 

A.D.  1854,  December  5.— N»  2555. 

VARLEY,  Cromwell  Flbktwood. — ''Improvements  in  pro- 
"  dudng  and  applying  dynamic  electridty,"  consisting  of : — 

1st.  The  use  of  a  positive  metal  of  a  conical,  sugar-loaf,  "or 
"  similar  form,  placed  over  the  negative  metal,  so  that  by  its  form 
"  any  negative  metal  deposited  thereon  shall  fall  off  by  the  action 
"  of  gravity."  A  galvanic  battery  is  described  and  shown  as  fol- 
lows : — ^A  plate  of  copper  extending  over  the  bottom,  and  partially 
up  the  sides  of  the  containing  vessel,  and  containing  "  crystals  of 
"  negative  salt,"  a  "layer  of  cloth,"  a  solution  of  zinc  above  the 
l*yer,  and  a  conical  mass  of  zinc  having  the  apex  downwards. 

2nd.  "  The  use  of  two  or  more  porous  divisions,  with  a  solution 
"  or  metal,  or  both,  between  them,  to  decompose  any  negative 
"  salt  that  might  otherwise  pass  to  the  positive  element."  A 
galvanic  battery  with  this  improvement  may  be  constructed  as 
follows : — An  outer  vessel  containing  a  copper  lining,  and  a  solu- 
^on  of  "  negative  salt ; "  an  outer  porous  cell,  immersed  in  the 
solution  of  "negative  salt,"  and  containing  a  perforated  z'.nc 
hollow  cylinder  in  a  solution  of  zinc ;  and  an  inner  porous  cell, 
immersed  in  the  solution  of  zinc,  and  containing  a  solid  cylinder 
of  zinc  in  a  suitable  solution. 

p  F  2 
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drd.  Using  ''  negative  salts  of  difficult  solubility  with  the  nefi- 
*'  tive  elements/'  A  mercury-zinc  battery  is  described  atid 
shown,  in  which  sulphate  or  other  salt  of  mercuzy  and  the  suae 
salt  of  sine  is  used.  The  mercuiy  is  at  the  bottom  of  the  coa- 
taining  vessel,  above  that  the  insoluble  salt,  then  the  zinc  solntiflB 
and  a  solid  cylinder  of  zinc.  This  arrangement  is  "very  con- 
"  stant." 

4th.  ''  Applyingt  o  the  poles  of  the  battery  a  series  of  induction 
'*  surfi&ces."  Sheets  of  tin-foil,  alternating  with  sheets  of  oikd 
silk,  are  alternately  connected  with  the  battery  poles,  the  rigiit- 
hand  comers  of  alternate  sheets  are  cut  away,  and  the  lefi-loDd 
comers  of  the  other  sheets,  for  that  purpose.  These  may  be  used 
jfor  "telegraphic  and  electric  light  purposes." 
[Flrioted.  7<f .] 

A.D.  1854,  December  6.— N»  2566. 

JOHNSON,  John  Henry  (a  communication  from  M.  Breqmt 
{^Breffttet  ^),  —  *' Improvements  in  the  arrangement  of  decttic 
••  telegraphs." 

This  invention  *'  relates  to  the  construction  or  arrangement  of 
"  portable  electric  telegraph  apparatus,  which  may  be  placed  in 
''  connection,  when  desired,  with  any  part  of  the  line  wires  of 
"  a  railway  tel^^ph,  or  employed   in    mines,    manuiactoiiei 
"  private  houses,  pubUc  or  Government  offices,  and  coUeges.'* 

The  whole  apparatus  necessary  for  receinng  and  transmitting 
intelligence  is  contained  in  a  portable  box  with  suitable  handles 
and  hinges.  The  bottom  part  forms  a  box  for  the  battery 
of  18  or  more  elements;    the  upper  part  consists  of  **a  small 

wooden  case,  opening  by  a  hinge  joint,  and  containing  an 

alarum,  manipulator,  and  receiver.    The  hinged  portion  of  this 

case,  which  opens  back,  contains  a  nautical  compass,  two  coih 
**  of  wire,  and  a  lightening  conductor." 

The  batteiy  is  composed  of  "  sand  moistened  with  water  for  ^e 
"  zinc,  and  vrith  sulphate  of  copper  for  the  porous  cells." 

When  the  apparatus  is  used,  Yhe  completion  or  non-completioo 
of  the  circuit  is  first  tested,  by  means  of  the  compass  and  coils  of 
wire  in  the  hmged  portion  of  the  case.  Any  message  may  then  be 
sent,  and  the  answer  received,  as  at  any  ordinal y  telegrspb 
«  station." 
[Prlntod,  lOtfJ 
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A.D.  1854,  December  11.— N*  2608. 

PULS,  Francis. — "  Improvements  in  electro-galvanic  apparatus 
"  for  medical  purposes^  part  of  which  improvements  are  also 
^  applicable  to  other  elec^-galvanic  apparatus." 

The  main  features  of  this  invention  are  as  follows : — "  A  single 
'*  fluid  or  dry  battery  "  is  arranged  for  intensity  in  only  one  cell 
or  trough,  without  any  division  between  the  plates.  The  battery 
plates  are  placed  alternately,  and  are  fixed  (by  preference),  in  a  tray 
of  gutta  percha ;  they  are  *'  so  arranged,  that  each  plate,  whether  of 
"  positive  or  negative  metal,  shall  be  rigidly  connected  with  the 
"  next  plate  but  two  before  or  after  it  in  the  battery,  the  only 
"  exception  being  the  second  plate  from  one  end  of  the  battery." 

The  Provisional  Specification  states  that  the  batteiy  tray  is  placed 
in  one  of  two  compartments  of  an  oblong  box ;  the  other  com- 
partment contains  "the  conductors  and  the  apparatus  for  the 
*'  induced  current."  "  The  induction  apparatus  is  rendered 
**  adjustable  by  a  platina  spring  in  connection  with  the  coil," 

[Printed,  8d.] 

A.D.  1854,  December  16.— N**  2652. 

FRIEND,  MATtiiEw  Curling,  and  BROWNING,  William. 
^-"  An  apparatus  for  determining  the  magnetic  aberrations  occa- 
*'  sioned  by  local  attraction." 

An  instrument  called  a  "  pelorus  "  is  used  in  connection  with 
ui  improved  binnacle  compass.  It  consists  of  a  metallic  bar, 
furnished  with  sight  vanes  and  verniers,  free  to  move  concentrically 
within  a  divided  ring ;  a  disc  or  card  (similar  to  that  of  an  azimuth 
Compass,  but  without  any  magnetic  needle),  moving  concentrically 
with  the  above-described  parts,  is  placed  beneath  the  metallic  bar, 
and  can  be  fixed  to  it  at  any  required  point  by  a  screw  nut.  The 
whole  apparatus  maybe  suspended  by  '^gymbals,"  and  balanced 
in  a  horixontal  position  by  a  weight  in  the  or^nary  manner. 

To  bring  the  binnacle  compass  to  a  corresponding  degree  of 
^oouracy  to  the  '*  pelorus,"  so  that  they  may  be  advantageously 
^ised  in  conjunction,  the  upper  surfistce  of  the  card  is  divided  as 
M^urately  as  that  of  the  "  pelorus,"  and  a  moveable  index  or  hand 
works  from  the  centre  over  the  upper  surface  of  the  card. 

In  using  the  "pelorus,"  the  zero  point  is  placed  to  represent  and 
coincide  with  the  head  of  the  ship.    To  find  the  local  attraction  of 
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a  ship  before  leaving  port,  the  moveable  card  is  set  to  oonespoi^ 
with  the  binnacle  compass,  and  screwed  tight  to  the  metaffielier 
whilst  in  a  position  to  enable  the  most  distant  object  to  be  mem 
through  the  sight  vanes.  The  bar  is  kept  in  this  position  viiilsK 
the  vessel  is  swung  completely  round,  and  the  direction  of  tfae 
ship's  head  is  noted  at  every  point  of  the  compass,  both  by^ 
*'  pelorus  "  and  by  the  binnacle  compass ;  the  local  attracticm  si( 
the  various  points  of  comparison  is  the  difference  between  thepL 
The  local  attraction  is  observed  at  sea  **  by  means  of  ^T"p^^*"^** 
"  and  azimuths  of  the  heavenly  bodies." 
0Prliited,4d.] 

A.D.  1854,  December  20.— N*"  2688. 

WALKER,  RoBSRT. — "  Improvements  in  tdegraphing." 

When  it  is  required  to  transmit  signals  "  in  one  direction  only 
"  from  a  given  station  or  position,"  the  line  wire  is  connected  with 
one  battcary  pole;  the  other  battery  pole  is  connected  with  the 
earth.  On  making  connection  between  the  line  wire  and  the 
earth  at  any  point,  signals  are  conveyed  to  all  the  signal  instru- 
ments between  the  point  of  connection  and  the  battery. 

When  it  is  ^'  desirable  to  transmit  intelligenoe  in  both  directions 
**  from  the  telegraphing  station,"  two  batteries  are  employed, 
'  one  at  each  end  of  the  line  wire ;  each  end  of  the  line  wire  is 
connected  with  similar  poles,  the  other  battery  poles  being  connected 
with  the  earth.  When  a  connection  is  made  between  the  line  wire 
and  the  earth  at  any  position  intermediate  to  the  batteries,  signals 
are  transmitted  in  both  directions,  as  two  circuits  are  thus  com- 
pleted at  once. 

In  either  of  the  above  methods  of  arranging  circuit  by 
introducing  a  signal  instrument  between  the  line  wire  and  the 
earth  at  the  place  of  transmission,  signals  can  be  received  as  wefl 
as  given. 

"When  communicating  from  a  station  to  the  temporaiy 
"  instrument,  the  introduction  of  a  local  battery  at  the  station  is 
"  found  desirable,  for  the  purpose  of  reversing  the  currents." 

"Instead  of   depending  upon  the  earth  for  completing  the 
"  circuit,  as  above  described,  a  second  wire  may  be  employed,"  as 
described  in  the  Specification  of  Letters  Patent,  N^  414  (1854). 
[Printed,  4rf.] 
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A.D.  1854,  Decembear  21.— N«  2699. 

JOHNSON*  John  Henry     (a  conmunication  from   EtiemU 
Ijemoir), — (Provitumal  Protection  only.)    "  Improyementa  in  the 
"  application  of  the  electrotype  or  gahrano-plastic  prooesBes." 
"  This  invention  relates  to  a  mode  or  prooesaes  whereby  entire 
Btatuettes  or  other  olijecta  may  be  produced,  in  place  of  being  only 
produced  in  half  relief,  and  oonaiata  in  making  a  mould  or  matrix 
of  plaater,  gutta  percha,  metal,  or  other  suitable  material,  corre- 
aponding  exactly  in  sise  and  form  to  the  object  to  be  repro- 
^  duced."     If  the  mould  is  not  a  good  conductor  the  inside  is 
coated  with  metal;  the  mould  is  separated  into  two  or  more  parts, 
a  flat  dissolving  plate  is  suspended  in  a  suitable  solution  inside  the 
mould,  and  when  the  requisite  battery  connections  are  made  the 
mould  is  dosed.    "After  the  completion  of  the  process"  the  sta- 
tuette or  other  object  will  be  found  in  the  interior  of  the  mould,  it 
having  been  deposited  therein  from  the  included  plate  by  the  action 
of  the  galvanic  battery. 

CPrinted.  SA] 

A.D.  1854,  December  22.— N^  2706. 

JOHNSON,  John  Hknry    (a  commvnicatum  fivm  Thomas  C. 
Avery). — ''  Improvements  in  electro-magnetic  engines." 

An  electro-magnetic  engine  is  described  and  shown  having  the 
following  peculiarities : — 

Four  or  more  fixed  electro-magnets  "  are  combined  in  pairs,  so 
as  to  present  their  poles  towards  a  common  centre,  leaving  space 
between  the  poles  to  adroit  an  axis."  On  the  axis  are  fixed 
*'  magnetic  levers,"  vrith  space  enough  between  them  so  as  just  to 
enable  them  to  clear  the  legs  of  the  fixed  electro-magnets.  Rotaiy 
motion  is  given  to  the  axis  by  the  action  of  the  fixed  electro- 
magnets upon  the  "magnetic  levers;"  one  pole  of  the  battay 
being  connected  to  the  axis,  and  cams  making  battery  connection 
with  'Spalls"  or  '^ circuit  dosers"  at  suitable  times  for  that 
purpose. 

Each  electro-magnet  is  double  branched,  and  acts  upon  the 
Rvolving  magnets  with  both  its  poles.  In  order  that  the  "  mag^ 
**  netic  levers"  may  be  exposed  to  as  much  action  as  possible  of  the 
electro-magnets,  the  electro-magnets  are  coiled  only  at  the  bend ; 
the  axis  of  the  coil  itself  being  parallel  to  th^  dijyisig  ihaft  or  axis 
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supporting  the  ''  magnetic  lerera."  The  leven  aie  thus  enabfed  to 
''embrace  the  poles  of  the  fixed  magnets  successively  as  thi^ 
"  rotate." 

By  the  arrangement  of  cams  and  the  conduction  of  the  caneoi 
through  the  driving  axis,  "  the  current  of  magnetism  and  dectn- 
*'  city  "  is  "  combined  in  such  manner  that  the  power  obtained  m 
*'  due  to  the  size  of  or  bean  a  relation  to  the  mass  of  iron  undv 
"  excitement." 

To  increase  the  magnetic  force,  a  coil  or  helix,  parallel  to  tiie 

driving  axis,  "  may  be  interposed  betw^een  the  inner  bars  "  **  of  the 

•*  revolving  magnetic  levers," 
[Priii(ed,9cl.] 

A.D.  1864,  December  26.— N^  2722. 

BISHOP,  Benjamin,  and  DYER,  Joseph. — *'  Improvements 

"  in  the  manufacture  of  hinges,"  consisting  of: — 

1st.  "The  casting  of  the  parts  forming  the  knuckles  of  hinges 

*'  open,  which  knuckle  parts  are  afterwards  to  be  bent  into  form." 

2nd.  "  The  coating  of  such  hinges  with  a  deposit  of  copper  or 

brass,  when  such  hinges  are  made  of  malleable  iron,  by  the  apenef 

of  electricity  or  other  suitable  and  practicable  means."     Tliis 

improvement  is  not  mentioned  in  the  Provisional  Specification. 
CPrinted.  WJ 

A.D.  1854,  December  26.— N^  2724. 
THOMAS,    Frederick    Samson,   and  TILLEY,  William 
Evans. — "An  improved  process  for  plating  or  coating  lead,  iron, 
**  or  other  metals  with  tin,  nickel,  or  alumina"  [aluminum?]. 

This  invention  relates  to  the  method  and  materials  employed  in 
preparing  solutions  fbr  electro-depositing  the  above  mentioned 
metals. 

For  tin. — Metallic  tin  is  dissolved  by  nitro-muriatic  acid  and  ''the 
*'  oxide  of  tin,"  precipitated  by  the  ferrocyanide  of  potassium ;  sul- 
phuric or  muriatic  acid  is  mixed  with  the  precipitated  oxide,  and 
the  whole  is  boiled  in  an  iron  vessel  with  a  small  portion  of  ferro- 
cyanide of  potassinm ;  when  filtered,  the  solution  is  completed. 
Another  solution  of  tin  is  prepared  as  follows  i — Ferrocyanide  of 
potassium  is  added  to  "  the  oxide  of  tin "  (precipitated  as  above 
described),  the  whole  is  then  boiled,  set  aside  to  cool,  and  filtered; 
"  a  stream  of  sulphuric  "  [sulphurous  ?]  *'  add  gas  "  is  then  psssed 
through  the  solution* 
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For  nickeL — The  metal  is  dissolved  in  nitro-muriatic  acid,  and 
-Ihe  oxide  precipitated  by  ferrocyanide  of  potassium ;  the  oxide  is 
-washed,  added  to  a  solution  of  cyanide  of  potassium,  the  whole  is 
then  hoikd,  cooled,  and  filtered. 

For  aluminum. — ^Ammonia  is  added  to  an  aqueous  solution  of 
alum  until  it  ceases  to  precipitate ;  the  alumina  is  then  washed, 
Bltered,  diluted  with  water,  boiled  with  cyanide  of  potassium, 
cooled,  and  filtered. 

In  electro-depositing  these  metals,  a  positive  pole  of  the  metal 
or  of  platinum,  may  be  used.    A  bag  containing  oxide  of  nickel 
may  be  used  in  the  nickel  bath,  or  containing  alumina  in  the 
aluminum  bath. 
[Printed,  8<l.] 

A.D.  1854,  December  27.— N«  2729. 

DUNN,  John  Lang. — 'improvements  in  working  up  certain 
**  waste  sulphates  and  nitrates,  and  for  the  manufoctiire  of  useful 
•'  products  therefrom." 

This  invention  relates  to  the  treatment  of  the  nitrates  of  copper 
and  iron  "  obtained  as  waste  products  in  the  etching  of  printing 
**  rollers  and  other  printing  surfoces ;"  also  of  the  **  sulphate  of 
"  lead  obtained  from  the  chemical  combinations  attending  certain 
*'  of  the  operations  of  calico  printing." 

Nitrate  of  copper  is  treated  as  follows : — After  sufficiently  diluting 
it  with  water,  litharge  (in  proportioiuite  quantity)  is  added,  and 
heat  applied ;  "  after  a  time  the  liquor  is  drawn  ofp,  and  the  resi- 
duum is  boiled  and  partly  added  to  the  liquor  before  drawn  off; 
this  is  again  diluted,  and  metallic  lead  added,  and  the  copper  con- 
tained in  the  liquor  is  deposited  by  electrical  agency  and  sepa- 
rated. The  original  liquid,  when  quite  freed  fr^m  copper,  is 
evaporated  in  the  usual  manner  to  obtain  ciystallized  nitrate  of 
lead.''  In  the  Complete  Specification  no  mention  is  made  of 
the  employment  of  electricity. 

Nitrate  of  iron  is  saturated  with  ammonia  and  filtered.    The 
products  thereby  obtained  are  nitrate  of  ammonium  and  peroxide  of 
iron ;  the  latter  is  dried  and  otherwise  prepared  "for  paints,  &c." 
Sulphate  of  lead  is  converted  into  "  sulphuret  by  calcination 
^  with  charcoal,  and  then  into  nitrate  by  addition  of  nitric  acid." 
[Printed,  9d.] 
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A.D.  1864,  December  28.— N*  2741. 

GRAY,  John. — "  Improvements  in  adjusting  compasses  on  board 
"  ships  or  vessels." 

This  invention  refers  to  conecting  the  effects  of  local  atferactioii 
upon  ships'  compasses. 

In  order  to  allow  for  the  magnetic  conditions  of  a  ship  being 
changed  during  a  vojage,  the  correcting  magnets  in  the  binnade 
are  made  moveable  by  means  of  screws  or  racks  and  pinions.  The 
correcting  magnets  are  arranged  so  that  part  of  them  are  placed  in 
a  line  with  the  keel  of  the  ship,  and  part  at  right  angles  thocto ; 
they  are  moveable  or  adjustable  ''to  or  from  the  compass  in  lines 
transverse  of  the  longer  axis  of  the  correcting  magnets,  and 
they  are  not  moveable  in  the  directions  of  their  longer  axes." 
The  above-described  correcting  magnets,  and  their  ai^nstments* 
are  used  for  correcting  the  local  attraction  on  the  vessel  being 
directed  north  and  south  and  east  and  west.  To  correct  the  local 
attraction  when  the  vessel  is  "heeled  over,"  a  vertical  magnet 
(adjustable  by  rack  and  pinion)  is  introduced  vertically  beneatii  the 
needle  centre  of  the  compass. 
CPrinted/Ikf.] 

A.D.  1864,  December  30.— N*  2769. 

DERING,  Gkorge  Edward. — "Improvements    in    obtaining 

"  motive  power  when  using  electric  currents." 

This  invention  "consists   in  applying   that  law  which    was 

discovered  by  iGrsted  "  [Oersted  ?],  "  that  a  magnet,  when  free 

to  move  in  the  neighbourhood  of  a  wire  or  other  conductor 

through  which  a  current  of  electricity  is  passing,  will  have  a 

tendency  to  place  itself  at  right  angles  to  the  conductor,  the 

north  and  south  poles  of  the  magnet  assuming  a  definite  position 

"  with  reference  to  the  direction  of  the  current  in  the  conductor." 

An  arrangement  similar  to  that  of  a  galvanometer  is  preferred, 

the  wire  of  the  coil "  being  so  disposed  "  as  to  circumvent  the 

magnet  at  all  parts  of  its  revolution  on  the  axis."    It  is  prefened 

to  use  a  second  magnet  on  the  same  axis  in  connection  with  a 

second  coil>  to  act  "  at  those  parts  of  the  revolution  during  whidi 

"  the  other  is  inactive."     A  suitable  "current  changer,"  for 

letting  on,  cutting  off,  and  reversing  the  current  at  proper  timesy 

is  used  with  each  coil. 
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For  the  ooiLs,  it  is  preferred  to  use  an  insulated  non-twisted 
'*  wiie  rope  of  rectangular  section/'  the  wires  being  "  simply  laid 
*'  together  and  held  in  position  by  the  outside  covering." 

The  spark  and  its  destructive  effect  is  obviated  by  completing  a 
short  circuit  "between  the  ends  of  the  coil"  just  previous  to 
breaking  battery  connection. 

The  retarding  effSect  of  induced  currents  is  avoided  by  interposing 
non-magnetic  metallic  plates  between  the  coil  wire  and  the  magnet, 
**  as  in  Professor  Henry's  well-known  experiments  upon  induction." 
CPrinted,4d.] 


1855. 


A.D.  1856,  January  1.— N*»  1. 

PRASCARA,  Epaminonda. — {Pronitional  Protection  only).  The 
invention  is  for  "  a  voltaic  pile,  and  of  the  application  of  its  electric 
*'  fluid,  either  to  the  decomposition  of  water,  or  to  enable  the 
'*  gases  to  replace  the  steam  power  actually  in  use." 

A  galvanic  battery  is  described  and  shown,  consisting  of  "  coal " 
[coke,  or  other  conducting  form  of  carbon  ?],  liquid  "  ammoniaca>" 
nitric  or  sulphuric  add,  and  cast  iron.  The  diaphragm  is  formed 
of  paper  which  has  been  immersed  in  concentrated  nitric  acid,  the 
paper  used  being  free  from  gum,  and  made  entirely  of  linen  rags. 

The  method  of  applying  this  battery  to  the  decomposition  of 
water  for  the  obtainment  of  motive  power  is  as  follows : — The 
water  is  decomposed  by  platinum  "conductors"  in  separate 
vessels,  one  for  the  oxygen,  the  other  for  the  hydrogen  gas.  The 
hydrogen  proceeds  from  its  vessel  to  a  "  condensor,"  where  it  is 
heated  by  the  combustion  of  the  combined  gases,  by  which  means 
it  acquires  a  high  degree  of  tension,  and  can  be  employed  to  drive 
the  piston  of  an  engine.  The  oxygen  may  also  be  heated  in  the 
same  "condensor"  as  the  hydrogen. 

In  another  method,  the  gas  is  heated  by  a  net-work  of  fine 
platinum  wire  rendered  incandescent  by  the  battery  current. 

"  At  every  stroke  of  the  piston  the  gas  is  condensed  twice,  and 
"  twice  reproduced  in  the  alembics  of  the  voltameter."  This  is 
aooompliahed  by  means  of  a  cylinder  with  concentric  wheels 
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(driven  bj  the  engine)^  which  make  electric  connection  altemaleif 
with  the  "oondensor"  and  with  the  "alembics."  "Another 
"  ecentric  wheel/'  "  at  eveiy  revolution  "  of  the  shaft,  opens  and 
shuts  a  valve  from  the  hydrogen  "  alembic  "  to  the  *^  condensoc.*' 

[Printed,  6d.] 

A.D.  1855,  January  3.— N^  18. 

JOHNSON,  John  Henry  (a  eommumcaium). — **  An  improved 
"  system  or  mode  of  coating  iron  with  copper." 

The  iron  is  submitted  to  the  following  processes : — 

To  cleanse  the  iron,  it  is  acted  on  by  dilute  sulphuiic  add, 
washed  in  cold  water,  then  in  boiling  water.  It  is  then  placed 
"  in  a  lye  of  caustic  soda,"  and  finally  in  quicklime,  where  it  is 
kept  for  several  weeks. 

A  thin  preservative  coating  of  copper  is  then  electro-d^io&ted 
upon  the  iron.  The  bath  is  composed  of  a  solution  of  "  cyanide 
"  of  potassium"  and  "cyanide  of  copper"  (the  Provisional 
Specification  states  "cyanate  of  potassium"  and  ''cyanate  of 
''  copper"),  and  an  intensity  battery  is  used  that  will  evolve 
hydrogen  during  deposition. 

Hie  iron  is  then  electro-coated  with  a  thick  and  permanent 
coating  of  copper  by  means  of  a  quantity  battery,  in  which  the 
surface  of  the  plates  bears  as  close  a  relation  as  possible  to  that  of 
the  articles  to  be  coated.  The  bath  is  composed  of  a  hot  add 
solution  of  sulphate  of  copper. 

Instead  of  a  thin  preservative  covering  of  copper,  an  electro* 
coating  of  lead  may  be  used.  The  solution  used  for  this  purpose 
is  made  by  dissolving  litharge  (protoxide  of  lead)  in  an  aqueous 
solution  of  potash.  This  method  is  preferred  to  electro-coating 
with  a  thin  preservative  coating  of  copper, 
[Printed,  4d.] 

A.D.  1855,  Januaiy  6.— N»  34. 

COOK,  Benjamin. — "  Certain  improved  I4)paratu8  for  separating 
'*  filings  of  iron  or  steel  from  other  metallic  fiHngs." 

This  invention  '*  consists  in  so  constructing  a  cylinder  of  any 
''  convenient  size  as  to  be  strongly  magnetic  on  its  surface,  and 
''  which  is  effected  by  pkcing  a  sufficient  number  of  magnets 
"  (their  poles  being  at  right  angles  to  the  axis  of  the  cylinder)  on 
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its  surface.  Being  so  constructed,  it  is  mounted  on  a  suitable 
standy  together  with  a  cylindrical  brush  of  the  length  of  the 
magnetic  cylinder,  and  so  disposed  that  by  suitable  gearing  it 
revolves  at  the  same  time,  and  with  any  desired  velocity,  but 
always  g^reater  than  that  of  the  magnetic  cylinder.  Above  these 
is  placed  a  hopper  with  a  long  narrow  mouth  (capable  of  regula* 
tion),  through  which  the  filings  previously  placed  in  the  hopper 
pass,  and  as  they  fall  upon  the  magnetic  cylinder  the  particles 
of  iron  or  steel  are  attracted  to  its  surfeuse,  while  the  other 
metals  faJl  into  a  proper  receiver.  The  particles  of  iron  or  steel 
being  carried  by  the  revolution  of  the  cylinder  to  the  brush,  are 
thereby  swept  off  into  another  receiver.  This  apparatus  may  be 
worked  by  steam  or  other  power,  as  most  convenient  to  the 


"  user." 


The  Drawings  show  horseshoe  permanent  magnets  with  their 
arms  radiating  from  the  centre  of  the  cylinder.  The  cylinder  is 
made  up  of  rings  of  magnets,  their  poles  alternating  round  its 
circumference,  but  of  the  same  name  in  parallel  lines  to  its  axis. 
Each  magnetic  pole  is  separated  from  the  neighbouring  poles 
by  a  non-magnetic  material.  The  cylinder  of  magnets  is  mounted 
between  discs  of  copper.  The  hopper  has  *'  a  jiggling  motion  " 
imparted  to  it,  and  has  several  false  bottoms  of  wire-work  to  sift 
the  filings. 

[Printed,  lOd] 

A.D.  1855,  January  6.— N»  40. 

COTTAM,  George  Hallen,  and  COTTAM,  Henry  Ri- 
chard.— {ProvUional  Protection  only,)  "An  improvement  in 
**  the  manufacture  of  iron  bedsteads." 

"  This  invention  has  for  its  object  to  improve  the  surfaces  of 
'*  iron  bedsteads  by  substituting  a  deposition  of  brass  on  the 
parts  of  an  iron   bedstead,  for   the  ordinaiy  japanning    or 
painting  of  the  surfaces  of  such  bedsteads  heretofore  practised ; 
'*  and  the  improvement  consists  of  employing  in  the  manufacture 
**  of  bedsteads  iron  coated  with  brass  deposited  from  solutions 
by  electric  currents,  the  deposition  of  the  brass  being  in  respect 
to  some  of  the  parts  before,  and  in  respect  to  other  of  the  parts 
after,  being  made  into  form." 

[Printed.  W.l 
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A.  D.  1856,  January  12.— N»  83. 

GUYARD,  Francois  Victor.— '*  Certain  improvements  in  ibe 
"  eleotro-teKegraphic  oommmiicationB." 

Telegraphic  oommmiication  is  established  between  trains^  wIicb 
thej  are  within  a  certain  distance  of  each  other,  bj  means  of 
batteries  and  instnunents  on  the  trains,  and  line  wires  proceeding 
along  the  railway.  The  distance  to  which  such  conrmiiniratian 
extends  is  regulated  bj  a4justing  the  intensilj  of  the  electric 
current.  Another  method  of  regulating  the  distance  is  by 
dividing  the  line  wires  into  suitable  lengths. 

The  wires  are  suspended  from  "a  series  of  posts  or  douUe 

gallows  "  placed  between  the  two  lines  of  rails.    "  Communi* 

cators/'  consisting  of  copper  sprtng-roll^s  placed  on  the 
locomotive,  make  the  requisite  electrical  connection  to  the  battery 
and  instruments  on  the  train. 

When  two  truns  come  near  enough  to  each  other  to  commu- 
nicate, in  order  to  ensure  the  electric  currents  from  each  acting  in 
unison,  a  '^  distributor  "  is  used,  which  reverses  the  current  from 
each  battery  at  short  periodical  intervals.  In  the  ''distributor" 
a  cam  rotated  by  clockwork  moves  arms  over  transverse  metal 
pieces. 

A  registering  apparatus  is  put  in  action  by  electric  contacts 
completed  at  certain  distances  along  the  railway  by  the  moving 
train ;  this  instrument  enables  the  speed  of  the  tnin  to  be  known, 
and  consists  of  a  sheet  of  paper  unrolled  by  clockwork,  on  which 
a  mark  is  made  by  an  electro-magnet  and  pencil  whenever  the 
circuit  is  completed. 

Gates  and  swing  bridges,  by  completing  the  electric  dnaut 
between  the  line  wire  and  earth,  when  open,  signal  danger  to  an 
advancing  train. 
[Printed,  lOd.] 

A.  D.  1865,  January  19.-.N»  148. 

FONTAINEMOREAU,  Pktbr  Armand,  le  Comte  de  (a 
communication). — "Improvements  in  obtaining  electro-motive 
"  power." 

A  rotary  electro-magnetic  engine  is  described  and  shown.  The 
coil  axis  is  bent  into  the  form  of  a  circle,  and  within  the  coil, 
coincident  with  its  axis,  a  magnetic  ring  ia  placed.  The  ring  is 
supported  in  this  position,  by  friction  rollers  or  other  means,  and 
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has  a  small  portion  non-magnetic;  consequently,  aa  successive 
portiona  of  the  coil  are  excited,  the  magnetic  portion  of  the  ring 
is  moved  into  successive  positions  in  the  coil  axis.  Motion  is 
communicated  through  the  friction  rollers  to  any  desired  object. 

The  circuit  of  the  various  portions  of  the  coil  is  made  and 
broken  by  a  commutator  or  "  distributor,"  the  inlaid  metal  pieces 
of  which  have  their  insulated  lines  of  separation  inclined  to  the 
axis  of  the  fixed  cylinder  of  which  they  form  a  part ;  each  portion 
of  the  coil  is  thereby  brought  gradually  into  operation.  The 
induced  current  in  the  same  direction  as  the  primary  batteiy 
current  is  utilized  by  closing  the  circuit  of  each  portion  of  the 
coil  "  at  the  moment  of  the  exclusion  of  the  primary  circuit." 

A  battery  is  proposed  to  be  used,  consisting  of  a  "  Bunsen's 
•*  battery,"  in  which  "  hypochloride  of  lime  (chloride  of  lime)" 
is  proposed  to  be  used  instead  of  the  nitric  acid ;  dilute  hydio- 
chloric  acid  is  used  to  the  zinc  plate. 

Various   details  respecting  modifications  of  this  engine,  the 
means  of  using  its  motive  power,  and  the  construction  of  magnets, 
coils,  "  distributors,"  batteiy,  &c.,  are  given  in  16  '' sections." 
[Printed,  U.  9d.2 

A.  D.  1865,  Januaiy  20.— N«  167. 

PEARCE,  William  Gonit, —(Provisional  Protectwm  only). 
An  improved  method  of  projecting  chain  or  coupled  shot  or 
shell  from  double  or  single  barrel  guns,  and  causing  them  to 
explode  simultaneously  by  electricity  and  other  means." 

The  double  gun  is  cast  in  the  solid,  and  the  two  barrels  bored 
to  an  angle,  and  the  chambers  are  made  to  communicate  from 
one  vent  by  small  touch-holes  being  drilled  from  the  vent  into 
the  right  and  left  hand  barrel ;  the  shot  are  coupled  together  by 
a  metal  chain,  the  slack  of  which  hangs  outside  between  both 
'*  muzzles;  when  fired,  the  balls  take  up  the  coupling,  and 
travel  and  expand  together  in  equal  degrees. 
The  single  gun  is  used  by  placing  two  of  them  together  upon 
"  one  platform,  or  at  greater  distances  singly,  and,  by  a  simple 
combination  of  levers  in  connection  with  the  pivot  upon  which 
those  guns  are  fixed  in  the  platform,    any  angle    may    be 
obtained  for  the  projection    of  balls  or  shelLi   coupled   or 
"  chained  together." 
CPrintod,  8<i.l 
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A.D.  1855,  January  25.— N»  191. 

JOHNSON,  John  Henry  (a  communication /rom  the 
Croetano  BonelU),  — "  Improvements  in  the  construction  aoji 
*'  arrangement  of  electric  telegraphs,  and  in  the  aj^IicatiaB 
"  thereof." 

This  invention  consists  in  the  establishment  of  telegraphic  com- 
munication between  trains,  or  trains  and  tel^^ph  stataons,  by 
means  of  batteries  and  instruments  on  the  trains  and  at  the 
stations,  and  an  insulated  iron  conducting  bar  proceedings  aHaag 
the  line  of  railway. 

It  is  proposed  to  have  the  conducting  bar  of  considerable  cross- 
sectional  area,  supported  by  earthenware  or  other  non-conducting 
supports  on  the  trans\''er8e  sleepers  of  the  line,  so  that  a  *'  slider  ** 
on  the  locomotive  may  make  electrical  connection  with  the  bar, 
whether  the  locomotive  be  at  rest  or  in  motion.  The  drciiit  is 
completed  through  the  locomotive  axles  and  wheels  and  the  eaitii. 
The  conducting  bar  being  so  large  in  sectional  area,  it  is  pre- 
ferred to  work  the  signal  instruments  by  "  derived  cuirents  of 
electricity,"  "instead  of  making  the  principal  current  pass 
through  all  the  spirals"  [helices?]  "of  the  coils  of  the  tele- 
graphic apparatus."  In  the  case  of  the  conducting  bar  being 
only  equal  in  diameter  to  ordinary  telegraph  wire,  the  stations  or 
locomotives  can  only  correspond  with  those  near  at  hand. 

The  above-described  "  arrangement  of  conductor  may  be  em- 
"  ployed  in  ordinary  telegraphs  in  place  of  the  wires  now  in  use.** 
"  In  this  case  the  bar  would  be  entirely  covered  with  tar,  and 
"  might  be  protected  by  a  sort  of  cover." 

When  a  locomotive  is  required  to  transmit  signals  to  other  loco- 
motives or  to  stations,  a  battery  and  "commutator"  on  tiie 
locomotive  are  used. 
[Printed,  8<;.] 

A.D.  1855,  February  3.— N»  253. 

THOMAS,  Frederick  Samson,  and  TILLEY,  William 
Evans. — "  Improvements  in  plating  or  coating  metals." 

This  invention  consists  in  electro-depositing  alloys  of  "  any  two 
"  or  more  of  the  following  metals,  videlicit,  silver,  tin,  copper,  and 
"  nickel,"  "  upon  metabi  and  metallic  substances." 

Separate  solutions  of  the  metals  are  first  obtained ;  these  solu- 
tions are  then  mixed  in  the  proportions  requisite  to  form  the 
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iHnred  alloy ;  and  finally  the  alloy  ia  deposited  upon  the  articles 
fco  be  coated  by  means  of  a  galvanic  battery. 
'     The  following  methods  of  making  the  metallic  solutions  are 
^^described : — 

Tin. — Metallic  tin  is  dissolved  in  nitro-muriatic  acid,  the  oxide 
precipitated  by  ferrocyanide  of  potassium   and  washed.      The 
''oxide  is  then  boiled  with  ferrocyanide  or  cyanide  of  potassium  in 
«' distilled  water. 

Silver. — Pearlash    or  ferrocyanide  of  potassium  is  fused  with 
-*'  salts  of  tartar  and  ammonia ; "  the  resulting  alkali  is  added  to 
the  oxide  of  silver ;  the  whole  is  then  boiled  in  distilled  water,  and, 
'  when  the  solution  is  cool,  filtered. 

Nickel. — ^The  same  process  as  that  for  silver  solution.  The  Pro« 
i  visional  Specification  states  the  same  process  as  that  employed  for 
'  tin. 

Copper. — ^A  solution  of  the  sulphate  is  precipitated  "  by  salts  of 

'  **  tartar,"  and  the  alkali  added  as  described  for  silver;  or  copper 

is  dissolved  by  galvanism  in  cyanide  of  potassium  solution.    The 

'  Provisional  Specification  states  the  same  process  as  that  employed 

for  tin. 

The  cyanide  of  potassium  may  be  used  as  a  sglvent  in  any  of 
the  above-described  solutions. 

A  positive  pole  of  the  alloy  to  be  deposited  or  of  platinum  may 
be  used ;  in  the  Utter  case  a  bag  of  the  oxides  of  the  metals  is 
suspended  in  the  solution* 

A.D.  1865,  February  3.-N*  261. 

ALLAN,  Thomas. — "Improvements  in  obtaining  and  trans* 
**  mitting  motive  power." 

This  invention  relates  chiefly  to  improvements  upon  the  Pa- 
tentee's "  former  Patents  of  24th  August  1862  "  [See  N'*  14,1907], 
"  and  20th  October  1864"  [See  No2243,  1854],  "for  applying 
"  electricity." 

The  improvements  are  as  follows  :— 

Ist.  "The  transmitting  of  motive  power  by  means  of  cross 
"  head  slides  acting  on  two  crank  shafts  rotating  reversely,  and 
'*  caused  to  act  in  combination."  The  crank  shafts  are  "  con- 
"  nected  by  cog  wheels,  or  other  gearing,  for  the  better  amalga* 
"  mation  of  their  combined  powers."    This  improvement  is  shown 
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applied  to  the  Pttoitee's  dectro-nuigiietic  eDgine,  and  may  diDfav 
applied  to  steam  and  other  motive  power  eaogines. 

2nd.  A  *'modeof  obtaimng  motive  power  in  dectrcMna^aelie 
'*  rotary  engines  by  applying  the  attractive  forces  of  magnslB  to 
^  the  sides  of  a  rotating  disc  or  wheel  in  lieu  of  the  peripboy."  A 
disc  or  wheel  with  radiating  iron  spokes  is  mounted  cm  tiie  driving 
shaft  between  two  discs  canying  electro-magnets.  If  there  are  an 
even  number  of  rows  of  magnets,  there  are  an  uneven  number  d 
spokes,  and  vice  verad.  "  Each  row  of  magn^  or  manj-pd^d 
*'  magnet"  will  have  to  be  magnetised  sucoessiveij  as  oflai  as 
there  are  spokes  in  the  wheel  to  make  one  rotation  of  tlie  alttft. 
[Printed,  U.4d.] 

A.D.  1855,  February  10.— N«  314. 

IN6ALL,  Gborob  Hknry. — '*  Certain  improvements  in  tde- 
*'  graphic  communication,  and  i^paratus  connected  tfaei^wiUi,'* 

This  invention  consists  in  indicating  the  position  of  a  tnon 
between  two  stations  by  means  of  electricity,  the  indications  being 
made  at  one  of  the  stations. 

At  each  station  there  are  two  instruments  and  their  batteries, 
one  for  the  up  train,  the  other  for  the  down  train.  An  i'n^n}»^»A 
line  wire  is  laid  between  the  rails,  having  at  intervals  an  appaiatos 
for  breaking  the  circuit  of  the  electric  current  constantly  tiawigalng 
it.  When  a  train  traverses  the  line  it  breaks  ^e  drciiit  as  it 
passes  each  apparatus,  and  actuates  the  pointer  accordingly  at  ^ 
station  with  which  the  line  wire  is  connected. 

To  break  circuity  a  wheel  on  the  tender  or  guard's  van  passes 
over  a  spring  boss  fixed  between  the  rails  in  connection  with  the 
line  wire. 

The  dial  of  the  indicating  apparatus  has  as  many  divisions  as 
there  are  interrupting  apparatus  in  the  circuit  of  the  line  wire,  and 
each  time  an  interruption  in  the  circuit  takes  place  a  toothed  wlied 
is  released  by  a  magnet  and  the  pointer  moves  one  division.  As 
alarum  rings  at  each  movement  of  the  pointer. 

In  case  "  it  is  safe  to  have  two  trains  running  at  the  same  time" 
between  two  stations,  there  are  extra  dial  plates  and  line  wires,  and 
the  spring  bosses  are  fixed  at  the  extremity  of  a  non-conductiiig 
lever  which  presents  them  alternately  to  the  action  of  the  roller. 

It  is  also  proposed  to  have  other  circuit  breakers  in  the  line  at 
various  points  for  the  guard  to  signal  in  case  of  danger. 
[Printed,  U.J 
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A.D.  1856,  Febraary  13.— N«  332. 

COMFIELD,  Robert  Pstbib  (partly  a  ammymcation). — 
{Provisional  Protection  only.)  "  Improvements  in  the  dectro" 
**  coating  of  iron  and  other  metals  with  zino  and  other  metals." 
.  This  invention  consists  in  using  solutions  of  aino  for  electro' 
deposition  that  have  been  used  in  galvanic  batteries,  hitherto 
considered  as  waste  battery  solutions.  ''  The  fluid  may  then  be 
**  again  used  in  a  battery  as  an  exciting  fluid,  and  thus  be  again 
**  and  again  used  both  in  a  battery  and  in  depositing  metals." 

Another  improvement  consists  in  amalgamating  "  with  mercury 
**  metals  with  which  other  metals  are  coated  by  electro-deposits," 
with  the  view  to  their  better  preservation  from  deleterious  in- 
fluences. 

i:Prlnt6d,8<2, 

A.D.  1865,  February  23.-.N«»  401. 

RANKINE,  William  John  MxcauoRN,  and  THOMSON, 
John. — **  Improvements  in  machinery  for  laying  subaqueous 
*'  electrical  conductors  for  telegraphic  communication,"  con- 
msting  of: — 

1st.  Preventing  the  successive  coils  of  the  telegraph  cable  from 
over-riding  each  other  upon  the  brake  drums  or  other  drums 
round  which  they  pass,  "  by  interposing  between  such  coils  on 
**  the  circumference  of  each  such  drum  a  band  of  steel  or  other 
**  suitable  material  wrapped  spirally"  [helically?]  ''round  the 
"  dmm,  and  so  fixed  as  to  remain  at  rest  while  the  drum  rotates." 

2nd.  Guiding  and  regulating  the  motion  of  the  cable  by  means 
of  one  or  more  pairs  of  pulleys  in  the  place  of  one  or  more  of  the 
drums  at  present  employed.  The  pulleys  have  grooves  similar 
lb  those  in  winding  engines  for  railway  inclined  planes ;  these 
giooves  are  either  smooth  or  ridged  transversely,  and  are  separated 
by  flanges.  The  pulley  shafts  are  vertically  over  one  another,  so 
that  the  cable  is  "  carried  half  round  one  pulley  and  half  round 
"  the  other  alternately  aa  many  times  as  there  are  grooves  in  their 
"  drcumfierenoe." 

3rd.  A  method  of  lowering  the  cable  into  the  water.  Instead 
of  the  iron  taSrail  heretofore  used  to  deliver  the  cable  into  the 
^*iter,  a  dram  or  pulley  projecting  over  the  stem  of  the  vessel 
is  employed. 
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4th.  ControDmg  the  speed  of  the  cable  "by  the  adaptiAifflt  to 
"  that  purpose  of  the  lesistanoe  of  fluids  forced  thiou^  mmv 
"  orifices  by  pumps  worked  by  the  drums  or  pollqrs"  nuai; 
which  the  cable  passes. 

5th.  Abstracting  the  heat  developed  by  the  Irictioa   of  te 
moving  cable,  by  causing  the  pumps  mentioned  in  the  4tii  iia> 
proTement  to  dash  water  over  the  parts  of  the  cable  reqainng  it 
[Printed.  6d.] 

A.D.  1856,  Febraaiy  28.— N»  439. 

STANSBURY,  Charles  Frederick  (a  eommumeaium  frmt 
Charles  G.  Poge), — ^"  An  improved  mode  of  ringing  fog  bells." 

This  invention  consists  in  ringing  fog  bells  **  on  shipboard, 
**  or  upon  or  near  to  reefe,  shoals,  or  places  dangerous  to  naW- 
**  gators,''  by  means  of  electro-magnetic  power. 

Clockwork  is  used  to  complete  and  break  the  circuit.  Two 
wires  are  fixed  to  the  verge  of  the  escapement ;  the  free  ends  of 
the  wires  are  thus  made  to  dip  alternately  into  mercury  copa,  and 
establish  and  break  the  electric  circuit  in  which  the  bell  electro* 
magnets  are  included. 

The  battery  and  clockwork  are  placed  in  any  accessible  situa* 
tion,  and  the  electro-magnet  and  hammer-lever  armature  are 
placed  at  the  comparatively  inaccessible  locality,  insulated  wires 
being  laid  between  the  battery  and  bell  to  complete  the  circuit. 

A  continuous  ringing  of  fog  beUs  can  thus  be  kept  up  in  any 
required  locality,  or  in  places  where  the  sound  would  not  prerent 
other  sounds  from  being  heard. 
pMnted,7d] 

A.D.  1855,  March  l.-^N*  455. 

SMALL,  Andrew. — '*  Improvements  in  marine  compasses,  anJ 
'*  in  apparatus  applicable  thereto." 

A  binjoacle  is  described  and  shown  fitted  up  with  the  following 
arrangements: — ^A  binnacle  case  with  side  lights  and  aft  window, 
according  to  the  usual  construction,  contains  the  indicating  com- 
pass. In  the  binnacle  are  two  adjusting  magnets,  one  fixed  fore 
and  aft,  the  other  athwartship ;  each  magnet  is  moveable  vertically 
in  a  groove  by  means  of  a  screw  and  nut,  and  has  a  scale  showing 
*'  the  exact  position  to  which  the  a4justment  has  been  carried." 
"  The  top  of  the  conical  compass  case"  carries  a  small  pendnlnm 
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fco  indicate  the  rolling  of  the  yessel  against  a  gradiiated  scale; 
»Lm>  a  'Mumb  compass  card"  swung  on  centres  athwartship  only, 
and  having  a  circular  acfjustment  and  sights  to  obtain  the  sun's 
mzimuth  and  altitude.  For  this  purpose  one  of  the  sights  carries 
at  liair  line  and  hair-line  piece,  hj  the  shadow  of  which  upon  the 
l&orizontal  arm  the  sun's  azimuth  and  altitude  are  obtained. 

A  second  arrangement  is  described  and  shown  as  follows :— • 

*F1ie  indicating  compass  is  in  the  interior  of  the  body  of  the  bin« 

nade,  a  window  being  suitably  placed  for  the  steersman.    Four 

oorrectire  magnets  are  used,  two  above  the  needle  card  and  two 

lielow.    The  plain  top  of  the  binnacle  also  carries  a  pendulum 

index  and  scale  and  a  "  dumb  card,"  as  in  the  abov&-de8cribed 

bnonade.    To  ascertain  the  whole  error  of  the  indicating  compass 

card,  a  vertical  latitude  circle,  mounted  on  the  centre  of  the  dumb 

card,  carries  a  slide  piece  which  forms  the  support  for  an  hour 

circle  and  adjustable  stile ;  in  using  this  apparatus  the  slide  piece 

IB  placed  to  the  latitude,  and  the  shadow  of  the  stile  made  to  Mi 

upon  the  hour,  the  discrepancy  between  the  dumb  card  and  the 

needle  card  is  then  noted, 

[Printod.  9(1.3 

A.D.  1865,  March  17.— N«  698. 

PETITJEAN,  Tony,  and  P^TRE,  Louis  (a  eonmumicatUm).^ 
{Provisumal  Protection  only,)  "  Certain  improvements  in  the 
"  manuibcture  of  daguerreotype  plates  and  of  electro-plated  sheets 
"  of  metal,  part  of  which  iinprovements  may  be  applied  to  the 
"  production  of  polished  surfftoes  on  metallic  articles." 

This  invention  "  consists  of  the  following  method  for  giving  a 
**  perfectly  smooth  and  polished  sur£M»  to  the  plates  or  sheets  of 
'*  electro-plated  copper." 

A  piece  of  glass,  or  other  suitable  substance,  of  the  raze  and 
configuration  of  the  copper-plate  to  be  produced,  is  coated  '*  with 
a  solution  of  a  metallic  salt,"  or  prepared  "in  any  other 
manner  that  may  render  it  fit  to  receive  the  action  of  the  gal* 
vanic  battery."    The  piece  of  glass,  thus  prepared,  is  electro* 
silvered,  then  electro-coppered  to  the  required  thickness.    Instead 
of  copper,  iron  may  be  used  to  thicken  the  plate,  or  many  layers 
of  different  metals  may  be  electro-deposited  upon  it. 

The  '*  method  of  giving  several  layers  of  metal"  is  thought 
"  etpedally  useftil  for  dagueneotype  plates,  as  such  plates  would 
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'*  tcfrm  a  kind  of  voltaic  pile,  and  render  tiiem  more  aensUi  to 
**  the  chenuoal  action  to  whidi  they  aie  afterwards  exposed." 

"  By  using  proper  moulds,  metadlie  articles  may  receive  ala^ 
f*  polish  by  the  above-described  process.'* 

(printed,  Sd.] 

A,D.  1855^  March  17.— N«  602. 

JOHNSON,  John  Henry  (a  commuHicatum  from,  horn 
Frangm$  Clement  Breguet,) — {ProfTieiondl  Protection  onfy.)  "  Im- 
provements in  steam-pressure  and  other  indicators." 
This  invention  consists  of  ihe  application  of  deefcricity  to 
Bourdon's  manometer/'  for  the  purpose  of  sounding  a  bdl  or 
gong  at  a  certain  maximum  and  minimum  pressure.  In  order  to 
make  electric  contact,  a  second  needle  is  pboed  behind  the  dial 
case,  and  makes  contact  with  suitable  springs,  whose  position  is 
adjustable  by  set  screws. 

.  This  prindpk  may  also  be  applied  to  alarum  vacuum  indicaton, 
water  indicators,  and  other  purposes. 
[Printed,  «A] 

A.D.  1866,  April  2.— N«  736. 

FRIEND,  Georgb  William.— '' Improvements  in  umbrellas 
**  and  parasok." 

This  invention  relates  to  '^  coating  sted  ribs  of  umbreOas  and 
*  parasok  with  other  metals,"  to  prevent  ''corrosion  from  the 
"  action  of  the  atmosphere  and  wet,"  and  to  enhance  '*  the  appear- 
**  ance  of  the  umbrcUa." 

The  steel  ribs  may  be  coated  with  metal  ^'by  the  ordinary  pro- 
"  cess  of  tube  dramng,"  but  it  is  preferred  to  apply  the  coating 
"  by  electrical  deposition." 

In  the  Provisional  Specification  it  is  proposed  also  to  cover  '*  ^ 
^  stretchers  of  umbrellas  and  parasols  by  drawing  metal  tubes 
^  thereon,"  and  to  ''apply  a  coating  of  gutta  percha  to  the  ribs 
"  and  stretchers  of  unbrellas  and  parasols." 

Silver  and  gold  are  preferred  to  be  deposited  by  ''the  galvanic 
"  battery."  "  In  this  case  the  ribs  are  in  a  comparatively  finished 
"  state  before  applying  the  coating,"  and  a  coating  of  copper 
is  first  applied,  then  "a  coating  of  silver  or  gold;"  or  the 
ribs  may  be  tinned  "by  the  ordinary  process  of  tanning,"  and 
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TOilMeqoentljr  coated  with  ''copper  and  silver  by  electrical  de« 
post." 

Ilie  electro-coppering  is  preferred  to  be  performed  by  means  of 
**  cyanide  solution." 
[Printed.  4d.] 


A.D.  1855,  April  3.— N»  739. 

CHAPMAN,  Hbnry. — ''An  improved  electro-mechanical  ap- 
'**  paratos  for  supplying  and  adjusting  the  electrodes  used  in  the 
*'  production  of  the  electric  light." 

This  invention  relates  to  supplying  and  adjusting  one  or  both 
tlie  electrodes  by  means  of  a  brake  wheel,  its  brake  being  con- 
trolled by  the  same  electric  current  that  produces  the  light. 

The  following  applications  and  modifications  of  this  invention 
are  described  and  shown : — 

An  apparatus  ^th  vertical  electrodes. — In  a  wooden  box  sup- 
porting the  pillar,  bracket,  electrode  holders,  and  electrodes  of  the 
instrument  a  brake  wheel  is'  mounted  in  bearings.    The  axis  of 
the  brake  wheel  also  carries  a  barrel,  round  which  is  wound  a 
chain  in  connection  with  the  upper  electrode  by  means  of  a 
sliding  weight  that  descends  unless  stopped  by  the  brake.    One 
electro-magnet  is  used  to  actuate  the  brake,  another  to  act  upon 
a  sliding  rod  attached  to  the  lower  electrode  against  the  force  of 
a  helical  spring  that  raises  the  electrode  when  no  current  passes. 
On  the  connection  of  the  galvanic  battery  or  other  source  of 
electricify  to  the  instrument  the  brake  fixes  the  upper  electrode, 
and  the  lower  electrode  is  drawn  downwards  as  soon  as  a  sufficient 
electric  current  is  established.    The  upper  electrode  holder  may 
either  consist  of  long  clips,  extending  downwards  from  the  bracket 
in  a  cylindrical  sheath,  or  of  short  clips  supported  in  a  square 
sheath ;  springs  fiftstened  to  the  sheath  press  upon  the  clips. 

An  apparatus  with  horizontal  electrodes. — In  this  instance  a 
rack  and  pinion  is  used,  a  chain  and  barrel*  in  connection  with  a 
weight,  giving  the  longer  electrode  a  tendency  to  advance,  unless 
controlled  by  the  brake.  A  bent-lever  armature,  is  used  to  the 
acyusting  electro-magnet  of  the  short  electrode. 

Giving  both  motions  to  one  electrode. — ^The  chain  from  the  brake 
axis  passes  round  a  pulley  having  its  axis  on  the  lever  armatiire 
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of  the  second  ad^jiuting  eIectro-niBf(iiet.  The  motion  of  the  pnD^* 
on  the  excitement  of  the  magnet,  raises  the  electrode  after  its 
fixture  hy  the  hrake  electro-magnet.  The  lower  electrode  is  fixed 
in  this  case. 

Keeping  the  position  of  the  light  constant. — ^This  may  be  done 
by  clockwork,  so  as  to  raise  the  lower  electrode  at  the  same  nte 
that  it  is  consumed.  In  the  case  of  the  adjusting  and  suppling 
motion  being  given  to  one  electrode,  tiie  other  may  be  mored  np 
as  it  is  consumed  by  spur  gear  connected  with  the  brake  spindle. 
When  the  supplying  motion  is  applied  to  the  upper  electrode  and 
the  adjusting  motion  to  the  lower  electrode  (as  in  the  appaiatns ' 
first  described),  the  axis  of  motion  of  the  adjusting  le\'er  is  on  the 
brake  spindle.  The  adjusting  lever  itself  carries  spur  wheds  in 
gear  with  a  pinion  on  the  brake  spindle  and  with  a  rack  on  the 
lower  electrode  holder ;  the  effect  of  this  arrangement  is,  that  each 
time  the  upper  electrode  descends,  the  lower  electrode  ascends  to 
meet  it. 

Other  suggestions  respecting  details  are  made. 

CFrinted,  U,  5d.] 


A.D.  1855,  April  11.— N^  795. 

OUDRY,  LEOPOLD,  and  OUDRY,  Alphonsk.— "  Certain  bn- 
*'  provements  in  preserving  wood,  metal,  and  other  substances.** 

This  invention  relates  to  various  applications  of  electro-metal- 
lurgy. 

Articles  of  cast  or  sheet  iron  are  covered  "  with  a  layer  of  metal 
to  protect  the  same  from  destruction."  Large  articles  sre 
covered  with  a  coat  of  copper,  zinc,  lead,  or  other  metal,"  by 
coating  each  part  separately,  and  also  coating  the  rivets.  "The 
**  second  heads  of  the  rivets  made  by  rivetting  are  submitted " 
to  the  various  operations  by  which  the  separate  parts  are  first 
covered ;  either  "  local  baths  "  are  used  to  coat  the  rivet  heads,  or 
the  article  (entirely  finished)  is  placed  in  the  diflPerent  baths,  or>  if 
large,  baths  are  constructed  round  it. 

If  the  article  is  capable  "  of  containing  a  liquid  bath,"  the  pieces 

are  set  together,  and  the  second  rivet  heads  covered,  inside  the 
work. 

The  bodies  of  vessels  are  covered  by  operating  *'  upon  the  whols 

piece  when  entirely  fiubhed  without  any  deposit  being  pre* 
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viously  made  upon  the  separate  parts.'*  By  means  of  baains 
mzid  lock  gates  f  they  can  be  submitted  to  the  action  of  the  various 
l>ath8.  This  part  of  the  invention  is  applicable  "to  covering  the 
**  wooden  hulls  of  vessels^  the  wood-work  for  gates  of  sluices, 
**  jetties,  and  reservoirs." 

The  invention  also  consists  of  *'  the  partial  application  of  a  thick 
**  layer  of  zinc  by  means  of  electricity  upon  non-zinced  rivets 
^^  uniting  pieces  zinced  in  a  bath  of  molten  zinc." 
[Printed,  4(1.] 

A.D.  1855,  April  11.— N«  806. 


»> 


H  JORTH,  SoREN. — '*  An  improved  magneto-electric  batteiy.' 

A  series  of  coiled  armatures,  "  in  a  wheel  revolving  at  a  slow 
**  motion  are  brought  in  succession  between  the  poles  of  per- 
**  manent  mngnets  and  the  poles  of  a  series  of  electro-magnets, 
**  surrounded  with  spiral "  [helical  ?]  "  rings  or  coils  of  copper 
*•  wire,  within  cylinders  also  coiled  with  wires." 

In  the  Dranrings  the  armatiures  are  shown  having  "false  poles" 
**  pointed  and  chamfered  ofF  at  the  points  of  separation,  whilst  the 
**  false  poles "  "of  the  fixed  magnet  are  inlaid  with  brass  plates  " 
**  at  the  points  of  separation."  A  "  conunutator  "  is  fixed  on  the 
armature  axis. 

''The  action  of  this  battery  is  as  follows: — ^The  permanent 
magnets  acting  on  the  armatures  brought  in  succession  between 
their  poles  induce  a  current  in  the  coils  of  the  armatures,  which 
current,  after  having  been  caused  by  the  commutator  to  flow  in 
one  direction,  passes  round  the  electro-magnets,  charging  the 
same  and  acting  on  the  armatures.  By  the  mutual  action 
between  the  electro-magnets  and  the  armatures  an  accelerating 
"  force  is  obtained,  which  in  the  result  produces  electricity  greater 
"  in  quantity  and  intensity  than  has  heretofore  been  obtained  by 

**  any  similar  means." 

[Printed,  S<l.] 

A.D.  1855,  April  11.— N«  807. 

H  JORTH,  SoREN. — "  An  improved  electro-magnetic  machine." 

This  invention  relates  to  certain  improvements  in  "  producing 
**  the  length  of  stroke  "  requisite  in  reciprocating  electro-magnetio 
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engines,  and  oonsists  in  obtaining  ''continuation  of  action**  bf 
**  combining  a  seriea  of  hoUow  electro-magnets,  having  tiieir  poka 
**  in  opposite  directions,  with  a  series  of  annular  projecting  sar- 
'*  hces  within  them  in  metallic  connection  with  the  bows  of  sndi 
"  electro-magnets,  and  arranged  so  as  to  act  in  saooesaion  upon  a 
'*  moveable  compound  electro-magnet,  and  thereby  produce  a 
**  stroke  of  a  length  sufficient  for  practical  purposes.*' 

The  Drawing  shows  a  pair  of  horixontal  cylinders  and  pistons 
connected  with  a  fly-wheel  shaft,  and  having  a  commutator  thcnou 
for  suitably  changing  the  cuirent  round  the  pistons.  The  cylin- 
ders consist  of  the  above-described  hollow  magnets  and  Mimilf 
projections,  and  the  pistons  of  a  compound  bar  electro-magnet 
whose  acting  poles  form  a  ring  in  its  centre.  "A  sliding  apparatu8»'* 
connected  with  the  crank  shaft  by  an  excentric,  charges  the  sta- 
tionary electro-magnets  in  succession;  between  the  conductiBg 
pieces  of  this  apparatus  metal  of  inferior  conducting  power  ia 
placed,  to  prevent  the  ii^urious  efiPects  of  the  spark. 

"  The  action  of  this  engine  is  as  follows  < — ^The  extreme  electro- 
magnets being  respectively  charged,  so  that  one  is  neutral,*'  [has 
similar  polarity  ?]  "while  the  other  has  a  dissimilar  polarity,  Uie 
moving  compound  electro-magnet  will  be  attracted  to  the  next 
series  of  electro-magnets  charged  in  like  manner  while  ^e  pre- 
ceding are  discharged,  and  so  on  in  succession,  the  return  stroke 
being  performed  in  the  same  way,  the  current  round  the  move- 
able magnet  having  been  in  the  meantime  changed  by  the 
"  commutator  on  the  shaft," 
"  In  the  above  arrangement,  the  secondary  current  induced  in 
the  coil  of  the  neutral  electro-magnet  passes  in  the  same  direc- 
tion as  the  batteiy  current,  thus  assisting  to  increase  the 
"  power." 
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[Printecl,  6d.] 


A.D.  1855,  April  11.— N«  808. 


HJORTH,  SoRKN. — "An  improved  electro-magnetic  machine.'* 

A  rotary  electro-magnetic  engine  is  described  and  shown,  in 
which  "  a  series  of  hollow  square  electro-magnets  "  are  arranged  in 
a  metallic  ring,  and  used  in  combination  "with  revolving  anna- 
"  tures  shaped  so  that  their  surfaces  receive  a  diiect  action  from 
"  the  poles  of  the  electro-magnets  in  succession.'* 
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In  the  Drawings  the  annaturee  are  shown  mounted  on  "  carriers '' 
affixed  to  the  centre  driving  shaft ;  the  armatures  have  also  a  rotary 
motion  about  their  own  centres,  which  revolve  at  the  extremities  of 
^be  *'  carriers."  A  concentric  series  of  metallic  sur&ces,  separated 
lij  pieces  of  metal  **  of  inferior  conductability  "  fixed  to  the  frame 
df  hollow  magnets,  act  as  a  commutator,  the  electric  current  being  * 
csonveyed  in  succession  to  the  electro-magnets  bj  as  many  con- 
ducting arms  as  there  are  armatures  passing  over  the  metallic 
surfaces.  "  The  armatures  are  adjusted  and  maintained  in  their 
''  proper  relative  position  by  a  series  of  cranks  and  connecting 
**  rods." 

-   The  portions  of  metal  of  inferior  conducting  power  in  the  com- 
mutator are  to  prevent  the  injurious  effects  of  the  spark. 

[Printed,  M,] 


A.D.  1855,  April  16.— N*  834. 


HOLMES,  HKNRY.--(Prof»notia^  Protection  only.)  "  Certain 
'*  processes  of  treating  the  human  body  by  gases,  vapors,  &  eleo- 
"  trieity,  &  for  certain  apparatus  for  obtaining  and  applying  the 
**  said  gases,  vapors,  and  electricity  to  the  above  or  any  other 
"  purposes." 

This  invention  consists : — 

Ist.  "In  the  processes  of  treating  the  human  body  by  partial  and 
entire  immersions  in  any  gases  or  vapors  possessing  a  medi- 
cinal or  agreeable  influence  when  imbibed  through  the  pores  of 
**  the  skin,  or  otherwise,  while  the  electrical  condition  of  the 
**  body  is,  if  necessary,  suitably  modified." 

2nd.  ''  In  an  apparatus  to  be  called  the  pneumatic  bath,  in  con- 
"  nection  with  and  by  means  of  which  the  said  gases,  vapours, 
and  electricity  may  be  obtained,  and  subsequently  applied  to 
the  above  mentioned  or  to  other  purposes.  And  in  connection 
"  with  the  said  pneumatic  bath,"  tubes  are  employed  "  of  india- 
"  rubber  or  gutta  percha,  and  especially  of  the  vulcanized  gutta 
"  percha  for  the  production  of  which  Letters  Patent  have  been 
**  obtained  by  William  and  James  Ryder,  and  which  substances  " 
are  preferred  to  be  employed  "  in  the  said  pneumatic  bath  for  their 
*'  electric  properties." 
[Printed,  SJ.  J 
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A.D.  1855,  April  19.— N«  875. 

JOHNSON,  John  Henry  (a  comwuaueatUm), — This  inveniioa 
reUtes  to  the  ''manufacture  of  aiticlea  of  hard  Indi»*nibber  or 
"  gutta  percha,  or  compounds  thereof,"  and  to  '*  ooatiiig  or 
"  covering  articles  with  the  like  materials ;"  amongst  otiier  things 
telegraph  wire  is  mentioned  in  the  Specification. 

*'  It  is  proposed  to  cover  with  pure  india-rubber  or  g^otta  percha 
**  metals,  wire,  or  iron  tubing,  whether  for  tdegraphic  purposes  or 
"  for  harness  or  carriage  ware,  and  for  the  lining  of  reservoirs,  and 
"  for  any  other  purpose  where  it  is  desired  to  protect  the  clbjtei 
"  from  rust,  or  from  the  action  of  adds,  the  material  being  sitb* 
"  mitted  to  the  process  of  hard  vulcanization  in  a  sulphur  bath ; 
or  the  articles  may  be  plunged  into  a  solution  of  india-rubber  or 
gutta  percha  formed  by  the  carburet  of  sulphur,  or  into  any 
other  solution  of  indi&>rubber  or  gutta  percha^  and  then  vulca* 
"  nised  hard." 

The  process  of  "  hard  vulcanisation  "  consists  of  submitting  the 
article  to  a  high  degree  of  heat  and  pressure. 

The  following  Patents  are  referred  to  in  the  various  applications 
of  this  invention  :—N«  9952,  11,032,  11,135,  and  11,455,  of  the 
Old  Law;  N«  752  and  1819  of  the  year  1854;  and  N<*  506  and 
855  of  the  year  1855. 
[Printed,  id.] 


A.D.  1855,  April  21.-N«  899. 

EDWARDS,  William  Alexander. — {PrmniUmal  Proteetum 
only.)    *'  Separating  certain  metals  from  metallic  substances." 

This  invention  consists  in  the  application  of  an  dectro-magnei 
to  the  separation  of  iron  and  steel  from  ores  and  compound 
metals.  "  A  revolving  bar,  cylinder,  or  other  piece  of  iron"  is 
placed  *'  in  the  centre  of  a  coil  or  coils,  the  end  of  which  projects 
"  and  is  placed  in  connection  with  an  electric  battery  or  batteries. 
*'  By  bringing  the  metallic  filings  into  juxtaposition "  with  the 
temporarily  magnetized  bar,  the  iron  and  steel  is  "attracted 
"  thereto,  and  effectually  separated  from  the  other  substances." 
[Printed,  ScT.] 
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A.D.  1865,  April  28.— N»  960. 

PACKMAN,  Frank  Jambs  Wilson.  —  This  invention  is 
entitled  **  Improvements  in  projectiles,  in  projectile  instruments, 
**  and  in  the  means  of  charging  the  same ;"  and  it  relates  (amongst 
oiher  things)  to  discharging  hollow  projectiles,  filled  with  com- 
pressed explosive  gases,  by  means  of  electricity. 

The  Complete  Specification  alludes  to  this  application  of  dec* 
iiicity  in  the  following  words : — 

**  The  gases  are  fired  by  caps  or  electricity  from  a  battery  placed 
**  in  the  butt,  or  by  means  of  sponge  platinum  fixed  in  the  plug 
**  or  elsewhere." 

No  further  allusion  is  made  to  the  means  of  exploding  the  gases 
liy  electncity* 
[Printed,  If.  4d.3 

A.D.  1856,  May!.— N«  976. 

BOYD,  Jambs  Eoward. — ^This  invention  is  entitled  "  A  ships^ 
"  course  indicator  or  exhibitor,  for  the  purpose  of  exhibiting  to 
"  the  helmsman  and  others  in  a  legible  manner  the  course  which 
**  a  ship  is  to  steer,  as  well  as  for  certain  improvements  in  ships' 
^  compasses." 

The  first  part  of  the  invention  relates  to  exhibiting  the  points 
of  the  compass  so  as  to  signify  the  direction  in  which  the  ship  is 
to  steer.  In  this  instrument  a  dial  or  other  contrivance  is  brought 
into  such  a  position  in  respect  to  the  lubber's  line  that  the  direc- 
tion or  course  is  in  a  line  with  or  indicated  by  it. 

Instead  of  the  usual  system  of  boxing  the  compass,  the  points 
between  the  cardinal  points  are  respectively  numbered  from  one  to 
seven ;  the  north  and  south  points  being  taken  as  the  starting  or 
aero  points. 

The  local  attraction  is  prevented  from  exerting  an  influence  over 
the  compass  needle  by  attaching  '*  magnets  or  certain  pieces  at 

loadstone,  iron,  steel,  or  other  metal "  to  or  in  proximity  to  the 
compass  or  binnacle. 

The  magnet  or  loadstone  of  the  compass  is  to  be  composed  of 

wholly  or  in  part  of  steel,  iron,  or  other  metal,  and  made  in  a 

spiral  or  other  form,  either  tapering  off  from  the  centre  to  both 

ends  or  poles  of  the  magnet  or  otherwise." 
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[Printed,  8A3 
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A.D.  1866,  May  4.— N«  998. 

LACASSAGNE,  Josbph,  and  THIERS,  Rodolphk.— **  An 

**  dectrometric  regulator,  for  electric  telegn^thing,  lightizigy  and 

*'  electro-motiye  purposes." 

This  invention  "  relates  to  an  apparatus  for  rendering  cilectno 

currents  regular  and  constant,  wlMtever  may  be  the  vaxiatian  in 

the  batteiy  employed ;"  also  to  reg^ulating  and  indicatmg  te 

amount  of  electricity  "  expended  upon  any  kind  of  work.** 

A  voltameter  and  electrO'-magnet  are  included  in  the  deetne 
circuit  to  be  kept  constant  or  reflated.  The  platinum  plates  of 
the  voltameter  are  attached  to  a  bell  glass  fbr  receiving  the  mixed 
gases,  and  the  whole  is  immersed  in  a  vessel  containing  acidakiBd 
water ;  the  bell  glaAS  or  gasholder  rises  with  the  evolutkm  of  the 
gas,  and  proportionately  raises  the  platinum  plates  out  of  the  adda- 
lated  water ;  the  gas-meter  bell  has  its  pressure  on  the  gas  regulated 
by  a  counterpoise,  and  has  a  tube  passing  to  a  pneumatic  trough 
^d  graduated  test  glass.  The  armature  of  the  electro-magnet 
moves  on  a  centre,  and  acts  as  a  valve  to  a  tube  proceeding  from 
the  voltameter ;  a  reaction  spring  and  scale  adjusts  the  power  of 
the  electro-magnet  to  keep  the  tube  closed. 

When  an  electric  current  passes  through  the  above-described 
apparatus  it  raises  the  platinum  plates  of  the  voltameter,  ther^y 
causing  the  valve  of  the  electro-magnet  to  let  out  the  gas  until 
the  plates  are  immersed  sufficiently  to  shut  the  valve;  the  tension 
of  the  reacting  spring  thus  regulates  the  battery  power.  To  pre- 
vent the  continual  action  of  the  spring  on  the  armature,  a  tap  is 
minutely  adjustable  so  as  to  let  out  the  gases  in  the  same  quantity 
that  would  be  let  out  by  the  oscillations  of  the  armature* 
[Printed,  lOd.] 

A.D.  1855,  May  7.— N«  1011. 

BALESTRINO,  Henri,  Marquis  de  (a  communication), — (Pro' 
ffisiondl  Protection  only,)  *'  Improvements  in  obtaining  motive 
"  power  by  the  aid  of  explosive  gases." 

This  invention  is  carried  out  "  by  inserting  alternately  at  each 
''  end  of  the  cylinder  containing  a  piston  a  small  quantity  of 
"  mixed  gases,  and  exploding  the  same  by  means  of  a  current  of 
"  electricity  from  a  galvanic  battery,'*  the  piston  will  thus  "be 
"  driven  alternately  from  end  to  end  of  the  cylinder." 
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A  certain  pioportion  of  fttmospherio  air  and  hydrogen  gaa'  is 
-used,  and  admitted  to  the  cylinder  by  means  of  but-ofif  valves  at 
each  end. 

A  suitable  arrangement  of  mechanism  is  employed  for  making 
and  breaking  the  electric  circuity  and  thereby  ensuring  the  ex- 
plosion of  the  gases  immediately  the  supply  is  cut  off  from  the 
•*  cylinder." 
CFrinted.8(2.] 

A.D.  1856,  May  10.— N»  1060. 

LEWIS,  John  William. — {Provisional  Protection  only.)   **  Im- 
**  provemcnts  in  lightning  conductors." 

This  invention  ''consists  in  the  employment  of  a  flat  copper 
**  wire  rope,  formed  of  three  or  more  strands,  each  strand  being 
*•  composed  of  two  or  more  wires." 
ITriiited,8tf.] 

A.D.  1856,  May  14.— N«  1091. 

NEW  ALL,  RoBKRT  Stirling. — "Improvements  in  apparahis 
^  employed  in  laying  down  submarine  electric  telegraph  wires." 

This  invention  consists  in  a  certain  method  of  stowing  telegraph' 
cables  in  ships'  holds,  and  of  paying  them  out  therefrom. 

The  cable  is  coiled  round  a  cone,  so  that,  in  being  drawn  ofT  the 
eoO,  it  is  prevented  from  kinking  by  means  of  the  cone. 

Supports,  placed  cylindrically  outside  the  coil,  prevent  it  from 
shifting  in  its  place. 

-  When  the  cable  is  to  be  laid  down,  a  "  conoidal "  apex  or  top 
is  placed  over  the  cone,  and  around  this  apex  several  rings  of  iron 
or  other  metal  are  suspended  by  means  of  cords,  "  so  as  to  admit 
of  adjustment  at  various  heights  over  the  cone."  "  The  use  of 
these  lings  is  to  prevent  the  bight  of  the  rope  from,  flying  out 
when  going  at  a  rapid  speed,  and  the  combination  of  these  parts 
of  the  apparatus  prevents  the  wire  or  cable  from  running  into 
'*  kinks." 

The  cable  is  coiled  round  the  cone  in  horizontal  layers,  always 
beginning  from  the  outside,  and  coiling  towards  the  cone. 

In  paying  out  the  cable  the  end  is  led  up  through  the  rings  over 
a  pulley  placed  over  the  centre  of  the  coil,  and  round  the  break 
wheel  or  wheeb>  over  the  stem  of  the  vessel  to  the  shore,  where  it 
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is  mftde  fitst.    '*  The  vessel  then  goes  ahead,  and  the  wire  is  driim 
**  from  the  coil,  sufficient  friction  being  applied  by  the  handle  of 
**  the  break  wheel  or  wheels  to  keep  the  wire  or  cable  tight." 
[Printed,  8<f .] 


A.D.  1855,  May  23.— N«  1165. 

SMITH,  William  (a  commMnication  from  M,  Adolphe  h^hmUer 
Piuel), — "  A  safety  apparatus  for  steam  boilers." 

This  invention  principally  relates  to  the  application  of  magneiie 
force  to  indicate  the  height  of  water  in  steam  boilers,  and  to  call 
attention  to  the  maximum  and  minimum  levels  of  the  water,  by 
admitting  the  steam  to  a  whistle  in  the  form  of  an  ordinaiy 
"throat,"  "whip,"  or  "dog"  whistle. 

To  a  hollow  metal  float  is  attached  a  rigid  rod  passing  iJirougli 
the  boiler  to  a  steam-tight  case ;  a  powerful  magnet,  attached  to 
the  top  of  the  rod,  carries  an  iron  or  steel  needle,  on  the  outside  of 
the  case,  with  it.  A  suitable  scale  being  graduated  on  the  outside 
of  the  case,  the  position  of  the  needle  indicates  the  height  of  Uie 
water. 

A  spring  valve  is  attached  to  the  top  part  of  the  case,  which  is 
opened  mechanicaUy  by  the  magnet  when  the  water  is  at  its  maxi- 
mum or  minimum  level.  For  this  purpose  the  tail-piece  of  the 
valve  is  risen  by  the  contact  of  the  magnet  with  the  bent  ann  of  a 
lever,  or  with  a  rod  at  the  other  end  of  the  lever.  By  the  opening 
of  the  valve  a  "  throat "  whistle  is  sounded. 

In  this  apparatus  no  gland  or  packing  is  used  to  the  float  rod. 

All  other  openings  but  this  may  be  dispensed  with,  for  in  addi- 
tion to  ^  the  above-described  apparatus,  safety  or  other  valves, 
pressure  gauges,  or  similar  apparatus,  may  take  their  steam  from 
the  same  opening. 
[Printed,  7rf.] 


A.D.  1855,  May  26.— N<»  1199. 

HARRISON,  Charles  Weightman. — "  Improvements  in 
"  metal  ropes,  cables,  and  rods,  and  in  machinery  for  manufactur- 
"  ing  the  same,"  consisting : — 

Ist.  In  forming  ropes  and  cables  (electric  telegraph  and  others), 
"  solid  or  hollow,  of  a  number  of  angularly-shaped  plates  or  strips 


THEIR  GENERATION  AND  APPLICATIONS.     481 

^*  placed  together  aide  by  side  upon  a  core  and  parallel  there- 
'*  with." 

**  Each  of  these  strips  in  its  transverse  section  forms  a  sector  of 

/'  a  circle^  the  angles  of  two  of  its  opposite  sides  being  either  radial 

"  lines  from  a  centre  or  central  core,  or  forming  a  tangent  thereto." 

A  coating  of  fibrous  material  is  laid  round  the  strips  so  placed,  and 

over  this  one  or  two  nairow  flat  ribbons,  "  so  as  to  form  spirals 

Qkdioes  ?]  "  approaching  to  a  right  angle  with  the  axis  of  the  core.' 

The  ropes  or  cables  are  joined  together  by  means  of  a  socket 

divided  diametrically  into  two  parts,  the  said  parts  having  suitable 

flanges  to  permit  them  to  be  bolted  together.    "  The  interior  of 

^  the  socket  is  formed  with  suitable  projections,  which  fit  into 

*'  groves  "  [grooves  ?]  "  cut  around  the  parallel  strips  near  the  end 

**  of  each  rope,  between  which  a  projection  also  meets  closely 

**  around  the  united  part  of  the  central  core." 

2nd.  In  constructing  metal  ropes  (electric  telegraph  and  others) 
of  ribbon  metal  instead  of  wires. 

IVhen  a  flexible  rope  is  desired,  not  more  than  two  ribbons  are 
coiled  in  short ''  spind "  [helical  ?]  convolutions  round  the  core. 
Two  layers  are  used,  coiled  in  opposite  directions,  and  having  a 
fibrous  coating  between  the  layers. 

When  ropes  or  cables  of  this  description  are  used  for  subterra- 
nean communication  without  pipes  or  troughs,  the  core  of  the 
lope,  or  each  insulated  wire,  is  enclosed  in  a  lead  pipe  **  previous 
**  to  winding  around  the  metal  ribbon." 

When  a  telegraph  cable  capable  of  bearing  tension,  and  of  nearly 
equal  flexibility  to  that  just  described,  is  to  be  formed,  strands  of 
wire  are  enclosed  in  the  core ;  the  insulated  wires  are  placed  in  the 
intervening  spaces  between  the  strands.  The  strands  may  be  either 
laid  in  the  core  without  twist,  or  the  strands  and  insulated  wires 
may  be  twisted  together  in  the  manner  of  a  common  wire  rope ; 
during  the  process  of  laying  them  together,  however,  a  much 
greater  degree  of  tension  is  appUed  to  the  strands  than  to  the  insu- 
lated wires.  By  this  means  the  insulated  wires  are  protected  firom 
extreme  tensile  force  in  the  laying  down,  or  otherwise.  The  cores, 
thus  made,  are  then  covered  with  metal  ribbon,  as  above  described. 

drd.  In  manufacturing  solid  and  hollow  metal  rods,  by  employ-  ^ 
ing  the  sectorial  rods  or  strips  described  under  the  1st  head. 

4th.  In  improvements  in  machinery  for  manufacturing  the  cables 
described  under  the  Ist  head  of  the  inventicn.    Ihe  core  of  the 
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cable  is  drawn  off  a  red,  and  passes  through  a  gruide  plate  (tlmmgi 
which  the  strips  are  drawn) ;  then  through  a  fdnnel-mouthed  tnhe, 
which  brings  the  strips  together  in  a  cylindrical  form ;  then  thnnij{^ 
the  hollow  axis  of  a  disc  carrying  the  reels  that  supply  the  *'  spiral  ^ 
[helical?]  wrapper  and  (by  gearing  and  conical  pullies)  wind  it 
round  the  strips.  The  cable  is  then  passed  through  aim^l^y  ^PP^ 
ratus,  to  receive  as  many  coatings  as  may  be  desired.  Bj  aJtef^ 
nately  crossing  the  straps  of  the  conical  pullies^  each  sucocssiic 
coating  is  laid  in  an  opposite  direction ;  the  speed  of  tiie  diaes  is 
varied,  to  suit  the  width  of  the  ribbon,  by  means*  of  the  eonical 
pullies.  The  parallel  strips  are  drawn  from  reels  mounted  panOel 
to  their  position  in  the  cable. 
[Printed,  7d.] 

A.D.  1855,  June  4.-.N*  1268. 

GODEFROY,  Peter  Augustin. — '*  Improvements  in  the  teat- 
"  ment  of  gutta  percha,"  which  are  applicable,  amongst  other 
uses,  to  "  covering  or  insulatinp  the  wires  of  electric  telegraphs,^* 

This  invention  ''consists  in  combining  the  shells  of  the  frait  of 
*'  the  cocoa  nut  tree  (cocos  nucifera)  in  a  finely  ground  or  com- 
"  minuted  state  with  gutta  percha  in  the  numufiEu;ture  thereof.'* 
This  invention  is  carried  into  effect  as  follows  : — **  The  ooooa 
nut  shell  (which  should  be  free  from  fibre  and  not  damaged  by 
sea  water)  is  first  broken  into  small  pieces  by  any  suitsble 
means,  and  then  well  dried ;  after  which  it  is  passed  between 
powerful  crushing  rollers,  from  whence  it  comes  in  thin  flakes, 
said  flakes  being  ground  in  a  mill  as  in  grinding  flour."  Hie 
cocoa-nut  powder  thus  produced  is  divided  into  three  degrees  of 
fineness.  The  first  or  finest  quality  is  used  in  the  gutta  percha 
employed  for  covering  or  insulating  telegraph  wires.  To  produce 
the  proper  degree  of  fineness,  .the  pulverized  cocoa-nut  sheD  is 
sifted  through  sieves. 

''  The  cocoa  nut  powder*'  is  "  added  to  the  gutta  percha  when 
*'  it  is  in  the  last  state  of  finishing  in  the  masticator  or  otherwise,*' 
and  should  be  well ''  and  thoroughly  amalgamated  therewith." 
[Printed,  M.] 

A.D.  1855,  June  4.— N»  1270. 

KAYE,   JioRACB    John,   and    BURRELL,    Percy. —  "An 

"  improved   mode  of  communicating  to    each    of  two  tnins 
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that  are  in  motion  the  distance  they  respectively  are  from  each 
other." 

The  nature  of  the  invention  is  as  follows : — "  The  application  of 
electro-magnetism  to  the  liberation,  and  thereby  raising  of  a  rod 
and  guide  rail  placed  on  the  line  of  railway  to  a  height  varying 
with  the  distance  between  the  trains,  and  which  height  is  in- 
*'  dexed  on  the  engine,  for  the  information  of  the  engine  driver,  or 
**  other  person  in  charge  of  the  train." 

A  number  of  insulated  line  wires,  one  to  each  train  whose  posi« 

tion  is  to  be  indicated  at  any  one  time,  are  laid  along  a  line  of 

railway,  and  an  electric  current  is  kept  flowing  through  them. 

Signal  or  index  boxes  are  placed  at  given  distances  along  the  line, 

the  line  wires  being  in  connection  with  them.   When  a  train  passes 

along  the  line,  a  roller  carried  by  the  tender  depresses  a  rod  in 

each    apparatus  in  succession,  tiius   breaking  the  circuit;   this 

breakage  of  dreuit  only  acts  upon  those  boxes  in  the  rear,  or  that 

have  been  already  passed  over  by  the  train,  in  consequence  of  the 

circuit  of  those  in  advance  being  completed  by  one  of  the  other 

line-wire  circuits  not  broken  by  the  passage  of  the  on-coming 

train.    Each  time  the  train  passes  a  signal  box,  the  rods  of  all 

those  in  the  rear  that  have  not  been  depressed  by  the  passage  of  a 

later  train,  are  risen  by  the  action  of  the  breakage  of  the  electric 

circuit  on  an  electro-magnet ;  on  any  train  passing  a  signal  box, 

the  height  of  the  rod  therefore  indicates  the  distance  of  the  train  in 

advance.    The  raising  of  the  rod  to  increasing  heights  may  either 

be  made  to  index  the  distance  of  the  train  in  advance  upon  the 

engine  of  the  passiag  train,  at  the  side  of  the  line  of  railway,  or  at 

railway  stations. 

The  following  apparatus  are  described  and  shown : — 
The  index  or  signal  boxes  along  the  line.  A  signal  rod  is 
capable  of  vertical  movement  in  a  suitable  case,  and  has  a  con- 
stant tendency  to  rise  imparted  to  it  by  a  helical  spring.  The 
lower  part  of  the  rod  carries  notches  in  which  an  **  escapement " 
works;  the  escapement  pallets  are  attached  to  the  armature  of 
an  electro-magnet,  and  prevent  the  rod  rising  more  than  a  certain 
height  each  time  the  electric  current  round  the  electro-magnet 
is  interrupted.  To  make  the  neoessaiy  breakage  and  change  of 
circuit  on  the  depression  of  the  rod  by  a  passing  train,  a  "  paul " 
on  the  rod  moves  a  ratchet  wheel  carrying  on  its  axis  a  suitable 
cam  wheel ;  the  cam  wheel  acts  upon  the  hinged  and  tailed  ends 

H  H  2 
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of  the  line  wires,  so  as  to  suitably  break  and  complete  connectioii 
with  the  fixed  terminals  of  the  electro-msj^et. 

"  The  centre  guide  "  rails  placed  over  the  signal  rods.  A  hinged 
nil  is  supported  bj  sleepers,  and  has  the  iree  end  resting*  on  the 
top  of  the  signal  rod.  A  wheel,  firmly  attached  to  the  end  of  the 
tender,  depresses  this  lever  on  the  passage  of  a  train. 

"Indexing  apparatus"  placed  on  the  engine  of  the  passing 
train.  A  rod,  f^  to  move  in  a  vertical  direction,  carries  at  its 
lower  end  a  spring-lever  and  wheeL  When  the  tnin  passes  s 
signal  box,  the  "  centre  guide  rail "  acts  upon  the  wheel,  theRbf 
raising  the  rod  and  causing  an  index  hand  at  its  upper  end  to 
•how  the  relative  height  of  the  signal  rod  on  a  suitable  disl- 
plate. 

An  index  for  the  side  of  the  line  of  railway.  A  horisontal 
wheel  at  the  end  of  a  rod  attached  to  the  train  strikes  an  ann 
projecting  from  the  signal  box,  which  depresses  a  signal  rod  by 
means  of  a  cam  on  the  arm  axis.  The  rod  acts  on  a  long  lever, 
which  depresses  the  indexes  or  arms  raised  by  the  train  in 
advance. 

A  registering  index  for  stations.  The  position  of  a  train  at  any 
time  is  registered  on  ruled  paper  (rolled  round  cylinders)  by  markers 
which  are  moved  across  the  paper  by  the  rising  of  the  signal  rods; 
the  cylinders  revolve  by  clockwork  in  a  given  time. 

"  By  a  simple  modification  of  the  afore-named  system,  trains 
"  may  be  made  to  actuate  indexes  in  advance  of  them."  **  This 
**  variation  is  of  importance  on  single  lines  of  railway." 

''Instead  of  keeping  an  electric  current  flowing  through  the 
''  main  wires,"  the  circuit  may  be  in  general  broken,  but  completed 
by  a  train  passing  over  an  index  box. 

In  the  I^visional  Specification  it  is  stated  that  when  the  signal 
rods  do  not  reach  a  given  height  on  the  passing  of  a  train,  an 
arrangement  may  be  made  by  which  the  steam  may  be  mechani- 
cally shut  off. 
[Piiiited,2«.2d.] 

A.D.  1856,  June  5.— X*  12/6. 

PULS,  Francis. — "  Improvements  in  electro-coating  iron." 
This  invention  relates  to  coating  iron  with  zinc  by  electro^ 

deposition.    The  process  is  as  follows : — 
The  iron  is  first  cleansed ''  in  the  common  way  in  diluted  adds  ** 
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and  washed  with  water,  thus  ''leaving  the  surfiMses  thereof  rough ; " 
no  sand  scouring  is  used. 

The  articles  of  iron  are  then  electro-coated  by  means  of  an 

electric  current,  which  is  "  so  regulated  that  the  resistance  against 

the  electric  current  in  the  bath  in  which  the  articles  are  phkoed  or 

immersed  may  be  rendered  equsl  or  nearly  so  to  that  in  tho 

'^  battery ;   to  obtain  which  effect  the  tnnfacea  of  the  effective  or 

active  sides  of  the  positive  plates  of  the  battery  should  be  equal 

or  rather  greater  that "  [than  ?]  ''  the  surface  of  the  articles  to 

'*  be  coated,  otherwise  the  deposit  of  the  zinc  upon  the  iron  will 

**  be  but  slow  and  uncertain,  and  the  articles  rendered  rough  and 

^  unservicable."    The  regulation,  in  the  above-described  man- 

ner,  of  the  amount  of  electricity,  causes  the  zinc  deposit  to  be  in 

**  the  smallest  possible  atoms,  thereby  securing  a  perfect  adhesion 

'*  of  the  zinc  to  the  iron."    The  battery  is  excited  by  a  weak 

solution  of  sulphuric  or  hydrochloric  acid,  or  by  a  solution  "  of 

**  hydrochlorate  or  sulphate  of  soda,  or  potash,  or  ammonia  and 

"  water." 

The  depositing  solution  consists  of  "  a  weak  solution  of  the 
**  sulphate  or  hydrochlorate  of  zinc,  or  double  or  treble  salts  of 
*'  the  same,  with  potash,  soda,  and  ammonia." 

The  exhausted  fluid  from  the  bath  may  be  re-used  in  the  battery^ 
and  that  from  the  battery  may  be  re-used  in  the  bath. 

[Printed,  Sd.] 

A.D.  1865,  June  9.— N«  1318. 

VARLEY,  Cromwell  Fleetwood. — "  Improvements  in  electrio 
"  telegraphs." 

*'  This  invention  consists  of  improvements  whereby  the  speed  of 
**  transmission  is  increased,  and  the  distance  of  direct  oommuni* 
'*  cation  extended,  especially  in  the  case  of  veiy  extended  sub- 
**  marine  lines.  The  improved  apparatus  are  less  liable  to 
"  derangement  from  atmospheric  and  other  causes,  are  applicable 
'*  to  all  kinds  of  telegraphic  conductors,  and  refer  chiefly  to 
**  systems  which  are  actuated  by  local  circuits." 

The  improvements  are  as  follows : — 

An  improved  electro-magnet  for  relay 8, — The  coil  is  wound  on  a 
reel  of  soft  iron,  over  each  end  of  which  a  hollow  **  casing  "  or  cap 
of  soft  iron  is  fitted.  The  wire  coil  is  thus  almost  completely 
encased  with  soft  iron,  and  the  magnetic  polarity  is  developed  at 
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the  inner  ends  of  the  casings,  which  for  thai  purpose  do  not  quite 
meet,  but  leave  the  central  portion  of  the  coil  exposed. 

Relays  for  completing  local  circuits. — ^A  magnetic  **  piece  "  or 
"  armature  "  is  suspended  so  that  its  crescent-shaped  end  may  be 
deflected  by  the  action  of  both  poles  of  the  above-described  electro- 
magnet whenever  a  line-wire  current  excites  it ;  stops  are  phuxd  to 
limit  the  extent  of  deflection  of  the  magnetic  "  piece,'*  which  abo 
serve  to  complete  local  circuits  by  means  of  suitable  electnc 
connections. 

A  **  Baine's  "  [Bain's  ?]  machine  is  represented  as  being  worked 
by  a  "  single  relay  "  (t.e.,  one  that  only  completes  a  single  local 
circuit),  the  above-described  arrangement,  with  one  annatiue 
suspended  above  the  electro-magnet,  being  used. 

When  '*  two  local  circuits  are  to  be  actuated  **  respectively  by  a 
positive  and  negative  line-wire  current,  a  second  "crescent-ended" 
magnetic  "  piece"  (suspended  under  the  electro-magnet)  is  used. 

In  either  relay,  when  inactive,  the  magnetic  "  piece  "  (or  "  pieces  " 
in  the  second  instrument)  is  kept  in  contact  with  one  of  its  stops 
by  means  of  adjustable  helical  springs,  which  also  keep  it  against 
its  bearings.  The  magnetic  *'  piece"  may  either  be  a  permanent 
magnet  or  magnetized  by  induction  from  a  large  permanent 
magnet.  A  small  needle  magnet  may  be  mounted  on  an  axis  near 
the  end  of  the  electro-magnet,  to  "  call  attention  when  currents 
"  are  passing." 

The  "  single  relay "  may  be  substituted  for  the  Patentee's 
"  galvanometer  relay  patented  in  1854."    (See  N»  371,  1854.) 

In  the  Provisional  Specification,  in  relation  to  this  portion  of 
the  invention,  it  is  also  stated  that  "  one  portion  of  the  niagnet 
"  may  be  made  moveable,  so  as  to  attract  or  be  attracted  by  the 
"  other  portion  of  the  magnet." 

The  manufacture  of  permanent  magnets, — ^Water  from  an  elevated 
cistern  is  forced  past  the  red  hot  steel  bar,  when  it  is  made  the 
core  of  an  electric  helix  with  an  iron  exterior  casing,  thus  harden- 
ing the  bar  and  magnetizing  it  at  the  same  time.  It  is  preferred  to 
heat  the  pieces  of  steel  intended  for  permanent  magnets  to  a 
bright  red  heat  in  a  crucible  of  animal  charcoal,  they  *'  having 
"  been  previously  wetted  with  a  solution  of  ferrocyanide  of 
**  potassium." 

The  key  used  for  working  by  means  of  the  Patentee's  "  translator" 
(see  below)  into  "  the  Morsel's  syrfem,"— In  this  key,  when  in  a 
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state  of  rest,  the  line-wire  circuit  is  completed  through  a  relay  by 
means  of  a  tail-piece  to  the  key-lever,  which  rests  on  a  stop ;  the 
jxietal  key-lever  being  connected  to  the  line  wire  and  the  stop  to 
-the  relay.    A  small  "  contact  lever  "  is  jointed  (by  spring  cheeks) 
on  to  the  fore  part  of  the  key-lever,  and  acts  against  stops,  by 
-vvhich  means,  when  the  key  is  depressed,  it  puts  the  line  wire  into 
circuit  with  the  most  intense  of  two  batteries,  each  of  which  are 
in  connection  with  the  earth.    On  the  rising  of  the  key  the  circuit 
of  the  larger  battery  is  broken,  the  smaller  batteiy  sends  an  oppo- 
site cuiient   through  the  line  wire,   and,  finally,  the  line-wire 
circuit  is  completed  through  the  relay. 

When  the  key-lever  is  quite  depressed  and  the  line  wire  is  being 
ebaiged  by  the  larger  battery  to  signal  at  the  distant  station,  the 
tail  of  the  key-lever  comes  in  contact  with  one  terminal  of  a  resis- 
tance coil,  the  other  end  of  which  is  in  connection  with  the  earth. 
*'  This  coil  consists  of  a  great  length  of  fine  iron  wire,  offering 
great  resistance  to  the  passage  of  electricity,  and  is  employed  to 
equahze  the  amount  of  charge  which  the  wire  receives  for 
different  durations  of  the  time  of  contact  in  making  dots  and 
**  dashes." 

*'  Translators" — This  name  is  given  to  "  the  apparatus  used 
for  bringing  fresh  batteries  into  play  to  enable  correspondence 
to  be  maintained  direct  between  stations  whose  distance  apart 
is  too  great  to  admit  of  connecting  the  wires  into  one  continuous 
"  electrical  circuit;"  "translators"  also  serve  to  ''translate" 
from  one  system  of  telegraphing  to  another. 

llie  following  difficulties  are  obviated  by  the  use  of  the  "  im- 
proved translators :" — ^The  shortening  of  the  short  marks  or 
dots  "  (made  by  a  marking  telegraph)  by  repeated  translation ; 
this  effect  occurs  in  consequence  of  the  time  required  to  magnetize 
the  electro-magnets  and  to  move  the  armatures ;  it  is  also  owing 
(in  the  case  of  submarine  telegraphs)  to  the  wire  not  being  fully 
charged  by  the  momentary  depression  of  the  finger  key  at  the 
transmitting  station.  The  lengthening  of  the  long  marks  or 
**  dashes  "  in  submarine  telegraphs;  the  fiir';  dash  may  give  so 
(Ipreat  a  Leyden-jar  charge  to  the  wire  that  its  effect  may  not  sub- 
side during  some  few  subsequent  contacts  at  the  transmitting 
station,  and  thus  make  a  dash  and  series  of  dots  appear  at  the 
receiving  station  as  one  long  dash.  The  discharge  of  the  Leyden- 
jar  charge  (in  the  case  of  submarine  telegraphs)  by  and  through 
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the  relays ;  this  may  either  take  plaoe  through  the 
relay,  after  a  signal  has  heen  given  and  the  line-wire  cuvizift  is 
connected  with  the  said  relay,  thus  inducing  so  much  pemwneni 
magnetism  in  its  electro-magnets  "  as  to  derange  it  from  pfiuiiug 
"  With  the  weak  currents  from  the  distant  station,"  or  (in  tte 
case  of  a  "  translator "  placed  between  two  submarine  circnzts) 
from  the  second  circuit  to  the  first,  and  from  the  first  to  tiie 
second,  and  so  on  alternately  (through  the  respective  idaysX  lurtS 
the  exhaustion  of  the  batteries. 

**  From  the  foregoing  causes  the  translating  apparatoa  of  Steio- 
"  heil "  "  is  not  applicable  to  submarine  wires  of  greater  length 
''  than  one  hundred  miles." 

''  The  following  cases  "  of  the  application  of  "  tranfilatoia  "  are 
set  forth  in  the  Complete  Specification : — 

Ist.  The  extension  of  the  Patentee's  system,  patented  in  1854, 
(see  N«  371, 1854,)  "by  the  means  of  translation." 

(N.B. — In  the  system  patented  in  1854,  "  a  current  is  contanual)/ 
'  flowing  through  the  line  during  transmission  of  a  despatch,  the 
"  positive  current  producing  the  signals,  the  negative  cunent 
"  the  intervals.") 

Three  kinds  of  relay  translators  are  described  at  length  and 
shown,  and  the  method  of  using  them  set  forth.  Hie  instruments 
and  their  action  may  be  shortly  described  as  follows : — 

First  arrangement. — ^Two  relays,  somewhat  similar  to  those 
already  described,  are  used.    To  adapt  them  for  working  together, 
so  as  to  translate  either  positive  or  negative  currents  from  the  first 
line-wire  circuit  to  the  second  line-wire  circuit,  or  vice  oersd^  the 
magnetic  "  piece "  or  armature  has  its  fixed  studs  respectivd^ 
connected  with  opposite  poles  of  two  separate  galvanic  battenes, 
their  other  poles  being  connected  with  the  earth ;  also  a  pivoted 
armature  of  soft  iron  is  mounted  under  the  electro-magnet  in  con- 
nection with  a  reaction  spring,  in  such  a  manner  that  the  passage 
of  a  line-wire  current  through  the  electro-magnet's  coils  in  either 
direction  merely  attracts  the  armature  towards  it  (instead  of 
d^ecting  it),  thereby  moving  its  tail  in  the  same  manner,  whether 
a  positive  or  negative  current  excites  the  electro-magnet.    Only 
one  relay  is  brought  into  action  by  one  line-wire  current,  the  other 
relay  merely  serving  (by  means  of  its  lower  armature)  to  conduct 
the  current  to  the  acting  relay.    The  magnetic  '^  piece  "  or  upper 
armature  serves  to  translate  a  current  of  the  same  name  from  om 
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circuit  to  the  other,  and  the  lower  armature  keeps  the  acting  line- 

^irire  circuit  closed  in  the  direction  desired  for  correspondence,  it 

l>eing  broken  in  the  other  direction.    The  course  of  the  line-wire 

current,  therefore,  is  through  the  lower  armature  of  one  relay  and 

"the  coils  of  the  other  hack  to  the  transmitting  station  via  the 

earth,  and  a  current  of  the  same  name  is  translated  to  the  second 

line-wire  circuit  by  one  of  the  batteries  of  the  relay  whose  electro- 

magnet  is  active,  the  battery  called  into  action,  and  therefore  the 

direction  of  the  translated  current  being  dependent  upon  the 

direction  of  deflection  of  the  magnetic  "  piece,"  which  direction  is 

itself  dependent  upon  the  direction  of  the  first  line-wire  current. 

Wben  the  current  through  one  line  wire  ceases,  the  lower  armature 

of  the  previously  acting  relay  connects  up  the  other  line-wire 

circuit,  "  and  then  communication  can  be  carried  on  in  the  oppo- 

**  site  direction." 

Second  arrangement. — One  relay  is  used  in  conjunction  with 
other  apparatus.  The  relay  is  exactly  similar  to  the  *'  single 
**  relay"  employed  to  complete  local  circuits,  and  has  only  a 
magnetic  ''piece,"  which  makes  the  requisite  connections  with 
opposite  battery  poles,  as  in  the  first  arrangement.  The  additional 
apparatus  consists  of  two  instruments,  each  of  which  is  composed 
of  the  following  parts : — A  horseshoe  electro-magnet  having  a  soft 
iron  armature  free  to  vibrate  by  the  side  of  the  electro-magnet's 
coils  on  a  horizontal  axis ;  to  the  armature  are  fixed  "  platina " 
points  which  dip  into  mercury  cups.  The  two  additional  instru- 
ments keep  the  desired  circuit  closed  during  the  time  of  commu- 
nication, as  they  act  coi^ointly  on  exactly  similar  principles  to  the 
lower  armatures  in  the  first  arrangement,  so  far  as  the  closing  and 
breaking  the  respective  circuits  is  concerned. 

Third  arrangement.— The  peculiar  advantages  of  this  arrange- 
ment are : — ^That  positive  and  negative  currents  can  be  translated 
in  either  direction  without  disconnecting  the  line  wire ;  that  the 
needle  telegraph  can  be  used ;  and  that  the  loss  owing  to  wet 
weather,  in  overground  circuits,  can  be  compensated  for.  A 
relay  is  used  somewhat  similar  to  that  employed  to  actuate  two 
local  circuits  respectively  by  a  positive  and  negative  line-wire  cur- 
rent ;  the  electro-magnet  has,  however,  two  coils,  one  in  the  reverse 
direction  to  the  other,  and  only  one  stud  of  each  pair  completes 
circuits,  the  remaining  studs  being  merely  stops.  In  coi^unction 
with  the  relay  there  is  a  galvanometer  with  two  coils  (one  in  the 
reverse  direction  to  the  other)  and  water-resistanoe  tubes'oonnected 
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with  the  earth.  A  cunent  traversing  the  first  ciicuit 
through  one  ooil  of  the  galvanometer,  one  coil  of  the  dectR>- 
magnet,  returns  through  the  reversed  ooil  of  the  electzt>-magii0t 
(thus  adding  to  its  power  and  deflecting  one  of  the  two  magmtkr 
*'  pieces  "),  then  traverses  the  reversed  coil  of  the  galvanomeler 
(thereby  deflecting  its  needle),  through  the  adjusted  earth  cuca^ 
to  the  transmitting  station.  The  deflection  of  the  magnetic 
"  piece  "  causes  one  of  the  relay  batteries  to  be  included  in  the 
second  circuit,  to  whose  current  is  added  that  portion  of  the  first 
circuit's  current  that  does  not  pass  through  the  water-resistanoe 
tubes  to  the  earth  return-circuit  and  transmitting  station.  Hie 
galvanometer,  in  coryunction  with  the  wateivreaistance  tabes 
(resistance  coils  may  be  used  instead),  enables  the  resistance  of  the 
first  and  second  circuits  to  be  adjusted  and  equalized. 

2nd.  Translating  from  the  Patentee's  system  into  Morse*8>  and 
vice  versd. 

In  this  case  the  double  alternating  current  of  the  Patentee's 
system  is  translated  into  the  single  current  necessary  to  wotk  the 
Morse  machines;  and,  vice  versd,  the  single  current  of  Morse 
is  translated  into  the  Patentee's  double  alternating  current.  The 
receiver  is  able  to  stop  the  sender  during  the  transmianon  of  a 
despatch. 

The  translating  apparatus  used  consists  of  three  ordinary  hone- 
shoe  electro-magnets  with  pivoted  spring  armatures,  each  having 
circuit-completing  stops  and  studs  both  above  and  below  the  centre 
of  motion ;  two  relays,  one  to  the  double-current  circuit,  and  one 
to  the  single-current  circuit ;  two  line-wire  batteries,  one  of  which 
Ber\'es  to  work  the  siagle-cuirent  circuit,  both  being  employed  to 
work  the  double-current  circuit;  and  a  local  battery  to  exdte  the 
electro-magnets  of  the  translator  according  to  the  direction  in  which 
signals  are  being  conveyed,  and  to  actuate  a  Morse  machine, 
which  may  be  included  in  the  circuit  when  required. 

In  the  normal  condition  of  the  apparatus  one  electro-magrnet  is 
ready  to  be  excited,  when  its  relay  is  put  into  action,  for  faans- 
lating  ftom  the  double-current  circuit  to  the  single-current  circnit ; 
and  two  electro-magnets  are  ready  to  be  excited,  by  similar  means, 
for  translating  from  the  single-current  circuit  to  the  double-current 

circuit. 

In  translating  from  the  single-current  circuit  to  the  double- 
current  circuit,  the  course  of  the  single-current  line-wire  circuit  is 
through  the  armature  of  the  one  electro-magnet  of  the  translator, 
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^heQ  through  its  relay  coils  to  the  earth  retom-circuit.    The  relay 

Armature,  by  means  of  the  local  battery,  excites  the  two  dectro- 

xnagnets  whose  armatures  then  include  the  line-wire  batteries  for 

sending  the  double  current  through  the  double-current  circuit ; 

one  battery  being  brought  into  action  by  the  passing  of  a  current 

through  the  single-current  circuit,  and  the  other  acting  for  an 

instant  on  the  cessation  of  a  current  in  the  single-current  circuit. 

Thia  momentary  after-current  is  sent  by  mounting  the  armature 

of  the  first  electro-magnet  (by  which  the  double  current  enters  the 

machine)  with  a  dick  lever,  and  ratchet  whed  on  the  spindle  of  a 

Ian  wheel  which  works  in  a  mercury  trough ;  this  arrangement 

enables  the  circuit  of  the  smaller  line-wire  battery  to  be  completed 

by  the  (already  retired)  armature  of  the  second  dectro-magnet 

before  the  armature  of  the  first  dectro-magnet  has  broken  contact 

with  the  circuit  of  the  line-wire  battery. 

In  translating  from  the  double-current  drcuit  to  the  single- 
current  drcuit,  the  coiu'se  of  the  double-current  line-wire  circuit  is 
through  the  armature  of  the  first  of  the  two  electro-magnets  to  its 
relay,  thence  to  the  earth  return-circuit.  The  rday  causes  the 
exdtement  of  the  one  dectro-magnet  of  the  translator  (in  the  case 
of  positive  currents  in  the  double-current  circuit),  thereby  including 
the  line-wire  battery  in  the  single-current  circuit,  and  produdng 
signals  at  the  distant  station.  Negative  currents  in  the  double- 
current  circuit  do  not  act  upon  the  relay  armature,  and  therefore 
send  no  currents  by  the  translator  through  the  single-current  circuit. 

A  resistance  coil  connects  the  armature  of  the  second  electro- 
magnet of  the  double-current  sending  drcuit  with  the  earth,  by 
whidi  means  the  charge  given  to  the  line  wire  of  the  double- 
current  circuit  is  equalized  throughout  its  length. 

Srd.  Translating  *'  signals  from  one  submarine  drcuit  to 
**  another  submarine"  [circuit?]  "without  inconvenience  from 
"  the  induced  charge." 

A  similar  arrangement  of  translator,  rdays,  and  batteries  to  that 
described  in  the  second  case  is  used.  There  are,  however,  the  fol- 
lowing points  of  difference  :— 

FLrst  point. — Both  the  armatures  that  are  in  immediate  connec- 
tion with  the  line-wire  circuits  have  dick  levers  and  ratchet  wheels 
that  work  the  same  fan  whed  in  a  mercury  trough. 

Second  point. — ^The  lower  stops  of  the  two  above-mentioned 
armatures  are  both  connected  to  the  armature  whose  stops  form  the 
line-wire  battery  poles* 


« 
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Tliird  point. — ^The  coil  of  the  decfcro-magnet  whose 
fiends  positive  or  negative  currents  along  the  line  wire  "  is  in 

with  "  the  coils  of  both  the  other  electro-magnets. 

"  This  machine  transmits  alternating  currents  in  both  dine- 

tions,  the  last  current  being  always  a  positive  one.    The  retnzii 

current  is  also  positive,  and  does  not  disturb  the  relajs,  becanas 

they  complete  the  local  circuit  only  when  a  negative  cuivent  is 
"  passing." 

4th.  *'  Re-establishing  the  length  of  the  dots." 

In  one  arrangement  applied  to  a  Morse's  machine  the  local  cir- 
cuit is  divided  into  two  branches,  one  including  the  rdaj  oontaet^ 
the  other  making  contact  by  a  "  platina  "  wire  dipping  into  a 
cury  cup,  the  wire  being  fixed  to  a  pendulous  body  whidi  oontin^ 
the  duration  of  completion  of  the  local  drcuit  for  a  sufficient 
to  enable  a  perfect  dot  to  be  made;  the  duration  of  the  action  of 
the  local  circuit  on  the  electro-magnet  of  the  Morse  madiine  is 
thus  made  independent  of  the  duration  of  the  line-wire  current 
through  the  relay.  When  the  line-wire  current  actuates  the  relay, 
and  thus  completes  the  local  circuit,  the  tail  of  the  writing  fever 
strikes  the  pendulous  body  and  enables  its  *'  platina "  wire  to 
complete  the  local  drcuit  by  its  branch  until  its  oscillation  is 
completed. 

In  another  arrangement  the  same  purpose  is  effected  by  dock* 
work.  The  writing  lever,  when  depressed,  discharges  a  loddng 
piece  haidng  two  stops  of  different  radii,  by  means  of  a  stud  on  its 
tail.  This  mechanism  acts  like  an  escapement,  and,  during  the 
time  that  the  writing  lever  is  depressed  by  the  action  of  the  local 
current  on  its  electro-magnet,  the  axle  carrying  the  stops  rotates, 
and,  by  means  of  a  suitable  cam  and  fixed  springs,  removes  "the 
"  second  line  wire  from  its  relay,"  connects  it  with  and  disconnects 
it  from  the  necessary  batteries,  and,  lastly,  reconnects  it  to  the 
relay. 

A  finger  key  with  a  similar  arrangement  attached  is  described 
and  shown, ''  to  make  the  dots  of  not  less  than  the  required  length 
"  at  the  original  station."  The  writing  lever's  electro-magnet  ii 
wound  with  imier  and  outer  coils,  and  the  inner  coils  are  short- 
circuited,  to  prevent  the  over  magnetization  of  the  iron,  when  the 
writing  lever's  tiul  touches  its  fixed  stop. 

'*  To  transmit  a  dispatch  at  the  original  station  with  perfeot 
"  regularity  "  a  key  is  actuated  as  follows : — Suitable  type  are 
moved  along  against  a  key  by  wheelwork  acting  upon  a 
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whidi  works  into  a  nut  on  the  type  box.    The  key  shown  in  con-i 
nection  with  this  improvement  has  been  already  described. 

5th.  "  Where  the  circuit  exceeds  more  than  200  miles  of  sub- 
**  marine  wire." 

In  this  case  the  electricity  is  measured  out  in  such  a  way  that 
the  chaige  of  the  line  wire  "  shall  not  be  greater  with  a  long  con- 
**  tact  than  with  a  short  one."  This  can  be  e£Pected  by  the  induc- 
tion plates  set  forth  in  the  Specification,  N®  2555  (1854). 

An  arrangement  for  effecting  this  purpose,  '^  applied  to  a  Morse's 
**  machine  for  translation,"  is  described  and  shown.  The  de- 
flection of  the  writing  lever's  tail  against  certain  stops  and  springs, 
by  the  electro-magnet  which  is  excited  by  the  first  line-wire  circuit, 
duiiges  the  second  line-wire  circuit,  a  quantity  battery  being  thus 
ooonected  with  a  primary  coil  whose  secondary  current  charges 
the  second  line-wire  circuit.  The  momentary  secondary  current 
gives  a  charge  or  tone  to  the  wire,  and  the  primary  current  (being 
also  in  connection  with  the  second  line-wire  circuit  during  the  de- 
pression of  the  lever)  maintains  the  charge  without  overcharging 
the  wire  by  the  signalling  of  dashes.  To  adjust  the  amount  of 
oontmuous  charge  given  to  the  line  wire,  the  length  of  the  primary 
and  secondaiy  coils  are  alterable.  When  the  signal  is  completed, 
the  cessation  of  the  current  through  the  primary  coil  discharges 
the  Leyden-jar  charge  of  the  line  wire  by  the  momentary  but 
opposite  current  then  excited  or  induced  in  the  secondary  coil. 

The  action  of  a  key  in  measuring  out  the  charge  given  to  the 
line  wire  is  precisely  similar,  except  that  it  is  moved  by  the  finger 
instead  of  l^  an  electro-magnet. 

The  clockwork  dot-elongating  apparatus  already  described  can 
be  applied  to  the  induction-coil  arrangement  for  long  submarine 
circuits.  For  this  purpose  a  second  cam  on  the  escapement  arbor 
makes  connection,  in  suitable  sequence,  with  springs  connected  to 
an  induction  coil. 

A  method  of  discharging  short  submarine  circuits  of  the 
Leyden-jar  charge  by  the  connection  of  an  opposite  battery  pole 
with  the  line  wire  is  also  described  and  shown.  The  cams  on  the 
escapement  arbor  act  upon  a  series  of  springs,  so  as  to  break 
the  first  battery  connection  made,  and  complete  the  opposite 
connection  before  the  writing  lever's  tail  is  raised  to  its  normal 
position. 

An  improved  method  of  testing  for  faults  in  submarine  cables, — 
Tbo  CftbWis  hermetically  sealed  at  the  end  and  placed  in  lengths 
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in  a  tub,  it  is  then  charged  by  a  frictional  electrical  machine.  It 
it  charges  like  a  Lejden  jar  it  is  perfect;  but  if  the  cable  wiH  not 
charge  and  the  fault  cannot  be  found  by  the  galvanic  test,  it  can 
be  sufficiently  enlarged  by  the  discharge  of  a  hirge  "  hejden " 
[Leyden?]  battery  into  the  wire.  By  similar  means,  and  a  suit- 
able  adjustment  of  the  universal  discharger,  it  may  be  ascertained 
whether  the  conducting  wire  is  sufficiently  near  the  centre  of  the 
insulating  mediimi,  throughout  its  length,  to  be  trustworthy. 

A  *' printing  "  telegraph  with  two  writing  levers. — One  lever  is 
actuated  by  a  positive  line-wire  current,  the  other  by  a  negative 
line-wire  current.  The  double  relay  and  "treble"  [triple?]  k^- 
board  herein-after  described  are  used  with  this  machine.  So  long 
as  the  writing  levers  are  at  rest,  the  clockwork  medianiam  rotat- 
ing the  paper  cyUnder  is  stopped  by  a  lever  which  then  bults 
against  the  end  of  a  '*  spiral "  [helical  ?]  groove  on  the  rotating 
axis ;  but  if  either  writing  lever  be  attracted,  and  as  long  as  it 
is  attracted,  the  stopping  lever  is  rused  out  of  the  groove,  tims 
permitting  the  rotation  of  the  paper  cylinder ;  a  suitable  spring 
constantly  brings  back  the  stopping  lever  (when  raised)  to  Ihe 
commencement  of  the  helix. 

A  marking  telegraph, — Instead  of  using  a  point  at  the  extremity 
of  the  writing  lever  to  mark  the  paper,  a  fine  "  platina  "  wire, 
ignited  to  a  white  heat  by  a  battery,  bums  holes  in  the  paper. 
These  perforated  slips  can  be  used  for  repeating  the  dispatdies 
to  a  series  of  branch  stations  by  an  apparatus  similar  to  that 
used  by  Baine  "  [Bain  ?]  *'  for  printing  from  perforated  paper." 
The  double  relay  as  used  with  the  "printing''  telegraph, — ^The 
upper  and  lower  magnetic  "  pieces  "  are  each  connected  with  the 
same  pole  of  the  local  battery,  and  one  of  each  pair  of  studs  is 
connected  to  the  other  pole  of  the  local  batteiy.  The  completion 
of  one  of  these  circuits  by  the  deflection  of  one  of  the  magnetic 
"  pieces"  (according  to  the  direction  of  the  line-wire  current) 
depresses  one  of  the  writing  levers ;  the  second  writing  lever  is 
depressed  by  the  deflection  of  the  other  magnetic  "  piece,"  which 
completes  the  second  local  circuit.  The  depression  of  the  writing 
levers  may  translate  currents  "  to  more  distant  stations." 

A  "  triple  key  board  to  be  used  with  the  foregoing  double  jprtnt- 
"  ing  machines,** ^-'Two  of  the  keys  are  used  "to  actuate  the 
double  writing  apparatus,"  the  third  key  (put  into  circuit  by  a 
switch  ")  may  be  used  with  the  Morse's  system  when  the 
insulation  of  the  telegraph  line  is  defective. 
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The  two  first  keys  each  consist  of  a  tailed  key-lever  with  front 
contact-piece  and  elevating  spring ;  on  the  movement  of  the  key- 
lever  the  tail  raises  a  bar  (conmion  to  both  keys),  connected  to 
the  line  wire,  from  connection  with  the  relay  stud,  at  the  same 
time  the  front  contact-piece  places  the  line  wire  in  connection 
ifrith  one  or  other  battery  pole,  according  to  the  key  which  is  de- 
pressed ;  the  spring  of  the  front  contact-piece  of  each  key  is  con- 
nected with  one  battery  pole  (a  different  pole  in  each  key),  and  the 
remaining  battery  poles  are  in  connection  with  the  earth-plate. 

The  third  key  produces  actions  similar  to  those  described  in 
N"  371  (1854).  This  key  is  somewhat  similar  to  the  other  t^vo« 
but  its  tail  depresses  a  spring  in  connection  with  the  zinc  battery 
pole  when  the  key  is  at  rest,  thus  sending  a  negative  charge 
through  the  line  wire  except  when  signals  are  being  made. 
[Printed,  2«.4d.] 

A.D.  1855,  June  20.--N°  1410. 

WALKER,  Robert,  and  M*^KENZIE,  Alexander.—"  Im- 
**  provements  in  electric  telegraphs,"  consisting  of: — 

1st.  Finger  keys  for  marking  telegraphs,  whether  the  marks  are 
made  by  chemical  means  or  by  a  marker  and  electro-magnet.  In 
these  keys  there  is  a  key  to  each  letter,  and  the  marks  representing 
a  letter  are  made  at  the  distant  station  by  the  simple  touch  of  the 
corresponding  key. 

In  the  fiifet  key,  a  non-conducting  disc,  inlaid  with  metal  sur- 
faces  according  to  the  signs  to  be  transmitted,  is  made  to  revolve 
at  a  corresponding  rate  to  the  "  paper-receiving  surface "  at  the 
distant  station.  The  metal  surfaces  of  the  disc  are  in  connection 
with  one  battery  pole,  and  the  metal  arm  of  the  key  with  the  other 
hattery  pole.  On  the  depression  of  the  key,  it  moves  on  its  hori- 
zontal axis,  and  a  pin  at  its  inner  extremity  is  made  to  enter  one 
of  the  openings  in  a  non-conducting  rim,  that  otherwise  prevents 
the  pin  touching  the  inlaid  portions  except  at  the  commencement 
of  the  signal ;  when  all  the  requisite  inlaid  portions  have  made 
contact  in  succession  with  the  pin,  it  is  forced  (from  an  opening) 
to  the  exterior  of  the  rim  by  the  reaction  spring  that  lifts  the  key. 

In  the  second  arrangement  a  fork  on  the  end  of  the  key  lever 
rotates  a  suitably  inlaid  cylinder  on  the  depression  of  the  key. 
The  circuit  is  completed  through  the  key  lever,  cylinder,  and  a  fixed 
spring  bearing  against  the  cylinder.  On  letting  go  the  key,  a  non« 
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condnciing  portion  of  the  fork  intemipts  the  drcuit  and  bnflgs 
backs  the  cylinder  to  its  original  position. 

2nd.  Introducing  an  indicating  instrument  at  any  pait  of  % 
telegraphic  line.  For  this  purpose  the  two  ends  of  a  line  wire  mre 
combined  by  a  spring ;  a  vulcanized  India-rubber  tube  is  afaovn. 
These  connections  are  at  the  telegraph  posts. 

[Printed,  Td.] 


A.D.  1855,  June  28.— N»  1473. 

MOREAU-DARLUC,  Charlbs.— "  An  improved  mode  oi 
^  rating  substances  of  different  nature  or  composition  by 
"  of  displacement  and  substitution." 
This  invention  "  consists  of  the  application  to  various  usefol 
purposes  of  the  principles  of  forcing  a  jet  of  dilated  or  nan- 
dilated  atmospheric  air,  gas  or  gases,  either  compressed  or  non- 
compressed  previously,  and  in  a  cold  or  warm  state,  to  act  and 
press  in  a  suitable  closed  vessel  on  the  liquid  or  menstruum  with 
*'  which  substances  from  which  certain  soluble  parts  are  to  be 
**  abstracted  are  moistened  or  impregnated,  these  substances  being 
"  contained  in  the  said  vessel  on  a  perforated  false  bottom,  and 
with  or  without  the  aid  of  a  partial  vacuum  under  the  fidae 
bottom ;  and  also  the  application  of  electricity,  generated  by 
any  suitable  means,  either  to  the  dilating  of  the  air,  ii^as,  or 
gases  above  mentioned,  or  to  the  decomposition  of  certain 
matters,  parts  of  which  are  to  be  forced  through  the  substances 
*'  to  be  treated,  or  to  the  decomposition  of  the  substances  to  be 
"  subjected  to  this  process." 

No  information  is  given  as  to  the  precise  method  of  applying- 
electricity  to  heat  the  liquid,  air,  or  gases  to  be  forced  through  the 
false  bottom ;  but  it  is  stated,  in  reference  to  using  electricity  as  a 
decomposing  agent,  that  it  (the  "  electrical  current ")  may  be  ob- 
tained either  "  from  a  special  battery  or  apparatus  for  generating 
"  the  same,"  or  from  the  apparatus  itself,  parts  of  the  apparatus 
being  *'  made  of  different  metals,"  so  as  to  form  *'  a  ^^vanic 
"  battery." 

The  portion  of  this  invention  referring  to  the  application  of 
electricity  is  not  mentioned  in  the  Provisional  Specification. 

CPriu(ed,4d.] 
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A.D.  1855,  July  10.— N<»  1543. 

XLKINGTON,    Charlbs  Jambs^  Chbatlet.  —  {Promsional 

JFrotection  oiiiy.)  "  Improvements  in  depositing  alloys  of  metals." 
"  This  invention  consists  in  depositing  alloys  of  metals,  by  em-> 
ploying  a  bath  of  a  solution  of  the  metal  in  the  particular 
alloy  which  is  most  difficult  of  deposition,  and  in  supplying  to 
this  bath  the  metal  or  metals  whidi  are  more  easy  of  deposition 
only  as  they  are  required."  This  is  done,  "  by  preference,  by 
placing  into  the  bath  a  pole  consisting  of  an  alloy  of  the 
metals  "  it  is  desired  to  deposit ;  *'  but  the  metals  which  are  easy 
of  deposition  may  be  supphed  to  the  bath  by  other  convenient 
means,  if  preferred.  The  article  to  be  coated  is  placed  in  the 
bath  and  connected  with  the  ainc  or  negative  pole  of  the  battery 

''  in  the  ordinary  manner." 

The  invention  also  "  consists  in  depositing  alloys  of  nickel  and 

'<  silver  with  or  without  the  addition  of  copper,  sine,  or  tin." 
[Printed, «.] 

A.D.  1855,  July  20.— N«  1642. 

JOHNSON,  John  Hbnry  (a  comnnmieatuM  from  Andre  Koeek* 
Un,  Napoleon  Joseph  Vicomte  Duchatet,  and  Joteph  Antoine 
AusfUBte  de  Perpiffna), — ^The  title  of  this  invention  is  "  Improve* 
ments  in  machinery  or  apparatus  for  obtaining  motive  power, 
applicable  also  to  the  raising,  forcing,  and  exhausting  air  and 
**  other  fluids,  and  partly  to  the  kneading  or  working  of  dough 
'*  or  other  pastes ;"  and  the  Complete  Specification  states  that 
the  motive  power  apparatus  *'  may  derive  their  motion  either  from 
**  water,  air  (whether  compressed  or  rarified),  and  from  steam, 
**  gases,  vapours  generally,  or  electricity**  No  mention,  however, 
is  made  of  the  precise  method  in  which  the  electricity  is  to  be 
applied,  leaving  it  to  be  inferred  from  the  general  construction  of 
the  apparatus. 

The  apparatus  consist  **  of  two  cylinders  or  axes,  fitted  each 

with  a  projecting  spiral"  [helical?]  ''thread,  or  respectively 

with  a  projecting  spiral "  [helical  ?]  "  thread,  and  a  correspond- 

"  ing  spiral  "  [helical?]  "groove,  gearing  or  working  together " 

'*  within  a  suitable  casing." 

In  another  arrangement  of  apparatus  two  cylinders  or  axes  are 
fitted  respectively  with  projecting  teeth  parallel  to  their  axes  of 
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motion ;  such  teeth  having  a  '*  spiral "  section,  and  gearing  into 
ooiresponding  recesses  within  a  suitable  casing. 

Various  arrangements  of  lielices  and  spiral  teeth  are  shown, 
applicable  to  steam,  air,  or  water  power,  also  to  the  other  purposes 
dbove  enumerated. 
[Printed,  1#.  6rf.] 

A.D.  1855,  July  20.— N«  1646. 

DESCHAMPS,  Cabimir,  and  VILCOQ,  Charles.-—"  A  &w 
"  diving  boat." 

This  invention  consists  of  a  submarine  boat,  free  to  move  in 
every  direction,  in  which  the  electric  light  is  used  to  afPord  light 
in  and  around  the  boat. 

A  wat«r-tight  chamber  contains  the  batteries,  the  noxious 
gases  from  which  are  driven  out  with  the  air  vitiated  by  breathing, 
by  means  of  bellows. 

A  glass  chamber  at  the  top  of  the  lantern  of  the  boat  carries 
the  electric  light,  and  a  reflector  is  placed  abo\'e  the  light,  which 
prevents  it  being  seen  from  above,  and  reflects  it  into  and  around 
the  boat. 

[Printed,  W.] 

A.D.  1855,  July  21.— V  1649. 

FONTAINEMOREAU,  Peter  Armand  le  Comte  de  {a 
commuiitcaftofi). — "  Certain  improvements  in  the  construction  of 
**  voltaic  batteries,"  consisting  of: — 

Ist.  **  An  improved  construction  of  voltaic  batteiy.*'  This 
battery  consists  of  carbon  and  zinc,  and  has  for  its  exciting  fluids 
a  mixture  of  nitrate  of  soda  and  sulphuric  acid  next  to  the  carbon 
))late,  and  a  solution  of  chloride  of  sodium  next  to  the  zinc 
plates 

2nd.  "The  presentation  of  the  parts  electrotyped  from  the 
"  action  of  acids."  The  upper  edge  of  the  carbon  plate  has  a 
thin  coating  of  copper  electro-deposited  upon  it;  to  this  edge  the 
-conductor  is  soldered,  and  the  plate  is  flized  by  cement  to  the 
upper  part  of  a  wooden  frame,  it  is  "  consequently  preserved  from 
"  oxidation." 

,3rd.  "  The  employment  of  paper  prepared  in  the  same  way  as 
."  gun  cotton  as  a  substitute  for  the  porous  vessel  or  diaphragm.'* 
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^thh  paper  diaphragm  is  cemented  to  the  wooden  frame  containing 
-l^lie  carbon  element  by  means  of  collodion. 

4th.  "  The  mode  of  filling  the  cells  with  the  exciting  fluid  and 
"of  emptying  the  same.''  A  pipe  fixed  along  the  top  of  the  cells 
sxipplies  solution  to  the  carbon  elements  by  means  of  a  small  tube 
passing  through  the  frame ;  the  zinc  elements  are  supplied  in  a 
similar  way  with  fluid  firom  the  bottom.  Each  pipe  is  fitted  with 
&  funnel  for  the  supply,  and  with  a  non-metallic  stopcock  for  the 
discharge  of  the  liquids. 

The  carbon  plate  of  each  cell  is  placed  between  two  zinc  plates 
in  this  battery. 
[Printed,  IW.] 

A.D.  1855,  July  23.— N*  1668. 

ACHARD,  Augusts. — ^"Improvements  in  the  application  of 
*'  electricity  as  a  transmitting  agent  of  motive  power." 

The  following  are  illustrations  of  the  adaptation  of  these  im- 
provements : — 

Employing  electricity  as  a  transmitting  agent  of  motive  power  in 
which  "an  alternative  circular  movement"  is  converted  into  either  a 
reciprocating  rectilinear  movement,  or  a  circular  continuous  move^ 
ment,  or  transmitted  still  as  "  an  alternative  circular  movement  *' 
that  can  be  interrupted  or  reestablished  at  will, — Loose  on  the  same 
fixed  shaft  are  fixed  the  lever  receiving  motion  from  the  prime 
mover  and  that  intended  to  transmit  the  motion;  the  former 
carries  at  its  extremity  a  soft  iron  keeper,  the  latter  an  electro- 
magnet. When  the  electro-magnet  is  inactive,  the  mo^dng  lever 
is  merely  oscillated ;  but  upon  the  excitation  of  the  electro-magnet^ 
the  transmitting  lever  partakes  of  the  motion  from  the  prime 
mover.  At  each  oscillation  of  the  mo\ang  lever  its  keeper  is  brought 
into  contact  with  the  electro-magnet ;  the  keeper,  however,  only 
remains  in  contact  when  the  electro-magnet  is  excited. 

'Rie  tail  of  the  transmitting  lever  i^ointed  by -a  link  to  a  rod 
sliding  in  guides;  thus  a  reciprocating  rectilinear  movement  is 
obtained.  The  transmitting  le^^er  carries  a  spring  click,  which 
produces  a  continuous  circular  movement  by  rotating  a  ratchet 
wheel  on  another  shafk.  The  transmitting  lever  itself  has  a  cir. 
cular  reciprocating  movement. 

" A  continuous  circular  engager** — ^The  prime  mover  rotates  a 
Bpiral-shaped  wheel  of  sofb  iron,  which  wheel  has  a  "  spire  "  at  the 
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part  of  its  ciicumfennoe  at  which  the  larger  and  smaller  radii  of 
the  wheel  meet.  Loose  on  the  same  shaft  is  placed  a  frame  car- 
rying^ a  horseshoe  electro-magnet  at  the  extremitj  of  a  knr 
jointed  on  to  the  frame,  the  arms  of  the  electro-magnet  hen^ 
radial  to  the  wheel,  hut  kept  from  contact  with  any  part  of  it  but 
the  ''  spire  "  by  a  suitable  spring.  On  the  excitation  of  the  dednv 
magnet,  it  comes  into  contact  with  the  wheel,  and  at  the  end  of 
one  revolution  a  suitable  projecting  "  piece  "  (fixed  to  the  electro- 
magnet) comes  into  contact  with  the  "  spire,"  at  the  least  raduK 
of  the  wheel,  and  is  carried  round  by  it.  Continuous  drcolar 
motion  is  thus  transmitted  until  the  cessation  of  the  electric  cmw 
rent,  when  the  spring  withdraws  the  electro-magnet  from  oontKt 
with  the  wheeL 

In  another  arrangement,  adapted  for  high  speeds,  a  helix  is  cot 
on  the  lower  hce  of  the  wheel,  and  the  arms  of  the  electro-magnet 
are  parallel  to  the  axis  of  the  shaft.  On  the  excitation  of  dit 
electro-magnet  it  becomes  attached  to  the  lowest  part  of  the  screw, 
and  at  the  end  of  a  revolution  meets  the  sudden  projection  where 
the  screw  terminates,  having  been  raised  by  contact  with  the  foee 
of  the  screw.  When  the  electric  current  ceases,  the  electro-magnet 
drops  in  its  guides  and  leaves  the  helix-faced  wheel  to  revolve 
freely.  In  this  case  the  shaft  is  supposed  vertical,  and  the  move- 
ment of  the  electro-magnet  is  perpendicular  to  the  direction  of  the 
centrifugal  force. 

The  electric  current  is  conducted  to  either  of  these  **  continuous 
**  circular  engagers  "  by  means  of  fixed  metallic  springs  in  con- 
nection with  the  battery  poles,  bearing  up  against  metal  rings, 
insulated  from  the  pulley  on  which  they  are  mounted,  and  in  con- 
nection with  the  coil  terminals  respectively  of  the  electro-ma|i^et. 

Retarding  and  stopping  railway  trains. — By  an  arrangement 
precisely  similar  in  its  general  features  to  the  first  example  of 
transmitting  motive  power,  the  rotation  of  the  brake  wheels  them- 
selves is  made  to  actuate  j^brake  on  the  excitation  of  the  electro- 
magnet. An  excentric  on  Ine  axle  of  the  brake  wheels  gives  the 
"  alternative  circular  "  movement,  and  the  axis  of  the  breaksman*s 
handle  carries  the  ratchet  wheel. 

The  brakes  are  actuated  from  a  certain  distance  by  an  ap- 
proaching train  as  follows  : — Each  train  carries  a  galvanic  batteiy, 
having  its  poles  in  a  certain  fixed  direction  in  relation  to  the 
direction  of  motion  of  the  train,  so  that  by  means  of  insulated 
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tnetaUic  conductors  between  the  rails,  the  forces  of  the  batteries 
on  trains  approached  to  within  half  the  length  of  the  conductors 
mre  united  and  actuate  each  other's  brakes  as  above  described,  or 
0et  in  action  by  electricity  any  other  suitable  mechanism. 

Connection  is  made  between  the  batteries  and  the  insulated  con- 
ductors laid  along  the  permanent  way,  by  means  of  **  rubbers  " 
balanced  and  jointed  on  to  a  rod  fixed  to  one  of  the  carriages. 
The  conductors  have  grease  spread  upon  them  after  the  transit  of 
each  rubber  by  a  grease  box  in  its  rear ;  the  friction  of  the  metallic 
rubber  is  sufficient  to  make  a  good  electric  contact  with  the 
conductor. 

The  brakes  may  also  be  actuated,  within  the  given  distance,  by 
electric  connection  made  at  any  place  of  danger. 

"  WhuUnff  of  silk  from  cocoons.^* — By  the  rupture  of  a  cocoon 
thread,  the  mechanism  instantly  effects  the  replacement  of  the 
cocoon.  The  attendant  on  the  machine  has  merely  "  to  place  the 
**  cocoons  upon  an  endless  chain,  and  to  wind  the  threads  to  a 
^  second  endless  chain." 

The  cocoons  that  are  supplying  silk  to  the  **  winder  or  reel " 
(not  shown  in  the  Drawings)  are  contained  in  a  round  pan  of  hot 
water,  and  are  arranged  concentric  with  the  centre  of  the  pan. 
Each  cocoon  thread  presses  agiunst  its  own  "  vertical  swing,"  and 
all  the  threads  converge  to  a  point  vertical  to  the  centre  of  the 
pan  where  they  pass  through  a  '*  drawing  iron,"  then  through 
tiie  hollow  axle  of  a  "  little  toothed  wheel,"  they  are  then  crossed 
in  the  usual  manq^  and  passed  to  the  "  winder  or  reel." 

The  "  vertical  swing  "  consists  of  a  lever,  against  whose  upper 
arm  each  cocoon  thread  presses,  which  lever  is  mounted  upon  the 
principle  of  unstable  equiUbrium,  therefore  when  a  cocoon  thread 
Iweaks,  the  "  swing  "  falls  and  completes  an  electric  circuit  with  its 
tail*  thus  putting  into  action  an  "  electric  engager "  similar  to 
thftt  explained  in  the  first  illustration  of  the  adaptation  of  these 
improvements. 

The  reciprocating  circular  movementthus  put  into  gear  commu- 
nicates a  sinl^le  rectilinear  reciprocating  movement  to  a  bar,  which 
moves  a  new  cocoon  thread  up  to  the  broken  thread,  and  (by 
means  of  a  small  shaft  at  the  extremity  of  the  bar,  carrying  a 
**  fork,"  chapSy  and  springs  moved  by  jointed  rods,  attached  at  one 
end  to  the  framing  and  at  the  other  end  to  the  bar)  cuts  the  new 
cocoon  thread,  attaches  it  to  the  broken  thread,  and  (in  retiring) 
moves  the  endless  chun  so  that  another  cocoon  thread  is  borne  by 
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its  hook  into  a  suitAble  position  for  replacing  a  broken  tkreiii 
when  neoessaiy. 

Another  set  of  levers,  connected  with  the  vibratiiig  lever  id  the 
electro-magnet,  move  the  "little  toothed  wheel"  by  means  of  a 
slide,  dick,  and  ratchet  wheel,  and  thus  bring  the  newlj  attached 
cocoon  to  the  side  of  the  pan  occupied  by  the  oocoona  whidi  are 
unwinding.  For  this  purpose  a  suitable  "  canaige/'  with  kver 
and  spring  mechanism,  moves  on  the  axle  of  the  "  little  toothed 
"  wheel.*'  The  "  vertical  swing  "  is  then  replaced  by  the  last  iBea- 
tioned  slide,  the  electric  circuit  is  broken,  and  the  winding  goes 
on  as  before. 

If  the  silken  thread  "  formed  of  the  whole  of  the  assemhlfd 
"  cocoon  threads  "  breaks,  another  large  "  swing,"  acting  on  a  dif- 
ferent part  of  the  electric  circuit  to  those  already  desoibed,  also 
mounted  on  the  principle  of  unstable  equilibrium,  breaks  the  dec- 
trie  circuit  that  otherwise  would  be  completed  by  the  smaller 
"  swings,"  *'  and  prevents'  the  machine  from  acting  "  '*  until  the 
"  spinner  has  reinstated  the  principal  end  thread,  and  set  either 
"  the  winder  or  reel  to  work." 
[Printed,  U.10d.] 

A.D.  1855,  July  24.— N«  16/3. 

WESTWOOD,  Joseph,  and  BAILLIE,  Robert.—"  Improve- 

"  ments  in  preserving  timber-built  ships,  also  timber  or  wood  and 

"  wrought  iron  used  in  situations  exposed  to  the  action  of  water 

"  or  of  weather."  « 

Amongst  other   purposes,  this  invention   may  be  applied  to 

[electric F"]   "telegraph  poles,    tensing   posts,   and  other  simila' 

"  purposes.*^ 

The  invention  ''  consists  in  applying  to  the  wood  or  iron  used 

"  for  such  purposes  a  preparatory  coating  of  black  varnish,  or 
other  composition  having  similar  properties  thereto,  and  alter* 
wards  a  coating  of  asphalte  or  bituminous  composition,  wherebj 
the  latter  will  be  made  to  adhere  with  increased  tenacity  to  the 

'*  surface  to  which  it  is  applied*" 
[Printed,  8d] 

A.D.  1855,  August  15.— N«  1848. 

STATHAM,  Samuel,  and  SMITH,  Willoughby.— «Im- 
"  provcments  in  electric  telegraph  cables,  or  cores  for  the  same," 
consisting  of  i— 
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1st.  ''The  construction  of  electric  telegraph  cables,  or  cores  for 
cables,  by  laying  one  or  more  wires  spirally"  [helically?] 
round  a  core  of  insulating  material,  with  or  without  a  wire 
therein,  or  of  fibrous  material  covered  with  insulating  material, 
prior  to  such  wires  receiving  their  final  insulation."  Successive 
alternate  layers  of  wires  and  insulating  material  may  be  added  to 
the  core  formed  as  above.  The  wires  may  be  "  flat,  circular,  or  of 
**  any  other  desired  shape,"  and  "  either  single  wires,  or  ribbons, 
*'  or  a  cord  composed  of  a  bundle  of  wires,  or  of  several  wires 
**  plaited,  woven,  braided,  or  otherwise  held  together." 

2nd.  "  An  improved  means  of  joining  electric  telegraph  con- 
**  ductors."  Instead  of  soldering  one  lapping  of  coiled  wire  to  the 
ends  of  the  two  wires  to  be  united,  as  at  present  practised,  a 
second  lapping  is  coiled  round  the  first,  and  extended  beyond  it; 
this  second  lapping  is  only  soldered  at  the  two  ends  thereof  that 
project  beyond  the  first. 

[Printed,  W.] 

A.D.  1856,  August  30.— N*  1955. 

MORE,  James. — "  Improvements  in  marine  and  surveying  com- 
•*  passes." 

This  invention  *'  relates  to  the  prevention  of  the  deranging 
*'  influence  of  local  attraction  upon  the  magnetic  needles  of 
**  marine  and  surveying  compasses  of  various  kinds." 

The  needle  is  coated  entirely  (excepting  the  point  of  suspension) 
with  **  shell-laQ  "  or  other  gum  resin ;  thus  coated,  it  is  imbedded 
in  "  cork  or  other  suitable  vegetable  material,"  "  of  considerably 
**  thickness  or  depth,  and  this  cork  covering  is  then  finally  coated 
**  with  shell-lac  or  gum  resin,  just  as  the  needle  itself  was  coated." 

"  The  interior  of  the  binnacle  or  compass  case  may  also  be  thus 
**  treated  or  coated  for  preventing  the  deranging  influence  of 
"  local  attraction." 

The  Drawuigs  show  a  needle  with  a  cork  casing  of  rectangular 
section ;  the  whole  is  poised  upon  a  stile,  and  has  an  inverted 
conical  cup,  made  larger  than  usuaL 
[Printed.  7(1.] 

A.D.  1855,  August  30.— N<»  1956. 

GEDGE,  John  (a  coMmtm«co^toii  from  Jacques  Joseph  HyppoUie 
M(dUjf). — {Provisional  ProtectUm  only.)  "Improvements  in  gal- 
^  vanising  substances." 
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"The  article  to  be  galvanized"  is  first  well  pounced  and 
cleaned  with  alcohol,  then  "  those  parts  intended  to  be  gal\^auized  ** 
are  powdered  well  with  plumbago,  and  brushed  with  a  stioiig  open 
brush.  Where  there  is  open  work,  a  strip  of  plumbagoed  new 
chamois  leather  is  worked  through  the  open  work^  so  that  the 
whole  becomes  perfectly  black  and  shining. 

The  bath  is  made  *'  in  a  vase  of  sandstone,  or  one  of  wood  lined 
**  with  gutta  percha;*'  this  is  filled  "with  three  parts  of  water,** 
and  "  several  open-work  baskets  containing  powdered  sulphate  of 
"  copper  *'  are  placed  therein,  "  allowing  several  days  for  its  dis- 
*'  solution,  and  adding]  thereto  until  the  bath  shall  have  attained 
•*  20  or  25  degrees." 

*'  In  arranging  the  piles  "  a  "  porcelain  tube  "  is  taken,  **  and 
*'  a  blade  of  zinc  of  the  same  size  as  the  interior  of  the  tube,  but 
"  longer,"  "  above  the  zinc  blade  a  narrow  band  of  brass  wire  "  is 
passed.  The  pile  is  then  put  "  into  the  bath,  introducing  water 
into  the  tube.  To  the  object  to  be  galvanized "  are  atteched 
seven  or  eight  conducting  wires,"  whose  ends  are  twisted 
together  "  in  form  of  a  hook,  which  is  hooked  on  to  the  brass 
wire  band,  the  band  being  soldered  to  the  zinc  blade.  Hie  pile 
thus  prepared,  the  objects  are  to  be  suspended  in  the  bath,  and 
a  few  drops  of  sulphuric  acid  are  then  to  be  added  to  the  water 
in  the  tube ;  a  slight  ebullition  will  take  place,  continuing  for  a 
**  short  time.  At  the  expiration  of  two  or  three  hours  the  object 
**  ought  to  be  slightly  covered,  and  should  be  allowed  two  or 
**  three  days  to  perfect  the  coating.  When  taken  &om  the  bath, 
**  the  objects  should  be  well  pounced,  brushed,  and  cleansed  before 
**  bemg  gilded  or  silvered." 
[Printed,  Sd] 

A.D.  1865,  September  4.— N'*  1997, 

TAYLOR,    John    Georob.  —  {Provisional    ProUetum   ok^.) 

'*  Improvements    in    coating,    covering,    or    plating    metaUic 
•urflsces." 
''This  invention  relates  to  the  application  and  use  of  the  metal 

«<  or  metallic  earth  aluminum,  otherwise  aluminium,  as  a  material 
for  coating,  covering,  or  plating  metallic  bodies  or  sur&oes.  It 
it  is  intended  to  apply  the  alimiinium  for  this  purpose  either  by 
the  action  of  dec^dty,  magnetism,  or  galvanism,  or  by  the  old 
system  of  plating  with  sheets.     It  is  preferred,  however,  to 

^  effect  the  application  or  deposition  of  the  aluminium  by  means 
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of  electricity  or  electric  afi^ency^  the  aluminium  being  thus  ap« 
plied  either  as  a  coating  to  base  metals,  or  as  a  preservative  film 
or  covering  to  the  precious  metals.  In  addition  to  these  appli« 
cations  of  altuninium  as  in  ornamental  coating,  or  as  a  preser- 
vative for  ornamental  sur&ces,  it  may  be  applied  for  preserving 
ships'  sheathing,  as  well  as  for  protecting  a  great  variety  of 
other  metallic  surfaces  which  are  liable  to  injury  from  the 
atmosphere,  from  g^ases,  from  liquids,  or  from  direct  chemical 
•*  action." 

[Printed,  Sd] 

A.D.  1855,  September  8.— N<'  2039. 

BALESTtllNI,  Pier  Albbrto. — {Provislofial  ProteetioH  oii/y.) 
**  Improvements  in  insulating  wires  for  electric  telegraphs.'' 

This  invention  consists  of  first  winding  the  wires  with  hemp 
or  other  fibres,  on  to  which  several  coatings  of  a  solution  of 
^*  india-rubber  are  applied,  after  which  a  coating  of  marine  glue  is 
"  added.  The  wire  thus  coated  is  then  wound  with  one  or 
^  several  strands  or  yams  (laid  around  side  by  side)  of  hemp  or 
other  fibre ;  such  winding  being  in  the  opposite  direction  to  the 
previous  winding,  coatings  of  india-rubber  solution  and  of 
marine  glue  are  to  be  again  applied.  Each  wire  thus  coated  is 
then  placed  in  a  cord,  yam,  or  strand,  which  is  coated  thoroughly 
**  with  indiaprubber  or  other  waterproof  coating,  and  in  this 
**  manner  they  may  be  laid  down  for  use ;  but  when  several  wires 
^  are  to  be  used,  and  greater  strength  is  required,  then  a  metallic 
"  wire  is  wound  around  the  bunch  or  bundle  of  the  above  insu« 
<•  lated  wires." 
[Printed,  Sci.] 

A.D.  1855,  September  8.— N^  2043. 

GRENET,  EuokNB,  junior. — ^''An  improved  electro-magnetic 
**  apparatus  for  motive  power,  part  of  which  may  be  employed 
**  separately  for  the  generation  ot  electric  currents." 

An  electro-magnetic  engine  is  described  and  shown  having  the 
following  peculiarities : — 

The  engine  consists  of  plate  dectro-magnets  "fixed  on  rings 
**  formed  on  two  concentric  cylinders,  one  moveable,  the  other 
^  fixed."  The  plates  have  their  edges  parallel  to  the  shaft  passing 
thnmgh  the  oyUnder's  centre;  those  attached  to  the  outer  or  fixed 
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jcylinder  project  radially  inwards,  and  those  fixed  to  the  inner  cs 
revolving  cylinder  (which  is  attached  to  the  shaft)  project  radiaDr 
.outwards.  The  rings  or  sets  of  electro-magnets  dp  not  act  all  st 
jonce,  but  have  the  electric  fluid  admitted  to  them  one  at  a  time  in 
series,  the  revolving  rings  being  set  on  the  central  shaft,  so  that 
their  magnets  arrive  opposite  those  on  the  fixed  rings  in  successioo 
until  the  magnets  of  the  first  in  series  are  again  brought  within 
range. 

A  "  current  changer  and  contact  breaker "  effects  *'  the  aimnl- 
''  taneous  magnetization  of  the  fixed  and  revolving  parta  of 
"  the  apparatus  by  two  different  currents."  The  current  changers 
for  the  fixed  and  revolving  magnets  are  separate,  and  the  battery 
current  is  di>'ided  into  two  currents  for  that  purpose.  **  Forked  *' 
conductors  from  the  battery  press  upon  cylinders  of  insulated  and 
metal  portions  placed  alternately,  and  reverse  the  currents  at  each 
breaksge  of  circuit ;  as,  when  the  conductor  is  on  the  insulated 
portion  of  one  cylinder,  it  is  on  the  conducting  portion  of  the 
other.  The  current  is  conveyed  to  the  whole  of  one  series  or  ring 
of  electro-magnets  at  a  time  by  one  cylinder,  and  conducted  .back 
to  the  battery  from  the  same  series  by  the  other  cylinder. 

The  particular  ring  or  set  of  magnets  in  action  is  determined 
by  a  "  distributor  "  in  conjunction  with  the  current  changer.  The 
''  distributor "  consists  of  wires  from  each  series  of  electro- 
magnets in  connection  with  rings  on  the  current  changer ;  the 
wires  make  contact  with  the  inlaid  metal  pieces  on  the  cylinden 
at  different  times,  thereby  exciting  the  rings  at  the  proper  times 
and  in  succession. 

To  enable  the  electric  cusrent  to  be  conveyed  to  the  whole  of  a 
series  simultaneously,  each  series  has  two  copper  rings,  one  con- 
nected to  one  coil  terminal  of  each  electro-magnet,  the  other  con- 
nected to  the. other  coil  terminal.  By  this  means  the  length 
of  battery  circuit  is  confined  to  the  coil  of  one  magnet  of  each 
series. 

The  batteiy  used  to  the  above-described  engine  consists  of 
platinized  corrugated  copper  plates  and  grooved  zinc  plates, 
excited  by  a  mixture  of  sulphuric  add  and  sea-salt. 

The  battery  may  be  filled  at  one  operation,  as  the  gutta  percha 
cells  are  all  contained  in  a  lipped  trough;  any  excess  escapes 
by  the  lip  to  a  trough  beneath.  To  enable  the  battery  to  be 
emptied  at  one  operation^  the  battery  trough  is  mounted  09 
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'tjrunnions ;  on  being  inclined  the  exciting  fluid  is  discharged  into 
-tthe  trough  beneath. 
[Printed,  2».M.] 

A.D.  1855,  September  8.— N**  2045. 

ALLAN,   Thomas.  —  {PromHonal  Protection  only.)    "Certain 
••  means  of  correcting  or  preventing  the  deviation  of  the  compass* 
**  needle  from  local  attraction." 

For  this  purpose  an  ascertained  induced  magnetic  influence  is 
-used  "as  a  counterpoise  equivalent  to  counterbalance  at  equal 
•*  angles  from  the  true  north  the  magnetism  of  the  ship's  iron  or 
^*  force  of  deviation."  To  ascertain  this,  •*  the  ascertained  line  of 
*'  the  ship's  magnetism"  is  placed  "in  a  line,  say  N.E.;"  a 
counterpoise  (consisting  of  a  bundle  of  soft  iron  rods)  is  then 
placed  N.W.  on  a  circle  having  the  needle  pivot  for  its  centre. 
Hj  adding  to  or  taking  from  the  bundle  of  iron  rods,  its  mag- 
netism is  made  exactly  to  counterbalance  the  magnetism  of  the 
sbip's  iron ;  the  needle  will  in  that  case  exactly  bisect  the  angle 
**  formed  by  the  line  of  the  keel  N.E.,  and  the  radial  line  cm 
*•  which  the  counterpoise  is  placed  N.W.  After  this  balance  of 
**  power  is  precisely  ascertained,  the  true  north  can  at  any  time 
"  and  in  all  latitudes  and  positions  be  found  by  shifting  the 
"  counterpoise  forward  or  backward  until  the  needle  bisects  the 
**  angle  formed  by  these  two  lines  aforesaid." 

In  another  plan  the  counterpoise  is  not  required  to  be  shifted 
*'  to  ascertain  the  true  north  by  the  bisection  of  the  angle  of  the 
*'  forces."  The  method  consists  of  placing  the  counterpoise  in 
continuation  of  the  line  of  the  ship's  magnetism ;  in  the  instance 
above  cited  of  the  N.E.  position  of  the  line  of  the  ship's  magne- 
tism, according  to  this  plan,  the  counterpoise  is  placed  "  in  a  line 
•*  S.W.,"  and  "it  will,  by  its  repulsion  on  the  south  pole  of  the 
**  needle  frt>m  the  west,  counterbalance  the  attraction  on  the 
"  north  pole  of  the  needle  from  the  east." 
CPrintod,8<i.] 

A.D.  1855,  September  1 1 .— N*  2058. 

•KENNEDY,  Joseph    Camp  Griffith  (a  communicatum). — 
***  Improvements  in  the  mode  of  and  apparatus  for  transmitting 
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**  signals  bj  the  use  of  the  electric  current,  part  of  which  im- 
*'  piovements  is  applicable  to  the  regulating  of  machine^' 
••  generaUy." 

The  general  airaiigement  of  the  apparatus  is  aa  foUofws: — 
A  barrel  at  the  transmitting  station  and  tyfte  wheel  at  the  reoeini^ 
station  are  rotated  continuously  and  syncluonously  by  clockwork ; 
another  dock  train    however,  which  actuates  the  ptiiitiiig  me- 
•  chaniam,  is  only  set  free  on  the  momentaiy  completion   of  the 
electric  circuit  at  the  transmitting  station.    The  barrel  oanies  « 
series  of  prpjecting  pins  helically  disposed  upon  its  surfaoe,  by 
which  oieans  electric  connection  is  made  with  the  reoeiTing  sta-> 
tion  only  at  the  instant  that  the  type  wheel  is  in  a  position  to 
print  the  desired  letter.    On  the  completion  of  the  dicuit  a  horse* 
shoe  permanent  magnet,  usually  in  contact  with  the  oorea  of  a 
horseshoe  electro-magnet,  is  released  therefrom  and  permitted  to 
be  risen  by  a  spring ;  thus  giving  motion  to  a  detent  lever  whidi 
releases  a  cranked  axle  belonging  to  the  printing  dock-train. 
The  said  cranked  axle  brings  the  p^>er  up  to  the  revolving  type 
whed  for  an  instant  by  means  of  a  platen  fixed  to  a  connecting 
rod ;  the  type  whed  is  thus  made  to  print  whilst  in  motion*    By 
an  arrangement  of  levers  the  cranked  axle  (before  the  ocmipletion 
of  its  revolution)  brings  the  permanent  magnet  into  contact  with 
the  dectro-magnet's  cores,  to  which  it  then  adheres,  thus  only 
moving  the  platoi  once  up  to  the  type  whed  for  each  depression 
of  a  key  at  the  transmitting  station. 

The  other  peculiar  features  of  this  invention  are  as  fallows : — 

The  sjTstem  of  stops  and  levers  that  make  contact  with  the 
helically  disposed  pins  draw  the  desired  contact  lever  into  a  notch 
in  a  notched  bar,  where  it  remains  until  stmdc,  raised,  and 
teplaoed  by  its  pin* 

A  return  message  can  be  transmitted  between  the  intervals 

that  must  necessarily  di^we  between  the  following  signals  of 
*'  the  same  operator."  A  single  line  wire  is  only  used  for  this 
purpose.  Two  cog-wheds  or  circuit  breakers  (insulated  firom  each 
other),  one  in  connection  with  the  dectro-magnet,  and  the  other 
connected  to  the  barrd  at  th^  same  station,  are  so  arranged  that 
the  connection  shall  alternate  at  each  station  between  the  recdving 
and  transmitting  instruments,  in  such  a  manner  that  the  con- 
nection is  always  simultaneously  through  the  transmitting  cylin- 
der of  one  station  and  the  dectro-magnet  of  the  other  station. 
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The  current  is  conveyed  to  the  circuit  breakers  by  the  same  spring, 
in  connection  with  one  of  the  battery  poles. 

Those  stations  that  are  not  intended  to  receive  the  message 
itfe  shut  off  f^m  the  circuit  by  a  bolt,  which  is  shot  against  a 
lELauf^  on  the  type  wheel  by  the  depression  of  certain  stops,  thereby 
SMsting'  like  a  brake.  A  projection  on  the  cranked  axle  enters 
a  notch  in  the  boH ;  at  those  stations  where  the  signals  aie  to  be 
read,  the  bolt  merely  enters  a  notch  or  slot  in  the  flange,  and  is  so 
formed  as  to  let  the  flange  and  type  wheel  revolve  freely. 

To  adjust  the  speed  of  rotation  of  the  transmitting  and  receiving 
instruments,  the  clockwork  is  regulated  by  an  escape  wheel  and 
psUet ;  the  tail  of  the  pallet  lever  being  connected  by  a  rod  to  a 
vibimtinf^  spring.  The  vibrations  of  the  spring  are  adjustable  by 
means  of  a  small  weight  which  slides  on  it.  This  improvement 
is  also  s^plicable  to  regulating  other  machinery, 
CPrint6d,l#.iaA3 

A.D.  1855,  September  15.— N*  2084. 

SCULLY,  ViNCBNT,  and  HEYWOOD,  Bennktt  Johns.-^ 
{Provisional  Protection  only.)    *'  An  improvement  in  the  manu« 
"  laotiire  of  certain  articles  which  are  subject  to  the  ocnroding 
"  action  of  the  air  and  moisture." 
Various  applications  of  the  metal ''  aluminium  "  are  set  forth. 
It  is    further  stated  that  as  aluminum  ''  is  capable,  when 
*'  burnished,  of  retaining  a  bright  metallic  lustre,"  it  is  proposed 
to  employ  it  in  the  manufiictnre  of  medals,  coins,  plated  goods, 
and  articles  of  virtu,  such  articles  being  either  stamped  in  dies, 
or  cast  and  chased,  after  the  manner  of  the  silversmith  in  pro^ 
ducing  statuettes,  or  manufactured  after  the  manner  of  repoustf 
"  work,  or  coated  by  the  ekctr<hdepo$ition  proce$s" 
[Printed.  Stf.] 

A.D.  1855,  September  15.— N«  2089. 

GORDON,  Lewis  Dunbar  Brodie  (a  comnuaUcalion  from 
Werner  Seimens  ISiemens^]), — **  An   improvement   in    electric 
"  telegraphs   when  insulated  wires  are  laid   under  water  or  in 
"  the  earth." 
The  object  of  this  invention  is  to  obviate  the  effects  of  the  static 
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or  residual  charge  in  long  lines  of  submarine  and  subtemuMsn 
telegraphs. 

The  invention  consists  chiefly  in  using  "  a  set  of  two  insulated 
"  wires  placed  in  dose  proximity  to  each  other,  and  imbedded  in 
**  the  middle  of  one  mass  of  gutta  percha  or  other  insulating 
"  material  as  one  electric  circuit,  in  which  the  battery  and  receir- 
"  ing  instrument  are  inserted,  without  using  the  earth  as  part  of 
•*  the  circuit." 
The  same  cable  may  contain  several  sets  of  insulated  wires  **  in 
close  proximity  to  each  other,  which  may  be  used  simulta- 
neously as  circuits  without  the  interference  of  one  with  the 
"  other."  "In  order  to  render  the  electric  waves  succeeding 
**  each  other  still  more  separate  and  distinct,"  the  battery  current 
is  reversed  for  an  instant  "  before  breaking  the  circuit." 

A  pair  of  conductors  (for  one  circuit)  may  be  placed  in  one 
cable,  by  using  an  insulated  copper  wire  in  the  centre  and  sur- 
rounding it  with  iron  or  copper  wires,  the  whole  being  co^-ered 
with  fibrous  material,  and  then  with  gutta  percha. 

The  wires  may  be  insulated  from  each  other  by  fibrous  mate- 
rials, and  placed  in  the  middle  of  one  mass  of  gutta  percha.  This 
is  an  important  feature  in  the  invention. 
fPrlnted.  M.] 

A.D.  1865,  September  17.— N»  2103. 

BRIGHT,  Charlbs  Tilston,  and  BRIGHT,  Edward 
Brailsford. — **  Improvements  in  electric  telegraphs,  and  in  ap- 
"  paratus  connected  therewith." 

This  invention  **  consists  of  improvements  in  the  electric  tele- 
"  graph  complete,"  in  which  sound  is  employed  as  the  communi- 
cating medium  instead  of  visual  indications.  "A  comiilete 
"  electro-phonetic  telegraphic  instrument"  and  its  necessary 
arrangements  consist  of  the  following  parts : — 

1st.  The  apparatus  for  and  method  of  transmitting  signals; 
this  may  also  be  applied  to  the  telegraphs  at  present  in  use. 

2nd.  The  receiving  relay ;  which  has  the  means  of  increanng 
its  sensitiveness  and  of  protection  from  the  effects  of  return 
currents. 
3rd.  Tlie  "  phonetic "  or  sounding  apparatus ;  this  "  may  be 
either  used  separately  as  a  complete  instrument,  or  applied  in 
part  to  other  telegraph  instruments  now  in  use." 
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*     These  arrangemcfnts  are  defcribed^  in  the  Complete  Specification, 
In  the  following  order : — 

The  arrangement  preferred  to  communicate  phonetic  signals 
consists  of  an  axle  bearing  a  magnet  and  a  double  arm;  the 
ma^piet,  when  acted  on  by  electro-magnetic  coils,  causes  the  axle 
to  vibrate  or  deflect  in  one  direction,  thus  sounding  a  bell  bj 
means  of  a  hammer  head  on  one  arm ;  the  subsequent  reversal  of 
the  electric  current  causes  a  "  muffler "  on  the  other  arm  to  stop 
the  sound. 

It  is  preferred  to  reverse  the  electric  current  bj  means  of  a 
**  reversing  connector"  in  coi\j unction  with  the  relaj.  The 
*'  reversing  connector "  forms  a  part  of  the  signal  apparatus ;  it 
consists  of  "  an  iron  or  steel  fork  "  free  to  vibrate  between  two 
fixed  magnetic  bars.  On  the  excitation  of  the  coils,  a  pin  on  the 
hammer  axle  deflects  the  fork  according  to  the  direction  of 
deflection  of  the  said  axle. 

The  local  circuit  through  the  relay,  the  "  reversing  connector," 
and  the  signal  instrument,  is  as  follows : — One  battery  pole  is 
connected  to  the  right-hand  stop  of  the  relay  and  to  the  right- 
hand   fixed   magnet  of   the   ''reversing  connector,"    the  other 
battery  pole  is  connected  to  the  left-hand  stop  and  to  the  left- 
hand  fixed  magnet.    The  vibrating  arm  of  the  relay  is  connected 
to  one  coil  terminal  of  the  signal  apparatus,  and  the  '*  fork  "  to 
the  other  coil  terminal.  The  normal  position  of  the  "  fork  "  and  of 
the  arm  is  to  the  left  hand,  connecting  therefore  one  battery  ]K)le 
with  both  the  coil  terminals.     When  the  relay  arm  is  deflected, 
however,  a  local  battery  current  traverses  the  coils,  sounds  the  l)ell 
(by  the  deflection  of  the  hammer  axle),  and  deflects  the  fork 
against  the  right-hand  fixed  magnet,  thus  breaking  its  own  circuit; 
when  the  relay  arm  returns  to  its  normal  position,  the  local  battery 
circuit  is  again  completed,  but  in  a  reversed  direction,  which  stops 
the  sound,  and  brings  back  the  fork  to  its  normal  position,  thus 
breaking  the  local  circuit  until  the  next  signal  is  made. 

The  following  methods  of  connecting  the  transmitting  apparatus 
are  described  and  shown : — 

First. — Batteries  at  opposite  ends  of  the  line  oppositely  connected 
(so  as  to  neutralize  each  other's  effects),  are  short-circuited  at  the 
transmitting  station  when  a  signal  is  to  be  given ;  thus  the  battery 
at  the  receiving  station  can  have  full  effect  on  the  receiving  instru- 
ment. In  this  method  a  galvanometer  coil  and  needle  is  used  either 
to  indicate  signs  or  to  act  as  a  relay.     "  Magnetic  regulators,'' 
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aiyastable  at  varioua  distanoeB  firam  the  needles,  ii» 

tiveness  of  the  needles  and  protect  them  from  the  efiecU  of 

cunents. 

V   Second. — The  same  general  arrangement  as  the  first  method,  h^ 

**  dectro-magnetic  coils  and  soft  iron  armatures  with  ddiesie 

**  restraining  springs  are  employed  in  place  of  deifecting  coUa." 

Ihird. — A  similar  arrangement  to  the  second  method,  in  1rlud^ 
however,  the  electro-magnetic  cchIb  of  the  reUys  have 
and  stops  at  each  end,  thus  enabling  signals  in  opposite 
to  be  made  simultaneously.  One  of  the  armatures  has  a  wi 
spring  than  the  other ;  in  the  normal  condition  the  weak-apringed 
armature  is  in  contact  with  the  coil.  When  either  of  the  bafttenes 
are  separately  short-circuited  the  strong-springed  annature  is 
attracted  and  tHe  local  circuit  is  completed  by  its  flexible  end ; 
when  both  the  batteries  are  short-circuited  at  the  same  time,  the 
coil  attracts  neither  armature,  and  the  local  circuit  is  completed  by 
the  wesk-springed  annature. 

An  apparatus  for  obtaining  a  nearly  continuous  current  from 
currents  induced  in  secondary  coils  by  the  action  of  a  qnantilj 
galvanic  battery  on  primary  coils.  A  suitably  inlaid  axle  is  rotated 
against  springs  by  means  of  clockwork;  the  springs  convey  the 
various  electric  currents  to  and  from  the  inlaid  metal  pieces  oi  the 
axle ;  the  terminals  of  the  secondaiy  coils  are  thus  changed  exactly 
at  the  time  that  the  battery  current  is  reversed  through  the  prtmaiy 
coils.  This  apparatus  ''may  be  generally  used  for  td^mphk 
•'  purposes." 

Temporary  currents  can  be  excited  in  induction  coils  by  means 
of  a  finger  key  whose  studs  and  springs  are  arranged  on  a  similar 
prindple  to  the  above-described  clockwork  apparatus.  "Tlie 
"  currents  thereby  induced  in  the  secondary  coils  are  passed  along 
"  the  line  without  going  through  their  own  recdving  coils."  (See 
finger  key  described  in  N<»  14,331.  Old  Uw.) 

To  produce  powerful  e£Pects  from  secondary  coils,  the  following 
arrangements  are  set  forth: — ^The  primary  coil  may  be  wound 
upon  an  iron  rod  and  surrounded  by  an  iron  tube,  both  being  in 
connection  with  the  iron  flanges  of  the  coil ;  the  secondary  coils  in 
this  case  are  exterior  to  the  iron  tube,  and,  if  necessary  may 

be  surrounded  by  another  iron  tube,  and  an  additional  serving 

of  the  primary  coil."  To  increase  the  quantitative  effects,  the 
primary  coil  may  be  surrounded  by  a  number  of  iron  rods,  each 
wound  with  secondary  wire* 
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In  using  very  powerful  secondary  ciirrenta  an  arrangement  is 
adopted  to  protect  the  receiving  coils  from  the  effects  of  the  return 
current.      A  [magnetic?]  "arm/*  connected  with  the  line  wh^, 
18  free  to  vibrate  between  two  stops ;  one  connected  with  the  coil 
terminal  of  th^eceiving  instrument,  the  other  with  that  of  a 
**  snpplementaiy "  coil  and  with  the  sending  instrument,    llie 
normal  position  of  the  '*  arm  "  is  in  contact  with  the  terminal  of 
the  receiving  coil.    The  "supplementary"  coil  is  so  connected 
with  the  sending  and  receiving  apparatus  (with  the  receiving  ap- 
paxttfcus  through  the  earth  curctut)  that  the  "  arm  "  is  not  deflected 
hj  the  action  of  the  coil,  when  the  first  current  traverses  the  line 
wire  ;  the  return  current,however,  deflects  the  "  arm  "  so  that  the 
"  flupplementary "  coil  is  then  in  circuit  and  discharges  the  re- 
turn current.    This  last  discharge  replaces  the  arm  in  its  normal 
position.      ''Thus  the  receiving  coik  cannot  be  in  connexion 
**  with  the  line  after  any  current  has  been  sent,  until  the  line  has 
^  discharged  itself  by  passing  through  the  supplementary  coil." 

Increasing  the  sensitiveness  of  the  receiving  apparatus.    In  one 
adaptation  of  the  improvement  "  to  double  current  alphabets,  where 
**  the  indicator  or  arm  of  relay  is  deflected  by  one  current,  and 
^  hrought  back  to  zero  by  another,"  the  deflecting  coils  hav6 
hollow  soft  iron  cores  formed  by  "pins"  "united  laterally  by 
**  thin  plates  "  "  and  at  their  outer  ends  by  stouter  iron  plates," 
'*  whereby  the  pair  of  coils  on  each  side  are  electro-magnetic  as 
**  well  as  deflective  in  their  effects ; "  the  pivoted  needles  or  mag- 
nets (whether  bar  or  horseshoe)  are  free  to  vibrate  within  the 
hoUow  soft  iron  cores.    In  an  adaption  of  this  improvement  "to 
"  double  movement  coils,  with  a  means  of  obtaining  a  dead  beat, 
which  is  applicable  to  all  methods  of  moving  indicating  mag- 
nets, by  the  increased  force  of  temporary  polarity  induced  in 
soft  iron,"  a  pair  of  deflective  coils  and  an  electro-magnet  are 
employed.     The  axle  of  the  deflecting  magnets  carries  an  arm 
with  a  pin,  which  is  restrained  in  the  centre  by  a  cup  fixed  to  the 
end  of  the  lever-armature  of  the  electro-magnet ;  when  the  coils 
snd  electro-magnet  are  excited,  the  cup  is  withdrawn  from  the 
pin  and  the  magnets  allowed  to  deflect ;  on  the  current  ceasing, 
the  armature  is  influenced  by  a  reaction  spring,  and  the  cup  rein- 
stated in  its  place  so  as  to  bring  the  indicator  to  zero  by  acting  on 
the  pin. 

LPrintel,l«.] 
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A.D.  1855,  September  28.— N«  2161. 

GRAY,  William  Davy. — "  An  apparatus  or  instruiniait  for 
"  showing  the  course  or  direction  and  distance  run  hy  a  diip 
"  at  sea." 

This  invention  consists  ''  of  a  fan  revolving  in  me  water,  wliidi 
gives  motion  to  a  cylinder  so  constructed  as  to  caoae  ahot  to 
fall  in  a  tube  placed  on  a  magnetic  needle  in  proporticfii  to  the 
velocitjr  of  the  vessel.  The  tube  conveys  the  shot  to  a  namhcr 
of  cells ;  the  shot  again  pass  into  a  number  of  tubes  saspended 
from  a  disk,  which  disk  is  supported  on  a  pivot  or  by  gimbols. 
On  the  disk  is  placed  a  bale  "  [ball  ?]  "  to  show  the  dizwtioo 
or  inclination.  The  pivot  or  gimbols  act  on  a  balance  having 
"  an  indicator  to  show  the  weight  of  the  shot,  which  gives  tiie 
distance  run  by  the  ship,  and  the  inclination  of  the  said  disc 
gives  the  course  or  direction." 

"  The  fan  also  acts  in  the  water  as  a  vane,  to  obtain  the  eantct 
direction  of  the  ship  when  she  is  making  leeway;"  horizootal 
motion  is  thus  communicated  to  the  cells,  by  means  of  a  lever, 
cord,  and  pulley.  "  By  this  arrangement,  the  oeU  which  is  in  a  line 
'*  with  the  ship's  true  course  is  brought  oppoate  to  the  ma^pietic 
"  needle,  instead  of  the  cell  which  represents  the  head  of  the  ship." 
"  When  the  apparatus  is  only  used  as  a  tell-tale  to  show  the 
*'  course  in  which  the  ship  is  sailing,"  the  &n  is  dispensed  with, 
motion  being  given  to  the  shot-supplying  cylinder  by  clockwork, 
''  and  the  true  distance  may  then  be  obtiuned  with  Masaey's 
"  patent  log  by  proportion." 
[Printed,  6d.] 

A.D.  1855,  October  12.— N»  2280. 

PULS,  Francis.— (Propwtottfl/  Protection  only,)  "  Improvemejits 
"  in  electro-coating  metals  or  alloys  of  metals  with  other  metals 
**  or  alloys  of  metals." 
This  invention  is  carried  into  effect  as  follows : — 
**  Galvanic  batteries  of  any  suitable  description  "  are  constructed, 
*'  in  which  the  positive  plates  consist  of  the  metals  or  alloys  of 
*'  metals  with  which  the  articles  are  to  be  coated." 

The  exciting  fluids  employed  consist  of  "  such  acids  or  mixtures 
"  of  acids  in  a  diluted  state  as  may  be  found  suitable  in  each 
'*  instance  to  the  metals  operated  on,  as,  for  example  diluted 
"  sulphuric,  nitric,  or  hydrochloric  aci^s,  or  a  mixture  of  the  same," 
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"  The  batteiie«  thus  fonned  and  furnished  with  exciting  fluid  " 
are  placed  "  in  a  suitable  trough,  in  conjunction  with  the  articles 
to  be  coated,  and  so  adjusted  that  the  solution  of  the  metcds  or 
allojs  of  metals  obtained  from  the  positive  plates  of  the  battery 
*^  can  freelj  pass  to  the  articles  to  be  coated  therewith,  and  thereon 
*'  deposit  the  said  substances  through  the  agency  of  the  electric 
"  current  created  by  the  same  batteries." 
CPrinted,3<i.] 

A.D.  1856,  October  18.--N*  2336. 

STATHAM,   Samuel.  —  ''Improvements  in  electric  telegraph 

"  cables.'' 

This  invention  "  consists  in  producing  a  telegraph  cable,  light, 

"  flexible,  and  strong,  applicable  for  submarine  as  well  as  for 

subterranean  purposes,  in  the  following  manner :" — *'  A  core,  of 

gutta    percha  or  other  insulating  material,"  is  taken,  "con" 

taining  therein  one  or  more  metallic  wires,  strips,  or  plates, 

used  for  conducting  the  electric  fluid ;"  "  round  or  over  such 

core,"  is  placed  "  strands  of  hemp  or  cord,  or  a  tube  of  any 

**  suitable  fibrous  material,  or  metallic  wires  or  strands  covered 

"  with  fibrous  material,  or  both  wires  or  strands  and  fibrous  mate- 

''  rial,  or  with  wire  or  strands  of  wire,  fibrous  material  and  wire,  or 

*'  strands  covered  with  fibrous  material ;"  "  either  or  all  of  these 

substances  being  coated  with  some  protecting  material,  such  as 

marine  glue,  or  employed  without  being  coated."     The  core 

("  covered  by  one  or  other  or  all  of  the  materials  just  named  ") 

is  encased  "  in  an  outer  casing  or  tube  of  gutta  percha,  or  any  of 

"  its   known  compounds,    or  either   of  these   combined  with 

"  metallic  or  other  substances." 

The  weight  of  this  cable  may  be  regulated  by  the  employment 

of  metallic  or  fibrous  materials  between  the  insulated  wire  and 

the  outer  coating,  or  by  the  employment  of  gutta  percha  or  its 

compounds  alone  or  combined  with  some  suitable  substance 

heavier  than  itself. 

In  the  Provisional  Specification  it  is  mentioned  that  the  con« 

ducting  wires  may  be  placed  between  a  core  and  outer  casing  of 

gutta  percha.    Around  the  core,  metal  wire,  &c.,  is  wound  "  at 

*'  right  angles  or  nearly  so." 

CPrhited,  Sd.] 

K  k3 
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A.D.  1855,  October  25.— N*  2391. 

RICHARDS,  John  Andrew. — "  Improvementa  in   prodnciBg 
**  the  'bard  grain '  on  leather." 

**  This  invention  conaista  in  producing  the  hard  grain  cd 
**  leather,  by  passing  it,  when  in  a  state  to  recdve  the  hard  grain, 
**  under  a  roller  made  in  the  following  manner : — ^A  akin  of 
**  leather  which  baa  been  hard-grained  in  the  ordinarj  manner 
**  is  electrotyped,"  "  and  the  phite  thus  obtained  is  bent  round 
*'  and  mounted  on  an  axis,  or,  if  it  is  preferred,  the  roller  far 
**  graining  the  leather  may  be  cast  from  the  electrotype  plate." 

The  manner  of  performing  the  invention  is  as  follows : — The 
already  hard-grained  leather  'Ms  held  in  an  even  and  extended 
"  state;  the  hardened  surface  thereof  is  then  made  condoctive  of 
"  electricity  by  plimibago,  and  a  deposited  plate,  by  preferenoe 
*'  of  copper,  is  then  obtained  by  the  electrotype  process." 

"  In  place  of  obtaining  the  deposited  metal  coating'  on  the 
**  leather,  a  cast  may  be  taken  in  plaster  of  pans  or  other  suitable 
"  material  from  the  leather,  and  then  a  reverse  by  a  second  cast 
"  of  such  material,  which  latter  cast,  being  rendered  conducti%'e 
"  of  electricity,  may  be  used  to  obtain  the  desired  result,  llie 
"  roller  thus  produced  is  used  with  a  second  or  plain  roller,  and 
"  the  leather  is  hard-grained  by  passing  the  leather  between  the 
"  pur  of  pressing  rollers,  which  are  mounted  in  suitable  bearings 
"  in  like  manner  to  those  in  which  embossing  rollers  are 
"  mounted." 
[Printed.  8<i.] 


A.D.  1855,  October  27 —N«  2396. 

KLEINSORGEN,  Joseph  Charles  Frederic,  Baron  de.*- 
"  An  improved  variation  and  azimuth  compass." 

A  compass  is  described  and  shown,  having  a  case  composed  of 
two  glass  cylinders,  united  by  a  brass  partition.  The  ordinary 
needle  card  is  mounted  at  the  lower  part  of  the  lower  cylinder  (the 
Drawing  shows  it  by  a  line  at  the  bottom  of  the  upper  cylinder). 
"  At  the  bottom  of  the  upper  cylinder  is  secured  a  brass  plate,  on 
'  which  is  fixed  an  immovable  compass  card ;  "  a  thin  blade  is 
fixed  with  its  edge  vertical  over  this  card,  and  gives  by  its  shadov 
at  noon  the  true  north  point.    It  would  appear  irom  the  Sped- 
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ion  that  the  shadow  of  the  south  pole  of  this  blade  is  used. 

arrow  engraved  on  the  lower  glass  cylinder  serves  as  a  means 

comparing  the  moveable  card  with  the  fixed  card. 

The  cover  of  the  compass  case  is  fitted  with  a  lens  '*  which  oon« 

centrates  the  light  on  the  card  "  *'  of  the  upper  cylinder  when 

the  sun  is  obscured  by  clouds.'* 

This  apparatus  may  be  ^'  employed  in  hydrographic  and  topo* 
graphic  surveys." 
LFrinted,7rf.] 


A.D.  1855,  November  2.— N»  2447. 

BAGGS,  IsHAM,  and  OSMAN,  Henry  Forfar. — "  Improve* 
**  ments  in  steam  engines,  and  in  engines  generally  which  are 
**  worked  either  by  gas,  air,  or  vapour,  and  in  apparatus  for 
*'  l^enerating  electricity  for  effecting  parts  of  said  improvements, 
**  and  for  other  purposes,"  consisting  of: — 

1st.  A  method  of  working  steam  engines  more  or  less  expan* 
sively,  "  by  lia^dng  at  the  ends  of  the  slide  valve  additional  sliding 
*'  pieces,  which  are  moved  at  proper  intervals,  and  are  of  such  a 
**  size  as  to  cover  the  ports  when  necessaiy." 

2nd.  *^  Applying  the  power  of  magnetism  to  coimteract  the 
**  pressure,  and  so  to  diminish  the  friction  of  slide  valves."  A 
permanent  magnet  or  electro-magnet  is  attached  to  the  top  of  the 
valve,  and  acts  upon  a  soft  iron  bar  "  properly  supported  in  the 
'*  valve  box,  so  that  its  under  surface  shall  be  very  nearly  or  just 
"  in  contact  with  the  poles."  ''The  cover  of  the  valve  box 
"  encloses  the  whole  arrangement." 

The  strength  of  the  magnet  is  made  such  as  to  very  nearly 
counteract  the  pressure  of  the  steam. 

"  When  sliding  end  pieces  are  employed  "  (as  described  under 
the  1st  head),  they  must  each  cany  a  magnet. 

Other  applications  of  this  improvement  axe  mentioned. 
3rd.  Improvements  in  galvanic  batteries.  The  combined  plates 
are  cased  under  the  liquid,  the  lower  part  of  the  case  being  open 
to  the  liquid  in  the  external  trough.  **  The  action  is  as  follows : — 
"  As  soon  as  the  current  is  established  the  generated  gas  renders 
"  the  liquid  within  the  case  specifically  lighter  than  that  which  is 
"  without,  and  a  rapid  circulation  ensues  in  consequence/' 
[Prtated,  7rf.  J 


618    .        ELECTRICITY  AND  MAGNETISM : 

A.D.  1866,  Noyembcr  2.— N*  2455. 

JONES,  John.— (ProrMMMMiZ  Protection  onfy,)    '*  Im 
."  in  electric  tde^^raphs." 

**  Cliancters  which  are  formed  at  one  station  "  are  '*  regxoAoeBL 
"  at  another  distant  station  bj  the  agency  of  electridly." 

"  The  transmitting  instrument  consists  of  two  frames  or  boxes  " 
at  right  angles  to  each  other,  **  each  of  which  endosea  a  set  of  cof 
'*  wheels  with  a  oonmiunicating  apparatus."  A  pencil-leiner, 
holding  a  pencil,  is  connected  by  rods  and  universal  joints  to  each 
of  the  cog-wheel  axes  in  such  a  manner,  that  (acting  in  ooi^unctHm 
with  their  resptetive  commutators)  the  axes  "  indicate  the  move- 
"  meats  of  the  pencil  fixed  to  the  lever  by  transmitting^  and 
*•  breaking  currents  of  electricity." 

In  the  recording  instrument  the  transmission  and  breakage  of 
the  currents  cause  a  fac-simile  of  the  motions  of  the  pencil  of  the 
transmitting  instrument  to  be  made  by  the  pencil  attached  to  it. 
]For  this  purpose  two  frames  containing  machinezy  are  placed  at 
right  angles  to  one  another;  the  machinery  acting,  by  naeana  of 
electro-magnets  and  escapements,  on  arms  and  a  pencil.  Two 
line  wires  are  required  for  this  arrangement,  one  for  each  frame. 

A  third  apparatus  may  be  used  in  coiyunction  with  a  special  1 
battery  and  third  line  wire,  "  to  elevate  and  liberate  the  pencil 
**  fixed  in  the  receiving  instrument,  so  as  to  prevent  unnecessary 
"  marks  being  made  on  the  paper."  When  the  pendl  of  the 
transmitting  instrument  is  raised  from  the  paper,  a  magnet  at  the 
receiving  station  withdraws  the  recording  pencil  by  means  of  a 
lever-armature  and  cord.  When  the  speoid  circuit  is  broken,  a 
spring  presses  the  recording  pencil  on  the  paper  again. 
[Printed,  4(1.] 

A.D.  1855,  November  10.— N*»  2528. 

PIGGOTT,  William  Pbtbb.— (Prowsioiiai  Protectum  oiUff.) 
"  Improvements  in  galvanic,  dectric,  and  electro-magnetic  appa- 
"  ratus,  and  in  the  mode  of  applying  the  same  as  a  curative  and 
•«  remedial  agent,"  consisting  of  :— 

1st.  A  brush  for  causing  "  positive  or  negative  currcnts  of 

electricity  "  to  be  conveyed  to  the  skin.    Bristles  are  used,  in 

combination  with  metallic  wires  or  plates;  these  receive  "thar 

"  electricity,  galvanism,  or  ^lectrp-magnetism,"  from  a^iparatu^ 
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in  the  back   of  the  brush  or  otherwise.     Electro-coated 

I>ri8tle8  alone  may  be  used. 

2nd.  A  bath  to  administer  "  galvanism,  electricity,  or  electro- 
magnetism,  one  part  of  which  bath  will  communicate  positive 
and  the  other  negative  electricity."    This  is  effected  by  forming 

**  the  bath  of  a  combination  of  elastic  or  flexible  waterproof 
material  and  metal  in  such  way  that  when  a  part  of  the  watei^ 
proofing  material  is  caused  to  envelope  any  required  part  of  the 
body,  two  distinct  currents  of  electricity,  galvanism,  or  electro- 
magnetism,  are  created  in  the  same  bath." 

CPriiit6d,8<i.] 

A.D.  1855,  November  10.— N»  2532. 

NEWTON,  Alprkd  Vincent  (a  communiccUion  from  Gio^ 
vanni  CtueUi). — "  Improvements  in  transmitting  fiic-simile  copies 
'*  of  writings  and  drawings  by  means  of  electric  currents." 

The  object  of  this  invention  is  to  convey,  with  great  rapidity, 
fao-eimilies  of  hand-writing  and  drawing  by  electric  telegraph, 
a  single  line  wire  being  used. 

Instead  of  employing  '^ watch-work  to"  obtain  perfect  syn- 
chronism of  motion  in  the  transmitting  and  receiving  machines,  a 
pendulum,  driven  by  electro-magnetism,  is  used.  The  motive 
power  to  revolve  the  receiving  and  transmitting  cylinders  is  a 
weight  acting  on  clockwork ;  its  rotation  is  intermittent,  and  is 
regulated  by  the  motion  of  the  above-mentioned  pendulum. 

llie  pendulum  bears  at  its  free  extremity  an  electro-magnet 
which  is  excited  by  means  of  a  local  battery  whenever  it  is  within 
the  range  of  attraction  of  one  of  two  soft  iron  armatures ;  one  of 
these  armatures  being  fixed  at  each  extremity  of  the  arc  of  oscil- 
lation. When  the  electro-magnet  nearly  comes  into  contact  with 
one  of  the  armatures,  the  line-wire  current  (if  its  circuit  is  already 
completed  as  far  as  the  instruments  at  other  stations  are  concerned) 
ia  established  through  a  relay  by  means  of  the  pendulum  rod,  the 
local  battery  circuit  broken,  and  the  pendulum's  electro-magnet 
demagnetized.  As  it  is  necessary  for  all  the  pendulums  in  the 
line-wire  circuit  to  have  completed  their  arcs  of  oscillation  before 
the  electro-magnet  is  thus  demagnetized,  the  movements  of  the 
pendulums  and  of  the  apparatus  regulated  by  them  are  rendered 
perfectly  synchronous, 
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At: ached  to  the  pendulum  by  a  jointed  rod  is  a  ''cairiage** 
which  supports  a  fine  steel  point  that  can  rub  on  the  transnuttini^ 
or  receiving  cylinder.  Each  time  the  carriage  arrives  at  the  end  of 
its  traverse  a  secondary  electric  circuit  from  the  local  battery  ia 
completed  round  an  electro-magnet,  by  which  means  a  pdlet 
armature  rotates  the  cylinder  a  certun  distsnce  by  hberatnig  one 
tooth  of  the  escape-wheel  belonging  to  the  clockwork  ;  the  do^« 
work  is  thus  moved  a  certain  portion  each  oscillation  of  the  pen* 
duluro.  ^n  the  transmitting  cylinder  is  placed  metallised  paper» 
the  message  being  written  in  non-conductmg  ink  ;  on  the 
receiving  cylinder  is  placed  paper,  chemically  prepared  with  m 
solution  of  "  crystalised  nitrate  of  ammonia*'  and  the  double 
cyanide  of  potassium  and  iron.  Parallel  lines  in  Prussian  bluest 
a  certun  small  distance  apart  are  thus  made  on  the  reoeiTii^ 
cylinder,  except  when  the  style  or  point  of  the  transmittini;^  <9P<^ 
ratus  passes  over  a  non-conducting  portion  of  the  nietallized 
paper.  Thus  a  fao-simile  of  the  message  at  the  transmitting' 
station  is  produced  on  the  prepared  paper  at  the  recdving  station, 
the  writing  being  in  white  upon  a  blue  ground. 

If  the  fac-simile  of  the  message  be  required  in  blue  upon  a  white 
ground,  a  portion  of  the  line-wire  battery  is  connected  to  the 
receiving' cylinder  at  the  same  station,  thus  forming  a  local  circuit. 
When  the  line-wire  circuit  is  closed  this  local  circuit  is  neutralized 
by  a  portion  of  the  line-wire  current,  which  traverses  the  same 
wire  ia  the  opposite  direction.  In  order  to  enable  these  currents 
to  perfectly  neutralize  each  other^  a  '*  reostat "  [rheostat  ?]  is  used. 
When,  however,  the  line-wire  circuit  is  interrupted  by  the  non* 
conducting  ink  at  the  transmitting  station,  the  local  current  at 
the  receiving  station  takes  full  effect  on  the  prepared  paper,  and 
(when  the  style  has  traversed  over  the  whole  of  the  message) 
renders  the  fac-simile  in  Prussian  blue. 

The  above-described  apparatus  (called  ''the  pantographie 
*'  telegraph,")  is  constructed  so  as  to  receive  and  transmit  at  the 
same  time.  The  clockwork  at  each  station  rotates  two  cylinders, 
as  above  set  forth.  The  traversing  carriage  has  two  tradng  points, 
one  working  on  each  cylinder ;  during  one  direction  of  the  pen- 
dulum's oscillation,  thence  of  the  motion  of  the  carriage,  one 
tracing  point  rubs  over  the  transmitting  cylinder  (the  other  being 
upheld  by  the  action  of  suitable  levers  and  pins),  and  during  the 
other  direction  of  the  pendulum's  oscillation  the  other  tracing 
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-point  rubs  over  the  recei\'ing  cylinder  (the  transmitting  point 
^tpcing  then  upheld),  llie  connections  of  the  line-wire  circuit 
l>etween  two  stations  are  so  made  and  the  tracing  points  are  so 
arranged,  that  the  same  direction  of  oscillation  of  the  pendulums 
is  made  at  one  station  to  put  the  receiving  point  into  action,  and 
Aii  the  other  the  transmitting  point.  The  effect  of  this  arrange- 
snent  is  that  each  station  can  be  receiving  and  transmitting 
messages  at  the  same  time. 

To  augment  the  rapidity  of  the  transmission  of  the  despatches 
it  is  only  necessary  to  have  the  pendulums  of  a  greater  length, 
tlius  giving  a  greater  length  of  cylinder  for  the  transmission 
a.nd  reception  of  messages.  By  the  use  of  stenographic  writing 
tlie  speed  of  transmission  may  be  still  further  increased. 

An  ''autographic  telegraph,"  patented  by  "Mr.  Bakwell" 
in  "  1843,"  is  alluded  to  in  the  Complete  Specification  [See 
J^o  12,362,  Old  Law?]. 

In  the  Provisional  Specification  it  is  stated  that  the  tracing 
point  (worked  by  a  screw  motion)  is  attached  to  the  pendulum, 
and  that  it  moves  over  a  fixed  metal  frame,  on  which  the  paper  is 
strained. 

P>ruited.  IW.] 

A.D.  1855,  November  14.— N»  257U 

NEWTON,  Alprbd  Vincent  (a  communicaHon). — "  An  im^ 
"  proved  manufacture  of  electrotype  printing  surfaces." 

*'  The  chief  object  of  this  invention  is  to  fiidlitate  the  backing 
"  of  electrotype  shells  or  casts  "  "  to  be  used  for  printing."  "  The 
**  mould  or  article  to  be  duplicated  by  the  electrotype  process  is 
*'  placed  in  a  common  printers'  chase  and  surrounded  by  rules,  in 
*'  order  that  the  ooimterpart  of  their  upper  edges  may  form  a  flat 
'*  margin  on  the  electrotype  shell.  When  the  article  to  be  dupli<* 
"  cated  by  electrotyping  is  thus  locked  up  in  the  chase,  a  coating 
''  of  copper  is  thrown  down  upon  it  in  the  usual  way  by  a  galvanic 
"  battoy,  and  the  shell  thus  formed  is  removed  firom  the  copper 
''  solution  and  washed  and  tinned  on  the  back." 

"  It  is  then  placed  face  downwards  upon  a  bed  plate  and  a 
"  mould  frame  is  set  over  it,  so  as  to  bear  upon  the*margin  of  the 
"  shell ;  a  cap  plate  is  then  fitted  on,  and  by  means  of  clamps 
*'  the  whole  are  tightly  secured  together,     llie  mould  is  then 
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**  heated,  and  molten  type  metal  is  next  poured  theran«    On 

"  cooling,  an  adhesion  between  the  copper  shdl  and  the  ^pe  metal 

"  will  be  found  to  have  taken  place." 

[Printed.  6d.] 

A.D.  1855,  November  15.— N»  25/5. 

DUNCKER,  Franz  (a  communication  from  Mr.  A,  Bemstetn).— 
**  A  new  instrument  for  electric  telegraphs,  called  *  Dispatch  db- 
**  *  tributor,'  which  will  permit  despatches  of  yarious  contents  beiof 
**  communicated  at  the  same  time  to  one  or  more  stations  bj  means 
♦*  of  one  or  two  line  wires  only." 

The  general  features  of  the  ^  dispatch  distributor  *'  set  fortii  in 
the  Provisional  Specification  are  as  follows : — ^There  aie  as  manj 
batteries  as  despatches  to  be  sent  simultaneously ;  these  act  on 
^*  anchors  "  or  keepers  (respectively  pivoted  m  front  of  one  of  the 
poles  of  an  electro-magnet)  thereby  completing  the  requisite  cir- 
cuits ;  the  soft  iron  core  of  the  electro-magnet  is  included  in  the 
said  circuits.    The  batteries  used  are  of  different  powers,  and  the 
resistance  of  the  reaction  springs  of  the  keq)er8  is  respeetively 
suited  to  the  powers  of  the  batteries ;  so  that  the  action  of  tht 
weakest  battery  only  attracts  one  keeper,  that  of  the  next  weakest 
battery  attracts  two  keepers,  and  so  on.    When  the  batteries  are 
used  conjointly  other  keepers  are  attracted  and  cirouite  completed. 
In  the  case  of  simidtaneous  despatehes,  when  one  battery  acts 
alone,  ite  current  is  sent  direct  to  its  station,  and  when  more  than 
one  act  together,  the  keeper  corresponding  to  their  united  action 
completes  the  circuit  and  fills  up  the  break  that  would  otherwise 
occur.    When  more  than  one  keeper  is  attracted,  the  circuit  d 
that  with  the  strongest  reaction  spring  only  takes  effect ;  as  the 
keepers  cairy  non-conducting  **  wings"  that  prevent  the  completion 
of  the  circuits  that  would  otherwise  be  completed  by  the  weaker 
springs.    "  If  the  destinations  of  the  several  messages  are  distant 
''  from  each  other,"  distributors  are  placed  at  all  the  stations  except 
the  last ;  these  distribute  or  send  forward  those  currente  whose 
messages  are  to  proceed  beyond  the  station  at  which  the  dis- 
tributor is.    The  electro-magnet  of  the  distributor  has  one  of  its 
poles  turned  so  as  to  fisce  the  side  of  the  other  pole ;  by  this  means 
the  action  of  the  residual  magnetism  upon  the  keepers  is  acfjusted 
so  as  to  be  "  in  an  inverse  ratio  to  the  stren^h  of  their  seven] 
*-*  springs." 
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In  the  Complete  Specification  a  ''despatch  distributor"  is  set 
forth  the  same  is  that  described  above  in  general  principle  of 
.action,  but  with  the  following  noticeable  points. 

Xhe  finger  keys  (one  to  each  battery)  each  consist  of  a  non- 
conducting lever  with  springs  and  studs  suitably  connected,  so 
tli&t  when  connection  with  the  earth  drcuit  is  simultaneously 
brolcen  by  a  number  of  keys  the  currents  from  the  batteries  be- 
JLcHBCpog  to  those  keys  unite,  but  not  otherwise.  A  spring  finger 
plate  completes  a  short  circuit  with  the  battery,  before  the  current 
is  sent  along  the  line  wire  by  the  raising  of  the  tail  of  the  lever. 

The  distributing  instrument  set  forth  is  the  same  as  that  already 
described  in  principle,  except  that  certain  electric  connections 
between  the  keeper  rods  conduct  all  the  currents  that  are  not 
required  to  print  by  another  way  of  less  resistance.  Instead  of 
one  electro-magnet,  several  electro-magnets  (in  consecutive  circuit 
and  with  thdr  cores  in  metallic  connection)  are  used. 

Another  arrangement  of  batteries,  finger  k^s,  and  relays  (in- 
stead of  the  electro-magnets  and  **  anchors  "  in  the  herein  before 
described  "  distributing  apparatus,*'  but  dependent  upon  the  same 
general  principles)  is  used  in  connection  with  "  assisting  batteries  " 
when  it  is  desired  to  make  simultaneous  communication  of  two 
despatches  in  either  direction,  between  two  stations.  The  "  as- 
"  sisting  batteries  *'  send  assisting  currents  through  external  coils  of 
the  relays ;  neither  these  alone  nor  line-wire  currents  alone  are  able 
U^  aifect  the  keepers,  but  when  their  force  is  united  with  that  of 
the  line-wire  current  the  attraction  is  effected ;  a  third  relay  does 
not  act  until  both  the  keys  of  one  station  are  depressed.  When 
working  in  opposite  directions,  aMiough  the  assisting  batteries 
become  disconnected  by  this  means,  the  force  of  the  line-wire  cur- 
rent will  be  doubled  (because  contrary  battery  connections  are 
made  with  the  line  wire  at  each  end  thereof)  and  the  relays  of  both 
stations  will  be  called  into  action. 

Morse's  printing  instrument  is  supposed  to  be  used  in  con- 
nection with  the  above-described  apparatus,  but  the  Provisional 
Specification  states  that  the  said  apparatus  is  equally  applicable  to 

"  the  needle  telegraph." 
iTri]ited,l«.8tf.] 

A.D.  1866,  November  19.— N"  2608. 

PRE£CE»  William  Hkkry.— {Prootjioiia/   Protection  only,) 
"  Improvements  in  electric  telegraphs," 
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"  This  invention  consists  in  an  improved  manner  of  amngbif 
**  electric  telegraphs  to  communicate  in  botii  directioDa  at  the  i 
*'  time  on  the  same  wire."    Instead  of,  as  usual,  introdnoni^ 
sistance  coiU  to  adjust  the  force  of  the  local  current  "  used  to 

tralixe  the  influence  of  the  outgoing  line  current  on  the  leoor- 

ing  instrument,"  "the  force  of  the  local  current  is  not  adjusted, 

hut  in  place  thereof  its  influence  is  increased  or  diminisfaed  aa 
*^  required  by  altering  its  distance  from  the  needle  or  other  inatni- 
*'  ment  on  which  it  is  arranged  to  act." 

In  the  arrangements  set  forth  two  instruments  are  naed  (whe> 
ther  needles  and  coils  or  needles  and  electro-maipaeta)  the  fine 
current  exciting  one  and  the  local  current  the  other  instrument; 
the  coils  or  electro-magnets  are  adjustable  at  various  distances  frosa 
the  needle  or  needles.  One  battery  current  may  pass  through  both 
coils,  in  that  case  an  earth  connection  is  made  between  the  two 
coils ;  "  then,  by  adjusting  the  distance  of  the  coils  from  the 
"  needles,  a  complete  compensation  is  effected  in  the  case  of  oat- 
**  going  signals,  and  the  instrument  is  free  to  be  acted  on  by  in« 
"  coming  currents." 

A  **  pecker  "  may  be  placed  on  the  needle  axis,  the  force  to  more 
which  is  adjusted  by  a  hand  on  the  same  axis. 

In  a  chemical  marking  telegraph,  the  line  current  passes  through 

the  paper  at  both  the  terminal  stations ;  but  at  the  sending  station 

a  local  circuit  is  completed  at  the  same  time  as  the  line  circaii^ 

which  passes  an  opposite  compensating  current  through  the  paper. 

[Printed,  8<l.] 

A.D.  1855,  November  20.— N«  2613. 

PULS,  Francis. — "  A  new  electric  light  and  heat." 

This  invention  consists  of  collecting  and  employing  the  gas  or 
gases  generated  in  galvanic  batteries  and  " emanating  direct** 
from  them,  "for  heating  and  illuminating  purposes." 

A  lamp  upon  this  principle  is  described  and  shown,  in  whidi  the 
body  contains  the  exciting  fluid.  The  stem  of  the  lamp  is  enlarged 
at  the  lower  portion  so  as  to  contain  the  battery  plates,  which  aie 
thus  hermetically  enclosed,  except  the  tube  leading  to  the  burner 
and  the  open  bottom  of  the  battery  trough  which  the  prolongatioo 
of  the  stem  forms.  The  prolongation  and  enlargement  of  the  stem 
is  within  the  body  of  the  lamp,  and  thus  allows  tiie  exciting  fluid  to 
act  upon  the  batteiy  plateQ* 


THEIR  GENERATION  AND  APPLICATIONS.    525 

In  one  instance  the  battery  circuit  is  closed,  and  the  resultinj^ 
is  made  to  pass  through  naptha  or  other  carbonizing  materials, 

it«  way  to  the  burner. 

In  a  second  instance  the  battery  circuit  is  completed  through  a 
platinum  wire  in  the  gas  flame,  thus  adding  to  the  heat. 

The  apparatus  need  not,  however,  be  arranged  in  the  form  of  a 
lAinp,  the  gas  generating  and  carbonizing  apparatus  may  be  dis- 
tanct  and  separate.  It  may  also  be  conveyed  in  pipes  to  any  dis* 
ttfuicey  from  a  gas  holder. 

The  battery  may  be  employed  for  any  required  purpose  when 
li^enerating  gas  for  the  lamp. 
CPrinted,  iid.2 

A.D.  1855,  November  20.— No  2617. 

WHITEHOUSE,  Edward  Oranok  Wildman.— ''  Improve* 
"  ments  in  electro-telegraphic  apparatus,  parts  of  which  are  also 
**  applicable  to  other  purposes,"  consisting  of: — 

Ist.  "  Improvements  in  the  construction  of  induction  coils." 
The  secondary  coil  is  placed  nearest  the  iron  core,  and  is  sur- 
rounded by  the  primary  coil;  these  coils  may  either  be  used  singly, 
or  two  or  more  in  combination,  all  of  them  being  included  in  the 
same  primary  circuit.  When  the  secondary  wire  is  of  considerable 
sixe,  supplemental  wires  of  smaller  diameters  are  wound  together 
with  it ;  these  supplemental  wires  occupy  the  interstices  between 
the  turns  of  the  larger  wire  and  *'  augment  the  quantitative  energy 
'*  of  the  secondary  current."  The  secondary  current  is  obtained 
by  reversing  the  direction  of  the  primary  current,  or  otherwise 
**  reversing  the  polarity  of  the  iron  of  the  coils." 

The  secondary  currents  thus  obtained  are  applicable  to  **  electro* 
*'  telegraphic"  purposes  (See  N®  1225, 1854),  "blasting,  ordnance 
**  purposes,  as  well  as  for  electro-chemical  decomposition." 
2nd.  Improvements  in  relays. 

In  one  arrangement,  four  upright "  permanent  magnetic  pillars  " 
vurround  the  line-wire  coil ;  within  the  coil  is  an  upright  bar  or 
core  of  soft  iron,  free  to  vibrate  on  its  vertical  axis,  which  carries 
a  soft  iron  hoiizontal  cross  piece.  The  polarity,  induced  in  the 
cross  piece  by  the  coil,  determines  the  direction  of  its  deflection 
towards  the  poles  of  the  permanent  magnets  and  the  ciicuit 
actuated. 
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In  another  armngement,  the  required  contacts  ane  ^ven  by  tbe 
deflection  of  a  lozenge-formed  piece  of  soft  iron  ''moiuiied  oal 
pivots  "  and  ''  placed  axially  in  the  magnetic  field  between  lhp{ 
poles  of  a  permanent  horse-shoe  magnet ; "  the    pc^es  of  in 
electro-magnet  embrace  the  soft  iron  piece  at  right  an^l^  to  the 
poles  of  the  above-mentioned  permanent  magnet. 

In  a  third  arrangement,  an  '*  armature  at  the  end  of  a  lever  ii 
attracted  by  an  electro-magnet,  as  is  the  ease  in  the  msbumeot 
known  as  the  '  Morse  relay;* "  in  the  Patentee's  relay,  however, 
the  residual  magnetism  retains  the  armature,  until  the  next  cnnent 
(by  changing  the  electro-magnet's  polarity)  *'  releases  tar  a  mo- 
"  ment  the  armature,  which  is  immediately  afterwutis  again  at- 
"  tracted."  Contact  is  given  during  the  momentaiy  release  of 
the  armature. 

To  give  a  more  perfect  and  delicate  adjustment  to  the  abore- 
described  relays  than  springs  can  afford,  a  permanent  hcnveahoe 
magnet  is  mounted  on  its  aads  on  a  set  screw,  and  embraces  between 
its  poles  (without  touching)  a  magnetized  piece  of  steel  on  the 
moving  part. 

•  3rd.  *'  Combining  a  dead  beat  magnetic  needle  instrument  with 
a  relay  fitted  to  receive  alternating  currents.  The  relay  by  call- 
ing into  play  a  local  battery  excites  alternately  the  opposite 
**  hmbs  of  an  electro-magnet,  and  thus  produces  movements  in 
*'  the  needle  corresponding  to  the  currents  received." 

4th.  "  The  adaptation  to  an  ordinary  step  by  step  dial  instm- 
"  ment "  of  a  peculiar  releasing  or  retrograde  movement. 

The  pointer  or  hand  is  mounted  loose  upon  its  axis ;  it  is  how- 
ever connected  with  the  axis  by  a  clutch-box  arrangement  during 
its  forward  progress.    When  the  signal  is  indicated  the  clutch  box 
is  put  out  of  gear  and  the  hand  turned  to  zero  in  the  reverse  direc- 
tion.  An  attendant  at  the  receiving  station  may  either  actuate  an 
electro-magnet  for  this  purpose,  or  the  releasing  action  may  be 
"  made  to  act  automatically"  (See  N«  1225,  1854).    During  the 
forward  progress  of  the  hand,  the  two  parts  of  the  axis  are  held 
together  by  the  action  of  a  *'  holding "  magnet ;  but  when  the 
hand  has  arrived  at  the  desired  signal  the  current  from  a  local  bat^ 
teiy  is  diverted  from  the  *^  holding  "  magnet  to  another  magnet, 
which  takes  the  clutch  box  out  of  gear,  called  the  "releasing  mag- 
**  net."  The  magnetism  of  the  shorter  parts  of  the  poles  of  the  latter 
magnet  "  acts  upon  a  small  piece  of  iron  affixed  to  a  toothed  seg- 
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*  ment,  ^rhich  gears  into  a  pinion  on  the  moveable  parts  of  the 
'  axis,  and  by  causing  such  piece  of  iron  to  move  into  an  axial' 
"  position  between  the  poles,  thereby  (through  the  segment  and 
^  pinion)  Tctums  the  hand  to  its  starting  point." 

It  is  also  proposed  "  to  effect  the  escape  of  each  tooth  by  the 
"  action  of  a  relay,  which,  calling  into  play  a  local  batteiy,  excites 
**  alternately  the  opposite  limbs  of  an  electro-magnet,  and  produces 
*'  corresponding  movements  in  a  magnetic  lever,  on  which  the 
"  teeth  successively  rest,  and  from  which  they  are  allowed  to 
^  escape  in  the  usual  manner." 
CPriuted,ll<f.] 

A.D.  1855,  November  26.— N*  2662. 

BERING,   Gborob    Edward. — "Improvements    in   galvanic 
**  batteries,"  consisting  of  :— 

Ist.  *'  A  new  exciting  liquid  for  the  negative  element  of  those 
"  kinds  of  batteries  in  which  nitric  acid  "  has  usually  been  em** 
ployed  for  that  purpose.  This  liquid  consists  of  a  mixture  of 
liydrochloric  acid  with  crystals  of  "  nitrate  of  soda,  or  nitrate  of 
"  potash,  or  other  suitable  nitrates." 
2Qd,  "Applying  a  granular  coating  of  platinum,  or  other 
suitable  metals  negative  to  copper,  to  the  surface  of  copper,  and 
its  alloys,  for  the  purpose  of  improving  their  qualities  as  a 
negative  element  in  batteries."  For  this  purpose  an  exceedingly 
minute  "  amount  of  deposit  is  preferred  to  be  applied  by  im- 
mersing the  cleaned  plate  in  a  '*  weak  acidulated  solution  of  the 
"  bichloride  "  of  platinum. 

3rd.  "  The  turning  over  towards  the  inside  the  upper  edge  of 
*'  the  containing  vessels  of  galvanic  batteries,  and  the  employment 
*'  of  floats  of  gutta  percha  or  other  suitable  material  upon  the 
*'  surface  of  the  liquids  of  galvanic  batteries,  for  the  purpose  of 
*'  preventing  the  spilling  of  the  same." 
Useful  for  motive-power  batteries  on  ships  and  vessels. 
[Printed,  S<i.] 

A.D.  1855,  November  27.— N«»  2666. 

ALLAN,  Thomas. — "  Improvements  in  applying  electricity." 

This  invention  "  consists  in  the  application  of  electricity  by 
'*  the  employment  of  a  relay  and  two  separate  circuits,  to  produce 
**  signals  to  the  eye  and  ear  simultaneously." 
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One  particular  application  of  the  invention  *'  is,  coinmunic 
"  between  guard  and  engine-driver  upon  a  railwaj  train."  TW 
following  apparatus  are  used  for  this  purpose : — '*  On  the  enpne; 
*•  a  relay,  local  battery,  gong  or  bell,  and  indicator;*'  a  "line  rf 
**  communication  through  the  train  to  the  guard's  van  (the  dreoit 
**  being  completed  by  the  earth);"  and  in  the  guard's  van*' a 
**  contact  maker  to  put  the  relay  on  the  engine  into  action.** 
The  relay — ^formed  of  a  many-poled  magnet  (See  N*  14,190»  Old 
Law) — sets  in  action  the  bell  and  indicator. 

Another  method  of  conveying  signals  by  means  of  a  relay,  is  for 
the  guard  to  signalize  the  common  railway  signals,  white,  greeB, 
and  red,  by  means  of  a  needle  apparatus  on  the  engine,  actnafecd 
by  the  long  circuit,  the  relay  at  the  same  lime  ringing  a  bdL 

The  above-described  arrangements  and  combinations  mmybe 
used  "  for  all  signalling  purposes  in  general." 

The  Patentee's  constant  battery  (See  N«  339,  1853)  nmy  be 
used  in  this  invention. 

If  the  line  of  communication  is  eflPected  "  by  one  line  run  oat 
**  along  the  foot  boards  or  otherwise,  in  order  to  provide  againsf 
'*  breakage  and  disruption,"  a  "  conductor,  made  of  a  strand  of 
**  wires  of  mixed  metals  "  (See  N«  1889,  1853)  is  piefened  to  be 
used. 

[Printed,  3<i.] 


A.D.  1855,  December  3.— N»  2721. 

WATT,  Albxandbr.— ''  An  improvement  in  costing  iron  and 
*'  steel  with  tine." 

This  invention  relates  to  the  method  of  preparing  a  solution  of 
line  for  electro^incing  iron  and  steel. 

A  strong  solution  of  cyanide  of  potassium  is  placed  in  a  porouf 
vessel.  In  an  outer  vessel  (containing  the  porous  vessel)  a  solution 
of  cyanide  of  potassium,  to  which  liquid  ammonia  has  been  addec^f 
is  placed.  The  outer  solution  is  then  charged  with  zinc  by  gsl* 
vanic  agency ;  a  copper  or  iron  ne^tive  pole  is  for  this  purpose 
placed  in  the  porous  vessel,  and  a  zinc  positive  pole  in  the  outer 
vessel.  The  solution  in  the  outer  vessel  is  ready  for  use  on  tbe 
addition  of  a  certain  proportion  of  '^  carbonate  of  potassa." 
^Printed,  id,2 
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A.D*  1865,  Deoember  6.— N»  2766* 

rHOMAS,  Frederick  Samson,  and  TILLEY,  William 
&VAN8. — "ImprovementB  in  producing  aluminium  "  [aluminum?] 
'*  axid  its  alloys,  and  in  plating  or  coating  metals  with  aluminium 
'*  wuad  alloys  composed  of  aluminium  and  other  metals." 

rrhis  invention  consists  in  electro-depositing  aluminum  from 
solutions  of  alumina,  with  or  without  other  metals,  and  in  electro* 
coating  metals  with  aluminum  and  alloys  of  aluminum. 

The  following  methods  of  preparing  the  various  electro-deposit* 
iD^  solutions  are  set  forth : — 

'*  No.  1.  Solution  of  alumina." — Calcined  alum  is  boiled  with 
cyanide  of  potassium  solution. 

**  No.  2.  Solution  of  alumina." — "  The  oxide  "  of  aluminum  is 
precipitated  from  an  aqueous  solution  of  alum  by  "  salts  of  tartar." 
After  filtering  and  washing,  the  precipitate  is  dissolved  by  boiling 
in  c^nide  of  potassium  solution. 

'*  No.  3.  Solution  of  alumina." — ^The  same  as  No.  2,  except  that 
**  ammonia  is  used  to  precipitate  the  alumina  in  place  of  salts  of 
••  tartar." 

''  No.  4.  Solution  of  alumina." — Calcined  alumina,  cyanide  of 
potassium,  and  carbonate  of  soda  are  fused  together,  and  the 
resulting  mixture  is  boiled  in  water  and  filtered.  The  calcined 
alumina  is  produced  by  precipitation  from  an  aqueous  solution  of 
alum  by  "  carbonate  of  potassium,"  the  alumina  is  then  filtered 
and  dried  by  roasting. 

No.  6.  Solution  of  aluminum  and  silver. — No.  3  solution  is  pre* 
ferred  to  be  charged  with  silver  by  electric  means,  using  a  positive 
pole  of  silver. 

Solution  of  aluminum,  silver,  and  copper. — No.  3  solution  is  pre* 
ferred  to  be  electro-charged  with  copper  and  silver  by  a  positive  pole 
of  the  two  metals,  alloyed  in  the  proportions  required  to  be  used. 

No.  6.  Solution  of  aluminum  and  tin. — No.  4  solution  is  pre- 
ferred  to  be  electro-charged  with  tin  by  a  positive  pole  of  tin. 

A  second  mode. — "ITie  oxide"  of  tin  (precipitated  from  a 
solution  of  tin  in  nitro-muriatic  acid  by  "  salts  of  tartar "  and 
dried)  is  added  to  the  fused  ingredients  specified  in  No.  4, 
and  fused  with  them ;  the  resulting  mass  is  boiled  with  water  and 

filtered. 

h  L 
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A  third  mode.— Hie  ingTediento  (alumina^  cyBoide  of  potaashigL 

carbonate  of  soda,  and  oxide  of  tin)  are  ftised  together^  and  lift 
resulting  mass  boiled  in  water  and  filtered. 

No.  7*  Solution  of  aluminum  and  nickel. — No.  3  solntioii  is  pre- 
ferred to  be  electro-charged  with  nickel  by  a  positive  pole  of  nic^ 

A  second  method. — ^A  bag  containing  "  oxide  of  nickd "  ii 
placed  in  the  bath  of  alumina.  The  ''  oxide  of  nickel "  ii 
precipitated  from  a  solution  of  nickel  in  nitro-muriatic  add  If 
ferro-cyanide  of  potassium. 

A  third  mode. — "  The  oxide  '*  is  precipitated  from  a  solutkn 
of  nickel  in  nitric  acid  by  "  carbonate  of  potassium."  The  preo- 
pitate  is  mixed  with  carbonate  of  ammoniimi, ''  oxide  of  alumioa,*' 
("  prepared  according  to  No.  3/')  and  water ;  the  whole  is  tba 
boiled  and  filtered. 

No.  8.  Solution  of  aluminum  and  copper. — "  Alumina  "  is  pn- 
dpitated  from  an  aqueous  solution  of  alum,  dther  by  "  carixmste 
"  of  potassium  "  or  carbonate  of  ammonium,  filtered,  and  dried  bf 
roasting.  The  dried  alumina^  cyanide  of  potassium,  carbonate  of 
soda,  and  "  sulphurate  "  [sulphate?]  of  copper  are  melted  together, 
and  the  resulting  mass  dissolved  in  water  by  boiling. 

No.  9.  Solution  of  aluminum,  copper,  and  zinc. — Sulphate  at 
zinc  is  fused  with  the  ingredients  mentioned  in  No.  ^  and  a 
solution  of  the  resulting  mass  made  by  boiling  in  water. 

No.  10.  Solution  of  aluminum,  silver,  and  tin. — "The  oxides" 
of  silver  and  tin  are  mdted  with  the  fused  mass  described  in 
No.  4 ;  the  resulting  compound  is  then  dissolved  in  water  by 
boiling,  and  filtered.  "The  oxides"  of  silver  and  tin  are  re- 
spectirely  precipitated  by  "  salts  of  tartar,"  and  more  cyanide  of 
potassium  is  used  than  in  No.  4. 

No.  11.  Solution  of  aluminum  and  iron. — "The  oxide"  of  iron 
is  boiled  in  a  solution  of  alumina  ("  prepared  as  before  named  ") 
and  the  whole  filtered.  "  The  oxide  "  of  iron  is  predpitated  from 
a  solution  of  the  sulphate  by  "  salts  of  tartar." 

In  depositing  from  most  of  the  above-described  solutions,  c^er 
a  positive  pole  of  platinum  (in  conjunction  with  a  bag  of  the 
oxides  of  the  metals)^  or  of  the  alloy  to  be  deposited  may  be  used. 

If  aluminum  or  its  alloys  be  required  in  a  solid  state,  it  or  they 
may  be  deposited  on  a  metal  which  melts  dther  at  a  higher  or 
lower  temperature  than  aluminum  or  the  alloy,  "  or  upon  a  metal 
"  that  is  harder  than  the  depodt,  and  the  deposit  can  tiien  be 
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"^  separated  by  beat  or  by  scraping,  and  the  aluminum  or  alu- 
**  minum  and  its  alloys  so  obtained  can  be  consolidated  by 
**  processes  abready  known." 

In  the  Provisional  Specification  Nos.  2, 4,  9,  and  10  are  not 
mentioned ;  and  the  Complete  Specification  contains  modifications 
of,  And  additions  to,  the  processes  described  in  the  Provisional 
Specification ;  these  occur  in  Nos.  5,  6,  7,  and  8. 

Letters  Patent,  N»  2734  (1864),  granted  to  the  Patentees,  are 
to. 
[Printed,  W.] 

A.D.  1865,  December  11.— N»  2794. 

TOLHAUSEN,  Albxandrb  (acommumcoHonfrom  John  Prime), 
— "  Certain  improvements  in  mariners'  and  land  compasses," 
oonaifliing  of  :~* 

lat.  **  Making  the  glass  of  the  compass  with  a  rim  to  fit  over 
^  the  top  or  head  of  the  bowl,  and  providing  a  ring  of  any  elastic 
"  or  suitable  yielding  material  between  the  said  rim  and  the  head, 
'*  whereby  rain  or  other  moisture  settling  on  theghus  is  prevented 
''  from  running  into  the  bowl,  and  at  the  same  time  the  glass  is- 
*'  protected  against  the  expansion  of  the  case." 

2nd.  ''Balancing  the  compass  card  and  needle  by  attaching; 

<'  thereto  a  suitable  number  of  rigid  arms,"  ''provided  with 

weights  which  screw  or  slide  thereon  to  move  them  nearer  to  or 

'  fiurther  from  the  centre  of  suspension."    By  this  means  ''the 

dip  of  the  needle  "  may  "  at  any  time  be  accurately  compen- 

*'  sated   for."     This    improvement   is  applicable  only  to  the 

mariner's  compass. 

[Printed.  8d.] 

A.D.  1866,  December  13.— N«  2814. 

HART,  David. — "  Improvements  in  signalling  or  communicating 
**  between  parts  of  a  nulway  train,  and  in  the  instruments  and 
**  apparatus  employed  for  such  purpose." 

This  invention  "  relates  to  the  use  of  electro-magnetism  "  for 
conveying  audible  and  visible  signals  to  the  engine-driver  of  a 
train,  and  consists  of : — 

1st.  The  application  of  certain  well-known  apparatus  in  a 
povd  manner  to  a  signalling  apparatus  "  which  is  the  subject  of 

L    1.2 
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''  a  Patent  granted  to  Alexander  Symona  *'  (See  N«  11,751,  Cli 
Law,  Appendix). 

2nd.     Certain  improvements  by  which  the  stiikiii^  of  tki 
alarum  ia  prevented  from  aifocting  the  dial  inatrument. 

Hie  general  arrangement  of  the  i^iparatns  ia  as  Ibllovs:^ 
In  the  guard's  van  at  the  rear  of  the  train  there  is  placed  a  "vlMil 
"  circuit  maker  and  breaker,"  and  a  reel  canying  sufGLcieiit 
lated  wire  for  extending  along  the  longest  train ;  the  ciicait 
has  contact  with  the  reel  and  with  the  earth,  thus  naing  the  eaith 
as  the  return  circuit.   On  the  engine  there  is  a  small  aand  battoj, 
a  relay,  a  larger  battery,  and  a  '^beU  and  dial  instrument."    The 
relay  and  small  battery  are  used  in  connection  with  the  lon^  circnift 
to  call  into  action  the  larger  batteiy,  which  then  actuates  the 
alarm  and  signal  apparatus.  By  an  inverse  airangement  of  contact 
points,  the  relay  may  either  be  made  to  complete  Uie  local  ciiviiil 
by  the  completion  of  the  long  circuit  or  by  the  l»eakage  of  the 
long  ciicait ;  the  latter  arrangement  is  preferred,  as  in  tiiat  case  a 
weak  but  continuous  current  traverses  the  whole  length  of  tlie 
train,  and  ''the  breaking  away  of  any  part  of  the  tram  or  anck 
"  other  accident  will  be  self  recording/'    The  two  batteriea  and 
the  relay  may  be  placed  in  the  guard's  van  next  to  the  engine^ 
if  the  oscillation  of  the  engine  influences  the  relay  prejudicially 
and  spiUs  the  fluids  of  the  larger  battery ;  suitable  oonnectiona  finr 
the  local  circuit  are,  in  this  case,  made  between  the  van  and  the 
engine,  and  the  only  dectrical  instrument  on  the  engine  is  the 
"  bell  and  dial  signal  instrument." 

"  The  wheel  circuit  maker  and  breaker "  consists  of  a  mefal 
wheel  with  radial  arms  to  turn  it  on  its  vertical  axis.  The  upper 
side  of  the  wheel  is  engraved  to  correspond  with  the  dial  plate  on 
the  engine.  Contact  is  made  and  broken  by  means  of  a  small 
metal  wheel  on  the  axis  of  the  instrument,  against  which  a  fixed 
spring  in  the  circuit  bears ;  the  metal  wheel  is  suitably  inlaid  with 
non-conducting  portions. 

The  reel  has  "a  continuous  contact  piece  or  strap,"  "  somewhat 
"  like  the  strap  of  the  eccentrics  of  a  steam  engine,"  thus 
enabling  the  wire  to  be  unwound  or  wound  up  without  inter- 
rupting the  circuit.  A  "bracelet-like  feistening"  is  shown,  for 
attaching  the  extremity  of  the  insulated  wire  to  the  small  battery 
on  the  engine,  or  for  attaching  the  lengths  of  wire  in  the  case  in 
which  each  carriage  has  its  own  length  instead  of  employing  ther^ 
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The  relay  consuts  of  a  horseshoe  electro-magnet  and  spring 
lever  armature,  the  prolongation  of  which  lever  armature  com- 
pletes the  local  circuit  hj  deflecting  against  suitable  stops. 

The  bell  and  dial  instruments  are  mounted  upon  the  same  sole 
plate.  The  bell  instrument  consists  of  an  electro-magnet  and 
keeper;  to  the  keeper  is  attached  an  adjustable  '*make  and 
"  break  mdtion"  that  actuates  the  bell  hammer  whenever  the 
local  circuit  is  completed.  The  dial  instrument  consists  of  a  step- 
by-step  arrangement  in  which  the  pointer  is  driven  by  the  action 
of  the  tail  of  a  lever  armature  upon  a  pinion  containing  as  many 
leaves  or  teeth  as  there  are  signals  engraved  upon  the  dial ;  the 
pinion  is  fixed  on  the  pointer  axis  and  is  prevented  from  over- 
running by  a  roller  at  the  end  of  a  lever  which  drops  between  the 
teeth  after  each  action  of  the  lever  armature. 
[Printed.  l«.] 

A.D.  1855,  December  14.— N<>  2828. 

WHITEHOUSE,  Edward  Orange  Wildman.— "  Improve- 
*'  ments  in  apparatus  for  measuring  fluids." 

In  the  Provisional  Specification  this  invention  is  said  to  consist 
of:— 

1st.  "  A  peculiar  mode  of  obtaining,  by  means  of  centrifugal 
*'  force,"  a  continuous  rotation  '^  for  the  purpose  of  measuring 
**  or  registering  the  flow  of  any  fluid." 

2nd.  "The  application  of  magnetic  force  or  attraction  as  a 
"  means  of '  coupling,'  or  '  gearing,'  for  transmitting  mechanical 
*'  motion,  and  which  may  be  termed  '  magnetic  coupling.' " 

In  applying  this  portion  of  the  invention  to  the  1st  improve- 
ment, there  is  "  no  mechanical  connexion  between  the  motor  part 
*'  of  the  apparatus  and  the  registering  part  or  'count,'"  the 
motion  being  transmitted  by  a  magnet  or  piece  of  soft  iron  fixed 
on  the  motor  wheel,  which  acts  on  a  piece  of  soft  iron  or  a  magnet 
fixed  upon  the  axis  of  the  first  wheel  of  the  count.  This  arrange- 
ment enables  the  count  to  be  enclosed  in  a  separate  case  to  the 
motor  part  of  the  apparatus. 

The  2nd  improvement  is  not  mentioned  in  the  Complete 
Specification ;  but  it  is  therein  proposed  to  employ  a  mode  of 
driving  the  count  "  by  the  action  of  magnetism,  as  described  in 
*'  the  Specification  of  Letters  Patent  for  England,  granted  to 
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Charlei  William  Siemens,  on  or  about  the  15th  daj  of  AjAr 
1852  "  (See  N«  14,060,  Old  Uw,  Appemdix). 

[Printed,  If.  Sd.] 

A.D.  1855,  December  17.— N«  2856. 

SMALL,  Andrew. — '' Impiovements  in  marine  oompasaeB,  and 
'*  in  apparatus  applicable  thereto." 

The  outer  bowl  of  a  compass  is  Buppwted  in  gimbals,  and  lias 
the  following  arrangement  connected  with  it  "  for  the  puipose  of 
ascertaining  the  error  or  deviation  of  the  compass  needle : " — 

A  'dumb  compass'  circle,"  graduated,  and  adjosiabk;  aa 
equatorial  ring,"  attached  by  pivots  to  the  dumb  compass 
circle,  and  " graduated  with  the  hours  from  noon ;  *'  "a  'true 
'meridian'  ring,"  rivetted  at  right  angles  to  the  "equatoiial 
ring,"  "marked  with  degrees  of  latitude  or  altitude,"  and 
slit  on  each  side  for  taking  the  bearings  of  lights  or  headlands  ;* 
a  moveable  hour  drde,"  jointed  to  the  **  true  meridian  ring,** 
at  points  corresponding  to  the  poles,"  capable  of  bein^  aettoaaj 
hour  upon  the  "  equatorial  ring,"  and  slit  along  its  centre  line 
so  that  objects  can  be  viewed  through  it ;  and  a  segment  centred 
on  the  stud  connecting  the  " hour  circle"  to  the  "  true  jnm&n 
ring"  having  a  centre  to  receive  a  stile.  The  studs  on  the 
dumb  compass"  ring  carrying  the  '' equatorial  ring;,'*  *'alao 
ser\'e  to  carry  the  inner  bowl  containing  the  compass  card  and 
"  needle."    A  stile  is  also  placed  on  the  ''hour  circle"  stud. 

To  ascertain  the  error  of  the  compass,  the  dumb  compass  drde 
is  set  round  until  the  true  meridian  circle  is  brought  into  the 
north  and  south  line,  shown  by  the  compass  needle ;  the  equatoris^ 
circle  is  set  to  the  latitude  of  the  place ;  the  hour  circle  to  the 
hour  of  the  day  on  the  equatorial  circle ;  and  the  dumb  compass 
circle  is  shifted  until  the  sun  either  casts  a  shadow  from  the  stile 
on  to  the  centre  line  of  the  segment,  or  is  seen  through  the  slits  in 
the  hour  circle.  The  angular  differ^oe  between  the  true 
meridian  circle  and  the  north  and  south  points  of  the  compass 
needle  is  the  deviation  or  error  required. 

A  small  magnet  may  be  placed  on  the  hour  circle  stud  to  oonrect 
the  needle's  deviation.  When  this  improvement  is  appUed  to  a 
steering  compass  the  meridian  circle  is  placed  parallel  to  the 
ship's  keel,  whilst  the  other  circle  crosses  the  keel  transversely ; 
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kfbe  magnets  on  the  meridian  cirele  are  adjusted  ior  north  and 
vth  courses,  and  those  on  the  other  circle  for  east  and  west 
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A.D.  1855,  December  18.— N»  2860. 

HUMASTON,  John  Pibrrpont. — "  Improvements  in  instru- 
ments for  composing  and  transmitting  telegraph  messages." 
This  invention  relates  to  certain  improvements  that  are  appli- 
<s&ble  to  any  mode  of  telegraphing ''  which  requires  the  intermittent 
**  opening  and  closing  of  the  circuit  to  form  the  signs  for  letters, 
**  figures,  &c." 

The  improvements  consist  of: — 

Ist.  "  A  machine  which  is  termed  a  '  telegraphic  compositor.' " 
This  machine  is  to  punch  holes  in  a  strip  of  paper  "  in  the  order 
and  shape  necessary  to  form  the  required  characters  on  the 
recording  machine  at  the  opposite  end  of  the  line  of  Irires  " 
(^See  N**  11,480,  Old  Law].  A  set  of  suitable  punches  are  so 
arranged  that  by  depressing  a  finger  key  which  corresponds  to  a 
certain  letter  or  character,  "  a  hole  or  set  of  holes  and  spaces,  of  the 
**  proper  shape  for  that  purpose,  will  at  once  be  punched  through 
**  the  fillet  of  paper  placed  in  a  direction  to  receive  it." 

Component  parts  of  the  machine. — ^The  finger  keys  are  connected 
with  a  series  of  spring  pins  by  means  of  levers,  springs,  and  cords ; 
these  pins  are  made  to  select  the  punches  for  stamping  the  paper 
by  the  intervention  of  a  "  wheel "  or  drum  having  projections  on 
its  surface  corresponding  to  the  characters  to  be  punched.  A 
treadle  actuates  a  cam  shaft,  which  gives  suitable  motion  to  certain 
levers  by  which  the  punching  of  the  paper  is  effected ;  the  paper  is 
moved  forward  also  by  a  lever  acted  on  by  the  cam  shaft,  which 
lotates  certain  rollers,  an  amount  determined  by  a  notched  wheel 
against  which  the  cam  lever  strikes. 

Punching  the  holes. — On  the  depression  of  a  key  a  certabi 
spring  pin  is  thrust  out,  its  helicnd  spring  in  that  case  being 
allowed  to  act ;  the  letter  wheel  is  thereby  stopped  at  such  a  part 
of  its  revolution  (it  having  a  tendency  to  revolve)  that  the  proper 
projections  rest  upon  the  punch  links  and  keep  down  those  that 
are  Tequired  to  form  the  letter  until  the  cam  lever  has  struck  them 
fbrward  and  punched  the  paper  j  those  punch  links  that  have  not 
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been  kept  down  by  ilie  letter  wheel  are  risen  out  of  the  uraj  of  & 
esm  lever  by  helioil  spring  under  them. 

Feeding  the  paper. — As  this  requires  to  be  in  propoition  to  thr 
length  of  the  perforations  necessary  to  form  each  letter,  the  thnw 
of  the  cam  lever  is  determined  by  a  wheel  fixed  on  the  axis  of  tiie 
letter  drum  and  having  notches  corresponding  thereto.  To  tiie 
cam  lever  is  attached  a  cord,  which,  by  passing  round  a  suitdbk 
pulley^  moves  the  paper  roller ;  the  connection  between  the  paper 
roller  and  the  pulley  is  by  means  of  a  ratchet  wheel  and  dick, 
thereby  enabling  the  cam  lever  to  return  to  its  original  positias 
without  influendng  the  paper. 

Action  of  the  machine. — When  the  key  of  any  particular  letter 
is  pressed  down,  the  punch  links  are  selected  accordingly,  as  abore 
ezfklained.  The  treadle  is  then  depressed  by  the  foot,  thereby 
giving  the  required  amount  of  feed  to  the  paper  and  driving  the 
selected  punches.  ''The  foot  is  then  raised,  and  the  two  leren 
**  are  restored  to  their  former  points."  The  key  is  kept  dawu 
during  the  whole  process,  "  and  until  the  key  for  the  succeediof 
*'  one  is  operated,  when  the  process  continues  as  before." 

2nd.  A  "method  of  transmitting  the  composition  over  the 
•«  wires." 

The  perforated  paper  is  drawn  rapidly  between  metal  rollers 
included  in  the  electric  circuit ;  the  upper  roller  being  suitably 
shaped  to  enter  the  perforations  and  mounted  at  the  extremity  of 
an  arm  acted  upon  by  a  helicsl  spring. 

*' This  process  may  also  be  reversed  by  employing  a  strip  of 
*'  conducting  material  in  lieu  of  the  paper,  or  by  rendering  the 
'*  characters  stamped  upon  a  strip  of  paper  conducting,  by  the 
**  application  of  a  suitable  substance  to  the  paper  by  means  of  the 
*'  punches,  and  connecting  the  wires  accordingly." 

3rd.  A  method  of  preparing  "  a  type  stick,  or  of  setting  up 

types,  for  composing  messages  to  be  transmitted  by  electric 

telegraphs."  The  stick  is  filled  with  types,  and  certain  "links 
**  or  tumblers"  are  caused  to  act  upon  them  progressively  by 
means  of  the  letter  wheel  mentioned  in  the  Ist  improvement, 
thereby  pushing  back  those  types  that  are  not  required  to  send 
signals;  the  other  parts  of  the  '^ composing"  machine  "operat* 
**  ing  substantially  in  the  manner  already  described."  The  type 
stick  has  rack  teeth  on  its  back  to  move  it  forward  either  durii^ 
composition  or  duruig  the  transmission  of  the  message, 

CPrinted,  Sf .  0d. J 
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A.D.  1866,  December  18.— N«>  2862. 

PRICE,  David  Lloyd. — ^' Improvements  in  electric  telegraphs, 
**  &nd  in  appliances  connected  therewith,  as  applied  to  railway 
**   -trains  and  fixed  stations." 

These  improvements  maj  be  described  under  the  following 
lietMls: — 

1st. — Employing  a  coiled  spring  as  a  means  of  establishing  elec* 
trical  connection  between  the  carriages  of  a  railway  train. 

For  this  purpose  '*  a  coiled  spring  "  is  employed,  similar  to  a 
**  clock  spring,  but  which  has  a  tendency  to  recoil  and  draw  itself 
**  'within  a  small  circular  case  fixed  to  the  carriage." 

**  When  two  or  more  wires  of  communication  are  required,"  an 

internal  recoil  spring  is  employed  which  does  not  form  a  part  of 

the  electric  circuit ;  on  the  reel  actuated  by  the  spring  is  wound 

the  wires,  ''enclosed  in  gutta  percha  or  other  suitable  pliant 

**  material*"    The  reel  is  formed  in  two  parts  insulated  from  each 

other  by  a  line  at  right  angles  to  the  axis,  each  of  which  parts 

carries  its  own  conducting  wire  and  has  an  external "  coiled  spring" 

to  conduct  the  current  from  the  "  line  wires  of  the  carriages  "  to 

the  "  coiled  wires."    "  By  this  means  two  or  more  line  wires  may 

**  he  connected  by  pulling  ou.  a  single  strap  or  by  a  single  pull." 

2nd. — "  Forming  the  immediate  points  of  junction  of  the  con- 

*'  nections  between  rail  carriages,  so  to  have  a  double  locking,  or 

**  hold  the  one  part  with  the  other  when  united." 

Each  terminal  consists  of  a  metal  plate,  having  a  round  hole 
and  slot  for  the  reception  of  a  headed  pin,  the  head  passing 
through  the  round  hole,  and  the  neck  fitting  the  slot  when 
**  drawn  back.  These  pins  project  on  each  side  of  the  plate,  and 
"  the  two  connecting  plates,  forming  a  pair,  are  precisely  similar, 
**  so  that  the  pin  of  each  plate  enters  the  slot  of  the  other  plate 
**  rimidtaneously,  forming  a  double  connection,  and  this  irre- 
**  Bpective  of  which  plate  is  placed  uppermost*  by  reason  of  the 
'*  pins  projecting  on  both  sides  of  such  connecting  plates." 

3rd. — Certain  improvements  "  in  the  telegraph  instruments  and 
^  conducting  parts  connected  therewith "  such  that  a  bell  and 
needle  telegraph  are  enabled  to  be  worked  by  one  line  wire. 

The  prindiMd  improvement  is  the  amngement  and  construction 
of  the  signal  k^. 
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In  an  instniment  and  arrangement  for  transmitting  and  R* 
oeitinf(  audible  signals  only,  the  k^  consists  of  a  spindle  haiiair 
projecting  studs,  worked  bj  the  movement  of  a  handle.  Two  d 
these  studs  are  connected  to  the  line  wire  and  the  third  to  one  pd£ 
of  the  battery;  the  studs  deflect  against  springs  in  connection  w^ 
the  other  terminals,  and  in  their  normal  position  are  kept  ao  as  to 
receive  signals  by  the  action  of  a  hehcal  spring  upon  the  hsntfie 
arm.  A  coiled  spring  (See  1st  improvement)  makes  oonnectka 
"between  the  third  stud  and  the  batteiy.  A  centrifii^rB]  b(& 
hammer,  set  in  motion  by  the  release  of  a  clock  train,  is  used  to 
sound  the  bell;  the  clock  train  is  released  by  the  attraction  of  a 
lever  armature  by  the  alarum  electro-magnet. 

In  an  instrument  and  arrangement  for  transmitting*  and  re- 
ceiving both  visible  and  audible  signals  the  key  is  constructed  ia 
a  somewhat  similar  manner;  there  are,  however,  only  two  studs 
(insulated  from  each  other),  and  these  are  respectively  connected 
with  the  poles  of  the  battery ;  the  deflection  of  the  studs  against 
springs  connected  with  the  line-wire  circuit  and  in  contact  with 
pins  that  form  the  terminals  of  the  instrument  coils,  sends  the 
current  in  one  direction  or  the  other.    The  battery  employed  to 
send  signals  to  a  distant  station,  forms  a  local  battery  actuating 
the  alarum  electro-magnet  when  signals  are  received ;  for  each  in- 
strument comprises  a  "needle  coil "  and  electro-magnet  in  the  line- 
wire  circuit,  and  another  coil  which  releases  the  alarum  clock-trsin ; 
the  latter  electro-magnet  being  in  the  local  circuit.     The  local 
circuit  is  completed  when  the  line-wire-drcuit  electro-magnet  is 
excited. 

To  prevent  the  accidental  ringing  of  the  bell  a  piece  of  leather, 
attached  to  the  armature,  may  be  interposed  between  the  hammer 
and  the  bell  except  at  such  times  as  the  armature  is  attracted  by 
the  magnet. 

To  retain  the  signalling  handle  in  one  position  for  sounding  the 
alarum  at  the  distant  station  a  metal  pin  is  used,  which  also 
ensures  the  completion  of  the  circuit,  as  it  is  inserted  into  a  hole 
suitably  placed  and  in  the  electric  circuit. 

By  means  of  a  spring  and  "  thumb  knob "  the  action  of  the 
local  battery  and  bell  may  be  suspended  whilst  receiving  a  com- 
munication. 

[printed,  U.  Sd] 
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A.D.  1856,  December  18.— N°  2867. 

GLOVER,  Frederick  Robert  Augustus. — "An  improved 
**  instrument  or  apparatus  for  taking  angles,  and  measuring  lines, 
"  Biufeces,  and  solids,  and  ascertaining  the  variation  of  the 
••  needle." 

Tins  invention  is  an  improvement  upon  a  former  invention,  for 
which  Letters  Patent,  N*>  8256  (Old  Law),  were  granted  to  the 
Patentee ;  and  consists  in  appending  to  the  instrument  described 
in  the  said  former  invention  certain  additional  lines,  also  a  re- 
flector and  compass  needle  for  the  purpose  of  enabling  the  varia- 
tion of  the  needle  to  be  ascertained  bj  a  double  azimuth 
observation. 

The  apparatus  consists  of  two  arms  or  limbs,  with  suitable  di- 
viBions  on  them,  and  moveable  from  a  centre.     In  the  present 
instrument,  an  additional  set  of  divisions  for  angular  magnitude 
18  marked  on  a  circular  disc,  concentric  with  the  eentre  of  motion 
of  the  limbs,  and  moving  with  one  of  them  against  the  other;  a 
reflector  stands  upon  the  disc,  and  a  magnetic  needle  is  appended. 
To  ascertun  the  variation  of  the  needle  by  a  double  azimuth  ob- 
servation, the  instrument  is  placed  horizontal,  and  the  zero  line  of 
the  divided  disc  in  the  direction  of  the  assumed  true  north,  by 
means  of  the  magnetic  needle.    At  any  time  before  noon  a  ruled 
line  on  the  mirror  will  be  reflected  somewhere  on  the  disc  of  the 
instrument.    At  the  same  time  after  noon,  if  the  assumed  north  is 
correct,  the  before-mentioned  shadow  will  be  reflected  on  to  the 
disc,  at  an  equal  angular  distance  on  the  other  side  of  the  zero 
line.     If  the  shadow  falls  on  the  angle  indicated  by  the  first  ob- 
servation, before  or  after  the  same  time  after  noon  that  the  first 
obsen'ation  was  taken  before  noon,  "  any  number  of  degrees  that 
''  intervenes,  divided  by  two,  and  added  or  subtracted  (as  the  case 
"  may  require),  to  the  assumed  variation,  will  give  the  true." 
[Printed,  6d.] 

A,D.  1855,  December  21.— N«  2895. 

TYER,  Edward. — "  Improvements  in  telegraphing  or  oommuni- 
"  eating  by  means  of  electricity." 

The  improvements  in  indicating,  apparatus  consist  "  in  the  use  of 
'*  a  soft  iron  needle  suspended  between  the  poles  of  a  permanent 
"  honeHshoe  magnet,  and  acted  on  by  an  electro-magnet,  rendered 
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**  magnetic  by  the  passage  of  the  line  carrent."  The  phrot  of  ^ 
needle  is  placed  near  the  pole  of  a  bar  electro-iragnet ;  to  cviae 
the  deflection  of  the  needle  by  the  polarity  thus  induced,  its  poios 
is  free  to  vibrate  between  the  opposite  poles  of  a  horaeshoe 
nent  magnet;  "  a  dead-beat  movement "  is  thus  produced.  To 
a  "  vibratoiy  "  movement  of  the  needle  two  horseshoe  permanent 
magnets  act  upon  the  needle  at  opposite  sides  of  the  aads ;  the 
centre  of  gravity  of  the  needle  being  kept  below  the  centre  of  sus- 
pension by  an  adjustable  weight ;  in  this  case  the  needle  is  horizontal 
when  at  rest.  The  "  dead-beat  "  instrument  may  complete  the 
circuits  of  recording  instruments,  when  the  needle  rests  against 
stops ;  if  the  recording  surface  is  driven  by  a  clock,  the  time  » 
certain  signal  was  indicated  may  be  recorded. 

An  arrangement  of  commutator  or  pole  changer,  by  whi<^  iSbe 
outgoing  current  is  directed  "  through  one  instrument  or  indicator, 
**  and  the  incoming  current  through  another  instrument  or  indi- 
"  cator."  llie  incoming  current  passes  **  along  a  spring  which 
**  bears  on  a  metallic  point,  from  which  the  spring  is  raised  when 
*'  the  commutator  is  acted  on,**  to  send  a  signal ;  *'  thus,  one  in- 
strument is  thrown  out  of  circuit  whilst  the  current  is  passed 
by  the  commutator  through  the  other."  In  the  commutator 
shown,  piston  rods  carrying  insulated  connections  with  the 
battery  make  connection  with  flat  springs  connected  with  the  indi- 
cating instruments ;  two  pistons  are  used,  one  to  each  direction  of 
the  outgoing  current. 

A  magneto-electric  apparatus  for  communicating  between  the 
different  parts  of  a  railway  train.  This  \a  worked  by  the  motion 
of  the  train ;  the  coils  or  permanent  magnets  for  that  purpose, 
being  either  mounted  on  a  carriage  axle,  or  driven  therefrom  by 
means  of  a  band. 

An  alarum  to  give  signals  on  railway  trains.  To  prevent  the 
clockwork  detent  from  being  released  by  the  oscillation  of  the 
train,  it  is  connected  with  a  piece  of  soft  iron,  which  is  acted  on 
by  two  electro-magnets ;  "  one  of  these  is  kept  in  action  by  the 
*'  all-right  signal,  and  holds  the  detent  in  its  place,  and  the  other 
*'  is  brought  into  action  by  the  danger  signal,  and  withdraws  the 
"  detent."  A  third  electro-magnet  is  included  in  the  danger- 
signal  circuit,  which  withdraws  a  spring  bolt  from  the  tail  of  the 
detent  lever  when  the  alarum  is  required  to  act.  Instead  of  re* 
twning  the  hwt  wheel  of  the  train  by  a  detent,  a  bielJc  bearing 
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a^^nst  it  majbeused;  in  this  case  the  spring  bolt  and  third 
xna^^net  "  may  be  dispensed  with." 
n*rintcd,  7A] 

A.D.  1865,  December  26.— N^  2924. 

McCALLUM,  David.—-"  Improvements  in  dectric  telegraphs." 
This  invention  "  consists  in  employing  mechanism  acted  on  or 
governed  by  electric  currents  in  such  manner  that  separate  or 
detached  symbols  of  different  colors  or  otherwise  of  different 
significations,  may  be  separated  and  accumulated  in  succession, 
and  flkccording  to  settled  or  agreed-on  codes,  so  as  not  only  to 
telegraph  by  such  symbols,  but  also  for  a  time  to  record  the 
"  communications  made." 

**For  this  purpose  it  is  preferred  to  employ  light  and  small 

spheres  of  different  colors,  though  other  forms  of  separate  and 

independent  symbols  may  be  used  in  place    thereof.     The 

electric  apparatus  is  arranged  to  work  by  electro-magnets  or  by 

**  the  deflection  of  magnets,  so  that  at  each  action  of  the  keys  or 

"  handles  a  sphere  or  other  separate  and  moveable  symbol  may 

"  be  detached  from  a  number  of  like  symbols,  and  according  as 

"  like  or  different  symbols  are  detached  (according  to  a  code), 

so  win  be  the  nature  of  the  communication  made ;  and  such 

communication   may  be    kept   composed   in    the    receiving 

apparatus  for  any  desired  length  of  time,  and  till  the  several 

symbols  composing  it  are  distributed  for  further  use." 

When  spheres  of  different  colors  are  employed  as  the  symbols, 
then  the  most  convenient  receiver  will  be  a  series  of  zig-sag  in- 
clined grooves  formed  on  an  incline  board  or  surface  glazed  in 
front,  or  a  spiral "  [helical  ?]  "  groove  around  a  cone  or  cylinder 
surrounded  with  glass;  but  the  form  of  the  receiving  apparatus 
**  as  well  as  of  the  symbols  may  be  varied." 

Alphabets  may  very  readily  be  formed  by  the  use  of  symbols 
of  two  different  colours,  using  a  third  coloured  symbol  to 
'  separate,  and  for  giving  agreed-on  signals."    Figures  may  be 
similarly  represented* 
[Printed,  1«.  Sd.] 
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A.D.  1856,  Januaiy  1.— N«  3. 

CALVERT,  John. — (Pronisional  Protection  only.)     **  Improve- 
**  ments  in  extracting  metals  from  their  ores.'-' 

"This  invention  consists  in  the  application  of  electrici^  to 
'*  facilitate  the  decomposition  and  extraction  of  metals." 

This  is  effected  "  by  passing  an  electric  current  through  the  ore 
"  whilst  in  the  furnace,  thereby  copipelling  the  metal  either  to 
**  precipitate  in  contact  with  an  electrically  opposite  substance^  on 
"  to  aggregate  in  nodules.    The  old  process  of  sweating  and 
''  washing  "  is  adopted,  "  using  the  cheaper  kinds  of  fluxes  than 
"  those  at  present  used  in  that  process.     Sometimes  while  in  the 
*'  furnace,  or  after  taking  from  the  furnace,"  "  the  old  method  oC 
"  immersing  the  ore  in  water,  or  applying  the  same  to  it"  is 
adopted;  "but  in  addition  to  this  old  method"  the  water  it 
charged  "  with  an  opposite  substance  to  the  *  base  *  of  the  ore^ 
"  that  is,  for  instance,  if  the  ore  be  quartz  or  acid  base,"  the 
water  is  charged  "  with  alkali,  taking  care  in  most  instances,  to 
"  keep  the  vessel  in  which  the  immersing  takes  place  undec 
"  electric  influence." 

"  In  the  case  of  such  ores  as  are  not  suited  for  fiimace  treat* 
"  ment,"  "  the  electric  and  opposite  arrangements  "  are  brought 
into  play  on  the  ores,  under  a  slow  liquid  or  fluid  electric  de- 
composition, thereby  bringing  them  into  solution,  and  acting 
upon  them  while  in  solution ;"  the  decomposition  is  engendered 
either  by  bringing  ores  of  an  opposite  nature  to  act  upon  each 
other  (for  instance,  the  oxide  of  tin  in  opposition  to  the  sul- 
phuret  of  copper,  or  the  sulphuret  of  iron  in  opposition  to  the 
"  carbonate  of  iron),  or  where  this  is  not  convenient  through 
"  scarcity  of  the    necessary  ores,"  then  metals  are  used,  and 
sometimes  *'  the  known  or  suitable  acidulous'solutions  used  for 
"  electrical  decomposition "  are  introduced.    The  action  of  the 
said  acidulous  solutions  may  be  assisted  "  by  the  addition  of  an 
"  opposite  substance  (such,  for  instance,  as  an  alkali  in  opposition 
"  to  an  acid  base)." 

Carbon  may  be  used,  "  either  in  the  furnace  process,  or  that  last 
"  mentioned." 
[Printod,  8rf.] 
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A.D.  1856,  January  1.— N»  7. 

rFHURRELL,  John,  MULLER,  Elizabeth  Mary,  and 
CHIDLEY,  John  Robert. — {Provisional  Protection  only,) 
"  Improyements  in  transmitting  fac-simile  copies  of  writings  and 
**   drawings  by  means  of  electric  currents." 

The  writing  or  drawing  to  be  transmitted  is  written  or  drawn 
*•  upon  a  conductor  of  electricity,"  with  a  varnish  or  other  non- 
conductor. 

At  the  transmitting  station  a  metal  cylinder  has  the  writing 
("wntten  as  described  above)  placed  upon  it,  and  revolves  so  that  a 
*'  magnetised  point "  or  roller,  traversing  to  and  fro,  passes  over 
the  writing.  There  is  also  a  voltaic  battery  at  the  transmitting 
station,  and  a  single  line  wire  is  used. 

At  the  receiving  station  another  similar  metal  cylinder,  moving 
at  the  same  speed  as  that  at  the  transmitting  station,  has  writing 
paper  placed  upon  it.  "  A  fac-simile  of  the  transmitted  writing 
or  drawing  is  traced  or  inscribed  by  the  agency  of  electro-mag- 
netism "  on  the  said  writing  paper ;  a  pencil  or  other  marking 
point  or  instrument,  being  caused  to  traverse  in  a  similar  manner 
to  the  **  magnetised  point." 

On  the  cylinders  being  put  into  motion,  and  the  electric  cur- 
rent being  allowed  to  traverse  the  transmitting  cylinder, "  mag- 
••  netized  point,"  and  telegraphic  circuit,  whene\'er  the  electric 
current  is  unbroken  the  marking  point  at  the  receiving  station 
makes  a  continuous  mark  or  line  upon  the  paper ;  but  when  the 
transmitting  point  comes  into  contact  with  the  non-conducting 
material,  the  receiving  point  ceases  to  mark  the  paper;  "and  thus 
"  it  will  appear  evident  that  a  fkc-simile  copy  of  the  writing  or 
''*  drawing  to  be  transmitted  from  one  station  will  be  traced  upon 
*'  the  receiving  paper  at  the  other  station." 
[Printed,  Sd.] 

A.D.  1856,  January  5.— N«  45. 
KAMMERER,  Raymond,  and  BREWER,  Charlbs.— (Pro- 
visUmal  Protection  only,)    "Improvements  in  electric  clocks  or 
"  timekeepers."    . 

The  nature  of  this  invention  is  as  follows : — 

A  pendulum  is  made  to  oscillate  between  two  horseshoe  electro- 
magnets by  means  of  a  commutator  on  the  escape-wheel  axis,  and 
an  armature  of  "  magnetised  metal "  attached  to  the  pendulum. 
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**  The  pendulum  is  connected  io  the  escapement,  by  whidi 

**  hands  of  the  clock  are  put  in  motion/' 

In  order  to  change  the  current  of  electricity  from  the  poalive 
to  the  negative  pole  and  vice  versa,  a  small  cylinder  of  ivoiy  is 
placed  upon  the  arbor  or  axis  of  the  escapement  wheel ;  at  mdk 
end  of  the  ivory  cylinder  is  fitted  a  small  disc  of  brass,  hann^ 
two  narrow  slips  of  the  same  metal  projecting  ^m  each.    The 

'*  discs  are  fitted  to  the  ends  of  the  ivory  cylinder,  so  that  the  pio* 
jecting  slips  of  metal  are  equidistant.  Two  light  springs,  to 
which  the  wires  of  the  batteiy  are  attached,  press  upon  the 
discs ;  two  other  springs  connected  with  the  clock  are  fitted  to 
press  alternately  upon  the  slips  of  metal  projecting  fixmi  tiM 
discs ;  as  the  ivory  cylinder  rotates  with  the  axle  of  the  wheel* 

**  the  contact  is  alternately  made  and  broken  and  the  cuncnt 

**  reversed." 

'*  The  clock  may  be  actuated  either  by  plates  of  metal  buried  in 

*'  the  earth,  or  by  a  sustaining  galvanic  battery.** 
[Printed,  Sd.] 

A.D.  1866,  January  12.— N°  91. 

OUDRY,  Charles  Francois  Leopold. — "  Certain  improve- 
"  ments  in  the  preservation  of  metals  and  other  solid  substances." 

This  invention  consists  of  **  the  preservation  of  metals,  alloys 
**  of  metals,  wood,  and  other  solid  substances,  by  means  of  a 
"  tallic  deposit,  effected  by  electro-chemical  processes,  on  the 
"  cles  to  be  preserved,  having  previously  received  a  coating  of  an 
**  isolating  and  protective  composition." 

The  composition  is  made  of  metal  or  metallic  salts  oombined 
with  oils,  resins,  gums,  or  bitumens.  This  is  metallized  by  means 
of  copper,  graphite,  or  other  metallic  powder,  and  copper  electro- 
deposited  upon  the  article,  using  "  a  bath  of  sulphate  of  copper." 

Various  examples  of  the  application  of  this  process  are  given, 
principally  relating  "  to  covering  the  hulls  of  iron  and  wood 
"  boats."  In  the  case  of  an  iron  boat  the  adherence  of  the  de« 
posited  copper  to  the  coating,  and  of  the  coating  to  the  iron  is 
ensured  by  rivets.  ''  In  cases  of  casualties  at  sea,  by  which  the 
"  copper  coating  on  the  hull  of  a  ship  might  be  partially  removed, 
"  the  isolating  coating  will  prevent  the  galvanic  action,  which 
"  would  rapidly  destroy  the  iron,  from  taking  place,  and  will  emJ)Ie 
*'  therepairs  to  be  easily  effected." 


[Printed,  8<l.3 
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A.D.  1866,  January  14.— N»  103. 

TJLRICH,  John  Gottlieb. — "Improvements  in  chronometera 
"   and  other  time-keepers,"  consisting  of: — 

1  st.  Certain  improvements  in  "  compensation  curbs/'  &c. 
2nd.  Certain  contrivances  for  rendering  the  vibrations  of  the 
l>alance  spring  isochronous. 

drd.  "  Improvements  in  the  compensation  balance  of  the  ordi- 
nary construction,  for  making  it  useful  for  every  change  of  tem* 
perature  from  zero  to  130^  of  Fahrenheit,  and  destroying  its 
**  tendency  to  being  affected  by  terrestial "  [terrestrial  ?]  **  magne- 
**  tism,  or  local  attraction,  on  board  of  iron  ships  in  particular." 

In  reference  to  preventing  magnetic  force  from  influencing  the 
balance,  the  following  are  the  improvements  set  forth : — In  old 
chronometers,  "  a  thin  armature  of  iron  "  is  "  connected  to  the 
"  lamins  "  "  by  screws  "  so  as  "  to  connect  the  magnetic  current, 
**  the  same  as  is  done  by  the  armature  of  a  common  horse-shoe 
**  magnet."  In  new  cluronometers,  metab  "  not  subject  to  mag- 
'*  netism  "  are  used,  such  as  brass,  sUVer,  "  aluminium  "  [alumi- 
xnun?],  or  palladium. 

4tb.  Suspending  the  chronometers  in  "  gymbab." 
5th.  "  Improved  bolts  or  stays  for  securing  the  chronometer 
**  when  being  carried  to  or  from  the  ship,  or  elsewhere." 

6th.  *^  Certain  contrivances  for  preventing  the  detent  of  the 
**  usual  detached  escapement  from  the  concussion  which  takes 
'*  place  in  coming  to  its  banking  screw." 

7th.  "  Certain  improvements  upon  the  lever  escapement  for  re- 
'*  ducing  the  amount  of  friction  in  unlocking  and  receiving  of 
*^  impulse,  and  in  the  guard  for^he  prevention  of  tripping." 

8th.  "  Certain  improvements  upon  "  "  remontoire  escapements, 
**  chiefly  to  clocks  and  regulators." 

9th.  "  Certain  improvements  upon  the  compensation  pendulum, 
**  and  other  kinds  of  compensation  for  clocks  and  regulators,  in- 
"  stead  of  a  compensation  pendulum." 
tPrinted,  U.  Set.] 


A.D.  1866,  January  16.— N«  117. 

HAMILTON,  John,  junior. — "  Improvements  in  the  posts  or 
"  uprights  employed  in  constructing  electric  telegraphs.'* 
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646  ELECTRICITY  AND  MAGNETISM  : 

This  invention  refers  to  the  posts  used  to  suspend  the  fine  wim 
in  the  air.  "Each  post  or  upright  is  constructed  as  follows;—! 
cast-iron  plate  or  foot  is  formed  with  an  upright  tubular  sodtt; 
such  socket  is  at  its  lower  parts  made  with  openings,  so  that  ^ 
earth  may  fall  through  and  fill  in  the*  interior  of  such  soc^ 
The  upper  part  of  the  post  or  upright  is  made  of  a  tube  d 
wrought  iron,  by  preference  coated  with  zinc,  and  its  lower  esd 
enters  the  socket,  and  is  fixed  thereto  by  rivets,  or  otherwise, 
llie  socket  rises  to  some  inches  above  the  earth.  The  top  d 
the  post  is  covered  in  with  a  cap,  to  throw  off  the  rain  from  tfae 
post,  and  a  transverse  bar  or  bars  of  wood  is  or  are  fixed  to  the 
upper  part  of  the  post  or  upright  to  receive  the  wires." 
The  Drawings  show  a  post  with  a  foot  having  four  ribbed  amis 
hollowed  out  underneath,  and  with  metal  arms  for  suspending  tk 
telegraph  wires ;  those  metal  arms  are  prefenred  whose  ends  "  fonn 
"  metfd  caps  for  covering  the  glass  or  earthenware  insulating  is- 
'*  struments.*' 
[Printed,  Bd] 

A.D.  1866,  January  18.— N«  133. 

TREMESCHINI,  Giuseppe  Antonio. — *'  Improvements  in 
*'  electro-telegraphic  communications,"  consisting  of: — 

1st.  Apparatus  for  receiving  the  electric  despatches,  whidi  **  is 
"  furnished  with  the  requisites  of  Morse*s  printing  and  of  the 
*'  ordinary  dial  apparatus." 

In  one  instrument  "  several  parts  similar  to  those  employed  in 
"  Wheatstone's  or  Breguet's  dial  telegraphs  "  are  used  (in  con- 
nection with  the  motion  of  the  paper),  to  work  the  dial  hand,  the 
paper  being  moved  uniformly  by  clockwork.  The  "  points  sod 
*'  lines  of  Morse's  alphabet "  are  made  by  an  "  impression  whed  " 
on  the  dial-hand  axis;  the  motion  of  this  "  impression  wheel'' 
and  of  the  dial  hand  being  controlled  by  an  electro  *magnet  and 
escapement  armature  actuated  by  the  transmitter  of  the  message 
through  the  line-wire  circuit.  A  wheel  with  one  tooth  only 
revolves  with  the  dial  hand,  and  by  indenting  the  paper  at 
certain  equidistant  intervals,  gives  "  the  control  for  the  aoct- 
"  dental  errors  which  may  occur  in  thejtransmission." 

In  a  second  instrument  clockwork  is  dispensed  with,  the  paper 
and  dial  hand  being  driven  by  a  weighted  roller  in  combinatiop 
with  suitably  placed  tubular  cun^ed  levers  in  which  steel  balU 
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An  improved  "  manipulating  apparatus "  in  which  the 
operator  is  not  "  obliged  to  keep  the  key  in  the  depressed  position 
^  till  the  signal  is  transmitted."  The  under  end  of  each  kej 
*  lias  a  metaUic  type,"  or  mark  in  relief ;  the  key  is  kept  depressed 
yf  a  catch  till  it  is  liberated  by  a  revolving  arm  moved  by  dock- 
work,  which  closes  the  line-wire  circuit  and  transmits  a  signal. 

3rd.  ''A  new  key  or  alphabeth"  for  transmitting  secret 
despatches.  This  instrument ''  consists  of  a  table  divided  in  an 
'*  undeterminated  number  of  lines,  each  of  which  is  subdivided  in 
ajs  many  compartments  as  there  are  letters  in  the  alphabet  to  be 
employed,  and  to  which  is  annexed  a  compartment  for  the 
intervals  between  the  words.  On  the  first  line  the  alphabet  is 
inscribed  in  a  regular,  whereas  on  each  of  the  others  in  a  different, 
irreg^ular  manner.  In  order  to  form  or  to  decipher  a  dispatch, 
it  will  be  required  for  finding  the  letter  in  the  lines  and  com* 
partments  of  the  key,  to  follow  the  rule  which  has  been  agreed 
upon,  previously  observing  that  each  line  has  to  fUmish  only 
**  one  letter  at  the  time." 

4tb.  '*  The  construction  and  application  "  of  an  **  improved 

"  commutator  and  pulsator."    The  object  of  these  appliances  is 

to  aflbrd  to  a  circuit  with  intermediate  stations  all  the  conveniences 

ef  a  continuous  circuit.    The  line-wire  circuit  may  by  the  pulsator 

be  closed  at  regular  intervals,  the  commutator  being  adjusted' 

looordingly.    Awheel  with  one  cog,  which  is  revolved  by  any 

mutable  motive  power,  completes  the  circuit  once  every  revolution 

by  means  of  suitably  placed  levers.      Whenever  the  circuit  is 

uninterrupted  it  attracts  the  keeper  of  an  electro-magnet,  which 

sets  free  the  above-mentioned  single  tooth  and  causes  the  circuit 

to  be  intermitted  by  the  action  of  the  tooth  against  the  levers ; 

this  continues  until  the  circuit  is  again  interrupted,  when  the 

wheel  is  again  stopped.    When  a  message  has  to  be  transmitted 

to  neighbouring  stations  they  are  placed  in  connection  with  the 

earth  drcuit,  but  not  otherwise. 

[Printed,  1#.3 

A.D.  1856,  January  19.— N»  155. 

ROBERTSON,  Charles. — "  Improvements  in  mariners'  oom« 

•'  passes." 

The  object  of  this  invention  "is  to  enable  the  navigator  to 
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*'  detect  at  any  time  the  amount  of  variation  and  deviation  of  iht 
*'  compass  in  iron  and  other  ships." 

"On  the  glass  which  covers  the  compass  card  an  index  or 
**  pointer  is  mounted,  which  turns  on  a  centre  in  the  middk  of 
"  the  glass.  On  this  index  a  style  is  mounted,  from  which  a 
"  shadow  is  thrown  hy  the  sun,  and  the  index  is  set  to  the  £- 
*'  notion  of  the  shadow,  which,  if  the  time  be  noon,  will  be  doe 
**  north  and  south,  and  at  any  other  time  the  due  nortli  and 
"  south  ia  readily  calculated  from  the  direction  of  the  shmdov. 
**  There  is  also  a  sight  placed  at  the  end  of  the  index,  by  which 
"  the  direction  of  the  sun  is  directly  observed,  and  the  index  set 
"  accordingly  when  the  sun  is  near  the  horizon." 

Tlie  Drawings  show  a  pointer  or  index  whitened  to  render  the 
shadow  clearly  visible,  also  wide  at  one  end  to  receive  tlie  shadow 
of  the  stlie,  and  pointed  at  the  other  end  to  compare  its  directioii 
with  that  of  the  compass  card  below.  A  joint  is  also  ahoini 
**  which  fits  on  the  end  of  the  style  to  lengthen  the  shadow  when 
"  the  instrument  is  used  in  low  latitudes."  When  viewing  the 
sun  direct  a  piece  of  colored  glass  is  used,  whose  moveable 
socket  fits  on  to  the  stile,  and  turns  about  it  as  a  centre. 
[Printed.  6(2.3 

A.D.  1856,  Januaiy  25.— N«  198. 

SHANKS,  Andrbw,  and  WENHAM,  Francis  Hbrbkkt.— 
*'  Certain  improvements  in  water  guages." 

The  Patentees  "  use  a  float  in  the  steam  boiler  (or  other  vessel), 
*'  as  is  common  in  such  cases,"  and  the  *'  improvements  consist 
"  of  rings  of  iron  or  steel,  moving  loosely  and  freely  on  the  out« 
"  side  of  a  tube  wluch  is  placed  directly  over  the  float,"  [and?] 

a  staff  or  rod  to  the  lower  end  of  which  is  affixed  the  said  float ; 

the  upper  end"  [of  the  rod?]  ''carries  a  magnet,  which  mores 
**  freely  and  vertically  inside  of  the  tube  on  which  the  afor^aid 
"  iron  or  steel  ring  is  operated  upon  by  the  magnet  within  said 
**  tube,  thereby  showing  externally  the  vertical  movement  of  the 
"  float  or  water  level  inside." 

The  Drawings  show  a  horseshoe  magnet,  which  acts  upon  an 
iron  ring ;  the  arms  of  the  magnet  being  parallel  to  the  rod,  and 
the  poles  turned  slightly  outwards  towards  the  ring.  Suitable 
guides  preserve  the  rod  vertical. 

CPrintod,<kf.] 
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A.D.  1856,  JanuM726.— N«216. 

S1*ATHAM,  Samuel.  —  '^  Improvements  in  electric  telegraph 
'*    conductors." 

IThis  invention  "  consists  in  forming  a  metal  conductor^  which 
'*  iwiU  extend  or  stretch  not  only  in  the  manner  and  to  the  extent 
*^  of  an  ordinary  wire  or  strand,  hut  whose  greatei;  extension  ia 
**    due  to  the  manner  in  which  it  is  constructed." 

The  improved  conductor  is  formed  "  of  a  hollow  strand  or  cord 
««  of  metal  wires  laid  spirally"  [helically?]  ''hy  any  suitable  ma* 
*^  chine,  or  of  wires  formed  into  a  hollow  tube  by  a  braiding  or 
^  other  machinet  and  in  either  case  with  or  without  a  core  of 
guttA  pcrcha,  caoutchouc,  or  other  elastic  material."  "  Copper, 
iron,  or  any  other  suitable  wires,"  are  employed,  and  the  hollow 
conductor  formed  "  of  a  diameter  proportionate  to  the  extent  to 
**  which  it  may  be  required  to  be  stretched,"  and  the  wires  arQ 
laid  **  more  or  less  loosely  according  to  circumstances." 

One  mode  in  which  the  hollow  conductors  are  made  "  is  by 
laying  a  number  of  wires  spirally  "  [helically?]  "  round  a  mandril^ 
which  may  be  slightly  tapered  if  required,  and  from  which  the 
"  hollow  cord  is  drawn  o£P  by  any  suitable  means.  The  size  of 
**  the  mandril,  the  size  and  number  of  the  wires,  and  the  length 
*'  of  lay,  regulate  the  amount  of  extension  which  the  conductor 
**  when  made  will  admit  of." 

Instead  of  a  tubular  conductor  "  a  plaited  or  braided  band  " 
may  be  used,  made  up  loosely  of  metal  wires  and  **  threads  of 
**  india-rubber,  gutta  percha,  or  their  compounds.'' 
[Printed,  &i.] 

A.D.  1856,  February  4.— N»  301. 

CLARK,  Edwin.  — ''  This  invention  has  for  its  object  an  im« 
<*  provement  in  the  apparatus  for  suspending  insulated  electrio 
"  telegraph  wires." 

"  For  which  purpose,  the  arms  and  the  caps,  by  which  the  sns* 
**  pension  above  the  earth  is  accomplished,  in  place  of  being  made 
**  separate  in  each  case,  are  made  of  one  piece  of  metal  or  other 
"  suitable  material,  and  the  cap  and  arm  is  made  with  a  gutter  to 
'*  cany  off  rain  f^m  above  the  insulator,  which  is  suspended  within 
«*  the  cap." 

The  Drawings  show  two  methods  of  carrying  out  this  invention* 
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In  one  instance  the  metal  cap  is  of  curvilinear  vertical  sedioa 
and  completely  covers  the  insulator.  In  the  second  instance  the 
metal  cap  and  insnlator  fit,  the  insulator  prqjecting  sHghUj  be- 
yond the  metal  cap ;  the  cap  and  insulator  shed  are  conical. 

'*  The  arms  and  inverted  hollow  caps  are  best  made  of  one  pieoe 
**  of  cast  iron,  the  wrought  iron  or  other  metal  may  be  used,  and 
'^  even  eartiiffiware  might  be  employed." 
[Printed.  Iki.] 

A.D.  1866,  February  6.— N«  324. 

DE  SAUTY,  Charlks  Victor.— (ProiTMtona/  Protection  omhf,) 
This  invention  relates  to  "  the  prevention  of  the  leading  or 
'^  fouling  of  fire-arms ;"  its  nature  is  as  follows : — 

*'  The  coating  or  covering,  by  means  of  electricity  balls,  bullets, 
"  and  shot,  whether  for  cannon,  rifles,  guns,  or  pistols,  made  of 
**  iron  or  lead,  and  of  any  shape  or  size,  with  a  coat  or  cover  of 
"  copper  or  other  suitable  metal,  preferring  copper  for  cheapness, 
'*  and  by  reason  of  its  easy  and  rapid  deposition." 
[Printed,  Sd.] 

A.D.  1856,  Februarys.— N« 335. 

WOODMAN,  John.— (Pro9tstoiia2  Protection  only.)  "  An  im- 
"  proved  telegraph  insulator." 

"  Instead  of  cementing  the  stalk  of  the  hook  through  which  the 
^'  wire  passes  into  a  thimble,  and  cementing  the  said  thimUe  into 
"  a  cylindrical  chamber  of  a  cast-iron  bell,"  the  Inventor  makes 
**  the  bell  open  at  the  back,  with  a  cap  or  cover  to  fit  closely  on 
"  it."  "The  stalk  of  the  hook  or  eye"  is  fastened  "into  a 
"  conical  shaped  nox.  conductor ;  this  non-conductor,  with  the 
"  hook  or  eye,"  is  passed  "through  the  bell  at  the  back,  and  by 
"  its  conical  shape,  the  smallest  part  being  foremost,  forms  a 
**  wedge,  whereby  it  is  evident  the  more  stress  or  strain  comes 
"  upon  it  the  tighter  it  will  fit,  and  thus  become  water-proof;  and 
*'  as  an  additional  tightener "  an  elastic  ring  is  put  "  round  the 
**  thick  end  of  the  non-conductor,  which  causes  it  to  fit  perfectly 
"  close,  and  the  cap  or  cover  aforesaid  being  then  put  on,  and 
"  secured  by  a  peg  or  pin  preserves  it  from  the  weather  or 
"  accident." 

"  It  is  evident,  that  by  this  plan,  whenever  the  hook  or  eye 
**  becomes  broken  or  Q\kt  of  order  ;t  may  be  taken  out  and 
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**  repaired,  or  Teplaoed  with  a  new  one,  without  disturbing  the 
'*  whole  of  the  insulator,  by  merely  taking  off  the  cap  or  cover, 
*'  and  taking  out  the  non-conductor  and  hook  or  eye/' 
^Printed,  6dJ] 

A.D.  1866,  February  14.— N«  385. 

MOREWOOD,  Edmund, and  ROGERS,  Gkorob.— "  Improve- 
**  xnents  in  drying  and  coating  iron  and  copper,"  consisting  in : — 
lot.  I>iyiDg  sheets,  &c.  of  iron  or  copper  after  being  cleansed  or 
ooaAed  by  immersion  in  a  bath.  The  sheets  or  other  suitable  forms 
sre  caused  to  pass  between  pressing  rollers,  preferred  to  be  of 
wrought  iron,  and  made  hollow  so  as  to  admit  of  being  heated  by 
steam  or  otherwise.  If  the  plates  come  out  insufficiently  dried, 
the  drying  is  completed  *'  by  laying  them  for  a  sufficient  time  on 
a  rack  placed  immediately  over  the  heated  rollers." 
2nd,  *'  Causing  sheets  of  suitable  forms  of  iron  or  copper 
(coaled  or  uncoated  with  other  metal),  when  coating  them  with 
yamish  or  water-repellant  matters "  (as  described  in  Spedfi- 
cationa  of  former  Patents  granted  to  the  Patentees),  "to  be 
subjected  to  pressure  between  rollers  to  equalize  the  varnish  or 
water-repellant  coating  thereon."  When  only  a  part  of  the 
metal  is  yamished  the  pressure  of  the  rollers  spr^s  the  coating, 
**  and  causes  those  parts  not  previously  coated  to  become  so." 
3rd.  ''  Using  bars,  racks,  rods,  or  wires^  which  are  fixed  and 
immersed  in  the  coating  flmd,  and  which  act  as  stays  or  supports 
to  the  iron  or  copper  to  be  coated  in  the  solution,"  enable 
such  iron  or  copper  to  be  moved  with  great  facility,  *'  and  at  the 
"  same  time  aid  electrically  in  causing  metal  to  be  deposited  from 
"  solution  upon  the  pieces  of  iron  or  copper." 

Either  the  electricity  generated  by  the  contact  of  the  metal  with 
the  articles  to  be  coated,  or  that  from  a  separate  battery  is  used. 
For  depositing  zinc  a  solution  of  chloride  of  zinc  is  used,  and  for 
tin  a  solution  of  chloride  of  tin.  The  articles  are  prefierred  to  be 
moved  about  from  time  to  time,  and  occasionally  cleansed  with  a 
stiff  hair  brush  and  replaced. 
[Printed,  4d.] 

A.D.  1856,  March  7.— N«  573. 

HOLMES,  Frbderick  Hals. — "  Improvements  in  machines 
*'  Known  under  the  name  of  magneto-electric  machines." 
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552  ELECTRICITY  AND  MAGNETISM; 

The  object  of  these  improvements  is  to  obtain  "  powofii],  n- 
**  form,  and  continuous  currents  of  electricity,  always  flawing  « 
passing  in  the  same  direction." 

Currents  of  electricity  thus  produced  "  '*  may  be  used  fx  i& 
purposes  in  place  of"  those  '*  obtained  from  the  more  ezpeoBfe 
galvanic  battery,"  but,  more  especially  for  the  following  par- 
poses: — ^"  First,  for  the  purpose  of  producing  (in  comhinatinB 
with  a  proper  apparatus)  what  is  well  known  as  the  *  dectae 
«  '  light'  for  light  houses,  ships,  and  signals;  secondly,  in  the 
**  manufacture  of  iron  and  steel,  for  the  purpose  of  obtaining  a 
**  better  product  and*  in  less  than  the  ordinary  time  ;  thirdly,  ia 
the  separation  of  metals  from  their  ores  in  any  of  tiie  wayi 
already  proposed  for  applying  the  agency  of  electric  conenti; 
**  and,  fourthly,  in  the  process  of  making  coke  for  the  purpoae  of 
**  separating  the  sulphur." 
The  improvements  consist  in : — 

Ist.  "  The  symmetrical  arrangement "  of  "  the  helices  and  mag- 
"  nets."     The  horseshoe  permanent  magnets  are  fixed  to  the 
framing  of  the  machine,  so  that  their  axes  or  legs  radiate  around 
the  driving  shaft,  the  line  joining  the  poles  of  each  permanent 
magnet  being  at  right  angles  to  the  axis  of  the  driving  shaft;  the 
permanent  magnets  are  thus  mounted  in  the  drcumierenoes  of 
circles,  and  in  different  planes,  between  which  wheels  keyed  on  to 
the  driving  shaft  and  bearing  helices  revolve.    The  helioes  of 
each  wheel  have  their  axes  parallel  to  the  driving  shaft,  and  are 
divided  into  sets,  whose  terminals  go  to  the  commutator,  the  con- 
nections of  each  set  being  alternately  between  the  exterior  and 
interior  terminals.    "The  magnets  are  so  arranged  that  their 
poles  occur  at  regular  intervals  around  the  drcumierenoe  of  the 
wheels  which  carry  tht  helices,  and  the  helices  are  also  arranged 
so  on  any  one  wheel,  that  the  centres  of  all  the  helices  are  always 
in  a  similar  position  with  respect  to  the  corresponding  poles  of 
'*  the  magnets  at  eveiy  part  of  their  revolution.  When  a  madiine 
"  has  several  wheels  of  helices,  whatever  the  number,  it  should  be 
"  an  even  one ;  and  the  first,  third,  fifth,  &c.  should  be  placed  on 
"  their  axle  in  such  a  manner  relatively  to  the  second,  fouiih, 
sixth,  &c.  wheels,  that  when  the  centres  of  the  ends  of  the 
helices  of  the  first  series  in  revolving  have  arrived  at  a  given 
point,  the  helices  of  the  other  series  will  have  their  centrea 
opposite  a  point  a  little  in  the  rear  thereof." 
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Ihid.  **  An  improved  commutator  and  improved  condudxnn, 

and  in  the  manner  of  mounting  these  conductors,  so  as  to  do 

without  any  kind  of  lubrication  on  the  commutator,  and  at 

the  same  time  to  avoid  creating  the  series  of  sparks  on  the 

passing  of  the  conductors  over  the  divisions  of  the  commutator." 

The  commutator  consists  of  two  brass  or  copper  insulated  bands' 

or  rings,"  with  projections,  those  of  one  ring  alternating  be^ 

"t^^reen  those  of  the  other  ring.    These  rings  are  mounted  on  the 

sutle  of  the  helix  wheels,  and  revolve  therewith,  and  the  alternating 

piojections  "present  a  metal  track  to  the  metal  surfftces  for  con* 

*'  ducting  off  the  electricity."    The  conductors  forming  the  poles 

of  the  apparatus  **  simultimeously  bear  alternately  upon  the  parts 

*'  of   the  commutator  which  are  respectively  transmitting  the 

**  induction  and  eduction  currents." 

The  point  of  contact  of  the  conductors  with  the  commutator 
is  varied  "  by  the  action  of  the  governor  "  which  receives  motion 
from  the  motive  power  engine  employed  to  drive  the  helix 
wheels."  It  is  found  necessary  thus  to  vary  the  point  of  contact 
as  the  induction  of  electricity  in  the  coils  commences  at  different 
distances  from  the  permanent  magnets,  which  distances  ^'aiy  with 
the  velocity  of  the  helix  wheels ;  the  spark  is  thus  avoided.  The 
conductors  are  mounted  on  opposite  ends  of  a  "  moveable  segment 
**  frame,"  which  is  supported  "  by  rollers  in  such  a  manner  as  will 
"  admit  of  the  frame  moving  axially ;"  this  frame  is  connected 
with  the  governor  rod  by  means  of  an  arm  and  roUer  (having 
a  single  tooth),  so  that  any  alteration  of  speed  in  the  commutator 
is  accompanied  by  a  proportionate  alteration  of  the  point  of  con« 
tact  of  the  roller  with  the  commutator. 
[Printed,  lOcf.] 

A.D.  1866,  March  10.— N»  680. 

CHABLIN,  UoN,  and  HENNIQUE,  Antoinx.— (ProvmonaZ 
Proteetum  only.)  "  A  new  mode  of  ornamenting  ceramic  and 
"  vitreous  products." 

"This  invention  consists  of  an  improved  process  of  omament- 
"  ing  china,  porcelain,  glass,  and  other  like  materials,  which 
"  process  is  as  follows  :— 

"  The  design  is  made  upon  the  article  to  be  ornamented  by 
**  means  of  a  brush  dipped  in  a  paste  composed  of  chloride  of 
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"  ailTer  mixed  with  spirits  of  tnipentine  to  a  proper  oonaatiaa. 
"  "When  the  design  is  finished  the  article  is  placed  in  a  mosie 
**  furnace  and  heated  to  a  red  heat.  When  the  article  ia  eM  ^  it 
**  surrounded  with  copper  wire,  and  placed  in  an  electro-plsiB^ 
**  solution  of  silver  or  gold,  as  desired,  and  the  metal  ia  dqxe- 
"  ited  hj  the  usual  galvanic  batteij.  After  hetng  left  in  &e  bstb 
'*  about  fortj-eight  hours,  or  when  a  sufficient  thickness  of  mdsi 
"  is  obtained,  the  artide  is  taken  out  and  the  design  is  finkhed 
**  bj  means  of  a  burnisher  or  brush  in  the  usual  manner.  Hk 
"  same  process  is  used  for  ornamenting  enamel/' 
[Prmtod^Sii.] 

A.D,  1866,  March  1/.— N«  639. 

GRAHAM,  William. — "Improvements  in  marine  compasses^ 
"  and  in  adjusting  the  same  on  board  ship." 

Ist.  **  Various  improved  mechanical  applicationa  and  arrange- 
**  ments  connected  with  the  mariner's  compass,  and  inten^d  for 
**  the  purpose  of  neutralising  or  correcting  the  effects  of  local 
**  attraction  upon  the  compass  needle  or  needles." 

This  improvement  ''is  to  a  certain  ertent  based  upon  or  otm- 
''  nected  with  an  invention  for  which  British  Letters  Patent 
'*  were  granted  to  John  Sands,  as  a  communication  from  WH- 
**  liam  Graham,  and  bearing  date  on  or  about  the  30th  daj  of 
*'  November,  1854,"  (See  N«  2521,  1854). 

The  corrective  magnets  are  preferred  to  be  arranged  radially 
from  the  centre  of  the  compass  card  and  are  capable  of  minute 
adjustment ;  the  centre  point  carrying  the  compass  card  or  the 
gimbals  are  also  adjustable-  vertically.  The  magnets  are  ''at  or 
"  near  the  level  of  the  compass  card  or  needle." 
2nd.  "  Adjusting  tne  compass  on  board  ship." 
One  pair  of  corrective  magnets  are  fixed  fore  and  aft,  so  as  to 
cause  the  compass  needle  to  point  correctly  with  the  ship's  head 
in  a  given  direction ;  the  ship's  head  is  then  turned,  and  any 
deviation  of  the  compass  needle  from  the  true  bearing  corrected 
by  a  second  pair  of  magnets  disposed  "  so  as  to  occupy  the  pre- 
cise positions  with  relation  to  the  earth  which  the  first  pair 
occufMed  before  shifting  the  ship's  head."  The  last  adjusted 
pair  of  magnets  is  removed  and  placed  as  much  away  from  the 
vessel's  second  position  as  they  were  before  removal,  but  on  the 
other  side  of  the  line  of  the  vesQcl's  keel,  at  the  sapie  distance  from 
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-fthe  centre  of  the  card.  A  third  pair  of  magnets  complete  the 
Sb4]^^^^®°^  ^7  b^g  placed  in  the  position  ^m  which  the  second 
pair  of  magnets  were  taken^  the  direction  of  the  ship's  head  still 
xemaining  in  the  second  position.  Or'  the  ship's  head  may  be 
-tamed,  instead  of  shifting  the  second  pair  of  magnets,  and  the 
-third  pair  of  magnets  applied  at  right  angles  to  the  second  pair. 
Other  methods  of  adjustment  depending  upon  the  same  general 
principles  may  be  resorted  to. 

The  Drawings  show  a  compass  binnacle  as  arranged  for  carrying 

put  this  invention.     The  "sockets"  or  bearings  of  the  outer 

lumbal  ring  axe  adjustable  vertically  by  means  of  screw  spindles, 

and  the  compass  card  ''is  suspended  by  jointed  links  "  to  a  "  pivot 

"  piece  "  which  rests  in  a  metal  step  "  set  on  a  piece  of  vulcan- 

**  ixed  caoutchouc  in  the  top  of  the  pedestal."    The  pedestal  "  is 

"  hollow  to  allow  of  the  movement  of  a  weight  attached  to  the 

'*  piece  which  supports  the  pivot"     It  is  preferred  to  use  two 

parallel  compass  needles.    In  order  stiU  farther  to  prevent  the 

effects  of  vibration  on  the  compass  needle,  the  compass  box  rests 

on  an  India-rubber  ring  or  on  "  suspensory  links,  chains  cords 

**  or  springs." 

CPrinted,7d.] 

A.D.  1866,  March  22.— N»  677. 

JOHNSON,  John  Hbnry  (a  commwnieation  from  Monsr. 
Loms  Bolmida), — "  Improvements  in  weaving  by  dectric  power, 
**  and  in  the  machinery  or  apparatus  employed  therein." 

"  ThiB  invention  relates  to  certain  improvements  in  the  general 
**  construction  and  arrangement  of  looms  suitable  either  for  plain 
''  or  figure  weaving ;"  in  these  looms  electro-magnetic  power  is 
used  to  actuate  the  jacquard  needles,  and  to  change  the  shuttles. 

The  general  arrangement  of  the  loom  is  "similar  in  most 
**  respects  to  those  already  in  use." 

"  Tke  electric  apparatus  for  replacimg  the  ordinary  card  jac- 
**  fiianl."— The  needles  which  actuate  the  hooks,  and  thence  the 
healds,  are  pushed  forwards  (instead  of  backwards  as  usual), 
'<  those  not  wished  to  be  actuated  being  prevented  from  moving 
**  by  stops  presented  by  the  magnetic  apparatus ;"  the  stops  or 
spindles  of  those  needles  that  are  to  act  are  drawn  on  one  side  by 
the  attraction  of  the  electro-magnets  belonging  to  them,  the 
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electric  current  only  ezciiing  those  magnets  which  are  to  remoiw 
stops.  All  the  armatures  are  in  constant  contact  with  the  electro* 
magpiets,  hut  only  those  whose  electro-magnets  are  actiFe  are 
drawn  into  an  ohiique  position  hj  a  slight  lateral  motion  of  the 
magnet  frame.  In  order  to  excite  only  those  magnets  which  are 
requisite  at  each  shoot  of  the  weft,  ''tracers  and  intermediate 
"  plates  "  rest  at  one  end  on  "  conducting  plates  "  connected  witk 
the  terminals  of  the  magnet  coils  and  at  the  other  end  on  a  cylinder 
carrying  the  pattern,  the  cylinder  receiving  a  slight  rotary  motion 
at  suitable  intervals ;  by  this  means  the  electric  circuit  is  com* 
pleted  through  all  those  magnet  coils  whose  tracers  and  interme^ 
diate  plates  rest  on  a  conducting  part  of  the  pattern.  The  pattern 
surface  is  preferred  to  be  made  of  thin  metal,  varnish  bdng  laid 
over  all  those  portions  which  do  not  form  the  pattern.  To  prevent 
the  varnish  from  being  injured  or  scraped  off  by  the  points  of  the 
tracers  and  intermediate  plates,  they  are  risen  whenever  the  cylin- 
der "  makes  a  forward  movement/'  The  electric  circuit  is  broken 
at  some  other  point  than  on  the  pattern  sur&ce  by  a  suitable 
arrangement  of  le\'ers  and  springs,  in  order  to  prevent  the  pattern 
surface  from  being  injured  by  the  electric  spark ;  the  tracers  are 
worked  during  the  interruption  of  the  current  only. 

The  "  small  supplementary  jacquard  "  used  in  most  jacquaid 
looms  to  effect  "a  certain  cross  action  upon  the  warp  at  regular 

intervals,"  "may  either  be  a  card  jacquard  or   an    dectric 

jacquard,  similar  to  the  one  above  described."  A  medhanical 
arrangement  is  described  in  the  Spedfication  and  shown  in  the 
Drawings. 

The  electro-magnetic  arranffement  for  changing  the  shuttles,-^ 
The  extent  of  motion  of  a  slide,  connected  to  the  *'  shuttle  or 
'*  drop  box  "  by  levers  and  gearing,  is  regulated  by  pins,  fur- 
nished with  ''spiral"  [helical?]  springs,  and  acted  upon  by 
electro-magnets ;  the  slide  carries  tappets  which  encounter  the 
projecting  pins,  the  right  shuttle  box  is  thus  brougl^t  opposite  to 
the  shuttle  race  and  maintained  there  by  a  friction  brake  until  a 
change  of  shuttle  takes  place.  To  bring  into  action  suitable 
electro-magnets,  the  above-described  plan  of  pattern  sur&oe  may 
be  used ;  the  Drawings,  however,  show  a  "comb  "  of  wires  in  the 
electric  circuit,  insulated  from  one  another  and  working  over  a 
cylinder  pierced  with  holes,  in  which  holes  are  fitted  metallic  pina 
according  to  the  pattern* 
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A  method  of  applying  this  system  to  an  ordinary  loom, — ^The 
jacquard  cylinder  with  its  cards  is  removed  and  replaced  by  a 
i9irooden  frame  enclosing  the  whole  of  the  electric  apparatus ;  the 
**  griff"  or  "lifter"  of  the  loom  acts  upon  this  apparatus  by 
means  of  a  rod.  The  general  principle  of  this  part  of  the  inven- 
tion is  the  same  as  that  of  the  electric  jacquard  apparatus  already 
described ;  the  electro-magnets,  however,  attract  their  armatures  a 
slight  distance  and  have  a  weak  spring  to  remove  the  armatures 
from  the  magnets.  In  order  that  a  very  weak  batteiy  may  be 
required,  the  "  stages  of  magnets  "  are  excited  one  at  a  time  and 
in  rapid  succession. 

In  an  improved  method  of  constructing  patterns,  all  the  parts  of 
the  pattern  representing  one  color  are  brought  to  and  connected 
metallically  with  one  of  a  number  of  strips,  there  being  one  strip 
to  each  color.  One  of  these  strips  is  connected  as  required  to  one 
battery  pole  and  the  other  terminal  of  the  circuit  (the  coil  terminal 
or  terminals)  is  in  contact  with  the  metal  part  of  the  pattern  or 
not,  as  the  case  may  be. 
[Printed,  2f.l0(i.] 

A.D.  1856,  March  22.--N«  679. 

JOHNSON,  John  Henry  (a  communicatumfrom  Charles  Claude 
Etienne  Minie  and  Louis  Frangois  Clement  Breguet). — ''  Improve- 
'*  ments  in  electro-magnetic  printing  telegraphs." 

In  the  instruments  described  in  this  Specification  the  transmit* 
ting  and  recording  instruments  are  driven  by  clockwork ;  the  com« 
pletions  of  the  circuit  in  the  transmitting  instrument  being  made 
by  the  depression  of  a  finger  key,  and  the  marks  in  the  recording 
instrument  being  made  by  corresponding  depressions  of  a  lever 
armature  by  a  then  excited  electro-magnet. 

A  marking  instrument  is  first  described. 

In  the  transmitting  part  of  this  apparatus  finger  keys  (like  those 
of  a  piano-forte  and  coiresponding  to  the  letters  of  the  alphabet) 
are  ranged  over  a  revolving  non-conducting  cylinder^  which  cylin- 
der carries  metal  studs  so  disposed  under  each  key  as  to  make 
electric  connection  according  to  the  symbol  to  be  marked  at  the 
recording  station.  The  depression  of  one  of  the  keys  lowers  a  rod 
which  passes  under  all  the  keys,  thus  setting  free  the  clockwork  to 
move  the  cylinder,  and  (by  means  of  a  "  spring  ")  makes  electric 
eonnection  with  all  the  studs  belonging  to  the  key  as  the  cylinder 
revolves* 
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In  the  recording  part  of  the  apparatus,  the  clockwork  poitioii 
of  the  transmitting  apparatus,  belonging  to  the  same  station, 
moves  the  paper  longitudinallj  once  every  revolution  of  the  ctlia- 
der,  by  means  of  a  star  wheel  worked  by  a  hook  on  the  side  ik  die 
cylinder.  The  paper  also  receives  a  transverse  motion  during  the 
transmission  of  a  signal,  by  means  of  a  "continuous  helicoidal 
"  grooved  drum  "  on  the  cylinder  axis,  in  the  groove  of  which  the 
paper  guide  works ;  this  arrangement  enables  all  the  marks  beloi^- 
ing  to  each  letter  to  be  placed  in  one  line  transversely  on  the  paper. 
The  lever  armature  of  the  recording  electro-magnet  has  at  its  ex- 
tremity a  pricker,  and  its  tail  is  dq>res8ed,  when  in  the  noimal 
state,  by  a  reaction  spring.  It  is  proposed  to  prick  two  s^ps  of 
paper  at  once. 

A  type-printing  apparatus  is  then  set  forth.  The  general  pnn- 
ciple  of  this  apparatus  is  the  same  as  that  of  the  above-described 
arrangement,  the  following  modifications  are,  however,  necessary. 
The  cylinder,  which  is  of  metal  instead  of  wood,  is  fitted  with  a 
number  of  projecting  pins  arranged  spirally  "  [helically  t]  "  round 
its  surface,  each  pin  corresponding  to  a  key  on  the  manipulator* 
whilst  each  key  corresponds  to  a  letter^  number,  or  other  dia- 
racter  or  sign.  A  type  wheel  with  letters  on  its  periphery  is 
''  substituted  for  the  continuous  helicoidal  grooved  drum,  which 
is  no  longer  requisite,  since  the  lateral  traverse  of  the  s^p  is 
not  wanted.  The  pricker  is  also  dispensed  with,  the  end  of  the 
lever  which  carried  it  being  merely  required  to  press  the  paper 
on  to  the  letter  presented  by  the  type  wheel  to  print  the  same  on 
the  paper  which  passes  over  it.  Several  letters  may  be  produced 
**  at  the  same  time,  those  letters  which  foUow  one  another  in  the 
same  word  in  alphabetical  order  being  produced  with  the  same 
rapidity  as  a  single  otie.  Also  by  increasing  the  length  of  the 
key  board,  so  as  to  allow  of  several  alphabets  sliding  on  it,  an 
entire  word  may  be  produced,  whatever  may  be  the  order  of  the 
letters,  by  depressing  the  requisite  keys  with  both  hands  sixnul- 
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**  taneously." 
[Printed^ld.] 


A.D.  1866,  March  26.— N«  708. 

COTTAM,  George  Hallen,  and  COTTAM,  Henry  Ri* 
CHARD. — "  Improvements  in  the  manufacture  of  chairs,  bedsteads, 
"and  other  articles  to  sit  and  recline  on,"  consisting  of: — 
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1st.  "  Connecting  together  and  ornamenting  the  different  parts 

'^  of  the  frames"  of  the  ahove-mentioned  articles.     Instead  of 

placing  the  parts  to  be  connected  or  ornamented  in  sand  or  iron 

xnoulds,  "  and  casting  iron  thereon,"  the  following  process  is  em-> 

ployed : — '*  The  parts  of  the  frame  on  which  the  ornamental  or 

connecting  casting  is  to  be  made  are  cleaned,  as  in  the  usual 

manner,  and  enclosed  in  a  closely  fitting  mould  of  brass,  of  such 

*'  interior  form  ad  to  produce  the  casting  required  "  when  the  metal 

18  poured  into  it ;  as  soon  as  the  casting  is  sufficiently  cool  it  is 

removed  from  the  mould,  and  at  once  electro-coated  with  brass  or 

other  metal  by  means  of  a  galvanic  battery  and  suitable  solutions. 

In  place  of  iron,  zinc  (by  preference),  "  or  other  metal  melting  at  a 

**  lower  temperature  than  brass,"  is  used  for  the  above-mentioned 

castings. 

2nd.  "  A  method  of  making  the  legs  of  bedsteads,  chairs,  and 
''  other  articles  to  sit  and  recline  on." 

3rd.  "  A  method  of  constructing  folding  chairs,  in  order  that 
^  they  may  fold  more  completely  and  conveniently  than  chairs 
•*  heretofore  constructed." 

[Printed,  7d.] 


A.D.  1866,  March  26.~N«  718. 

TOLHAUSEN,  Albxandrb  (a  communication  from  Halvor  Hal- 
varson). — "  An  improved  mode  of  manufiu!turing  porous  earthen- 
*'  ware,"  adapted  (amongst  other  uses)  to  the  manufacture  of 
parous  cells  for  galvanic  batteries. 

This  invention  consists  of  "  the  employment  of  a  volatile  salt 
*<  or  substance  mixed  with  plastic  clay  for  manufacturing  porous 
"  earthenware." 

The ''  volatile  salts  or  fiubstances  "  that  may  be  used  are  as  fol- 
lows : — '*  Oxide  of  mercury,  arsenic  acid,  sulphur,"  and  resin.  ITie 
volatile  body  is  reduced  to  fine  powder  and  mixed  with  plastic  clay, 
moulded  to  the  required  form,  and  burned  in  a  common  potter's 
kiln ;  ''the  act  of  burning  drives  off  the  volatile  substance,  leav- 
^  ing  the  clay  of  a  strong  porous  nature." 

The  proportions  of  the  volatile  substance  and  clay  vary  accord- 
ing to  the  use  to  which  the  porous  earthenware  is  to  be  applied. 

[Printed,  SA] 
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A.D.  1856,  March  27.— N«  734. 

BRUNEL,  Bonnet  Fri^dAric. — "  Improvements  in  the  mum 
**  facture  of  Prussian  blue." 

lliis  invention  "  consists  in  adding  to  the  ingredients  usuaDf 
"  employed  in  the  manufacture  of  prussian  blue,  chromic  acid  and 
"  oxalic  add,  in  mixing  the  whole  together  in  a  precipitating^  veaad, 
*'  and  in  the  application  thereto  of  a  current  of  electricity." 

*'  Yellow  ferrocyanide  of  potassium,  protosulphate  ci  iron,  and 
**  sulphate  of  alumina  (salts  now  used  in  the  manufacture  of 
"  Prussian  blue,) "  are  dissolved  "  in  wat»  in  separate  vesads  (so 
"  constructed  as  to  allow  of  heat  being  applied  thereto) ;  '*  **  ^Hien 
'*  at  the  desired  degree  of  concentration  "  "  they  are  poured  into  a 
"  precipitating  vat  together  with  chromic  add  and  oxalic  acid," 
and  their  action  is  exdted  "  by  an  electric  current  from  the  two 

poles  of  a  battery  led  into  the  vat "  for  a  certain  period.     "  On 

cutting  o£f  the  electric  current "  the  matters  predpitate  for  a 
certain  time,  *'  the  supernatant  liquor  is  drawn  off,  and  the  pred- 
*'  pitate  withdrawn  from  the  vat."  The  pinedpitate  (Prussian 
blue)  is  drained,  pressed,  and  dried. 

"  Bichromate  of  potassa"  may  be  used  instead  of  chromic  add, 
and  the  product  may  be  improved  by  the  addition  of  ''  hydro- 
'*  chlorate  of  peroxide  of  manganese." 
[Printed,  4d.] 

A.D.  1866,  March  29.— N»  755. 

PULS,  Francis. — "  Improvements  in  galvanic  batteries." 

This  invention  "  has  for  its  object  to  effect  a  saving  in  the  cost 
"  of  working  galvanic  batteries,  and  obtain  an  equal  amount  of 
"  galvanic  dectricity  to  that  produced  by  those  at  present  in  use." 
''  llie  improvements  consist  "  in  employing,  in  place  of  the  zinc 
'^  or  otherwise,  commonly  employed  for  galvanic  batteries,  mate^ 
"  rials  of  a  cheaper  description,  such  as  iron  (cast  or  wrought)  in 
'^  coi^unction  with  carbon,  in  which  case  the  cast  or  wrought 
'*  iron  forms  the  positive  pole,  and  black  pottery  or  graphite,  or 
''  any  other  description  of  carbon  or  coal,  the  negative  pole. 
"  Single,  double,  or  treble  fluid  batteries  may  be  constructed  on 
*'  this  principle,  employing  the  black  pottery,  graphite,  or  other 
*'  carbon,  as  above  described,  in  conjunction  with  the  usual 
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''  excitiTi^  agents,  such  as  diluted  sulphurio  add,  muriatic  or 
**  hydrochloric,  or  other  inorganic  or  organic  acids,  or  solutions 
'*  of  one  or  more  metallic  salts." 
CPrintedtSci.] 

A.D.  1856,  April  3.— N^SIO. 

GLASSFORD,  John  Hamilton.— (Promiona?  Protection  only,) 
"  This  invention  relates  to  the  production  or  preparation  of 
**  printing  sur&ces  hj  the  application  of  electrotype  processes  to 
engraved  or  etched  sur&ces  of  stone,  zinc,  or  metal,  so  as  to 
produce  cylindrical  plate  and  block-printing  surfaces,  suitable 
for  the  purposes  of  the  caUco  printer,  and  suitable  for  printing 
textile  fabrics,  paper  hangings,  and  other  materials  of  various 
"  kinds.'* 

The  stone  or  metal  has  an  engraving  (either  sunk  or  in  relief) 
on  it,  either  by  methods  *'  described  in  the  Specification  filed  by  '* 
the  Inventor  "  under  Letters  Patent  obtained  by  "  him  "  on  or 
"  about  *'  the  6th  September,  1855,  "  or  in  any  other  mode." 
The  engraved  surfiice  has  "  a  metallic  conducting  coating  "  appUed 
to  it,  and  is  then  coated  with  copper  or  other  metal  by  electro- 
deposition.  This  "  electro-plate,"  or  an  electro-cast  fi*om  it,  may 
be  used  for  printing  from. 

When  more  than  one  color  makes  up  the  design,  a  "  sett-off '* 
of  that  part  of  the  design  intended  for  the  first  color  is  taken  from 
the  stone,  or  metal  plate,  and  transferred  to  all  the  plates  intended 
to  be  used.  Each  plate  has  then  the  portion  of  the  design  for  one 
particular  color  drawn  on  it  and  etched.  "  Electro-plates "  are 
then  obtained,  one  for  each  color,  and  the  whole  design  can  be 
printed  in  colors  from  them  in  the  usual  manner. 

The  *'  electro-plate  coating  "  is  adapted  to  cylinder  printing  by 
fixing  it  round  a  roller  and  uniting  the  edges  "  by  galvanic  sol* 
"  dering  or  other  well  known  means." 

The  surface  of  a  lithographic  stone  may  be  protected  by  an 
electro-coat "  so  thin  as  not  to  injure  the  sharp  edges  of  the  design 
"  on  the  side  to  be  printed  from." 
[Printed,  3d.] 

A.D.  1856,  April  12.— N°  8/6. 

NEWALL,  Robert  Stirling. — "Improvements  in  telegraphic 
"  insulators." 

NN 
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In  one  instonoe  deicribed  and  shown,  the  beU  lias  &  Toiasil 
perfonium  to  admit  a  bolt ;  over  the  top  of  the  bell  and  bolt,  a 
cap  18  put  by  means  of  a  bayonet  joint.  The  screir  oi  the  bolt  hai 
a  diametral  slot  in  which  the  electric  telegraph  line  wive  is  placed; 
a  nut  screws  the  wire  up  tight  so  as  to  fix  it  firmly.  The  b jb 
and  the  iniide  of  the  bell  are  enamelled.  "  A  wood  aciew  "  is  east 
into  the  arm  of  the  bell  for  screwing  into  the  post. 

In  a  second  form  of  insulator  described  and  shown,  the  top  of 
the  bell  has  a  screw,  slot,  and  nut  as  above  described  for  holiiMy 
the  wire.    The  bolt  "  is  fisstened  into  a  cross  piece,  fixed  to  the 
''  pole  in  the  usual  manner." 
[Printed,  6d.] 


A.D.  1856,  April  22.--N*  957. 

SYMONS,  Albxandbb,  and  BURGESS,  Edward. —  "  Im- 
"  provements  in  instruments  for  ascertaining  and  indicating  hrmt, 
**  and  also  in  the  parts  for  making  and  breaking  contact  in 
"  electric  circuits  used  therewith." 

.  In  a  contact-making  apparatus,  an  insulated  compound  naetal 
strip  (suitably  bent  and  in  contact  with  a  "metal  cyhiider" 
sliding  in  a  metal  socket)  makes  contact  with  a  tenninal  of  the 
batteiy  and  alarum  circuit  whenever  it  is  exposed  to  a  certain 
degree  of  temperature,  as  it  then  expands  and  its  free  end  moves 
over  the  circuit  terminal,  carrying  the  metal  cylinder  (oonneded 
to  the  other  terminal  of  the  battery  and  alarum  circuit)  with  it^ 
thus  completing  the  circuit  and  actuating  the  alarum.  The  chief 
points  in  this  arrangement  are : — ^"lliat  the  compound  metal  strip 
consists  of  two  strips  soldered  together,  the  combination  used  bciag 
gold  and  steel,  or  gold  and  zinc ;  and  that  the  contact-making 
point  rubs  over  a  piece  of  roughened  agate  or  glass  before  coming 
into  contact  with  the  above-mentioned  terminal. 

In  another  contact-making  apparatus,  the  strip  is  included  in 
the  circuit,  and  the  end  of  the  strip  has  "  a  rest  piece  "  as  well  as 
a  contact  piece  to  enable  the  contact  piece  to  pass  over  a  groove, 
and  there  to  leave  any  dirt  it  may  have  contracted  before  amving 
at  the  insulated  terminal. 

An  indicating  instrument,  having  the  above-described  airaiwe- 
ment  for  making'  contact,  is  described  and  shown.  Motion  is 
communicated  from  the  free  end  of  the  insulated  compound  me^ 
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1  Wlic  strip  to  a  hand  moving  over  a  graduated  arc,  by  means  of 
suitably  placed  rods  and  levers.    A  pall  working  into  a  ratchet 

•  wheel  on  the  pointer  axis  prevents  the  return  of  the  hand,  although 

•  the  temperature  should  decrease,  thus  showing  the  heat  at  which 
the  alarum  was  sounded, 

•  A  htXi  alarum  apparatus  in  which  clockwork  is  relea^  without 
the  intervention  of  electricity,  but  by  the  direct  action  of  the  ex* 
pansion  of  the  compound  metal  strip,  is  also  described  and  shown. 
Various  methods  of  eflPecting  contacts  in  electric  circuits  by 
the  action  of  heat  in  softening  gutta-percha-covered  wires  are 
described  and  shown. 

In  one  instance,  a  strong  spring,  canying  a  knife  edge,  com* 
pletes  the  circuit  by  cutting  through  the  g^tta  percha  at  the  time 
ef  the  elevation  of  temperature ;  "  the  gutta  percha  should  be 
"  coated  with  emery  where  the  knife  edge "  "  touches,  in  order 
"  that  on  passing  through  the  gutta  percha  that  edge  may  be 
^*  dean>  and  suited  to  eftbct  contact." 

In  a  second  instance,  gutta-percha-covered  wires,  connected 
with  opposite  hatteiy  poles,  are  pressed  together  on  the  occurrence 
of  undue  heat,  by  a  broad  pressing  surface. 

In  a  third  instance  two  springs  "  oppose  each  other,  and  nip 
"  between  their  end  a  wire  coated  with  gutta  percha." 

In  another  method  of  making  contact  by  the  effect  of  heat  in 
softening  gutta  percha,  a  spring,  that  would  otherwise  complete 
the  circuit,  is  restrained  from  so  doing  by  a  strip  of  gutta  percha 
on  being  suliject  to  undue  heat  the  gutta  percha  gives  way,  and 
the  spring  completes  the  circuit. 

The    above-described    contact-making    arrangements  may  be 
placed  **  at  distances  apart,  and  in  positions  to  act  readily,  and 
*'  give  warning  of  any  undue  or  excessive  heat." 
LPrinted,  lid.] 

A.D.  1856,  April  22.— N°  958. 

SYMONS,  Albxander,  and  BURGESS,  Edward.— "  Im- 
"  provements  in  apparatus  for  producing  alarums  to  indicate 
"  burglary  by  means  of  electricity." 

Methods  of  completing  electric  alarum  circuits  by  means  of  doors 
oad  other  hinged  closures : — 

The  knuckle  of  the  hinge  of  a  door,  and  a  fixed  bolt  bearing 
Pgainst  it  by  means  of  a  spring,  may  be  made  to  complete  the 
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circuit,  there  b^g  a  piece  of  agate  let  into  such  &  put  of  At 
knuckle,  that  the  circuit  is  broken  when  the  door  is  shut.  Qa 
the  least  opening  of  the  door  the  roughened  piece  of  agate  doaa 
the  bolt,  and  ensbles  it  to  complete  the  drcuit  on  the  opening  of 
the  door  to  a  slightly  greater  extent. 

Instead  jof  a  "  contact  bolt,"  in  the  above-described  aini^^ 
ment,  the  direct  pressure  of  a  spring  may  be  used. 

A  vertical  pin  or  stud,  fixed  to  the  bottom  of  the  door,  msj 
make  the  requisite  contact  with  a  metal  quadrant  fixed  to  tiie  floor 
at  the  edge  nearest  the  door,  and  finee  otherwise,  so  as  to  act  like  a 
spring.  Instead  of  having  the  stud  fixed  and  the  quadrant  free  to 
act  like  a  spring,  the  quadrant  may  be  fixed  and  the  atud  forced 
against  it  by  a  spring.  In  either  arrangement  there  is  an  abi 
between  the  contact  points,  which  is  fiivourable  to  the  peifoet 
pletion  of  the  circuit. 

In  another  arrangement  a  lever  is  forced  against  a  plate  with  a 
blow,  by  means  of  a  spring,  when  the  door  is  opened,  ihuA  em* 
ploying  percussive  force  to  ensure  contact. 

Other  methods  of  completing  the  above^mentumed  circuits  .*— 

The  unlocking  of  a  door  is  made  to  complete  the  elec^ 
circuit.  An  insulated  spring  pressing  upon  the  bolt  only  com* 
pletes  the  circuit  when  the  bolt  is  shot  bade,  for,  when  the  door  is 
locked,  the  insulated  spring  presses  on  a  piece  of  agate  inlaid  in 
the  bolt ;  a  rubbing,  and  tha«fore  cleansing  action  on  the  pointi 
of  contact,  takes  place  by  the  constant  locking  and  unloddng  of 
the  door. 

The  lifting  down  or  opening  of  shutters  is  caused  to  make  the 
desired  contact.  A  contact  pin  fixed  to  a  blade  spring  (the  whole 
being  placed  either  at  the  top  or  bottom  of  the  window  frame) 
makes  contact  with  a  fixed,  roughened,  and  bent  piece  of  steel 
when  the  shutter  is  removed  or  opened;  the  abrasion  of  the  con* 
tact  pin  on  the  extremity  of  the  spring  by  the  rough  steel  clasp 
tends  to  perfect  the  contact.  The  shutter  bears  against  a  stud  in 
the  centre  of  the  spring. 

The  apparatus  used  for  shutters  is  applied  to  the  **  bolt  of  a 
"  door  lock,"  the  bolt  itself  standing  in  the  place  of  the  shutter. 

llie  shutter  apparatus  is  also  applied  to  a  desk,  the  desk  flap 
resting  on  the  stud  and  breaking  the  circuit. 

The  floor  of  a  room  may  be  furnished  with  circuit  breaks  called 
'*  man-traps."    These  consist  of  loose  pieces  of  board,  imbedded 
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ixk  Indi&>rubber,  placed  where  the  burglars  are  likelj  to  tread.    In 

ozie  arrangement  contact  is  made  by  two  pins  inserted  into  a  piece 
India-rubber,  one  pin  being  fixed  to  the  loose  board,  the  other 
a  rigid  joist ;  the  India-rubber  prevents  contact  under  ordinary 

circumstances,  but  the  pins  meet  when  the  board  is  trodden  on ; 

ixi  this  arrangement  the  action  of  the  air  on  the  surfaces  of  contact 
prevented,  and  the  surfaces  thereby  kept  clean.    An  inverse 
lodification  of  the  shutter  arrangement  may  be  applied  to  this 

mpparatus. 

CPrlntedflld.] 


A.D.  1856,  April  24.— N»  987. 

DO  AT,  Victor. — "An  improved  galvanic  battery,  and  method 
**  of  recovering  and  revivifying  the  agents  employed." 

The  elements  composing  the  battery  are  as  follows : — 

"  Mercury,  either  pure  or  in  amalgam,"  in  contact  vnth  a  con- 
centrated solution  of  iodide  of  potassium ;  and  a  carbon  "  negative 
"  pole "  in  contact  *'  with  a  solution  of  iodide  of  potassium 
^  saturated  with  iodine." 

The  method  of  recovering  the  agents  employed  is  as  follows :— > 

Ist.  The  iodide  of  potassium.  The  liquid  is  heated  "  in  a  capsule 
•*  with  a  receiver  at  top;"  "the  periodide  of  mercury  formed 
*'  during  the  action  of  the  battery,"  is  "  volatilized,  and  condensed 
**  on  the  top  of  the  receiver." 

2nd.  The  mercury.  "  By  treating  the  periodide  with  dissolved 
^  caustic  baryta,  oxide  of  mercury,  and  iodide  of  barium,"  are 
formed ;  metallic  mercury  is  obtained  from  the  oxide  by  heat. 

3rd.  The  iodine.  The  iodide  of  barium  is  heated  in  the  presence 
of  the  oxygen  produced  by  the  decomposition  of  the  oxide  of 
mercury.  The  barium  leaves  the  iodine  free,  and  forms  caustic 
baryta. 

The  mercury,  iodide  of  potassium,  and  iodine  may  be  recovered 
Vy  the  following  cold  process : — ^The  mercury  is  precipitated  from 
the  battery  solution  by  metallic  copper;  the  resulting  solution  "is 
*'  treated  with  hydrated  carbonate  of  bioxide  of  copper,"  which 
eliminates  the  iodine,  and  leaves,  on  filtering,  a  combination  of 
oxide  and  carbonate  of  the  protoxide  of  copper;  by  heating  this 
last  product  (pulverized  together  with  charcoal  dust)  in  a  crucible 
metallic  copper  is  obtained. 
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If  an  amalyam  of  zinc  or  tin  is  used,  the  oxides  of  these  mebii 
■are  recovered  bj  caustic  baryta  or  carbonate  of  copper,  and  the 
metals  themselves  bj  heating  the  pulverized  oxides  witii  poonded 
charcoal. 

[Printed,  8J.] 


A.D.  1856,  April  28.— N«  1008. 

DUBOS,  Jban  Charles  Bertrand. — {Protfisional  Praietliam 
only.)  The  title  of  this  invention  is,  ^'An  improved  eleciro- 
"  magnetic  apparatus/'  and  it  relates  to  electro-magnetic  motive- 
power  engines. 

The  chief  peculiarities  of  this  invention  are,  that  fixed  electro- 
magnets act  upon  moveable  electro-magnets,  poles  of  a  oontaij 
name  being  opposed ;  and  that  the  moveable  electro-mai^nets  pass 
into  the  fixed  dectro-magnets  or  their  coils,  or  vice  vend, 

A  reciprocating  engine  is  first  described  and  shown,  in  wfakli 
the  hollow  coils  of  the  fixed  horseshoe  electro-magnets  are  pro- 
longed so  as  to  embrace,  and  thence  to  magnetize  the  moveable 
electro-magnets  when  the  drcuit  is  completed.  The  fixed  electro- 
magnets are  placed  facing  each  other  at  the  opposite  ends 
of  the  framing,  and  have  the  "  rods "  forming  the  moveable 
electro-magnets  free  to  move  in  the  prolonged  portions  of  their 
coils,  the  moveable  magnets  being  thus  in  the  same  stndght  line 
as  the  legs  of  the  fixed  electro-magnets.  A  commutator  changes 
the  electric  current  fi*om  one  pair  of  coils  to  the  other  at  suitable 
times,  and  thus  enables  a  reciprocating  movement  to  be  conunu- 
nicated  to  connecting  rods  that  rotate  a  flj-wheel  shaft  bj  means 
of  cranks. 

In  an  oscillating  engine,  electro-magnets  mounted  on  a  vi- 
brating rod,  at  right  angles  to  it,  are  attracted  to  fixed  electro- 
msgnets,  some  being  on  one  side  of  the  rod,  8[nd  some  on  the 
other;  according  to  the  side  which  is  excited  so  is  the  motion  of 
the  rod,  and  the  motion  is  transferred  to  a  flj-wheel  shaft  by  tiie 
intervention  of  a  bell-crank  lever  (of  which  the  rod  forms  oat 
arm),  a  connecting  rod  and  crank. 

A  Bunsen's  battery  with  pulverized  coke  is  preferred  to  be  used 
to  produce  the  electricity  to  actuate  the  above  engines. 

[Printed,  8d.] 
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A.D.  1866,  May  3.— N»  1050. 

FONTAINEMOREAU,  Pstbr  Armand  le  Comte  de  {a  com- 
mnmieoHan  Jrom  A.  J,  A,  DumouUn), — "  Improvements  in  electric 
**  telegraphs." 

This  invention  lelates  to  a  printing  telegraph,  working  by  the 
•jnchronous  movements  of  clockwork  at  the  transmitting  and 
receiving  stations  respectively,  the  clockwork  at  each  station 
serving  to  actuate  both  the  transmitting  and  receiving  apparatus 
at  thet  station. 

The  apparatus  may  be  described  under  the  following  heads : — 
\st.  The  "  motor  or  wheel-work  arrangement." 
Its  peculiarities  are,  that  it  is  wound  up  by  electro-magnetism, 
haa  a  continuous  motion,  and  is  further  regulated  by  the  resistance 
of  the  air  to  the  rotation  of  a  "  flier  "  and  by  a  fly-wheel. 

In  order  to  wind  up  the  spiral  spring  of  the  clockwork,  so  that 
its  unwinding  "  is  compensated  by  each  revolution  of  the  axis," 
•and  the  motive  power  "  thus  rendered  constant,"  one  of  the  axes 
of  the  wheel  train  carries  an  excentric,  which  completes  the  circuit 
of  a  local  battery  at  each  revolution ;  by  this  means  an  electro- 
magnet is  excited  each  time  the  local  circuit  is  completed,  and 
acta  upon  the  "cylinder"  or  barrel  of  the  spiral  spring,  levers 
being  in  connection  with  the  armature,  so  as  to  move  a  **  pawl " 
or  click  that  works  in  a  chck  wheel  fixed  to  the  spring  barrel  each 
time  the  attraction  of  the  armature  takes  place. 
*     2nd.  An  "  improved  alphabetical  key-board." 

This  keyboard  consists  of  28  keys,  arranged  as  the  keys  of  a 

pianoforte ;  under  the  keyboard,  and  pressed  upon  by  the  springs 

of  the  keys,  an  endless  flexible  band  of  platinum  (having  suitably 

traced  insulated  portions)  moves  when  a  key  is  actuated.    An 

insulated  "  central  wheel,"  having  teeth  that  work  into  rectangular 

openings  in  the  platinum  band,  gives  motion  to  the  said  band, 

•which  also  is  stretched  over  two  insulated  end  pullies.    Electro- 

niagnets,  worked  by  the  line-wire  current,  start  the  platinum 

bands  of  the  transmitting  and  receiving  instruments  respectivdy, 

at  the  same  time,  by  releasing  a  pin  wheel  and  connecting  the 

doekwork  to  the  "  central  wheel "  axis. 

The  action  of  the  dq;>ression  of  a  key  is  as  follows : — The  line- 
wire  electro-magnet  at  the  receiving  station  connects  the  '*  central 
wheel "  axle  with  the  clockwork,  and  when  an  insulated  portion  of 
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the  platinum  band  at  the  transmitting  station  comes  under  the 
depressed  key,  it  breaks  the  previously  established  line-wire  cantiiS 
in  the  reonving  instrument  (whose  band  b  in  the  asone  idatift 
position  as  that  of  the  transmitting  instrument),  and  eomplrlBi 
the  local  circuit  of  the  printing  apparatus.  Thna,  the  sigo^ 
whose  key  is  depressed  at  the  transmitting  station  is  prinled  at  the 
receiving  station. 

3rd.  "A  printing  or  typographical  apparatus  to  be  uaed  at  vffl. 
«  and  worked  by  a  separate  battery." 

This  apparatus  performs  three  operations  on  the  depEresaion  of  a 
finger  key  at  the  transmitting  station,  viz.,  the  rotation  of  the  type 
wheel  to  bring  the  required  signal  under  that  part  of  the  papet 
atrip  which  u  between  the  type  hammer  and  the  type  whed,  the 
atriking  of  the  type  by  the  type  hammer,  and  the  moving  of  die 
piqier  forward  mdy  for  the  next  signal. 

The  type  wheel  is  mounted  on  a  continuation  of  the  '*  oentnl 
"  wheel"  aids,  and  receives  motion  from  the  clockwork  by  its 
means.  The  type  hammer  is  the  continuation  of  the  levet  arma- 
ture of  a  couple  of  horseshoe  electro-magnets,  excited  bj  die 
printing  local  battery.  The  paper  is  moved  forward  by  levers,  in 
connection  with  the  above-mentioned  lever  armature,  which  actaate 
a  ratchet  wheel  on  one  of  the  paper  rollers  when  the  armature 
recedes  from  the  electro-magnet. 

The  action  of  the  printing  apparatus  is  as  follows : — When  the 
line-wire  circuit  is  interrupted  by  an  insulated  portion  of  the 
platinum  band,  the  return  of  the  levers  of  the  line-wire  electro- 
magnet (See  2nd  head),  to  their  normal  position  completes  the 
printing  circuit,  and  the  lever  armature  strikes  the  type  and  moves 
the  paper  as  described  above. 

The  following  arrangements  and  apparatus  are  described  and 
shown  in  the  Complete  Specification,  and  the  Drawings  belonging 
thereto,  but  are  not  alluded  to  in  the  Provisional  Specification:— 

A  substitute  for  the  platinum-band  arrangement  in  the  above- 
described  key  board.  A  vertical  plate  carries  studs  (one  under 
each  key)  which  are  respectively  electrically  connected  to  springs 
ranged  in  the  circumference  of  a  circle,  and  bearing  on  a  revolving 
metal  wheel  which  has  an  insulated  portion  in  its  circumference ; 
the  plate  carrying  studs  and  springs  is  instead  of  the  platinum 
band,  and  the  metal  wheel  with  an  insulated  portion  is  instead  of 
the  ''central  wheel''  and  insulated  portions  of  the  band;  die 
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ixisnlated  portions  of  the  wheek  at  both  stations  are  always  in  the 
eflune  relative  position,  and  oome  into  contact  with  a  similarly 
placed  spring  at  the  same  time. 

**  A  free  escapement  commutator  for  regulating  the  synchronism 

^^  of  the  movements."    This  arrangement  is  applied  to  the  axis  of 

-the    *'  central  wheel,"  and  consists  of  two  horseshoe  electro^ 

xnagnets  (alternately  excited)  with  their  keepers ;  two  escapement 

ivheels,  each  containing  14  pins,  and  one  of  which  is  on  the 

*'  central  wheel "  aids;  and  an  '^  anchor  lever"  or  escapement 

pallet  carrying  contact  points  in  electric  connection  with  the  coils 

of  the  electro^magnets  respectively.    The  line-wire  current  excites 

theae  electro-magnets,  and  when  this  arrangement  is  adopted,  the 

electro-magnet    heretofore  called  the  line-wire  electro-magnet,'' 

**  only  operates  as  a  relay  under  the  influence  of  a  circuit  derived 

**  from  that  of  the  escapement,  which,  being  only  broken  "  by  the 

insulated  portions  of  the  platinum  band  or  of  the  metal  wheel, 

*'  maintuns  its  keeper  depressed,  notwithstanding  the  oscillation 

**  of  the  escapement,  only  to  be  raised  "  by  the  interruption  of  the 

circuit  by  the  insulated  portion,  "  and  send  forward,  by  means  of 

"  its  keeper,  the  local  current  to  the  printing  apparatus,  or  to  the 

*'  alarm  bell  arrangement.    This   latter   consists  of  the  same 

escapement  commutator,  the  anchor  lever  of  which  is  replaced 

by  a  hammer  acting  on  the  two  inner  surfi&ces  of  a  bell.    This 

'*  arrangement,  contrary  to  the  simple  vibration  commutators, 

*^  permits,  even  with  feeble  currents,  the  production  of  up  to  one 

**  hundred  signs  per  minute." 

[Printed,  U.8(i.] 

A.D.  1866,  May  9,— N»  1096. 

JOHNSON,  Edward  Danikl.  —  ^'An  improved  mode  of 
**  mounting  marine  chronometers." 

"  The  object  of  this  invention  is  to  neutralise  any  magnetic 
**  polarity  that  may  exist  in  the  balance  of  marine  chronometers." 

For  this  purpose  the  chronometer  is  mounted  "  in  a  ring  or 
**  other  suitable  contrivance,  to  which  a  slow  rotary  motion  is 
*'  given  "  in  order  to  cany  "  the  chronometer  round  on  its  own 
**  vertical  axis." 

In  carrying  out  the  invention  the  gimbals  carrying  the  chrono« 
meter  are  mounted  within  the  above  mentioned  ring;  the  ring 
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Tests  on  flanged  rollers,  one  of  which  carries  a  spur  whed  on  iti 
AKity  "  which  gears  into  and  drives  a  pinion,  and  an  amuogeiBent 
**  of  wheelwork  similar  to  the  movement  of  a  watch."  'nswpmg 
barrd  is  on  the  axle  of  the  driving  wheel,  and  the  wfaeelwoik  h 
provided  with  an  escapement.  The  bearing  sarfiMse  of  the  roBer 
on  the  driving-wheel  axis  produces  motion  of  the  ring"  canTuig 
the  gimbals  and  chronometer  by  friction  of  contact. 
[Printsd,  Bd.] 

A.D.  1856,  May  15.— N«  1147. 

WALKER,  Robert,  and  MCKENZIE,  Albxandbr.— (Prori- 
wmal  Protection  only,)    "  Improvements  in  electric  telegraphs." 
''  This  invention  relates  to  electric  telegraphs,  in  which  instro- 
"  ments  are  used  which  receive  and  record  the  messages  as  a  senes 
"  of  dots  or  lines  produced  on  a  receiving  surface  whether  snc^ 
"  signs  be  produced  on  chemically  prepared  paper  by  the  passage 
"  of  the  current,  or  by  a  marker,  actuated  by  an  electro-magnet ; 
"  and  the  invention  consists  in  the  use  of  two  or  more  line  wires 
"  in  such  electric  telegraphs  in  continuation  with  a  series  of  finger 
keys,    each  of  which  finger  keys  is  capable  of  making  and 
breaking  the  circuits  in  the  two  or  more  line  wires  in  a  suitable 
manner  for  producing  the  marks  which  indicate  a  letter,  figure, 
or  word.     For  this  purpose,  the  finger  keys  are  arranged  in  a 
manner  similar  to  those  shown  and  described  in  the  Specification 
of  a  Patent,"  granted  to  the  Patentees,  "  and  dated  June  20tb, 
1865"  (SeeNM410,  1856). 
"  This  invention  also  consists  in  the  use,  in  connection  with  the 
'*  finger  keys,  of  weights  or  springs  of  various  degrees  of  strengtii, 
which,  being  lift^  or  moved  by  the  keys,  will  actuate  the  in- 
struments with  various  degrees  of  speed,  thus  producing  sigmds 
of  greater  or  less  length,  as  may  be  required,  on  the  receiving 
"  surface." 
[Printed.  8A] 

A  D.  1866,  June  4.— N«  1335. 

BROOM  AN,  Richard  Archibald  {a  eommmneoHon), — '*  Im- 
**  provements  in  plating  glass  to  render  it  reflective." 

"  This  invention  is  stated  by  the  inventor  to  consist  in  plating 
^'  glass  by  depositing  upon  it  certain  metalHc  and  other  sul^* 
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stances,  as  herein-after  named,  decomposed  by  the  action  of  acid 
or  acids,  as  in  the  galvanic  battery,  and  in  a  gaseous  or  vapoury 
form,  and  in  reducing  and  fixing  such  metallic  and  other 
plating  agents  in  such  gaseous  form  by  the  agency  of  electricity 
or  galvanism,  or  both,  upon  the  glass,  into  a  metallic  or  solid 
state,  whereby  glass  will  be  rendered  reflective. 
**  The  invention  also  consists  in  certain  arrangements  of  machi- 
"  nery  for  carrying  it  into  effect." 

The  substances  used  to  generate  the  required  vapours  are  as 
follows  :  — "  Sodium,  cadmium,  sine,  ethiop's  martial  **  [Ethiop's 
mineral?],  "sulphuric,  nitric,  muriatic,  and  metapgallioandboric'* 
[boracic?]  "acids.  "  These  are  placed  in  suitable  vessels  "in 
**  sufficient  quantities  and  strength  to  excite  the  metals  to  action ;" 
other  materials  are  mentioned  as  bdng  suited  for  the  purpose  of 
this  invention  but  the  above-mentioned  are  preferred. 

A  "  fume-depositing  machine." — A  "  framework,"  "  the  upper 

"  surface  of  which  is  planed  true,  and  formed  with  a  flange," 

carries  certain  rollers,  between  which  a  flat  chamber  containing  the 

glass  and  connected  to  the  gas  generating  apparatus  is  made  to 

pass  by  means  of  the  planed  surface  and  flange.    The  action  of 

the  apparatus  is  as  follows : — ^The  cleaned  glass  is  placed  with  its 

cleaned  surface  "  upon  a  plate  pierced  with  numerous  small  holes," 

which  plate  "is  the  top  of"  the  before-mentioned  flat  chamber; 

the  chamber  with  the  glass  is  then  passed  between  a  lower  roller 

and  a  band  of  compressible  material  which  passes  round  two  other 

rollers,  motion  being  given  to  them  by  means  of  a  winch  and  spur 

gear;  the  under  surface  of  the  glass  is  thus  coated  with  the 

"  gaseous  fumes." 

A  "  machine  for  applying  the  electric  currents  and  for  fixing  the 
"  substances  upon  the  glass." — Standards  carry  an  insulated 
**  skeleton  platform  or  frame"  on  which  an  insulated  hollow 
chamber  carrying  the  fiiroe-covered  glass  may  move ;  "  side  frames" 
**  act  as  guides  to  the  chamber,"  and  "  serve  to  support  a  cloth 
"  for  covering  over  the  chamber  and  the  glass  while  the  fixing  is 
"  being  performed ;"  a  frictional  electric  machine  and  a  galvanic 
battery  are  mounted  near  the  platform ;  the  wires  from  the  galvanic 
battery  are  "  connected  to  some  convenient  part  of  the  hoUow 
chamber."  The  action  of  the  apparatus  is  as  follows: — ^"  All  being 
^  in  readiness,  the  plate  of  glass,  with  the  metallic  fumes  thereoot 
**  is  passed  from  the  fume-depositing  machine  on  to  the  solid  ia^ 
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*'  of  the  hollow  chamber;  in  the  fixiiig  machine  the  wires 
nected  with  the  battery,"  certain  heated  gases  (generated  horn 
a  mixture  of  boric  "  [boracic?]  '^  and  sulphuric  adds  '*  by  the 
aid  of  the  electrical  machine)  are  allowed  to  enter  the  holkiv 
chamber,  "  and  the  cloth  is  lowered  over  the  end  frames;  aa 
*'  soon  as  the  current  is  applied  the  substances  will  be  recomposed 
**  and  fixed  on  the  glass,  and  the  glass  will  thereby  be  rendered 
**  reflective."  To  still  further  aid  the  process,  heat  may  be 
applied  under  tfie  hollow  chamber,  but  is  not  absolutdjr 
saiy  as  *'  the  current  itself  may  be  applied  alone." 

If  thought  desirable  a  protecting  coating  may  be  applied 
this  plating,  the  said  coating  being  composed  of  some  of  the  fol- 
lowing substances : — *'  Tar,  galipot,  plaster,  Ihne,  oemmt,  whiting 
^*  mixed  with  glue,  chalk,  ochre,  oil  colors  made  up  with  drymg 
•*  oils." 

[Printed,  8d.] 

A.D.  1856,  June  20.— N«  1452, 

PITMAN,  John  Talbot  (a  commtctitcaftoiB). — **  A  new  method 

**  of  using  the  electric  current  or  currents  for  telegraphic  and 

**  other  purposes." 
"  The  invention  consists :" — 
Ist.  *'  In  employing  for  telegraphic  and  other  purposes,  the 

**  positive  and  negative  current   through  electro-magnets,  the 

'*  poles  of  which  are  in  juxtaposition,  the  latter  being  rendered 
by  change  of  polarity  alternately  mutually  attractive  and  !«• 
pellant;"  thus  enabling  the  local  and  relay  magnets  to  be 

combined,  or  the  combination  to  be  used  ''simply  as  a  relay  wiUi 

'*  considerable  increase  of  power." 
2nd.  "  In  the  modification  in  the  use  of  currents  resulting 
from  placing  the  ends  of  a  curved  or  rectangular  armature 
opposite  to  the  poles  of  the  moveable  magnet,  this  armature 
being  acted  upon  by  the  approximation  of  the  moveable  magnet 
or  axis,  restraining  the  latter  at  the  will  of  the  operator,  until 

'*  the  circuit  in  the  moveable  magnet  or  axis  is  broken/' 

3rd.  **  In  the  employment  of  a  current  from  one  battery  through 

<<  the  coils  of  both  magnets,  in  direct  order,  to  make  them  re- 
spectively attractive,  or  through  one  of  them  in  inverse  order, 
to  render  them  respectively  repellant,  the  circuit  of  the  other 
battery,  local  or  main,  being,  when  made,  oppositely  directed. 
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"  The  use  in  this  amngement  of  a  spring  as  a  repelling  power, 
**  when  the  magnets  are  attached,  will  permit  all  the  load  bat^ 
'*  teries  to  come  in  to  aid  the  main  circuit." 

4th.  "  In  the  use  of  a  breakpiece,  a  spring  or  its  equivalent,  to 
"  suspend  the  action  of  one  of  the  magnets,  in  order  to  coun<« 
"  teract  or  control  the  inductive  influence  in  cases  where  a  change 
**  of  polarity  is  required." 

5ih.  "  In  using  (with  or  without  the  aid  of  a  spring,)  the  re-i 
**  pellant  instead  of  the  attractive  power,  thus  working  from 
"  absolute  contact." 

6th*  "In  dispensing  with  the  ordinary  exterior  battery,  and 
employing  as  a  substitute  the  magnetism  of  the  earth,  by 
placing  in  the  earth,  at  the  ends  of  the  line  respectively,  plat^ 
of  copper  and  zinc,  &  connecting  them  by  wires  with  the  in« 
atruments."  This  portion  of  the  invention  is  mentioned  in  the 
Provisional  Specification,  but  not  in  the  Complete  Specification. 

An  instrument  embodying  the  above  improvements  is  described 

in  the  Specification,  and  shown  in  the  Drawings ;  its  component 

parts  are  a  fixed  but  acyustable  horseshoe  electro-magnet,  whose 

keeper  is  the  core  of  a  second  bar  electro-magnet,  the  core  being 

mounted  on  suitable  axes,  and  therefore  firee  to  vibrate  so  as 

dther  to  come  into  contact  with  the  poles  of  the  horseshoe  electro* 

magnet,  or  ^ith  an  adjustable  soft  iron  curved  armature ;  springSy 

contact  points,  and  binding  screws,  suitably  disposed,  enable  the 

currents  to  actuate  the  magnets,  and  to  convey  signals  by  the 

making  and  breaking  of  the  circuit,  which  is  "  in  connection  with 

**  a  register."    In  one  method  of  working  this  instrument  the 

line-wire  circuit  passes  through  the  coils  of  the  fixed  as  well  as 

through  those  of  the  moveable  electro-magnet,  thus  producing 

repellant  poles  in  these  magnets  respectively ;  the  moveable  electro* 

magnet  then  comes  into  contact  with  the  soft  iron  curved  arma* 

ture,  and  is  kept  there  by  induction  until  the  line-wire  circuit  is 

broken ;  a  local  circuit  excites  the  stationary  electro-magnet,  and 

when  the  line-wire  current  ceases,  and  thus  permits  the  bar 

electro-magnet  to  become  its  keeper,  the  said  bar  electro-magnet 

leaves  the  curved  soft  iron  armature,  and  comes  into  contact  with 

the  stationary  electro-magnet,  where  it  is  retained  by  induction 

until  the  next  Une-wire  current  causes  magnetic  repulsion,  thereby 

sending  the  requisite  currents  to  the  registering  apparatus.    In 

another  method  of  working  the  instrument,  the  poles  of  the  same 

magnets  are,  by  the  coiling,  made  similar;  the  local  current 
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ezotes  the  ttatioiiMy  dectro-msf^et,  and  the  Kne-wm  coirmt 
actuates  t)ie  vibratiiig  ekctro-magnet ;  by  tnnsmittiii^  the  emnnt 
of  either  magnet  ia  alternating  directions^  the  opposed  polaritiei 
will  be  altematdj  of  the  same  and  of  opponte  names,  and  thos 
the  vibrating  magnQt  will  be  altematelj  repelled  and  attracted, 
and  may  impart  actimi  to  any  machinery  connected  with  it ;  **  the 
"  same  result  obtains  if  the  helices  should  be  wound  in  the  move 
*f  ordinary  method,  that  is  to  say,  each  having  its  poles  unlike." 
[Printed,  7(1.] 

A.D.  1866,  June  28.— N»  1621. 

VINCENZI,  EuGKNio.— (ProrwioiiaZ  Protection  only.)    -  Iin- 
**  provements  in  jacquard  machines." 

"These  improvements  in  jacquard  machines  have  for  their 
**  object  to  &dlitate  the  working  of  them,  and  the  reading  of  the 
"  patterns  for  such  looms  that  are  worked  by  means  of  an  electric 
"  current.  They  consist  in  cutting  out  by  means  of  a  TnAfaini^ 
"  point  the  outlines  of  each  of  the  coloured  spots  of  whicdi  the 
**  pattern  is  formed,  in  a  thin  sheet  of  tin  or  other  suitable  metal, 
**  fixed  to  a  sheet  of  stout  paper,  paste  or  cardboard,  or  othcar 
^  suitable  material,  thus  isolating  these  outlines  from  each  other. 
**  On  the  margin  of  the  sheet  of  paper  are  traced  as  many  ^^ry^ 
**  as  the  pattern  contains  colours,  and  on  the  back  part  of  the 
"  sheet  «u^  of  these  lines  is  made  to  communicate  with  its  cor- 
responding colour  by  means  of  small  stripes  of  tin,  pewter,  or 
other  metal  or  metals,  and  thereby  causes  the  electric  current  to 
communicate  with  one  or  more  of  the  said  lines  on  the  margin^ 
so  that  the  current  wiU  be  directed  to  the  corresponding  colours 
without  touching  the  others.  By  placing  consequently  the 
comb  of  the  electric  apparatus  on  the  entire  surface  of  the  pat- 
''  tern,  those  teeth  only  will  come  into  effect  that  touch  a  described 
**  colour,  whereas  by  bringing  the  current  in  contact  with  other 
''  lines  on  the  margin,  other  colours  of  the  pattern  oome  into 
"  action." 
[Printed,  8d.] 

A.D.  1856,  July  1.— N^  1539. 

HADDAN,  John  Coopb. — "  Improvements  in  the  manufacture 
"  of  projectiles,  and  in  firing  or  discharging  them  from  cannon,*' 
relating  to  j — 
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let.  The  manufaoiure  of  elongated  tapered  prqjectUes  propdled ' 
lyjr  a  wad  fitting  on  their  tail  ends. 

2nd.  Improvements  in  machinery  "for  mannfftcturing  pro* 
**  jectiles  with  wings  or  bearing  sur&ces  "  as  described  in  N<*  2305 
(1864). 

drd.  The  employment  of  an  electro-magnetic  arrangement  by 
which  several  cannon  may  be  fired  simultaneously  by  percussion. 

"  The  keeper,  upon  which  the  magnet  act8>  may  be  fixed  directly 
««  upon  the  hammer,  or  the  hanuner  may  constitute  the  keeper;  '* 
hut  it  is  preferred  "that  the  keeper  should  be  formed  or  fixed  upon 
**  a  detent  or  lever,  which,  upon  being  released  from  the  magnetic 
"  force  employed,  will  allow  the  hanuner  to  escape  or&ll.'' 

**  Instead  of  acting  upon  a  hammer,  the  magnetic  force  exerted 
**  may  be  employed  to  withdraw  the  rough  tongue  or  slip  of  metal 
**  with  which  some  of  the  more  recently  constructed  tubes  for  firing 
"  ordnance  have  been  furnished,  and  by  means  of  which  with* 
'*  drawal  the  powder  or  composition  is  ignited.  This  may  be 
**  effected  by  the  motion  of  the  keeper  on  the  electric  current  being 
**  broken  or  interrupted." 

Under  this  head,  in  the  Provisional  Specification,  the  Complete 
Specification  of  Letters  Patent  granted  to  the  Patentee,  and  dated 
October  14th,  1854,  is  referred  to. 
[Printed,  lOd.] 

A.D.  1856,  July  1.— N«  1546. 

DERING,    George    Edward. — "Improvements   in   galvanic 
**  batteries,"  consisting  of : — 

Ist.  The  use  of  "  certain  new  exciting  liquids  for  the  negative 
"  element  of  those  kinds  of  batteries  in  which  nitric  acid,  or  a 
"  mixture  of  nitric  acid  and  sulphuric  acid,  .has  usually  been 
**  employed  to  excite  their  negative  element."  For  this  purpose 
the  liquids  resulting  from  the  addition  of  the  salts,  nitrate  of 
potash,  or  nitrate  of  soda,  or  other  suitable  nitrates  or  nitrites, 
to  sulphuric  acid,"  are  employed.  Either  the  ciystallized  salts 
are  placed  "directly  in  contact  with  the  add,"  "without  the 
**  addition  of  water,  unless  in  quantity  not  exceeding  one-third  of 
'*  the  whole ;"  or  "  a  solution  of  the  salt,  in  quantity  not  exceed- 
"  ing  one-third  of  the  whole  "  is  mixed  with  the  acid. 

2nd.  Using,  in  the  above  mentioned  batteries,  "a  mixture  of 
t*  nitric  and  hydrochloric  acid,  either  with  or  without  the  addition 
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of  sulphuric  acid  or  other  adds,"  as  an  exciting'  liquid  liar  ike 
negative  element. 
3rd*  "  Certain  methods  of  employing  iron  of  anj  deocriptm, 
or  alloys  of  iron  and  other  metals,  or  unamalgamated  wane,  as  a 
positive  element  in  batteries  which  have  their  n^^ative  demeBt 
excited  by  nitric  acid^  or  nitrous  acid,  or  liquids  containing 
"  nitric  add  or  nitrous  add  in  any  form.'*  The  anangemeBt 
preferred  is, — carbon  or  cast  iron,  as  the  negative  element,  in 
contact  with  nitric  or  nitrous  add;  and  iron  or  sine  boiing% 
turnings,  or  filings  in  contact  with  mixtures  of  salts  (for  instanea 
nitrate  of  potash  or  soda),  or  adds  with  not  less  than  13  volomes 
of  water  in  the  case  of  mineral  adds,  or  otiier  liquids  having^  Httie 
or  no  local  action  on  iron  or  unamalgamated  zinc. 

4th.  Forming  rolled  zinc  or  other  metals  for  batteries  thidwr 
towards  the  upper  part,  and  about  the  surface  of  the  liquid,  to 
compensate  for  the  more  rapid  consumption  at  those  parts. 

5th«  ^*  Protecting  the  metals  of  galvanic  batteries  at  and  about 
"  the  surface  of  the  liquid  "  by  cementing  sheet  gutta  perdia 
to  them. 

CPrinted,  4d,} 

A.D,  1866,  July  2.— N*  1560, 

BURNETT,  William  Hickling. — "  Improvements  in  dec- 
*'  trie  telegraphs  and  in  apparatuses  employ^  therein." 

These  improvements  may  be  briefly  described  under  the  following 
heads: — 

"  Selecters" — ^The  object  of  these  instruments  is  "  to  enable 
"  the  transmitting  agent  of  a  tdegraph  to  work  any  one  or  more 
'^  of  several  needles,  indicators,  or  recording  instruments,  that  he 
"  may  desire,  at  a  distant  station  or  stations  with  one  circuit." 

By  interposing  "  sdecters  *'  between  the  coils  of  the  indicating 
"  needles  or  pointers  and  the  line  and  earth  wires,"  a  road  is 
opened,  according  to  the  wishes  of  the  transmitter,  round  the  needk 
to  be  worked,  or  round  the  dectro-magnets  of  another  "  sdecter  " 
(in  the  case  of  many  indicators  to  be  worked  by  one  or  two  line 
wires  only),  by  the  first  current  transmitted ;  the  next  current  dther 
actuates  another  "  selecter,"  or  causes  the  sdected  *'  needle  or 
•*  pointer  to  beat  in  dther  required  direction." 

llie  "selecter"  itself  admits  of  various  modifications  according 
to  the  predse  work  it  is  required  to  do ;  the  two  following  anaoge* 
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ments  are,  however,  described  in  detail  in  the  Complete  Specifica- 
tion and  shown  in  the  Drawings. 

In  the  first  arrangement,  permanent  magnets  are  ftree  to  vibrate 
on  axes  between  the  poles  of  peculiarly  constructed  electro-mag- 
nets  (hereinafter  more  particularly  described);  the  deflection  of 
the  permanent  magnets  actuates  certain  non-conducting  rods  work- 
ing a^^nst  springs  that  make  contact  with  metal  plates  -mounted 
on  **  friction  wheels/'  thus  completing  the  necessary  circuits  ac- 
cordingf  to  the  direction  of  deflection  of  the  permanent  magnets. 
In  the  instrument  shown,  there  are  two  pairs  of  acting  electro- 
magnets ;  a  third  pair  is  added  "  for  supporting  the  magnetism  of 
**  the  permanent  magnets  employed."    When  the  succeeding  cur- 
rent traverses  the  apparatus,  the  combined  action  of  the  "  friction 
"  wheels  "  and  springs  is  such  that  the '' selecter "  is  then  left 
**  reftdy  for  a  new  selection." 

In  the  second  arrangement,  two  indicators  are  worked  "  directly 
**  and   without  using  magnetic  needles  and  their  coils."     Six 
dectro-magnets  are  used,  and  they  act  (by  means  of  vibrating  per- 
manent nuignets,  levers,  cranks,  non-conducting  rods,  spring  palls, 
and  ratchet  wheels)  upon  the  indicator  axes  and  upon  metal  com- 
mutator wheels  having  inlaid  non-conducting  pieces,    llie  non- 
conducting rods,  spring  palls,  and  ratchet  wheels  are  to  place  the 
circuits  properly  for  the  action  of  the  second  current,  by  turning 
the  conunutator  wheels  into  suitable  positions,  thus  opening  anew 
circuit  for  the  second  current,  which  second  current  acts  on  the 
indicators.     In  this  instrument  the  peculiar  shape  and  position  of 
the  electro-magnets  preserves  the  magnetism  of  the  permanent 
magnets.    In  order  to  leave  the  apparatus  in  its  original  position 
after  each  "  beat "  of  the  indicator,  certain  shafts  and  levers  are 
actuated  by  certain  .non-conducting  rods,  and  the  said  levers  react 
upon  the  non-conducting  rods  and  ratchet  wheels  actuated  by  the 
first  current  so  as  to  restore  their  commutator  wheels  to  their 
original  position. 

In  all  arrangements  of  "  selecters,"  in  order  to  enable  "  each 
"  pulsation  of  the  current "  to  "  perform  the  duty  intended  for  it, 
»nd  "no  more,"  the  necessary  circuits  are  only  opened  on  the  ces- 
sation of  a  current,  thereby  making  the  action  of  "  the  circuit 
"  changing  machinery  "  independent  of  the  duration  of  the  line 
current. 
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Manipulaiors,  —  These  instruments  "  also  admit  of  mndi 
variety,  and  may  be  worked  either  with  one  or  two  handles; 
or  with  a  handle  and  key  or  keys,  or  with  keys  only,  ac- 
cording to  the  nature  and  order  of  the  currents  required  to 
be  sent,  and  other  circumstances,  the  general  object  beiii|^  to 
reduce  and  simplify  the  movements  of  the  hands  or  fingors  as 
much  as  possible,  and  to  increase  the  transmitting  powioa  of 
"  the  telegraph." 

The  arrangements  described  in  the  Complete  Specification  and 
shown  in  the  Drawings  appended  thereto,  under  the  head  of  "  mani- 
"  pulators,"  all  depend  upon  the  principle  of  the  ordinary  cylin- 
drical commutator  or  pole  changer,  having  fixed  springs  bearing 
up  against  the  circumference  (or  a  portion  of  the  circiunfeienoe}  of 
a  cylinder  consisting  partly  of  metal  and  partly  of  a  non-conductor. 
The  details  of  the  relative  placing  of  the  springs  and  metal  pieces 
vary  in  each  application  of  this  kind  of  manipulator;  as,  how- 
ever, these  instruments  were  designed  in  order  to  work  the  above- 
described  "  selecters  "  with  ease  and  rapidity  from  the  transmit- 
ting station,  a  single  movement  of  the  handle  or  finger  key  and 
its  return  to  zero  is,  in  many  cases,  sufficient  to  transmit  dUl  the 
currents  necessary  to  form  one  signal. 

The  first  instrument  described  and  shown  in  detail  is  to  work 
an  alphabet  employed  by  the  Patentee,  in  which  the  movements 
of  the  hand  for  telegraphing  eight  of  the  most  useful  letters  are 
exceedingly  simple.  One  commutator  (or  "handle")  wheel  is 
used,  the  metal  portions  of  which  are  combined  into  two  circles  of 
two  series  each,  four  springs  (connected  respectively  to  the  Une- 
wire  and  battery  circuits)  bear  upon  the  wheel  so  that  the  deflection 
of  the  handle  in  opposite  directions  sends  opposite  currents  along 
the  line  at  the  commencement  of  a  signal  An  index  plate  is  fixed 
to  the  commutator  cylinder  in  order  to  show  the  truismitter  the 
amount  and  number  of  movements  that  correspond  to  each  signal. 
A  "  recording  apparatus  "  is  shown  attached  to  this  manipulator, 
by  which  the  message  sent  is  mechanically  recorded  at  the  time  of 
manipulation ;  a  roller  on  the  cylinder  axis  actuates  certain  levers 
by  means  of  studs  or  teeth  on  its  periphery ;  one  of  the  \even 
moves  a  strip  of  paper  by  means  of  a  ratchet-wheel  arrangement, 
and  two  other  levers  make  suitable  pricks  or  dots  on  the  paper  at 
such  times  as  the  current  is  transmitted. 
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The  second  instrument  described  and  shown  in  detail  is  *'  for 

"  transmitting,  with  similar  motions  of  the  handle  wheels  to  those 

'*  now  generally  used  in  the  double  needle  telegraph  with  two 

*'  wires,  such  sets  of  currents  as  will  produce,  with  one  wire  and 

**  selecters,  similar  beats  of  the  needles  to  those  now  produced  by 

"  such  movements  of  the  handle  wheels."  Two  "handle wheels  " 

are  used,  each  containing  five  circles  of  metal  portions  difiPerently 

arranged.    The  spindles  on  which  the  handles  are  fixed  are  not 

fixed  to  the  wheels,  but  have  a  slight  play,  by  which  means  springs 

connected  with  different  battery  poles  are  made '  to  complete  the 

circuit  according  to  the  direction  of  deflection  of  the  handles ;  the 

springs  are  respectively  on  opposite  sides  of  the  non-conducting 

spindle  or  axis,  and  they  make  connection  with  the  metal  portions 

of  the  wheels  on  the  movement  of  the  handles ;  by  this  means 

"  when  the  handle  or  key  is  turned  in  one  direction  "  "  positive 

"  currents"  "flow  down  the  line,"  and  "when  turned  in  the 

"  other  direction  "  negative  currents  flow  down  the  line. 

When  lever  finger-keys  are  used  instead  of  handles  and  "  handle 
"  wheels,"  fixed  springs  press  up  against  a  portion  of  a  cylinder 
whose  centre  is  at  the  fiilcrum,  and  periphery  at  the  tail  of  the 
lever. 

An  ordinary  "  commutator"  may  be  used  to  reverse  the  direc- 
tion of  currents  transmitted  (when  they  are  required  to  be  so  re« 
versed),  thus  dispensing  with  a  second  handle-wheel  or  key;  this 
commutator  may  be  worked  "  by  the  left  hand,  the  foot,' or  other- 
"  wise,  in  connection  with  a  handle  wheel  or  key." 

Improvements  in  '*  indieatorSy  needles,  electro^magnets,  ^c."-^ 

To  lessen  the  vibration  of  a  needle  or  indicator,  it  is  mounted  on 

its  centre  of  gravity.    "  To  cause  the  indicator  to  remain  vertical 

"  when  not  acted  on  by  the  current,  and  to  return  to  that  position 

*'  after  it  has  been  so  acted  upon  with  a  diminished  tendency  to 

"  vibration,"  the  end  of  the  needle  is  placed  between  a  pair  of 

**  minute  weighted  levers  or  springs."    In  the  quiescent  state  of 

the  needle  the  levers  rest  against  a  fixed  stop  beneath  the  lower  end 

of  the  needle,  but  the  slightest  deflection  of  the  needle  raises  one 

or  other  of  the  levers :  on  the  cessation  of  the  line-wire  current 

the  needle  is  brought  into  a  vertical  position  by  the  raised  lever, 

and  its  vibrations  are  checked  by  the  abutment  of  its  end  against 

the  other  lever. 

"  A  needle  or  indicator  can  be  made  to  swing  over  1.  2,  3,  or 

oo2 
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"  more  spaces  at  pleasure,"  by  arms  mounted  on  a  separate  shaft, 
each  arm  being  actuated  by  a  separate  electro-magnet ;  the  electro- 
ma^ipiets  are  placed  at  suitable  and  various  distances  from  the  axis, 
on  which  the  arms  are  free  to  vibrate,  and  are  brought  into  actioo 
by  means  of  "  selecters."  On  the  deflection  of  an  arm  by  an 
electro-magnet  its  tail  acts  on  a  similar  projecting  piece  on  the 
needle  shaft,  and  deflects  it  accordingly ;  a  '^  spiral "  [helical  ?] 
"  spring  of  recall,"  or  reacting  spring,  brings  the  needle  to  rest 
against  a  stud,  on  the  cessation  of  the  current. 

The  improvements  in  electro-magnets  are  "applicable to  indica- 
tors, alarums,"  the  above-described  "selecters,"  "and  generally 
to  any  part  of  a  telegraph  where  it  is  desired  to  cause  motion 
by  means  of  temporary  attractions."    The  "  improvements  in 
simple  electro-magnets  consist  partly  in  the  use  of  a  single  coil 
in  one  portion  of  the  magnet,  instend  of  a  coil  on  each  of  two 
legs,  still  retaining  the  other  advantages  of  the  horse-shoe  form, 
partly  in  making  the  armature,  as  it  were,  a  portion  of  the 
electro-magnet,  and  partly  in  very  much  reducing  the  diameter 
and  increasing  the  length  of  that  portion  of  the  electro-ma^et 
covered  by  the  coil,  or  making  several  shorter  portions  of  such 
"  attenuated  covered  cores  act  coijointly  to  form  one  pole."   '*  To 
"  get  a  long  stroke  of  the  moveable  arm  "  or  hinged  armature, 
several  such  "  attenuated  cores  "  are  placed  at  intervals,  alternating 
with  uncoiled  poles.    "  Double  coils  "  are  used  "  to  form  electro- 
"  magnets  capable  of  attracting  soft  iron  electively."    In  one  of 
the  said  double  coils  the  line  current  may  circulate,  and  in  the 
other  a  local  battery  current.   The  "  double  coils  "  may  consist 
either  of  two  insulated  coils  round  the  "  attenuated  core,"  or  of 
one  coil  round  the  core  and  the  other  round  the  hinged  armatuie. 
Means  are  described  and  shown  "  for  bringing  the  current  of  the 
local  battery  into  play  only  at  the  time  that  the  current  from  the 
distant  station  is  in  action,  so  that  they  may  form  conjointly 
electro-magnets  capable  of  attracting  soft  iron  electively ;"  these 
consist  in  supplying  the  above-described  electro-magnets  with 
extra  poles,  one  at  least  of  which  is  coiled,  and  is  excited  by  the 
line-wire  current;   when  the  line-wire  current  passes,  the  local 
circuit  is  completed,  by  contact  points,  on  the  attraction  of  a  keeper 
by  the  extra  poles. 

[Printed,  2*.  W.] 
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A.D.  1866,  July  7.— N*  1588. 

CHENOT,  Alfred  Louis  Stanislas,  and  CHENOT,  EuckNB 
Charles  Adrien. — "Improvements  in  sorting  ores,  or  sepa- 
"  rating  metals  from  each  other,  and  from  certain  combinations 
"  with  other  substances,"  in  which  the  electric  or  magnetic  fluids 
may  be  employed. 

The  principles  upon  which  this  invention  is  founded  are  as 
follows : — 

"  *  Sorting  by  successive  de\'iations.'  '*  When  materials  are  let 
drop  by  gravity,  instead  of  letting  them  follow  the  vertical  line» 
they  meet  successively  with  currents  "  of  any  fluid  (even  magnetic 
''  fluid),"  and  are  thereby  deviated  from  their  vertical  course,  and 
according  to  their  density  or  volume,  drop  into  basins  or  vessels 
placed  for  their  reception ;  these  vessels  being  placed  under  or  in 
a  suitable  position  to  each  current,  so  that  they  may  receive  par- 
ticles of  a  certain  description.  This  principle  may  be  appUed  to 
bodies  of  the  same  volume  but  of  difiPerent  densities,  or  of  the 
same  density  and  difPerent  volumes. 

"  *  Electro-sorting,' "  or  separating  bodies  from  each  other  by 
*'  electric  attraction  or  repulsion,  or  by  electric "  [magnetic  ?] 
*'  attraction  and  repulsion,  whatever  be  the  mode  of  application." 
An  example  is  given  of  an  electrified  pendulum,  made  to  oscillate 
by  any  suitable  means  over  a  table  carrying  the  substances  to  be 
sorted,  and  coming  into  contact  at  every  vibration  with  an  elec- 
trified body ;  the  body  at  one  extremity  of  the  arc  of  vibration 
imparting  to  the  pendulum  one  kind  of  electricity,  and  that  at  the 
other  extremity  imparting  the  other  kind  of  electricity.  By  this 
means  any  substances  adhering  to  the  pendulum  during  its 
progress  over  the  table  (placed  vertically  under  the  point  of  sus- 
pension of  the  pendulum),  are  deposited  in  partitions  at  the  sidc^ 
for  the  moment  the  kind  of  electricity  is  changed,  the  adhering 
particles  drop  off.  In  another  instance,  magnetic  substances  are 
separated  from  other  substances  by  electro-magnetizing  the  table, 
BO  that  the  pendulum  will  only  attract  non-magnetic  bodies. 

All  ccmbinations  tending  to  produce  an  alternate  or  con- 
tinuous sorting  of  any  substances  "  are  included  in  the  above- 
described  principles. 

The  following  examples  of  applications  of  these  principles  are 
described  and  shown : — 

An  electro-magnetic  sorting  apparatus  in  which  a  series  of  eleo- 
tro-magnet«  axe  mounted  radially  upon  a  revolving  ahaft,  so  as  to 
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form  a  cylinder  of  magnets.  The  ores  or  substances  to  be  Kxted 
are  spread,  by  means  of  a  hopper  and  sieve,  upon  an  endksa 
travdling  band,  which  carries  the  material  under  the  drum ;  the 
excited  magnets  then  cany  the  magnetic  particles  sufficiency  &(r 
to  allow  them  to  be  deposited  in  a  separate  vessel  from  the  non- 
magnetic particles,  which  tsJl  into  a  receptacle  under  the  hand. 
A  ''  oonmiuter  "  [commutator  ?]  is  used  with  this  machine,  whki. 
only  magnetizes  that  portion  of  the  drum  nearest  the  endless 
band ;  and  the  magnets  are  represented  encased. 

Another  apparatus  is  shown,  in  which  the  electro-magnets  hsvs 
reciprocal  rectilinear  motion  by  means  of  guide  rails  and  flanged 
wheels;  there  is  a  hopper  or  ''distributor,'*  endless  band,  and 
'*  commuter  "  also  to  this  apparatus. 

In  a  third  machine  the  magnets  only  form  a  part  of  a  dram, 
and  the  outer  casing  is  mounted  on  a  separate  but  concentric  shaft. 

To  the  above  apparatus  permanent  magnets  may  be  used  instead 
of  electro-magnets ;  the  magnetic  particles  being  detached  by  a 
brush  or  another  magnet. 

In  an  "electro-sorting"  machine  a  cylinder  (whose  axis  is 
s%htly  inclined  to  the  plane  of  the  endless  band,  and  is  parallel 
to  the  length  of  the  band,)  is  magnetized ;  thus  imparting  polarity 
to  projecting  rings;  the  most  magnetic  particles  are  by  this 
machine  sorted  from  those  less  magnetic. 
[Printed.  1«.  Id.] 

A.D.  1866,  July  10.— N«  1636. 

SAXBY,  Stephen  Martin. — "Improvements  in  ascertaining 
"  the  errors  of  mariners'  compasses." 

This  invention  "  consists  in  the  placing  of  a  spheric  diagram 
*'  made  of  transparent  substance  upon  another  spheric  diagram, 
"  and  in  the  turning  of  one  diagram  upon  another,  and  in  thus 
'*  causing  the  intersection  of  the  lines  which  are  drawn  upon  each, 
''  by  which  it  is  easy  to  measure  sides  and  angles  of  triangles." 

The  error  of  a  ships'  compass  is  obtained  by  comparing  the  true 
bearing  or  azimuth  of  a  heavenly  body  (ascertained  by  means  o( 
the  above-described  "spheric"  diagrams)  "with  the  compass 
"  bearing  of  the  same  heavenly  body ;  the  deviation  is  the  compass 


"  error." 


The  diagrams  are  also  applicable  tq  other  similar  uses, 
CPrinted,  9d.] 
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A.D.  1856,  July  18.— N°  169?. 

HAMILTON,  John,  junior. — "  An  improvement  in  the  bending 
"of  sheet  iron  for  the  manufacture  of  conical  tubes,"  which  '*are 
"  particularly  applicable  for"  [electric?]  "tele^praph  and  other 
*•  posts." 

This  invention  '*  consists  of  employing  conical  rollers,  by  pre* 
ference  of  steel,  of  a  length  and  diuneter  depending  on  the 
length  and  diameter  of  the  conical  tubes.  The  sheet  metal  to 
*'  be  bent  is  passed  between  conical  rollers,  and  is  bent  around 
**  one  of  these ;  and  by  preference  such  roller  is  supported  on  two 
**  other  conical  rollers."  ''The  tube  is  finished  by  driving  on 
''  hoops,  and  rivetting  it  up  by  hand." 

[Printed,  Iki.] 


A.D.  1866,  July  21.— N'*  1723. 

VERGNES,    Maurice. — "  Improvements   in    electro-galvanic 
"  machines  for  producing  motion  by  galvanic  electricity." 

An  electro-dynamic  engine  is  described  and  shown,  in  which 

two  galvanometers  are  combined,  to  give  rotary  motion  to  a  shaft 

on  which  the  magnets  are  mounted  at  right  angles  to  one  another. 

The  magnets  used  are  electro-magnets  within  the  coils,  and  simi- 

larly-shftped  parallel  plates  of  iron  outside  the  coils.    Two  separate 

batteries  are  used,  one  to  magnetize  the  electro-magnets,  and  the 

-other  to  excite  the  coils.    The  polarity  of  the  electro-magnets 

always  remains  the  same,  and  a  "  commutative  cy Under  "  on  the 

shaft  cuts  off  the  current  from  the  electro-magnets  and  coils  at 

Buitftble  intervals.    A  *'  pole  changer "  reverses  the  direction  of 

the  current  through  the  coils  at  every  half  revolution  of  the 

magnets. 

Any  number  of  pairs  of  coils  with  their  ooiresponding  magnets 
may  be  used. 

In  the  Pro  visional  Specification  four  electro-magnets  are  de- 
scribed as  being  mounted  in  separate  wooden  wheels,  (each  pair 
"  parallel  and  with  contrary  adjacent  polM,")  and  four  batteries 
are  used  to  excite  the  magnets  and  coils ;  no  mention  is  made  of 
iron  plates. 
[Printed,  lOd.] 
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A.D.  1856,  July  21.— N»  1726. 

STATHAM,  Samuel,  and  WHITEHOUSE,  Edward  Obakgs 

AVi LDM a n. — (Provisional  Protection  only,)  ''  An  improvement  iz: 
the  arrangements  for  or  working  of  electric  tel^^phs." 
This  invention  "  consbts  in  the  employment  of  one  insnktec 
wire  as  a  return  wire,  common  to  and  used  simultaneously  im 
connection  or  combination  with  more  than  one  electric  tekgnpa 
instrument,  in  lieu  of  the  earth  circuit,  as  at  present 
employed." 

[Printed,  8d.] 
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A.D.  1856,  July  22.— N«  1732. 

COWPER,  Charles  {a  communication  from  Simon  Petit). — 
'*  Improvements  in  lighting  and  extinguishing  gas  lights;" 
electricity  is  employed  for  the  purpose. 

The  valve  or  cock  is  opened  by  means  of  electro-magnetic  ar- 
rangements, and  at  the  same  moment  (or  immediately  afterwards) 
an  electric  spark  is  passed  through  the  issuing  gas,  or  a  fine 
platinum  wire  is  ignited  in  the  gas."  '*  By  means  of  a  ncvcisc 
current,  or  a  current  passing  through  another  insulated  wire, 
the  burners  may  all  be  extinguished  in  a  similar  manner." 
The  following  are  the  leading  features  of  the  various  methods 
of  carrying  out  this  invention  :— 

"  Lighting  and  extinguishing  a  series  of  gas  lights  "mnlta- 
"  neously." — ^The  apparatus  at  each  lamp  post  consists  of  a  pri- 
mary coil  whose  core  "  is  perforated,  and  forms  the  pipe  by  which 
the  gas  enters  "  the  lamp  post  column,  "  and  passes  up  to  the 
gas  burner; "  the  armature  of  this  arrangement,  at  sudi  times 
as  the  lamp  is  not  lit,  closes  the  aperture  in  the  core,  otherwise  a 
spring  keeps  the  armature  away  ^m  the  core ;  a  secondary  coil  is 
wound  round  the  primary,  and  its  terminals  proceed  to  the  burner. 
The  action  of  the  apparatus  is  as  follows : — Main  wires  proceed 
from  a  suitable  battery  to  the  various  lamps,  where  they  either 
excite  the  primary  coil  4)j  direct  means  or  through  a  relay  and 
local  battery ;  the  primary  coil  is  excited  at  all  times  that  the 
light  is  extinguished,  thus  the  armature  at  such  times  closes  the 
ficcesB  of  gas  to  the  burner;  when,  however,  the  niain-wir^  cucrcnt 
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(,  the  spring  nises  the  armature,  the  gas  is  free  to  issue  from 
"^he  burner,  and  the  secondary  current  then  made  to  traverse  the 
secondary  coil  ignites  the  issuing  gas  by  a  spark. 

**  Lighting  and  extinguishing  a  series  of  gas  lights  in  rapid 
^*  succession." — By  an  arrangement  of  electro-magnets  in  con- 
Tiection  with  a  ^nbrating  permanent  magnet,  which  deflects  against 
stops,  the  whole  power  of  the  battery  is  concentrated  upon  each 
lamp  at  one  time;,  and  the  current  acts  upon  all  in  succession,  each 
one  completing  the  circuit  for  the  next ;  the  permanent  magnets 
liave   sufficient  movement  to  turn  the  cock,  and  a  secondary 
cuirent  ignites  the  issuing  gas  $  a  reversal  of  the  direction  of  the 
cuTrent  by  a  commutator  closes  the  cock  by  the  reverse  deflection 
of  the  permanent  magnet,  and  thus  extinguishes  the  light.   Three 
different  arrangements  of  electro-magnets  and  permanent  magnets 
ibr  the  above  purposes  are  described  and  shown,  but  all  similar  in 
principle;  in  the  second  arrangement  the  permanent  magnets 
carry  contact  arms  instead  of  contact  pieces ;  and  in  the  third 
arrangement  the  permanent  magnet  turns  on  the  plug  of  the  cock 
as  an  axis,  thus  obtaining  a  rotary  motion,  and  has  contact  levers. 
Various  methods  of  opening  the  cock  are  set  forth ;  in  one,  the 
plug  has  a  rectilinear  or  sliding  motion ;  in  a  second,  a  spring  or 
weight  turns  the  cock  when  released  by  the  keeper  of  the  electro- 
magnet; and  in  a  third,  levers  enable  the  elasticity  of  the  gas  to 
assist  in  opening  the  cock. 

"  Arranging  a  series  of  branch  wires  (each  of  which  is  provided 
**  with  apparatus  for  lighting  and  extinguishing  one  or  more  gas 
lights)  in  connection  with  a  commutator  and  a  battery,  or  other 
source  of  electricity,  in  such  manner  that  each  of  such  branch 
wires  may  be  placed  separately  and  in  rapid  succession  in  con- 
**  nection  with  the  battery  or  other  source  of  electricity  by  moving 
*•  the  commutator." 

Other  details  are  set  forth. 
[Printed.  W.] 

A.D.  1856,  July  23.— N^  1745. 

ELLISON,    RoGBR  BoLAM.  —  {^rofoisional   Protection    on/y.) 

**  Improvements  in  electric  telegraph  apparatus,"  consisting  of : — 

Ist.  "  The  substitution  of  a  short  coil  round  a  piece  or  pieces  of 

**  soft  iron  for  the  long  coils  usually  made  use  of  round  the  needle 
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"  itself.     The   needle  works    either  vertically  or    hozizoou^^ 
**  between  the  poles  of  the  magnet/* 

2nd.  A  '*  manipulator  or  apparatus  for  changing  the  directis 
*'  of  the  currents."  "An  oblong  non-conducting  trough,  inm 
which  one  end  is  wanting/'  contains  a  non-conducting  "  &e 
piece  or  tongue  "  *'  capable  of  moving  from  side  to  side  upoE 
pivots;"  one  pivot  being  in  the  closed  end  of  ^e  troiifbL 
the  other  end  of  the  "tongue"  being  "carried  through  u 
"  opening  in  the  face  of  the  telegraphic  apparatus,"  and  cw- 
rying  the  handle  for  working  the  instrument.  "  Upon  the 
sides  of  the  trough  are  a  series  of  studs  and  springs,  and  u|»s 
the  sides  of  the  tongue  are  a  series  of  studs,  by  the  joint  actke 
of  which  communications  are  maintained  or  changed  in  ihm 
direction  between  the  battery  and  the  ooil  as  the  tongue  ii 
"  moved  from  side  to  side  by  the  projecting  handle." 

The  instrument  in  its  passive  state  is  fitted  to  reo^ve  signals  by 
means  of  lever  springs,  which  then  make  the  requisite  connec- 
tions ;  these,  however,  are  withdrawn  from  contact  when  the 
tongue  is  deflected,  and  the  conununication  made  by  them  is  thea 
broken. 

[Printed,  SdJ 

A.D.  1856,  July  23.— N^  1761. 

DETOUCHE,  CoNSTANTiN  Louis,  and  HOUDIN,  Jkas 
Jacques  Emile  Robert,  jimior. — {Provisional  Protection  oa/y.) 
"  Improvements  in  the  apphcation  of  clocks  or  timekeepers, 
"  actuated  by  electricity,  to  street  and  other  lamps,"  '*for  the 
"  purpose  of  indicating  time." 

An  electro-magnet,  hid  by  the  framing  of  the  lamp,  communi- 
cates motion  to  the  dock  train,  in  accordance  with  a  standard 
clock,  conducting  wires  being  laid  down  connecting  all  th^  hump 
clocks  with  the  standard  clock.  The  mechanism  between  the 
electro-magnet  and  the  clock  train  consists  of  two  soft  iron  bell- 
crank  levers  placed  over  the  poles ;  to  one  arm  of  each  of  these 
levers  is  jointed  a  single  connecting  rod,  which  works  a  pall  and 
ratchet-wheel,  whose  axis  is  in  connection  with  the  minute-hand 
axis,  by  means  of  a  wheel  and  pinion. 

Another  improvement  "  refers  to  the  arrangement  of  the  dial 
"  which  is  placed  inside  th^  ^terior  glass  of  the  lamp;  tb? 
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minute  iPffheds  are  confined  within  another  cuired  glaaa  interior 
of  the  lamp,  which  is  ground,  or  painted,  or  stained,  and  so  in- 
clined and  arranged  as  to  aUow  a  sufficient  space  at  the  top  of 
the  lantern  for  lodging  the  electro-magnet  and  other  parts,  its 
lower  part  nearl7  touching  the  diaL  This  form,  and  grinding 
or  painting  the  glass,  prevents  the  mechanical  fittings  casting  a 
shadow  on  the  dial/ 
^Printed,  8d.3 


A.D.  1866,  July  25.— N^  1775. 

BAGGS,  IsHAM. — "  Improvements  in  apparatus  for  lighting,  sig- 
'*  nailing,  and  telegraphing  by  means  of  electricity.'* 

"  The  chief  or  principal  agency  by  which  this  invention  is  car- 
"  ried  into  effect  is  that  of  frictional  or  high  tension  electricity, 
*'  by  whatsoever  means  produced." 
The  improvements  consist  of, — 

Ist.  '*  Arrangements  for  the  instantaneous  lighting  and  ignition 
"  of  gas  when  used  for  purposes  of  illumination,  and  for  turning 
*'  the  same  on  and  off,  when  desired,  and  for  e£Pecting  the  ignition 
**  of  other  combustible  substances." 

By  way  of  illustration,  the  arrangements  used  for  street  lamps 
are  deacribed  and  shown  ;  they  are  as  follows : — 

Main  wires  are  laid  between  the  lamps,  dther  suspended  in  the 
air  and  insulated  at  the  various  points  of  support,  or  laid  under 
ground,  or  under  water,  and  covered  throughout  their  length  with 
gutta  percha  or  other  suitable  non-conducting  substance ;   "  in 
"  cases  where  the  connecting  wires  are  suspended  openly  from 
"  lamp  to  lamp,  it  will  only  be  necessary  to  insulate  those  por- 
"  tions  thereof  which  pass  through  the  lantern,"  or  near  any  me- 
tallic object  in  connection  with  the  earth,  and  within  a  short 
distance  of  the  said  connecting  wires.    The  wires  are  not  con- 
tinuous, but  have  a  break  of  one-eighth  of  an  inch,  ot  so,  directly 
over  each  burner.   When  the  electric  discharge  takes  place,  a  spark 
passes  through  the  issuing  gas  (turned  on  by  the  herein-after 
mentioned  apparatus),  and  ignites  it.    A  great  number  of  burners 
may  be  included  in  one  circuit. 

IFor  turning  the  gas  on  and  off,  methods  dependent  upon  pneu- 
^natic  or  hydraulic  arrangements,  or  both,  are  described  and  shown. 
Although  the  n^ethod^  so  described  in  detail  are  preferred,  "  other 
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"  methods,  such  as  the  employment  of  liquids  of  different 
"  ties,  the  decomposition  of  water  by  means  of  voltaic  battxBi,t| 
"  electro-magnetic  arrangements,  or  any  other  easily  tranamiss^ 
**  power,  may  be  employed." 

The  gas  is  fired  or  ignited  by  means  of  a  number  of  chaifel 
Ley  den  jars,  so  disposed  as  (at  the  moment  of  discharge)  '"ts 
"  form  an  electrical  series  "  of  positive  surfaces  alternating  wA 
negative  sui£m%s.  A  handle  connected  to  a  bar  biinga  all  the  ju 
simultaneously  into  a  suitable  position,  by  the  action  of  tiie  ope- 
rator's hand,  when  a  discharge  has  to  be  made. 
2nd.  '**  Certain  arrangements  and  apparatus  for  ngnaDing  ca 
railways,  extending  to  the  communications  between  the  dnrcn 
and  guards  of  trains ;  and  also  to  signals  for  the  puipoae  of 
notifying  the  dangerous  proximity  of  trains  running  on  the 
"  same  line  of  rub." 

In  the  arrangements  for  signalling  between  the  guards  and 
engine-drivers  of  railway  trains,  and  vice  vend,  ''  the  connectioo 
between  the  guards'  boxes  or  vans  and  between  them  and  the 
engine,  is  effected  by  means  of  the  ordinary  couplings,"  the 
couplings  of  each  carriage  being  connected  by  wires,  and  insu* 
lated  when  necessary ;  the  conducting  line  is  insulated  aa  it  ap- 
proaches the  engine  and  tender;  the  rails  serve  as  the  return  cir- 
cuit. The  source  of  electricity  in  the  guard's  van  is  prefened  to 
be  a  plate  machine  (driven  by  the  carriage  axle),  in  connection  with 
Ley  den  jars  arranged  as  in  the  Ist  improvement,  and  a  hydro- 
electric apparatus  on  the  engine.  "  Detonating  signals,  whidi, 
"  upon  exploding  will  exhibit  a  colored  light,"  are  preferred,  but 
an  iJarum  in  connection  with  an  "  electrical  mortar  "  may  be  used. 
In  "  ascertaining  the  proximity  of  different  trains  when  tia- 
'*  veiling  on  the  same  line  of  rails,"  a  rod  (connected  to  electri- 
cally charged  surfaces)  is  presented  from  the  engine  to  an  insulated 
wire  extending  along  the  curve  or  cutting  protected  by  thb  means; 
should  there  be  a  "  flash  "  between  the  rod  and  the  wire,  there  is 
danger,  but  not  otherwise.  As  the  discharge  also  takes  place  to 
the  charged  surface  of  the  train  in  advance,  ''intimation  of 
danger  is  simultaneously  conveyed  to  the  drivers  of  the  two 
trains,"  the  charged  surfiu»  on  one  train  being  positive,  and  on 
the  other  negative. 

3rd.  "  Improvements  in  telegraphing  generallyi  and  in  the  ap- 
"  paratus  used  for  such  purposes." 
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the  simplest  form  the  *'  telegraphing  "  or  transmitting  in- 
Tximent  consists  of  a  Ley  den  jar  mounted  on  the  tail  of  a  key 
ver ;  this  is  kept  constantly  charged,  and  parts  with  its  charge 
»  ±hke  line  wire  on  the  depression  of  the  key.  The  receiving  ap- 
Eur&tus  may  either  consist  of  a  "  receiving  jar,"  or  of  "  a  simple 
conductor  "  placed  "  within  '  striking  '  distance  "  of  the  tde- 
r&phic  wire. 

Xxi  a  "  duplex  telegraphing  instrument "  two  charged  Leyden 
trs  are  caused  to  revolve  uniformly ;  the  internal  coating  of  each 
BUT  is  charged  with  the  opposite  kind  of  electricity ;  and  if  the  re- 
quisite finger  key  is  depressed  it  discharges  itself  into  the  line  wire 
it  tbe  next  time  of  passing  the  knob  or  ball  in  connection  with 
the  8ud  line  mxe,  the  discharge  of  each  jar  taking  place  alternately. 
For  recdving  the  electric  discharge  fixed  Leyden  jars  are  used,  the 
oitemal  coating  of  each  jar  being  charged  with  the  opposite  kind 
of  electricity  respectively.  One  line  wire  only  is  required  for 
working  either  this  or  the  first-described  arrangement. 

In  a  " '  multiple '  telegraph  apparatus  "  several  persons  may 
"  ^rork  as  many  different  instruments,"  and  "  communicate  with 
**  as  many  different  stations  through  the  medium  of  two  wires 
"  only,  without  the  possibility  of  the  messages  or  communications 
"  so  forwarded  clashing  or  in  any  way  interfering  with  each  other.*' 
One  wire  is  called  the  "  primary  "  wire  and  carries  the  "  flashes  " 
that  constitute  the  signals  when  the  circuit  is  completed  by  the 
depression  of  a  finger  key ;  the  "  flashes  "  that  are  not  intended 
as  signals  are  conducted  away  by  the  other  wire  (called  the 
*'  secondary  "  wire),  the  circuit  of  which  is  always  coupled  up  at 
the  transmitting  station.    At  the  transmitting  station  the  appa* 
Tatus  consists  of  a  somewhat  similar  arrangement  to  that  used  in 
the  "  duplex  telegraphing  instrument,"  as  many  revolving  Leyden 
jars  being  used  as  there  are  stations  to  communicate  with.    The 
arrangements  at  the  receiving  station  are  also  somewhat  similar  to 
those  of  the  "  duplex "  apparatus,  but  the  receiving  jars  have 
their  knobs  adjusted  at  various  distances  from  the  knobs  in  con- 
nection with  the  "primary  "  wire;  the  secondary  wire  has  also  a 
receiving  apparatus,  with  its  knobs  adjusted  at  such  distances 
apart,  as  to  conduct  away  those  "  flashes  "  that  belong  to  other 
stations,  and  are  not  to  be  received  as  signals  at  the  station  in 
question.    Each  jar  (at  the  receiving  as  well  as  at  the  transmit- 
ting station)  is  discharged  and  recharged  once  every  revolution 
of  the  axle. 
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An  '*  apparatus  for  transmitting  telegraphic  messages  throogbft 
"  single  line  of  wire  with  very  great  rapidity,  '*  consists  of  a  gstti 
percha  band  pierced  with  suitably  placed  holes ;  into  some  of  tbor 
holes  metal  pins  are  inserted,  according  to  the  signals  to  be  tnai- 
mitted.  The  band  so  charged  with  pins  ia  made  to  pass  bm 
one  roller  to  another,  so  that  the  pins  complete  line-wire  catcaei 
with  Leyden  jars ;  there  are  two  rows  of  pins,  and  each  row  sai^ 
electricity  of  an  opposite  name.  The  electric  dis<^arges  at  the  r- 
ceiving  apparatus  may  cause  perforations  in  a  strip  of  papff 
[See  N«  10,257,  Old  Law?]. 

Non-conducting  gloves,  boots,  carpets,  and  table-covers  mar  be 
used  to  protect  telegraphic  operators  from  the  e£Pe(^  of  the  elecinr 
discharges ;  in  some  cases  these  articles  may  be  made  of  metiL 
with  a  continuous  conduction  to  the  earth. 

In  the  above-described  applications  of  tension  electricity,  tk 
line  wire  fbrms  one  half  of  the  circuit,  and  the  earth  forms  the 
return  circuit,  as  in  ordinary  electric  telegraph  commnnicatinn, 
[Printed,  1#.7A] 

A.D.  1866,  July  31.— N«»  1807. 

TORASSA,  CoNSTANTiNE  John  Baptist. —  ''Improvements 
"  in  obtaining  motive  power  by  the  aid  of  explosive  gases." 

A  mixture  of  hydrogen  gas  and  air  is  admitted  alternately  on 
opposite  sides  of  the  piston  uf  a  cylinder  and  piston  arrangement 
similar  to  that  of  an  ordinary  steam  engine,  and  is  exploded  at  the 
proper  time  by  a  spark,  or  red-hot  platinum  wire  "obtained  by  a 
"  galvanic  battery;"  motion  is  thus  produced.  The  hydrogen 
may  be  obtained  from  the  decomposition  of  water,  either  by  means 
of  a  galvanic  battery,  or  by  passing  steam  through  a  red-hot  tube 
containing  iron  scraps.  This  part  of  the  invention  is  intended  as 
a  substitute  for  steam  power. 

"  The  above-described  power  of  exploding  gases  '*  may  be 
applied  "  to  every  description  of  steam  engine." 

The  first  method  is  by  "removing  the  boiler,  the  fumaoe,  and 
"  the  chimney,"  and  making  the  requisite  alterations,  "  particularly 
"  in  the  cylinder,"  so  "  as  to  make  it  answer  for  using  explosive 
"  gases  instead  of  steam." 

The  second  method  consists  "  in  removing  only  the  furnace  and 
"  chimney  and  the  water  from  the  boUar,"  and  forcing  air  into  the 
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'boiler  by  the  explosion  of  gases  according  to  the  method  above  set 
:forth  ;  the  air,  thus  compressed,  works  the  engine  instead  of  steam. 
'J^o  increase  the  pressure,  the  air  in  the  boiler  may  be  heated. 
[Printed,  9d.] 

A.D.  1856,  August  1.— N**  1819. 

BRETTT,  John  Watkins. — "Improvements  in  letter  and  nu- 

**    Tneral  printing  electric  telegraphs." 

In  the  receiving  instrument  a  permanent  magnet,  mounted  on 

ail  axis,  oscillates  between  *'the  poles  of  two  temporary  magnets,*' 

1>iit  does  not  touch  them.  "  These  magnets  are  in  the  circuit  of 
the  battery  of  the  sending  instrument,  and  are  excited  by  a 
succession  of  reverse  currents  to  impart  the  number  of  moves 
required  to  produce  the  desired  effect ;  each  change  of  the  current 
produces  an  oscillation  of  the  permanent  magnet,  which  acts  on 
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*'  the  detent  wheel  of  a  train  of  wheels  which  have  a  constant  ten- 
*•  dency  to  revolve  by  means  of  a  wound  up  spring  or  weight. 

€€ 


The  detent  disengages  and  allows  a  given  amount  of  revolution 
in  the  detent  wheel,  which  then  stops ;  the  succeeding  oscillation 
*'  of  the  permanent  magnet  repeats  the  action  of  the  detent,  and 


"  soon." 


The  type  wheel  is  placed  in  the  above-mentioned  train  of  wheels ; 

it  **  turns  round  on  its  axis  when  thus  actuated,  and  brings  the 
letter  into  the  position  for  impressing  or  printing,  which  is 
impressed  or  printed  as  will  herein-after  appear.  The  permanent 
oscillating  magnet  is  by  its  stops  placed  in  the  circuit  of  a  local 
battery  and  temporary  magnet,  the  currents  of  which  are  rapidly 
reversed  during  the  oscillation  of  the  permanent  magnet ;  this 
temporary  electro-magnet  being  furnished  with  a  soft  iron  arma- 
ture has  not  time  to  become  excited,  so  as  to  magnatise  and 
attract  the  soft  armature  during  the  time  the  currents  are  being 
rapidly  reversed;  but  when  a  pause  takes  place  in  the  transmis- 
sion of  the  currents,  the  current  will  continue  to  pass  through 
this  magnet,  it  will  become  excited,  and  the  soft  armature  will 
be  attracted ;  the  effect  of  which  is,  that  a  second  train  of  wheels 
is  detached  by  a  detent  acted  on  by  the  movement  of  the  soft 
armature,  which  permits  one  revolution  of  a  shaft  in  this  second 

"  train." 

A  local  battery  circuit  is  made  and  broken  twice  during  one 

revolution  of  the  shaft.    One  of  the  circuits  prints  the  letter  by 
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means  of  a  powerful  electro-magnet;  tbe  paper  is  fed  bjtk 
retrograde  movement  of  the  pressing  surface.  The  other  C9- 
cuit,  by  its  completion,  causes  an  electro-magnet  to  throw  & 
tyipe  wheel  out  of  gear  with  the  wheel  train ;  the  said  type  iiM 
then  runs  back  to  zero. 

The  sending  instrument  consists  of  a  dial,  having  the  lettos 
and  figures  marked  in  the  same  order  as  the  type  wheel  of  the 
receiving  instrument.  A  pointer  is  turned  to  the  letter  on  iht 
dial  it  is  desired  to  transmit,  and  brought  back  a^ain  to  a  dci- 
nite  and  fixed  stop.  At  every  letter  that  the  pointer  passes  <sl 
the  dial,  in  thus  returning  to  the  stop,  the  direction  of  tbe 
current  transmitted  to  the  receiving  instrument  is  reversed.** 
When  the  pointer  arrives  at  the  stop  on  the  dial  of  the  sendinf 
instrument  a  pause  in  the  changing  or  reversing  of  the  cuncnts 
takes  place.  The  type  wheel  having  brought  the  letter  or  figiiR 
"  into  position  to  be  printed,  this  pause  has  the  effect  of  impressing 
"  or  printing  the  letter  so  presented,  as  before  mentioned." 

"  The  end  of  the  axis  of  the  type  wheel  may  or  may  not  be 
"  furnished  with  a  hand  or  pointer  to  indicate  upon  a  dial  the 
"  letters  being  printed,  and  by  disconnecting  the  wire  from  tbe 
"  local  printing  magnet,  can  be  used  as  an  indicator  to  read  by 
"  means  of  the  hand ;  the  hand  and  axis  of  the  type  wheel  reto/n 
"  to  zero,  as  before  mentioned." 

In  using  this  instrument  for  long  distances,  a  local  battery  is 
made  to  work  the  receiving  instrument  by  means  of  a  rday  con- 
sisting of  a  permanent  magnet  oscillating  between  the  poks  of 
two  electro-magnets ;  the  said  electro-magnets  being  excited  by  tbe 
line-wire  current. 

A  type  wheel  for  ''  minerals "  [numerals  ?]  as  well  as  one  for 
letters  may  be  used, 
[Printed,  2c.] 

A.D.  1856,  August  8.— N«  1868. 

WOODMAN,  John. — "  An  improved  telegraph  insulator." 
This  invention  is  the  same  as  N°  335  (1856). 
[Printed,  5tf.] 

A.D.  1856,  August  11.— N«»  1884. 

FONTAINEMOREAU,  Peter  Armand  le  Comte  de  {a  cm- 
munication), — "  A  new  electro-motive  engine." 


THEIR  GENERATION  AND  APPLICATIONS.     693 

The  general  principle  on  which  this  invention  is  based  is  as 

fbllows: — A  number  of  electro-magnets  are  fixed  so  that  their 

poles  are  in  one  horizontal  plane,  and  have  opposite  to  them  a 

series  of  vertical  rods  which  carry  keepers  at  their  lower  ends;  the 

-upper  ends  of  the  rods  have  knobs  free  to  slide  vertically  in  hori-* 

Kontal  arms  to  which  the  arrangement  communicates  motion  when 

"ihe  electro-magnets  are  excited.    The  rods  are  arranged  in  sets  of 

progressively  decreasing  lengths ;  the  difference  of  length  between 

each  neighbouring  set  is  equal  to  the  distance  through  which  the 

electro-magnets  can  act  effectively ;  each  set  of  rods  are  attached 

to  one  keeper.    When  the  electro-magnets  are  excited^  the  nearest 

keeper  is  attracted,  and  brings  the  next  nearest  keeper  within  the 

attraction  of  the  electro-magnets ;  this  keeper  is  attracted  and 

brings  its  neighbour  into  a  similar  position  in  relation  to  the 

electro -magnets,  and  so  on,  until  all  the  electro-magnets  have 

attracted  their  keepers.    By  this  means,  the  attraction  of  the 

keepers  towards  the  electro-magnets  in  succession  gives  a  length 

of  stroke  to  the  horizontal  arms  equal  to  the  distance  through 

which  the  electro-magnets  act  multiplied  by  the  number  of  keepers 

employed* 

In  a  beam  engine  upon  the  above-described  principle,  one  set 
or  plane  of  electro-magnets  is  mounted  at  each  end  of  the  beam, 
and,  by  being  alternately  excited,  produce  a  vibrating  motion  of 
the  beam. 

The  magnets  may  be  separate,  or  they  may  all  be  fixed  ''  on  a 
"  disc  of  soft  iron,"  one  half  of  the  disc  acting  as  a  north  pole, 
the  other  half  as  a  south  pole* 

In  one  modification  the  armatures  partly  overlap  each  other* 
[Printed.l(kf.] 

A.D.  1856,  August  11.— N^  1886. 

SYMONS,  Alexander,  and  BURGESS,  Edward.— (^ro- 
visiofuU  Protection  only.)  "  Improvements  in  noctuarys  or  tell- 
**  tales  for  ascertaining  the  fidelity  of  watchmen  and  fDr  other 
''  purposes,  and  in  the  application  of  electricity  to  such  appa* 
«  ratus." 

In  the  improved  noctuary  a  new  means  of  noting  or  marking 
the  time  of  performance  of  the  required  duty  is  employed.  A  clock, 
or  other  suitable  going  train,  imparts  uniform  motion  to  a  strip  of 

p  p 
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p^per  hj  means  of  a  dram;  on  the  pressure  of  a  knob,  or  o&er- 
wiae,  a  pendl  marks  the  paper  in  accordance  with  the  time  «t 
which  the  pressure  is  given;  the  length  of  time  that  the  rod 
is  depressed  is  indicated  by  the  length  of  the  mark  on  the  p^per. 

Instead  of  merely  using  a  knob,  rod,  or  wire,  an  electro-mj^iiet 
whose  annature  carries  the  pencil  may  be  employed ;  the  peacil 
making  the  mark  on  the  completion  of  the  electric  circuit  is 
which  the  magnet  coil  is  included.  By  this  means  the  watchma 
may  actuate  the  pencil  from  a  distance. 
[Printed,  Sd.] 

A.D.  1866,  August  12.--N*  1888. 

MAILLARD,  Nicholas  Doran. — ''An  improved  mechanical 
**  and  magnetic  compass/' 

A  compass  bowl  contains  ''an  ordinary  ma^etic  compass 
'*  needle,"  "mounted  on  a  pivot  in  the  bottom  of  the  compass 
"  bowl  in  the  ordinary  way;"  it  also  contains  "a  second  or 
"  supplementary  needle,"  mounted  on  a  vertical  shaft  immediately 
above  the  compass  needle,  so  as  to  work  parallel  with  it.  The 
upper  needle  shaft  has  a  cog  wheel  "  staked  on  "  it,  by  which  it 
communicates  motion  to  a  pointer  on  a  vertical  dial,  thus  showing 
its  own  position,  which  corresponds  to  that  of  the  lower  needle. 

The  lower  needle  has  considerably  greater  directive  magnetic 
force  than  the  upper,  and  the  south  pole  of  the  upper  needle  is 
over  the  north  pole  of  the  lower  needle;  this  arrangement  prevents 
the  compass  from  being  "  so  readily  affected  by  local  attraction." 

The  following  arrangements  and  modifications  are  mentioned  i—^ 
The  upper  needle  need  not  be  magnetized.  The  lower  needle 
may  be  dispensed  with  by  giving  the  upper  needle  "sufficient 
"  magnetic  power  to  actuate  the  pointer  of  the  index  dial."  The 
index  dial  may  either  be  placed  vertically  or  horisontally  on  the 
top  of  the  compass  bowl ;  or  it  may  be  placed  on  deck  when 
the  compass  bowl  is  below,  either  by  elongating  the  vertical  shaft, 
'*  or  by  means  of  a  strap  and  friction  pulleys." 
[Printed,  8rf.] 

A.D.  1866,  August  19.— N«  1933. 

OSMAN,  Hemry  Forfar  (a  communication), — ^"An  improTed 
"  electric  dock." 
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This  invention  consists  of  *'  the  combination  of  the  several  parts  - 
^  of  the  mechanism  '*  herein-after  described ;  the  mechanism  being 
arranged  that  the  seconds'  wheel  is  moved  bj  the  direct  action  of 
"^lie  lever  armature  of  the  electro-magnet,  and  "  is  made  directly 
**  and  indirectly  to  drive  and  govern  the  other  wheels." 
The  distinct  arrangements  set  forth  are  as  follows : — 
The  armature  has  a  suitable  lever  and  catch,  which  works  into 
^he  seconds'  wheel  (containing  60  teeth),  and  moves  it  one  tooth 
each  time  the  electric  current  is  closed ;  on  the  ceasing  of  the  elec- 
tric current,  a  "  spiral "  [helical  ?]  reaction  spring  takes  the  arma- 
-ture  fh)m  the  magnet,  and  engages  the  catch  in  another  tooth  of 
"the  seconds'  wheel,  so  that  it  may  move  the  seconds'  hand  suitably 
when  the  electric  circuit  is  again  completed. 

To  restore  "to  the  pendulum  the  power  or  strength  lost  in  its 
^  oscillations,"  a  lower  bent  arm,  attached  to  the  armature  lever, 
carries  a  suspended  weight,  which  is  lowered  on  to  the  head  of  a 
■crew  (fixed  on  an  extended  arm  from  the  pendulum)  each  time  the 
oircuit  is  completed. 

The  circuit  is  completed  at  every  second  vibration  of  the  pen- 
dulum, by  the  contact  of  a  platinum  pin  on  the  pendulum  with 
a  fixed  platinum  pin. 

The  minute  wheel  is  worked  from  the  seconds'  wheel  by  means 
of  an  intermediate  pinion  and  wheel,  llie  hour  wheel  is  "  a  sim- 
•*  pie  slur"  [star?]  "wheel,"  which  is  moved  once  every  hour:  a 
pin  on  the  minute  wheel  for  that  purpose  lifting  a  two-armed  lever 
— "the  lower  arm,  drawn  by  the  pin,  brings  the  upper  arm  in  con- 
**  tact  with  "  the  hour  wheel. 
[Printed,  7d.l 

A.D.  1856,  September  6.— N°  2069. 

REEDER,  Ralph. — "An  improved  universal  dial  and  chrono- 
•*  meter  compass." 

This  instrument,  amongst  other  uses,  can  be  employed  to  deter- 
mine "  any  variations  in  the  magnetic  needle ;"  for  some  purposes 
the  magnetic  needle  may  be  dispensed  with. 

The  general  features  of  the  instrument,  so  far  as  they  can  relate 
to  correcting  variations  of  the  nuignetic  needle,  are  as  follows : — 

A  gnomon  "  revolves  once  in  twenty-four  hours  by  means  of  a 
"  chronometer,  and  when  the  instrument  is  levelled  and  elevated 
"  to  true  latitude,  and  adjusted  at  the  meridian,  the  gnomon  points 

p  p  2 


696  ELECTRICITY  AND  MAGNETISM  r 

**  steadily  to  the  sun,  which  it  follows  in  its  course,  and  ocmi 
"  if  the  instrument  be  levelled  and  elevated  to  the  latitude  of  iSbt 
"  place,  and  turned  around  horizontally  until  the  ^omon  posibi 
'*  to  the  sun,  it  will  be  adjusted  to  the  meridian,  and  ahomootil 
«  angle  laid  off  therefrom." 

The  chronometer,  gnomon,  and  requisite  drdes  are  suppoHcd 
in  gimbals,  and  carried  by  a  stand,  in  the  lower  part  of  whidit 
mariner's  compass  is  fixed  so  as  to  be  under  the  chronometer,  &c. 

llie  dial  of  the  chronometer  "  is  divided  into  twioe  twelve  houz^ 
'*  the  twelve  o'clocks  being  on  the  same  plane  as  the  nor^  ind 
**  south  points  of  the  compass  box." 
[Printed.  7d.] 

A.D.  1856,  September  8.— N»  2093. 
HERRING,  Francis  Mitchell.— "  Improvements  in  applyinf 
"  magnetic  action  to  combs  and  brushes." 

The  object  of  this  invention  is  "so  to  charge  a  comb  or  brush 
«  with  magnetic  power  that  the  comb  or  brush  may  be  capaUe  of 
**  transmitting  the  magnetic  action  to  the  skin  of  men  or  animsh, 
"  thus  communicating  the  beneficial  effects  produced  hj  the  adka 
**  of  the  magnetic  power  or  fluid.'' 

At  the  back  of  the  brush,  within  a  hollow  made  in  the  wood,  a 
horseshoe  permanent  magnet  is  fixed.  The  polarity  of  the  magnei 
is  transmitted  by  means  of  two  suitably  placed  iron  plates  (each  in 
contact  with  a  pole  of  the  magnet)  to  two  sets  of  metallic  wires'* 
or  bristles  mounted  on  the  front  of  the  brush.  Tliese  sets  of  wiits 
may  be  rather  surrounded  on  the  outside  by  a  border  of  or^Bosix 

bristles  or  not. 

The  magnetic  comb  may  either  be  made  "  of  soft  steel  (or 
"  other  appropriate  metal)"  with  a  bar  magnet  enclosed  at  the 
back,  or  of  soft  steel,  and  afterwards  hardened  and  magnetized, 
"  so  that  one  portion  of  the  teeth  shall  form  the  north,  and  tiis 
«  other  the  south  pole."  In  "another  form  of  comb,  cut  out 
<'  of  soft  steel,  hardened  and  magnetized,"  the  handle  has  one 
polarity,  and  the  comb  end  the  opposite  polarity. 
[Printed,  ed.] 

A.D.  1866,  September  10.— N»  2107. 
SIEMENS,  Charles  William  (a  commMnictUion).'-^Procidoaai 
Protection  only,)  "Improvements  in  electric td^^raphs  and  appa- 
"  ratus." 
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Relays. — These  instraments  are  constructed  so  that  the  second 
circuit  is  closed  by  an  electric  current  in  one  direction,  and  opened 
Yry  a  current  in  the  opposite  direction ;  the  relay  stlQ  retains  its 
position  on  the  electric  current  ceasing,  *'  so  that  a  momentary 
dectric  current  *'  in  the  first  circuit  produces  a  permanent  closing 
or  opening  of  the  second  circuit."    This  object  is  effected  "  by 
placing  the  pole  or  poles  of  a  moveable  electro-magnet  between 
the  opposite  poles  of  two  permanently  magnetic  steel  or  electro- 
magnets."    The  iron  of  the  moveable  electro-magnet  being 
nearer  to  one  pole  of  the  fixed  magnets  than  to  the  other,  when  a 
momentary  electric  current  is  passed  through  the  first  circuit  in 
the  proper  direction,  the  moveable  electro-magnet  is  repelled  by 
the  nearest  pole  of  the  fixed  magnets,  and  attracted  by  the  farthest 
pole ;  thus  permanently  reversing  its  position,  until  the  momentary 
passage  of  the  electric  current  in  the  first  circuit  in  the  opposite 
direction  again  permanently  alters  it.    The  iron  of  the  moveable 
clectro-magnet  is  caused  "to  revolve  within  a  fixed  coil."    In  Ueu 
of  the  above-described  arrangement  one  fixed  magnet  *'  may  be 
*'  employed  in  ooi^junction  with  a  spring  or  weight." 

Induction  apparatus. — ^This  apparatus  may  be  used  to  produce 
the  above-mentioned  "  momentary  currents ;"  it  sends  alternate 
"  currents  in  opposite  directions,"  and  *'  is  capable  of  transmitting 
"  signals  simiUtaneously  in  both  directions  through  the  same  line 
**  wire."  In  the  arrangement  described,  secondary  currents  are 
induced  '*  in  a  coil  of  wire  on  an  electro-magnet,  the  primary  coil 
«  of  which  is  traversed  by  a  current  from  a  local  battery.  One 
"  pole  of  the  local  battery  is  connected  to  one  end  of  the  primary 
^  coils  of  two  electro-magnets.  The  other  ends  of  these  coils  are 
"  connected  to  one  contact  piece  placed  near  a  moveable  key, 
*'  wluch  is  permanently  connected  to  the  other  pole  of  the  loca! 
«'  battery ;  by  depressing  the  key  a  current  is  passed  through  the 
**  primary  coils  of  both  electio-magnets.  A  secondary  or  induced 
**  current  is  thus  produced  in  the  secondary  coils  of  the  electro- 
«<  magnets.  The  secondary  coil  of  the  first  electro-magnet  is  con- 
**  nected  at  one  end  through  the  coil  of  the  relay  to  the  line  wire 
**  and  at  the  other  end  to  the  earth.  The  two  ends  of  the 
"  secondary  coil  of  the  second  electro-magnet  are  connected  to 
**  the  two  ends  of  another  coil  on  the  relay,  and  the  parts  are  so 
**  airanged  that  the  current  traversing  this  coil  may  be  of  equal 
**  power,  and  in  the  opposite  direction  to  that  traversing  the  first 
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coil  of  the  relay.*'  '*  Wben  the  key  is  depressed  at  one 
the  relay  at  that  Btation  is  not  affected,  but  a  momeiitaij  cams 
passes  along  the  line  wire  and  works  the  relay  at  the  i&tss 
station,  and  thus  communicates  a  signal.  When  the  key  i 
again  allowed  to  rise,  a  reverse  current  passes  throug^h  the  Ebb 
wire  and  causes  the  relay  to  return  to  its  first  position.  Wba 
the  key  remsuns  up  it  comes  in  contact  wi^  a  contact  pieDc 
which  is  in  communication  with  the  earth,  and  the  instmmes 
is  then  adapted  for  receiving  signals  from  the  distant  statiiBL 
If  the  keys  at  both  stations  are  simultaneously  depressed,  tin 
two  currents  in  the  line  wire  meet  and  neutralise  each  other,  aai 
''  the  instruments  at  both  stations  are  worked  by  the  secooduy 
"  currents  of  their  respective  second  electro-magnets." 

A  step-by-step  telegraph  instrument. — ^The  above-deseribed 
arrangement  of  the  magnets  of  relays  works  a  ratchet  wheel  oe 
the  index  axis  by  means  of  a  click  lever. 

A  magneto-electric  machine. — The  armature  consists  of  a  cylin- 
drical bar  of  iron,  having  a  coil  wound  round  it  in  two  '*  longitn- 
"  dinal  grooves  in  two  opposite  sides  of  the  bar,"  and  consequenth 
parallel  to  the  axis  of  the  bar;  the  armature  revolves  between 
the  poles  of  permanent  magnets,  "  and  at  each  revolution  two 
''  successive  electrical  currents  are  produced  in  its  coil  in  one 
"  direction,  and  then  two  in  the  contrary  direction.  The  effect 
**  may  therefore  be  considered  as  equivalent  to  one  current  in  eacb 
"  direction  at  each  revolution."  By  means  of  suitable  wheehvoik 
this  machine  may  be  applied  to  work  the  above-described  step- 
by-step  telegraph  instrument ;  or  it  may  be  employed  for  work- 
ing relays  or  for  other  purposes,  suitable  mechanical  arrangements 
being  used. 
[Printed.  8d.] 

A.D.  1856,  September  1 1 .— N°  2124. 

BALESTRINI,  Pier  Alberto. — "  Improvements  in  protecting 
**  and  laying  telegraphic  wires." 

Protecting  the  wires. — "The  telegraphic  wires  are  instdated  by 
"  gutta  percha  or  vulcanized  india-rubber,  or  they  are  enclosed  in 
*'  cords  of  hemp  or  other  fibre  rendered  waterproof  by  a  mixttue 
*'  of  india-rubber  and  pitch.  The  wires,  thus  protected,  fbnn  the 
*'  core  of  the  telegraphic  cable ;  they  are  either  laid  parallel  to  mih 


«« 


THEK  GENERATION  AND  APPLICATIONS.     699 

other,  or  they  are  laid  spirally''  [helically  7]  '*on  a  core  of  fibre 
or  of  iron  wire  oovered  with  fibie.  Eight  or  other  number  of 
oords  of  hemp  or  other  fibre  waterproofed  with  the  composition 
before  mentioned,  are  then  closely  wound  in  a  spiral "  [helical?] 
direction  round  this  oore»  and  the  cable  so  formed  is  consoli- 
dated by  passing  it  between  grooved  rollers.    If  the  cable  is  in- 


t*  tended  for  use  under  a  considerable  depth  of  water,  it  is  strength- 
"  ened  by  coiling  round  it  (in  the  opposite  direction  to  the  coils  of 
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the  oords)  iron  wires  in  long  open  spirals  "  [helices  7],  '*  and  over 
these  wires  the  cable  is  wound  round  closely  with  galvanized  iron 
wire,  and  by  the  action  of  the  galvanized  wire  on  the  non- 
galvanized  wire  a  calcareous  deposit  is  produced  round  the  cable 
after  it  has  been  immersed  for  some  time,  by  which  it  is  much 
protected."  For  a  similar  purpose,  strips  of  zinc  may  be  laid 
longitudinally  under  the  wire  coating.  To  protect  the  cable  from 
rocks,  it  has,  at  those  places,  "  steel  wire  wound  round  it.'*  To 
protect  suspended  telegraph  wires,  "  they  are  enclosed  in  cords  of 
*'  hemp  or  other  fibre,  waterproofed  with  the  composition  before 
**  mentioned,  and  afterwards  painted  with  zinc  white." 

Facilitating  the  laying  of  the  cable. — A  kind  of  parachute  ia 
attached  to  the  cable  at  intervals,  **  which  parachute  is  so  arranged, 
"  that  when  the  cable  enters  the  water  "  tiie  parachute  opens,  and 
by  its  resistance  to  the  water  prevents  the  cable  from  descending 
too  rapidly.  In  certain  cases  floats  may  be  used,  which  are  soon 
released  by  the  aqueous  solution  of  their  means  of  attachment  to 
the  cable. 

[Printed,  7A] 

A.D.  1856,  September  15.— N**  2166. 

KLINE,  Calvin. — ^This  invention  is  entitled  "  The  improvement 
"  of  mariners'  and  other  compasses,  by  which  the  effect  of  local 
"  attraction  is  cut  off  or  neutralized,  and  the  compass  is  made  to 
"  traverse  more  perfectly." 

This  improvement  consists  in  surrounding  the  compass  needle 
with  a  horizontal  iron  or  steel  ring  or  rings  fixed  to  the  non-con- 
ducting compass  card  and  moving  therewith,  but "  insulated  "  from 
the  needle;  it  is  preferred  that  "the  needle  should  be  about  the 
'*  centre  of  the  breadth  of  the  ring  to  have  the  best  effect."  It 
is  proposed  "  as  a  modification  of  this  device,  and  for   mor» 
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perfect  security,  to  ha,Te  a  tiiin  disc  or  convex  plate  abore  the 
magnet  and  another  below  attadied  to  the  insulated  ring  at 
rings  or  even  a  globe  of  metsl  surrounding  the  needle."    It  ii 

preferred  to  use  soft  iron  to  neutralise  the  local  attraction,  b«t 

**  other  metals  maybe  employed  with  good  effect.''   The  Patentee 

has  *'  used  zinc  and  copper." 

In  the  Con^kte  Specification,  but  not  in  the  Proviaional  Sped* 

fication,  it  is  stated  that  the  point  upon  which  the  compass  traverses 

may  be  made  of  iridium. 
CFrint6d,fid.3 

A.D.  1856,  September  19.— N«  2205. 

HEES,  Richard  Van  (a  communication  from  Raymond  Kmm* 
merer), — {Promnonai  Protection  only,)    *'  Improvements  in  the 
*'  construction  of  electric  clocks  or  timekeepers." 
This  invention  is  the  same  as  N"*  45  (1856). 
[Printed  3d.] 

A.D.  1866,  October  1.— N^  2290. 

FONTAINEMOREAU,  Pbtbr  Armand,  le  Comte  de  (a 
communication  from  Professor  Francesco  Selnd). — *'  An  improved 
**  voltaic  battery." 

A  batteiy  is  described  consisting  of  copper,  sulphate  of  poU 
ash  solution,  and  rolled  unamalgsmated  zinc 

The  peculiarities  in  this  invention  are,  that  sulphate  of  potash 
or  other  snalogous  salt  "  oxidates  the  sine  and  causes  a  white  pre- 
**  cipitate,  which  remains  mixed  with  the  liquid,"  and  that  tiie 
copper  plate  is  not  wholly  immersed  in  liquid,  but  is  *'  in  contact 
*'  simultaneously  ^th  the  air,  the  exciting  solution,  and  the  sine 
"  element"  [of  the  next  cell?],  '^  the  latter  remaining  immersed 
**  in  the  solution." 

The  above-described  battexy  is  *'of  great  constancy ." 
[Printed,  4(1.] 

A.D.  1856,  October  ll.--N»  2390. 

SCHEURMANN,  Gustav. — "  Improvements  in  printing  music 
**  when  type  is  employed,"  in  which  electric  agency  may  be  used. 
This  invention  '*  has  for  its  object  so  to  construct  type  with  the 
^  notes  and  musical  signs  thereon  for  the  printing  of  music,  and 
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abo  80  to  oombine  lines  and  spaces  as  to  admit  of  a  page  of 
music  being  set  up  in  two  'forms '  (in  separate  cbases),  one  con- 
sisting of  suitably  formed  type  witb  tbe  notes  and  signs  tbereon, 
and  the  other  consisting  of  fdll-length  lines,  separated  by  move* 
able  spaces  in  such  manner  that  the  same  lines  or  rules  may  be 
used  with  difllerent  spaces,  the  impressions  being  taken  in  suo- 
*'  cession  from  the  two  *  forms/  the  proper  register  of  the  lines, 
"  notes,  and  signs  being  obtained  by  the  two  chases  being  fixed 
**  on  a  sliding  bed  or  table  of  a  printing  machine/* 

In  order  to  obtain  an  electrotype  plate  from  two  '  forms,'  such 
as  are  above  described,  a  sheet  of  lead  (in  place  of  paper)  is  by 
a  suitable  press  pressed  on  to  the  *  forms '  in  succession,  by 
^'  which  the  combined  composition  will  be  obtained  in  reverse. 
*"  The  lead  impression  thus  produced  is  then  subjected  to  the  elec- 
trotype process,  and  a  copper  plate  is  obtained,  from  which  (it 
being  properly  fixed  on  a  surface)  a  sheet  of  music  may  be  ob- 
tained by  one  process  of  printing ;  or  such  electrotype  plates 
may  when  desired  be  bent  over  and  fixed  on  a  cylinder  to  be 
printed  from."  Instead  of  an  electrotype  a  stereotype  mould 
may  be  got  from  the  lead  impression. 

As  ''  it  is  important  that  the  type  of  the  one  form  should  pene* 
"  trate  exactly  to  the  same  extent  into  the  lead  as  the  type  of  the 
**  other '  form,' "  it  is  preferred  *'  to  employ  a  screw  press,  which 
**  moves  the  platten  or  pressing  surface  very  slowly."  A  galvano- 
meter may  be  employed  to  indicate  when  the  platten  has  moved  up 
to  the  proper  point;  electric  contact  being  then  made  and  the 
needle  deflected* 
CPrintedyllii.] 

A.D.  1866,  October  I?.— N«  2438* 

FRANCE,  Jambs  Robbbt.— '*  Improvements  in  electric  tele* 
"  graph  apparatus." 

This  invention  consists  "in  suspending  the  tongues  or  anna* 
*'  tures  of  electro-magnets  by  means  of  magnetism,  and  in  remov- 
^  ing  the  tongues  or  armatures  from  electro-magnets  by  means  of 
^  permanent  magnets  in  place  of  by  springs,  as  heretofore ; "  also 
in  "  magnetically  "  insulating  the  "  cap  "  or  pole  pieces  of  electro* 
magnets,  by  which  means  *'  the  residual  magnetism  is  reduced." 

A  "  contact  maker  "  in  which  the  above-mentioned  improvements 
lie  used  is  described  and  shown,  A  local  ciiGuit  is  completed  each 
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time  the  electro-magnfit  ii  excited  by  the  line-wire  conent,  hf : 
ot  a  Boft  iron  annature. 

**  Another  contact  mato,  in  which  a  magnetic  tongae  is  used  a 
*'  phKX  of  a  aoft  iron  armature"  is  also  described  and  ahown.  b 
this  instrument  **  each  reversal  of  the  line  cuirent  makes  or  hnsks 
**  the  local  circuit." 
This  invention  ''also  consists  in  a  method  of  ananging  instra- 
ments  or  contact  makers  for  woridng  branch  lines.  For  tte 
purpose,  two  magnetic  annatores  are  used  to  work  with  sa 
electro-magnet,  and  the  poles  of  the  magnetic  armatorei  aie 
placed  in  reverse  positions,  so  that  when  one  annature  is  attracted 
by  the  electro-magnet  the  other  annature  remains  statiooaiy 
against  its  stop ;  thus,  when  the  current  in  the  line  wire  jnaea 
in  one  direction  the  instrument  works  one  brandi  line,  and  wiie& 
*'  the  current  in  the  line  wire  passes  in  the  other  direction  the  in- 
'*  strument  works  the  other  branch  line." 

An  instrument  employed  ''in  connection  with  a  printing  appsr 
"  ratus"  has  "a magnetic  tongue"  as  wdl  as  "two  magnetic 
"  armatures ; "  the  "  tongue  "  works  between  the  electro-magn^' 
poles,  and  the  armatures  are  placed  one  on  each  aide  of  the  pofei 
AS  in  the  branch-line  contact  maker.  "  The  magnetic  tongue  at 
each  of  its  motions  makes  or  breaks  a  circuit,  and  canses  a  type 
wheel  to  make  one  step  forward."  "  When  the  type  wheel  is 
brought  to  the  desired  position,  the  force  of  the  cuirent  passing 
in  the  line  wire  is  augmented,  so  as  to  cause  one  or  other  of  the 
magnetic  armatures  to  be  drawn  towards  the  electro-magnet,  and 
"  thus  another  local  circuit  is  completed,"  which  actuates  ^ 
"  printing  hammer."  The  movement  of  either  armature  produces 
this  effect;  "but  it  is  necessary  to  use  two  magnetic  annatuics, 
"  because  the  augmented  current  passed  through"  [round?]  "the 
/'  electro-magnet  must  not  be  of  such  a  nature  as  to  cause  the 
"  type  wheel  to  make  another  step." 
[Printed,  7A] 

» 

A.D.  1866,  October  20.— N»  2456. 

LACASSAGNE,  Joseph,  and  THIERS,  Rodolphb.— "  An  im- 
"  proved  electric  lamp." 

In  this  invention  the  lower  electrode  is  supported  by  a  flost 
"  placed  in  a  cistern  of  mercury^)  which  has  a  rise  equal  to  At 


C< 

cc 


THEIR  GENERATION  AND  AIPPLICATIONS.    1608 


*€ 


travese"    [traverse?]  required  for  the  electrode;  ''a  second 
cistern  or  reservoir  containing  a  supply  of  mercury  is  placed  at 
a  luglxer  level."    The  communication  between  the  upper  cistern 
and  the  float  cistern  is  ordinarily  closed  by  the  pressure  of  the 
armature  of  an  electro-magnet  on  a  valve,  the  electro-magnet's 
coil  bein^  included  in  the  electric  circuit  producing  the  light. 
When  the  force  of  the  electric  current  has  weakened  by  the  com- 
bustion of  the  electrodes,  a  reaction  spring  or  a  second  electro- 
magnet detaches  the  armature  from  the  valve,  and  permits  more 
-  mercury  to  enter  the  float  dstem,  and  to  raise  the  lower  electrode 
to  the  proper  distance ;  the  first-mentioned  electro-magnet  then 
again  attracts  its  armature  and  closes  the  valve.    This  action  is 
repeated  whenever  the  electrodes  become  too  far  apart,  thus  keep- 
ing the  distance  between  the  electrodes  constant  by  self-acting 
means. 

The  second  electro-magnet  is  excited  by  "the  action  of  a 
**  current  derived  from  the  light  current."  The  intensity  of  the 
derived  current  is  determined  by  the  invariable  resistance  of  a  coil 
interposed  for  that  purpose  $  thus  it  will  be  seen  that  the  derived 
current  increases  as  the  principal  current  diminishes,  and  vice 
versa.  In  the  Provisional  Specification  no  mention  is  made  of  the 
derived  current,  a  spring  being  therein  proposed  to  be  used  to 
faise  the  armature. 
CPrint€d,7<i.3 

A.D.  1856,  October  21.— N»  24/0. 

SMITH,  William  (a  commutiieation), — "Improvements  in  water 
"  level  and  pressure  indicators  and  lubricators." 

In  this  invention,  amongst  other  improvements,  a  permanent 

Jnagnet  within  the  apparatus  is  actuated  by  a  float  or  other 

suitable  means;  the  magnet  "in  turn  operates  and  controls  the 

'*  movement  of  the  hand  pointer  or  indicator,  so  that  the  latter 

**  corresponds  in  its  positions  with  that  of    the  magnet,  and 

"  relatively  through  the  magnet  to  that  of  the  float  moved  by  the 

'*  water  or  other  operating  fluid." 

The  arrangements  of  pointers  or  indicators  are  as  follows : — 

An  axis  or  spindle  carries  a  float  arm  at  one  end  and  a  bar 

magnet  (or  '^ magnetised  fork-piece")  at  the  other;  according  as 

the  float  at  the  end  of  the  aim  is  risen  or  depressed,  the  bar 
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magnet  aetobjito  nitaiy  mrvibniiory-  motion  on  the  pomtav  «U 
is  delicately  and  oonoenteically  mounted  outside  the  gauge  **— J^, 
thus  showing  the  level  of  water  or  other  nquired  indicataon. 

An  arrangement  *'  for  indicating  pressure  upon  a  vertiesl  i^ 
'  gister  or  on  a  dial  scale.'' — The  float  is  guided  by  a  eentnl 
upright  rod  passing  through  it,  and  "  has  belted  amind  it  the 
"  magnet."    Outside  the  ^iparatns»  and  delicately  mouiited  on  a 
centre,  are  a  spiral  and  needle  pointer ;  as  the  magnet  mores,  it 
brings  the  part  of  the  spiral  of  the  same  distance  fi;om  the  eentn 
of  motion  as  the  magnet  is,  opposite  to  the  poles,  and  thus  at  tiie 
same  time  rotates  the  needle  pointer,  and  indicates  the  preasme 
on  a  vertical  scale. 
The  magnet  may  be  also  woriced  vertically,  **  by  applying  the 
pressure  to  raise  a  vessel  containing  a  dense  fluid  from  immer- 
sion in  a  fluid  of  the  same  or  less  specific  gravity."      This 
principle  can  also  be  applied  to  a  rotary  magnet  by  meana  of  a 
cord  fixed  to  the  vessel  passing  round  a  wheel  on  the  magnefs 
axis,  or  by  a  rack  and  pinion  miovement. 
[Printed,  Ud.3 

A.D.  1856,  October  23.— N*  2483. 

HARRISON,  Chablbs  Wbiohtman.— (JfVowMma/  ProiedUm 
omfy.)    "  Improvements  in  the  insulation  and  protection  of  eleetric 
**  conductors." 
This  invention  **  consists  in  insulating  the  conducting  medium 
by  covering  it  with  alternate  layers  of  gutta  percha,  or  a  com- 
pound thereof,  and  a  fibrous  material."    ''The  conducting 
**  medium,  when  covered  with  gutta  percha  strips  or  ribbons,'' 
may  be  made  plastic  by  heat,  and  whilst  in  that  state  the  eoovo* 
lutions  may  be  compressed  together.    '*  When  a  number  of  coik 
*'  ductors  are  required  together,  as  in  some  tdegraph  cables,"  a 
bundle  of  separately  covered  conductors  is  enclosed  in  a  gutta 
percha  tube. 

Another  mode  of  insulation  '*  is  by  laying  or  winding"  around 
the  conductor  '*  seperate  coverings  of  gutta  percha  and  caoutchouc^ 
"  doth,  or  felt,  and  causing  the  successive  layers  to  unite "  by 
heat  and  compression. 

A  conductor  for  induction  coils  may  be  insulated  by  winding  a 
ftmaller  conductor  *'  spirally  "  [heUcally  ?]  *' around  it,  one  or  both 
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'*  of  the  conductors  being  covered  with  a  fibrous  or  insulating 


Underground  telegrraphic  conductors  for  hot  climates  may  be 
insulated  and  protected  by  means  of  a  fibrous  covering  enclosed 
in  a  tube  or  wrapper  of  lead ;  the  fibrous  covering  may  be  either 
combined  or  not  with  a  gum. 

The  protection  to  electric  cables  may  be  increased  '^  by  passing 
**  such  rope  or  cable  through  a  composition  of  tar  and  cement,  or 
*'  lime,  or  other  mixture,  which  will  fill  the  interstices  between  the 
"  outer  wires,  and  set  or  Ibrm  a  concrete  when  the  rope  or  cable  is 
•*  laid  down." 
[Printed,  ad.] 

A.D.  1856,  October  25.— N«  2507. 

ERNST,  GusTAvuB,  and  LORBERG,  William.— (Promioiia/ 
Protectwfi  only,)  "  An  improved  mode  or  method  of  raising  or 

producing  designs,  patterns,  or  impressions  on  the  surfaces  of 

plates,  blocks,  or  rollers,  and  transferring  or  imparting  the  same 

to  paper,  parchment,  woven  fabrics,  leather  or  other  similar 

materials ; "  in  which  electro-etching  is  used. 
In  making  original  drawings,  or  producing  any  original  design 

or  matter,"  they  are  executed  directly ''  either  on  a  metal  plate  or 
**  on  transfer  paper  with  chalk  or  lithographic  ink ; "  the  compo* 
sition  of  each  of  these  being  adapted  to  this  invention.  **  If  copies 
*'  only  are  required,"  they  are  transferred  with  the  transfer  ink  to 
the  metal  plate;  the  plate  is  then  cleansed  by  means  of  alkali  or 
acid,  protected  at  the  back  by  varnish  and  electro-etched ;  by  this 
process  the  design  is  left  in  relief  on  the  surfiuse  of  the  plate. 

It  is  proposed  by  the  above-described  means  to  supersede  copper* 
plate,  and  lithographic  printing ;  the  plates  or  blocks  being  niade 
**  the  same  thickness  as  the  fount  or  type." 

**  By  multiplying  the  number  of  plates  or  blocks  any  number  of 
**  different  colours  may  be  used  in  printing  the  designs  or  patterns." 

To  dispense  with  stereotyping,  a  copy  of  the  work  to  be  pre^' 
served  is  taken  on  the  transfer  paper ;  a  metal  copy  can  be  produced 
from  It  at  any  time  when  desired* 

Blocks  or  rollers  for  printing  woven  £iJ>rics  may  be  produced  by 
the  above-described  process ;  either  raised  or  sunk  designs  can  be 
obtained. 

CFiinted,  8<l.] 
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A.D.  1856,  October  29.— N*  2540. 

JOHN,  Thomas. — 'T\ub  indention  is  entitled  "A  new  ckctiic 
"  telegraph  apparatus  for  writing;"  it,  however,  relates  to  a 
telegraphic  signal-recei^nng  apparatus  in  which  the  signs  are  dots 
and  lines  marked  on  paper  by  a  color  roller  or  disc. 

Motion  is  given  to  the  paper  "by  any  of  the  weU-knovn 
"  methods ;"  the  paper  is  guided  by  suitable  rollers^  so  that  it 
passes  over  a  "  sharp  metallic  comer  "  opposite  to  the  color  roller, 
moving  a  roller  which  rotates  the  color  roller  (by  puUies  and 
band),  on  its  way  to  the  point  of  impression.  The  color  roHer 
rotates  in  a  color  trough,  and  is  mounted  on  the  end  of  a  bent 
lever  in  connection  with  the  lever  armature  of  the  recdvmg 
electro-magnet. 

Whenever  the  lever  armature  is  actuated  by  the  electro-magnet, 
the  color  roller  comes  into  contact  with  the  mo\dng  paper,  wmlcing 
a  longer  or  shorter  mark  according  to  the  time  of  action  of  the 
electro-magnet  and  the  speed  of  the  paper. 
[Printed,  M.] 

A.D.  1866,  October  29.— N«  2647. 

WAY,  John  Thomas. — "  Improvements  in  obtaining  light  by 
"  electricity." 

This  invention  consists  in  the  use  for  one  of  the  electrodes  of 

a  substance  such  as  mercury,  which  b  caused  to  flow  through 

an  orifice  or  orifices  on  to  a  point  or  points  of  steel  or  other 
**  material. 

>  "  The  mercury  is  in  connection  with  one  of  the  poles  of  the 
"  battery,  and  the  points  are  in  connection  with  the  other  pole  of 
^  the  battery,  and  they  are  so  arranged  that  the  distance  between 
'*  them  and  the  orifices  from  which  the  mercury  escapes  can  be 

adjusted  so  as  to  bring  the  points  to  the  level  at  which  the 

streams  of  mercury  break  into  drops. 

In  place  of  using  points  of  steel  or  other  material  for  the 
^'  lower  electrode,  a  regulated  surfiM^e  of  mercuiy  may  be  emploved 
'*  if  desired,  and  the  apparatus  may  be  surrounded  by  a  glass  to 
*'  prevent  the  escape  of  mercurial  fumes,  means  also  may  be  pro- 
•*  vided  for  raising  the  mercury  from  the  lower  receiver,  into 
^  which  it  falls,  from  the  orifices,  to  the  tipper  receiver  or  dstcra 
*'  which  supplies  the  jets." 

[Printod,  8d.3 
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A.D.  1866,  November  10.— N«»  2646. 

JOHNSON,  John  Henry  (a  communication  from  Louis  Francois 
Clement  Bregnet  [Breguet?]),  —  {Provisional  Protection  only,) 
**  Improvements  m  apparatus  for  printing  electro-telegraphic 
**  dispatches." 

This  invention  relates  to  an  arrangement  of  printing  apparatus 
more  particularly  applicable  to  step-by-step  dial  instruments. 
''  On   the  arbor  of  the  escapement  wheel  of  the  clockwork  for 
working  the  dial  indicating  mechanism  is  fitted  a  type  wheel 
haWng  its  letters  and  signs  raised  upon  its  periphery."    The 
line-wire  electric  current  excites  magnets  for  the  dial  mechanism, 
which,   when  sufficiently  magnetized,  complete  the  local  circuit 
working  the  printing  mechanism.    When  the  indicator  or  pointer 
is  passed  rapidly  over  the  dial  plate  merely  in  order  to  arrive  at  a 
certain  signal,  only  the  dial  mechanism  acts,  as  the  electro-magnet 
has  not  time  to  be  completely  excited ;  but  when  the  dial  indicator 
■tops  over  a  signal,  the  electro-magnet  is  fiilly  excited  and  the 
printing  mechanism  set  in  motion  by  the  local  circuit.    On  the 
annature  of  the  dial  magnets  are  two  springs,  which  establish  the 
local  circuit  when  required ;  one  of  the  springs  comes  against  a  stop 
in  the  local  circuit  each  time  the  indicator  passes  in  front  of  a 
letter;  the  second  spring  cannot  come  against  its  stop  so  as  to  com- 
plete the  local  circuit  until  the  indicator  is  stopped,  and  thus  suf- 
ficient time  afforded  to  completely  magnetize  the  electro-magnet. 
*   In  the  local  circuit,  two  electro-magnets  or  coils  work  a  lever 
which  presses  the  paper  on  to  the  periphery  of  the  type  wheel.    A 
*'  catch  "on  this  lever  turns  a  "feed  wheel,"  thus  moving  the 
paper  forward.    The  printing  coils  are  larger  than  the  indicating 
coUs,  and  thus  "  require  a  longer  time  to  become  excited." 
CPrintod,  8d.] 

A.D.  1856,  November  14.-N»  2692. 

ASH,  Hbnry  Clarke. — {Provisional  Protection  only,)    "  Im* 
''  provements  in  railway  signals." 

"  This  invention  consists  in  a  method  of  applying  electricity  to 
y  act  on  railway  signals  placed  at  a  distance  from  the  person  by 
"  whom  the  sigqal  is  to  be  operated  on,  such  signals  being 
"  of  such  a  nature  as  to  come  in  contact  with  instruments  in  con- 
**  nection  with  the  passing  train,  and  so  give  an  alarm  thereon." 
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For  tUs  purpose,  at  a  distance,  say,  of  two  miles  from 
signal  man,  a  signal  ^pantus  is  placed  bj  the  nde  of  the  Sm 
**  of  ruls,  or  in  other  convenient  position^  and  from  the 
^  man  to  the  apparatus  at  a  distance  a  tel^traphic  wire 
*'  within  the  signal  hox  the  telegraphic  wire  is  in  connection  wiA 
*'  an  electro-magnet  or  other  suitahk  instrument,  whidi, 
**  brought  into  action  by  the  electric  cuiient,  withdn 
**  or  otherwise  liberates  the  signal,  and  brings  it  into  soch  a  pern- 
**  tion  that  it  comes  in  contact  with  a  trigger  in  connection  witk 
**  the  passing  trun,  and,  by  preference,  with  the  engine  of  the 
**  same,  and  thus  an  alann  on  the  train  is  brought  into  action,  and 
**  timely  notice  is  given  to  the  engine  drirer  of  the  danger  before 

<*  him." 

[Printed.  Sd.3 

A.D.  1856,  November  20.— N«  2747- 

FONROBERT,  Charlm  FKAN9018  Julks  {ptartly  a  cowi 
eatum), — {ProoisUmal  Pratectum  omiy,)    **  Improvements  in  the 
*'  manufacture  of  insulated  wires  for  electric  telegraphs.'* 

'<The  invention  consists  in  insulating  ^Mores  for  electiie  tde* 
**  graphs  by  covering  them  with  a  composition  of  gutta  perdm 
•*  and  tar.*' 

^  About  two  parts  by  wdght  of  gutta  percha  and  one  part  of 
**  coal  tar  *'  are  mixed  *'  together  with  the  assistance  of  heat.  This 
**  oompontion  is  fluid  while  hot,  but  becomes  solid  on  ooohng;** 
it  is  employed  "  for  coating  and  insulating  wires  for  dectrie  tde* 
«  graphs.*' 
[Printed,  Sd.] 

A.D.  1856,  November  22.— N«  2769. 

HENLEY,  William  Thomas. — ^''Improvements  in  deetne 
*'  telegraphs  and  apparatus  connected  therewith.*' 

These  improvements  are  as  follows : — 

Ist.  A  new  "magneto-electro  arrangement.**  Inthemadune 
described  and  shown,  the  soft  iron  and  coils  of  wire  (called  the 
'*  armatures  "  in  the  Specification)  are  fixed  between  the  poles  of 
the  permanent  magnet,  so  that  the  ends  or  polar  faces  of  the 
"  armatures  '*  are  in  the  same  plane  as  the  polar  faces  of  the  per> 
manent  magnets.  Pieces  of  soft  iron,  mounted  on  a  non-mag- 
netic  disc,  are  moved  before  the  said  polar  laces  in  such  a  wayss 
to  cause  reversions  of  the  polarity  of  the  core  of  ^e  '*  aimatnre^" 
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^XXB  '^  inducing  a  cuirent  of  electricity  in  the  coils  of  wire  sur* 
**  rounding  the  same.''  The  advantages  of  this  arrangement  are, 
'tiftat  A  large  *'  armature  "  can  he  used,  and  onlj  a  small  weight  has 
to  be  kept  in  motion. 

2nd.  In  recording  telegraphs,  employing  "  slate,  glass,  or  other 
**  suitable  material "  that  will  admit  of  the  signals  being  rubbed 
&St,  and  of  the  material  being  used  again  for  any  length  of  time. 

In  the  first  arrangement  a  flat  circular  plate  of  "  white  slate  " 
18  made  to  revolve  uniformly  by  clockwork,  and  a  frame  carrying 
the  marking  lever  and  electro-magnet  is  made  to  traverse  from  the 
oentre  to  the  circumference  of  the  plate  by  a  screw  worked  by  the 
aame  train  of  wheelwork.  A  lead  pencil  attached  to  the  marking 
lever  makes  a  series  of  marks  corresponding  to  the  signals  sent 
from  the  transmitting  station  in  a  spiral  line  extending  from  the 
oentre  of  the  plate  to  the  circumference,  or  vice  versd. 

In  the  second  arrangement  the  signal-receiving  surface  is 
cylindrical,  and  the  marking  point  is  moved  parallel  to  the  cylin- 
der's revolving  axis. 

Paper  may  be  placed  over  the  above-mentioned  surface  to  re-^ 
ceive  the  signals ;  it  is,  in  that  case,  preferred  to  wash  the  surface 
of  the  paper  "  over  with  pmnioestone  powder  and  water,"  "  letting 
**  it  dry  before  using ;"  this  preparation  enables  the  pencil  to  mark 
the  paper  with  ease. 

drd.  Constructing  submarine  or  subterranean  telegraph  ropes." 
The  gutta-percha-covered  wire  is  coated  *'  with  tarred  yam  in  the 
usual  manner,  then  with  tarred  tape  made  of  hemp  or  other 
suitable  material."  On  this  is  laid  *'  a  coating  of  iron  wire  and 
strands  of  strong  tarred  yam,  the  strands  of  wire  and  yam 
placed  alternately,  so  that  the  wires  do  not  touch  each  other, 
being  separated  by  the  strands  of  yam.  The  coating  of  tape 
prevents  the  wire  strands  from  cutting  the  gutta  percha  wire 
more  e£Pectually  than  the  first  hemp  covering  alone  would  do." 

[Printed,  U.Sd.3 

A.D.  1856,  November  29.— N»  2831. 

CLARK,  Joseph  Latimbr  (partly  a  communication). — ^This  in- 
vention consists  of  an  improved  insulator  for  electric  telegraph 
line  wires  suspended  in  the  air. 

The  peculiarities  of  the  insulator  are  as  follows : — It  is  of  the 
form  of  an  inverted  cup,  a  smaller  cup  being  "  contained  concentri* 
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c$l\j  within  the  exterior  inmilatiiig  cap,  and  springing  from  4e 
interior  thereof  so  as  to  be  protected  by  it.'*  The  notdi  te  r- 
cdving  the  wire  is  on  ^e  top  of  tiie  insulator,  and  is  cut  obfiqa^ 
to  the  direction  of  the  wire ;  as  the  notch  deepens  it  aaBomes  am 
nearly  the  direction  of  the  wire,  until  at  the  bottom  its  diicdise 
coincides  with  that  of  the  wire ;  thus  the  wire  cannot  escape  froe 
the  notch.  The  supporting  st^le  is  cemented  into  a  saitabk  hsk 
in  the  centre  of  tiie  inner  cup,  and  is  carried  either  b j  a  bnebt 
screwed  to  the  side  of  the  telegraph  post,  or  by  a  socket  fixed  to  iti 
top.  "The  interior  surface  of  the  exterior  cup  of  the  insnhitflr,* 
and  the  exterior  and  interior  surfaces  of  the  interior  cup  have  "  i 
"  series  of  circular  grooves  "  formed  on  them,  thus  increasiiig  the 
insulating  surface  interposed  between  ^e  line  wire  and  iht  sap- 
porting  staple  of  the  insulator.  The  insulator  is  of  ear^aawuCi 
glass,  or  other  non-conducting  material,  and  the  staple  *'is  coated 
"  with  shellac,  marine  glue,  or  other  suitable  insulating  materisL" 
The  staple  is  free  to  move  in  the  socket;  the  insulator  is  thm 
easily  taken  down  for  cleaning. 
[Printed.  M.] 

A.D.  1856,  December  11.— N*"  2934. 

BURKE,  MiCHABL. — {Provisional  Protection  only.)  "Impio?«- 
ments  in  mariners'  compasses  to  counteract  local  attraction.'* 
This  invention  **  consists  in  constructing  the  boxes  of  mariners* 
compasses  in  such  a  manner  that  the  magnetic  needle  and  its 
card,  being  enclosed  in  a  lesser  and  water-tight  glazed  case,  can 
be  surrounded  with  water,  spirit,  oil,  or  any  other  suitable  Hquid 

"  in  the  outer  box  or  case.  The  lesser  box  or  case,  in  which  the 
needle  and  card  are  suspended,  may  be  variously  constructed  of 
metal  with  a  glass  face,  secured  air  and  water  tight,  which 
glazed  box  is  then  to  be  suspended  in  a  larger  metal  or  other 
glazed  box  or  case  by  methods  customarily  used,  and  the  water 
or  other  liquid  poured  in,  and  may  be  screwed  or  otherwise 

"  secured." 
[Printed,  W.] 

A.D.  1856,  December  12.— N°  2949. 

FONTAINEMOREAU,  Pkter  Armand  le  Comte  de  (a  com- 
munication),—(Provisional  Protection  only.)  "Improved  lailm^ 
"  signal  apparatus." 
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This  invention  relates  to  an  improved  method  of  forming 
telegraphic  signals  for  railways^  which  method  consists  in  fitting 
**  to  the  rails  at  suitable  distances  a  rod,  which  projects  a  little 
**  akl]»pve  the  rail,  so  that  when  the  wheels  of  a  train  pass  over  it 
**  tliey  depress  it,  and  thns  put  into  action  the  '  manipulator,' 
**  provided  with  a  suitable  spring  playing  between  two  metal  con« 
**  ductors,  so  as  to  establish  a  current  of  electricity  (generated 
**  from  batteries  placed  at  convenient  distances  in  the  line)  between 
tbe  manipulator  and  '  receiver '  connected  with  the  signalling 
apparatus.  The  receiver  consists  of  a  box  or  case  containing 
**  an  electro-magnet  provided  with  wires  in  communication  with 
the  battery,  earth,  and  manipulator.  Upon  the  top  of  the 
magnet  is  an  armature,  for  putting  in  action,  by  levers,  the 
''  wheelwork  connected  with  the  aignab.  In  working  the  appa- 
*'  ratus  the  current  u  made  to  pass  through  a  relay  magnet  placed 
"  in  the  case. 

*'  Upon  the  axis  of  the  escapement  wheel  is  fitted  the  signal 
*'  arm,  which  rotates  on  its  centre  before  a  disc  one  quarter  of  a 
**  revolution  at  a  time,  so  as  to  indicate  '  danger '  when  the  arm  is 
in  a  horizontal  position  (the  electric  current  being  then  closed), 
and  'all  right'  or  'line  clear'  when  the  arm  is  in  a  verticid 
position,  the  current  being  then  broken. 

One  or  more  of  the  manipulators  and  receivers  may  be  placed 


*4 


**  at  suitable  distances  from  each  other  on  the  line  of  railway." 
*'  The  electro-magnets  of  the  signals  which  precede  each  station 


in  closing  the  line  shut  a  special  circuit  by  means  of  two  contact 

springs  within  reach  of  the  armature.     In  this  circuit  and  in 

'*  the  station  itself  is  interposed  a  bell  arrangement,  which  an- 

"  nounces  the  arrival  of  the  train,  until  on  entering  the  station  it 

*'  acts  on  the  manipulator  of  the  signal  within." 

[Printed,  &!.] 

A.D.  1866,  December  17.— N«  2992. 

COWPER,  Charles  (a  eomnrnnication/rom  Louis  Isidore  CauS' 
shua), — {Provisional  Protection  only.)  "  Certain  improvements  in 
''  electro-plating." 

An  electro-depositing  solution  composed  of  the  cjranides  of  po- 
tassium, silver,  and  copper,  is  used.  In  the  depositing  cell,  a 
positive  pole  of  carbon  is  employed,  *'  and  this  carbon  is  immersed 
**  in  the  silvering  bath  to  a  depth  which  can  be  a4justed  by  a 
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"  slide,  so  as  to  Rgalate  the  action.  The  bath  xnaj  be  used  bit 
"  or  cold.  The  objects  are  allowed  to  become  oovered  with  oop 
**  per,  and  they  are  then  agitated  several  times  in  the  batii  m^ 
'*  the  copper  is  replaced  by  silver.  They  are  then  scratch-bmahed. 
*'  and  again  placed  in  the  bath  and  treated  in  a  aimilar  mannct. 
"  If  a  thicker  coating  is  required,  it  is  effected  bj  subsequendf 
'*  submitting  them  to  the  ordinaiy  electro-platingr  proo^aes.  Tht 
"  proportions  and  details  of  the  process  admit  of  variation.  Br 
"  this  means  zinc,  lead,  tin,  and  wrought  and  cast  iron,  and  other 
*'  metals  may  be  advantageously  electro-plated." 
[Printed.  3d.] 

A.D.  1856,  December  24.— N"»  3069. 

VARLEY,  Cromwell  Fleetwood. — "  ImproveDaentsinekdik 

telegraphs,"  consisting  of : — 
Coils  of  telegraph  apparatus." — In  the  first  arrangement,  the 
needle  is  of  soft  iron,  and  is  placed  inside  an  oblong  coil;  the  ood 
is  enclosed  (except  at  a  division  across  the  middle)  in  iron  casings; 
these  casings  being  connected  respectively  to  the  poles  of  a  per- 
manent magnet,  serve  to  magnetize  the  soft  iron  needle  as  well  as 
to  render  the  magnetic  power  of  the  coil  fully  available  ivhen  an 
electric  current  passes.  In  the  second  arrangement,  the  needle  is 
jiermanentiy  magnetized,  and  the  coil  is  cylindrical ;  the  coil  is 
completely. enclosed  in  an  iron  casing;  a  radial  cut  is,  however, 
made  in  the  casing  "  to  prevent  the  formation  of  seeondazy  eur- 
**  rents  in  the  iron."  In  the  third  arrangement,  a  soft  iron  needle 
is  at  rest  between  opposite  poles  of  a  permanent  magnet,  until  it 
(the  needle)  is  magnetized  by  an  electric  current  passing  thiougfa 
coils  which  surround  it.  In  the  fourth  arrangement,  movin^r  coils 
are  used,  permanent  magnets  being  fixed  "  so  that  the  magnetic 
"  rays  are  concentrated  through  the  coils  of  wire ;"  in  one  ex* 
ample  a  single  coil  is  used,  and  in  another  a  double  coil ;  in  both 
cases  magnets  are  placed  "  both  inside  and  outside  the  coil,  and 
**  surrounding  the  latter  as  much  as  possible ;"  the  coil  wire  is 
preferred  to  be  of  "aluminium "  [aluminum?]  ;  "  the  application 
"  of  moving  coils  to  telegraphic  relays "  is  an  important  part  of 
this  improvement. 

A  ''  double-action  galvanometer,"  consisting  of  a  polished  disc- 
shaped "  needle,"  free  to  vibrate  within  a  cylindrical  coiL — The  coil 
consists  of  two  distinct  wires^  and  they  are  so  connected  that  thg 
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Btron^  Bending  currents  proceed  only  through  the  outer  coil,  and 
the  weaker  received  currents  proceed  through  hoth  coils.  The 
polished  surface  of  the  needle  is  to  call  attention  hj  its  motion. 

"A  self-switching  key." — ^The  key  lever,  besides  having  motion 
in  a  vertical  plane  to  break  and  make  the  necessary  circuits,  also 
has  motion  (nstricted  by  stops)  in  a  horizontal  plane;  this 
arrangement  enables  the  operator  to  bring  the  key  over  one  of 
two  sets  of  studs ;  if  the  key  is  worked  in  its  nomml  position  it 
sends  a  series  of  positive  currents  down  the  line  wire ;  but  if  the 
force  of  the  spring  that  keeps  it  in  the  normal  position  be  over« 
come  and  the  key  worked  over  the  second  pair  of  studs,  alternating 
currents  are  transmitted  to  the  receiving  station. 

Induction  coils. — ^The  peculiarities  forming  the  improvements 
in  these  instruments  are  as  follows: — ^The  whole  coil  maybe 
encased  with  iron  or  iron  wires.  A  series  of  flat  induction  coils 
may  be  placed  side  by  side  "  so  as  to  place  the  secondary  wire  for 
"  the  most  part  between  two  primary  wires ;"  in  this  arrangement 
the  soft  iron  cores  of  neighbouring  coils  have  opposite  polarity. 
The  primary  wire  may  be  coiled  upon  the  core  in  separate  parcels, 
"  all,  however,  electrically  connected  in  one  continuous  series," 
**  the  intervening  spaces  being  filled  nnth  secondary  wire.'^  Glass 
may  be  employed  (either  discs  or  tubes)  to  insulate  the  primary 
from  the  secondary  coils,  or  portions  of  the  secondary  coils  from 
one  another.  Wire  or  bundles  of  wire  may  be  used  '*  whose  section 
"  is  square,  triangular,  or  parallelopiped  "  [psrallelogramical  ?] 
for  induction  coils  and  for  the  coils  of  tel^^phic  apparatus 
generally.  Wires  may  be  used,  whose  thickness  progressively 
increases  "  as  the  inductive  action  decreases,"  for  induction  anti 
other  telegraphic  and  magneto-electric  coils.  In  one  coil  '*  to  be 
**  used  with  condenser^  to  produce  electricity  of  very  high 
**  tension,"  the  primary  and  secondary  coils  are  carried  radially 
parallel  to  each  other,  but  insulated  by  glass  discs ;  in  a  second 
coil  to  be  used  for  the  same  purpose  a  cylindrical  glass  tube 
insulates  the  primary  from  the  secondary  coil,  and  the  secondary 
coil  is  divided  into  portions,  which  portions  are  insulated  frt>m 
each  other  by  glass  discs.  A  thermo-electric  battery  is  used  to 
excite  these  induction  coils,  and  thence  to  telegraph  through 
moderate  distances. 

Finger  keys  to  be  used  with  induction  coils. — In  one  arrange* 
ment  the  currents  induced  in  the  secondary  coil  both  by  the  break- 
ing  and  by  the  making  of  the  primary  circuit  are  turned  in  ono 
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direction,  thus  Bending  two  cuirento  in  the  same  diieotkin  ak)B| 
the  line  wire  by  the  depression  of  the  key,  and  two  cuirenta  in  tk 
opposite  direction  during  the  rising  of  the  key  to  its  noBml 
position. — To  enable  the  cuxrents  to  be  transmitted  in  tiie  aboT»- 
described  manner,  the  key  lever  and  its  tail  respectiyely  mske 
contacts  with  studs  in  contact  with  one  pole  of  the  primary  circuit 
the  key  lever  itself  being  in  contact  with  the  other  pole ;  a  com- 
mutator anrangement  on  an  arm  projecting  vertically  from  the  k^ 
lever,  enables  both  the  seoondaiy  cunents  to  be  transmitted  in  the 
same  direction  along  the  line  wire.  In  another  form  of  key  adi^fted 
for  long  submarine  circuits,  a  handle  or  winch  is  placed  oo.  the 
axis  of  a  contact-making  (or  "  cam  ")  wheel,  and  of  a  conmratstts 
arrangement  similar  in  its  principle  to  that  of  the  first  key.  *'Tlie 
commutators  are  so  airanged,  that  upon  the  handle  "  '*  perfoim- 
ing  part  of  its  revolution,  the  first  half  or  more  of  Uie  cunoits 
pass  down  the  line  in  one  direction,  and  the  remainder  of  the 
currents  in  the  opposite;"  thus  a  series  of  currents  in  oot 
direction  are  used  to  produce  a  signal,  *'  and  a  series  of  cuneots 
"  in  the  opposite  direction,  to  produce  the  interval  between  tvo 
**  signals."  The  above-described  finger  keys  are  not  particulsrij 
alluded  to  in  the  Provisional  Specification. 

A  relay  to  be  used  "  with  the  induction  coils." — ^A  contact- 
making  lever  is  fiiee  to  vibrate  between  the  poles  of  four  deotro- 
magnets,  two  being  on  one  side  of  the  lever's  axis,  and  two  on  the 
other  side.  Th^  lever  is  magnetized  by  one  pole  of  a  pennanent 
magnet,  and  the  cores  of  the  electro-magnets  (when  not  electrically 
excited)  are  magnetized  by  the  other  pole  of  the  permanent  mag- 
net ;  the  lever  is  thus  kept  against  a  contact  screw  until  an  electrie 
current  passes,  when  it  is  attracted  to  one  idde  and  enabled  to 
make  the  desired  contact.  When  it  is  requisite  for  the  contact* 
Tnalcing  lever  to  stsnd  clear  of  the  contact  screws  whilst  no  electrie 
current  passes,  the  cores  of  the  electro-magnets  are  magnetised 
(when  not  electrically  excited)  by  the  same  pole  of  the  permanent 
magnet.  Needle  instruments  and  '^  railway  signal  instrumenta '* 
may  be  mounted  upon  similar  principles.  This  improvement  is 
not  psrticularly  alluded  to  in  the  Provisional  Specification. 

"  A  step*by-step  motion  telegraph  "  in  whidi  alternating  oar- 
rents  enable  the  pointer  to  give  the  signals,  and  a  continnons 
current  or  several  consecutive  currents  in  the  same  direction 
bring  the  pointer  to  zero. — ^The  step-by-step  motion  is  given  by 
the  action  of  pallets  (mounted  on  the  axis  of  a  soft  iron  needle) 
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on  an  **  escape  wheel,  attached  to  a  clock  train ;"  the  soft  iron 

needle  belongs  to  the  third  arrangement  of  "  coils  of  telegraph 

'*  apparatus "  (See   Ist  paragraph) ;  one  extremity  of  its  (the 

needle's)  axis  is  pivoted  in  the  lever  of  the  armature  of  an  electro- 

ma^et ;  the  needle  coil  and  the  electro-magnet  are  both  included 

in  the  line-wire  circuit,  but  the  alternating  currents  of  momentary 

duration  only  excite  the  needle  coil,  thereby  allowing  the  escape 

'wheel  to  move  step  by  step.    When,  however,  several  consecutive 

corrents  in  one  direction  occur,  the  electro-magnet  attracts  its 

"keeper,  the  pallets  are  taken  out  of  gear  with  the  escape  wheel, 

and  a  pin  on  the  liberated  escape  wheel,  by  then  meeting  a  pro- 

jectiiig  piece  on  the  lever  of  the  armature,  stops  the  pointer  at 

sero.    *'  To  retard  the  development  of  magnetism  "  in  the  iron  of 

^e  electro-magnet,  a  metallic  tube  or  secondary  wire  suirounds 

the  said  electro-magnet. 

•*  A  key  for  working  with  a  primary  coil  only." — A  key  lever 
and  its  tail  (connected  to  the  line  wire)  is  so  mounted  in  connec- 
tion with  springs  and  studs  that  on  being  depressed  it  breaks 
contact  with  the  relay,  then  makes  contact  with  one  terminal  of  a 
primary  coil  whose  other  terminal  is  connected  to  the  earth,  then 
with  a  battery  pole  as  well  as  the  coil,  the  remaining  battery  pole 
being  in  connection  with  the  earth.     On  rising  to  its  normal 
position  the  battery  contact  is  first  broken,  thus  allowing  a  mo- 
mentary induced  current  from  the  coil  "  to  flow  through  the  line 
'**  in  the  opposite  direction  to  the  original  current."    The  action 
during  the  depression  of  the  key  is  therefore  to  send  a  divided 
primary  current  along  the  line  wire,  and  during  the  rising  of  the 
key  to  discharge  the  line  wire  from  the  effect  of  induction.    "  The 
**  same  general  arrangement"  may  be  used  "for  translation." 
This  improvement  is  not  mentioned  in  the  Provisional  Specifi- 
cation. 

"  A  new  disposition  of  apparatus  "  "  for  translating  alternating 
'*  currents  from  one  line  to  another." — Each  line  has  in  circuit 
besides  the  Morse  relays  a  relay  similar  to  that  hereinbefore  de- 
scribed (See  relay  for  induction  coils) ;  the  writing  levers  of  the 
Morse  machines  have  contact  screws,  as  well  as  the  interposed 
relay,  which  are  so  connected  with  a  translating  battery  that  it  is 
only  brought  into  action  upon  the  passing  of  an  electric  current 
along  one  of  the  lines.  '**  By  this  disposition  of  apparatus  a  posi- 
"  tive  current  traversing  one  line  causes  a  positive  current  to  flow 
^  down  the  other  line,  followed  by  a  negative  cunept  of  short 
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**  duration,  wfaicli  is  yoy  usefdl  for  neatraliziiig  the  efficeto  el  4l 
charge  in  submarine  cables  and  subterranean  wires ;  it  is  aba 
good  for  overground  wires.  For  working  a  single  line  (whs 
not  translating)  a  Morse  key  must  be  substxtated"  for  tb 
Morse  writing  lever.  This  improvement  is  not  mentioiied  in  ^ 
Provisional  Specification. 

''  Accelerating  the  passage  of  the  electric  wave  tluoiigh  ksf 
''  submarine  or  subteiranean  wires  by  keeping  them  in  a  stale  d 
**  electric  tension.'' — Opposed  batteries  (one  at  eaidi  end  of  ike 
line)  keep  the  wire  in  a  state  of  electric  tension,  and  neutralise  cack 
other's  force;  to  produce  a  rignal  a  third  source  of  electridfy  ii 
used  {"  dther  an  induction  machine  or  another  battery  "),  **  whtm 
poles  are  connected  in  the  reverse  direction  to  those  of  the 
tension  battery ;  or  the  same  effect  may  be  produced  by  lewtiaiiig 
the  poles  of  the  tension  batteiy"  **hj  a  key*'  (See  N«37l, 
1854).  This  improvement  is  not  mentioned  in  the  PkovxsioBsI 
Specification. 

"  The  application  of  induction  plates,  eimilar  to  those  nsed  in 
"  RuhmkorfTs  machines,  to  relays,  whereby  the  burning  is  reduced 
"  and  the  action  of  the  apparatus  rendered  more  certain." 

A  modification  of  a  batteiy  formerly  patented  by  the  Fateotee 

(See  N^  2555,  1854). — "  A  portion  of  the  metal  plates  is  cut  awaj 

so  as  to  leave  an  opening  through  which  oystals  of  negative 

salt  can  be  dropped."    The  negative  salt  may  be  coated  or 

ground  up  *'  with  gdatinous  or  gummy  matters,  such  as  oominos 

*'  glue,  &c.,  to  cause  them  to  be  longer  dissolving." 

[Printed,  2«.6<2.] 
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A.D.  1857,  January  1.— N»  5. 
NOUALHIER,  EuckNE  ThiSodore,  and  PRfiVOST,  Jeajc 
Baptists. — "  Improvements  in  applying  metals  over  hard,  vitri> 
*'  fied,  or  any  other  surfaces  by  galvano-plastic  process." 

To  coat  vitrified  or  enamelled  surfaces,  the  object  is  varnished 
or  covered  with  gold  size,  then  with  copper  leaf,  and  the  whole  left 
to  dry  completely ;  the  said  object  is  then  electro-coppered  (using 
a  solution  of  sulphate  of  copper),  cleaned, '' smoothed  by  filing  off 
''  the  asperities,"  '*  finished  with  pumice  ston^"  and  polished. 
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Instead  of  using  copper  leaf  to  make  the  surface  conductable, 
German  gold  dust  or  bronze  powder  containing  much  mer- 
cury "  may  be  employed ;  it  is  prepared  by  trituration  with  com- 
mon rait ;  hot  water  is  poured  over  the  mixture,  the  salt  dissolves, 
and  the  resulting  deposit,  dried,  is  fit  for  use. 

To  preserve  the  silvering  of  looking  glasses  from  damp,  the 
^lass  is  dipped  into  a  melted  mixture  of  bees'-wax  and  tallow ;  as 
soon  as  it  is  cool,  the  parts  to  be  electro-coppered  ''  are  prepared 
"  with  metallic  powder,  and  treated  in  the  same  manner  as  before 
**  mentioned." 

To  metallize  soft  surfetoes,  a  human  corpse,  for  instance,  the  fol- 
lowing process  is  employed : — All  the  apertures  are  stopped  with 
modellers'  wax,  the  body  is  placed  in  a  suitable  attitude,  and  pul- 
veriaed  nitrate  of  silver  spread  over  it  by  a  brush  or  otherwise ;  it 
is  then  electro-coppered  in  a  bath  of  sulphate  of  copper,  *'  the 
**  result  being  a  metallic  mummy." 

To  electro-coat  with  iron,  a  solution  of  protosulphate  of  iron  is 
used. 

The  electro-coppered  articles  "  may  receive  afterwards  another 
''  coating  of  either  silver,  gold,  or  platinum." 
[Printed,  Sd.] 

A.D.  1867,  January  6.— N«  39. 

BRAITHWAITE,  Frbdbrick.— (Proptnona/  Protectum  only.) 

"  An  improved  mode  of  extracting  the  iron  from  tin  ores." 
"  This  invention  has  for  its  object  an  improvement  in  extracting 

**  tin  from  its  ores.  It  is  well  known  that  tin  ores  contain  large 
quantities  of  iron,  and  it  requires  much  care  and  expense  in 
washing  and  calcining  such  ores  in  order  to  separate  the  tin  from 

"  the  iron." 
This  "  improvement  consists  in  separating  the  iron  contained  in 
tin  ores  by  the  aid  of  moffneit.  For  this  purpose  the  tin  ores 
are  reduced  by  stamping,  and  are  washed,  and  when  requisite 
calcined,  as  heretofore,  the  separation  of  the  iron  by  magnets 
being  performed  from  time  to  time  when  the  ore  is  in  a  diy  state 

"  after  the  successive  washing  processes." 
[Printed,  Sil] 

A.D.  1867,  Januaiy  6.— N»  42. 

O  LDHAM,  John. — (Provisumal  Protectum  only.)    "  An  appa* 
'*  ntus  for  dosing  the  supply  cocks  of  gas  burners/' 
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Thia  inventicm  idatet  to  the  employiiiflDt  of  rlfctrn  iniflniiini 
as  a  means  of  umultaaeouflly  dosuif^  the  supply  oo<^  <i€  fM 
lamps  where  a  Uurge  nmnber  require  to  be  turned  oC  a>k  ^ 
example,  in  streets  and  very  lar^e  works. 

According  to  this  inventiony  it  is  proposed  to  oonnect  the  lei« 
of  each  cock  or  t^  to  be  acted  upon  at  one  end  with  a  hdiai. 
or  other  spring,  which  will  always  tend  to  keq>  the  codL  oir  tif 
shut,  and  at  the  other  end  with  a  bar  of  soft  iron  by  a  skat 
length  of  wire  or  chain.  Beneath  this  bar  is  fitted  a  pas  of 
electro-magnetic  coils,  in  connection  by  ordinary  nitnilatfd  tele- 
graphic wires  vnHk  a  battoy  at  liie  gas  works,  or  in  any  olfaer 
convenient  locality.  The  whole  of  the  coils  are  in  canumtnka- 
**  tion  with  each  other,  so  as  to  be  in  the  circuit,  and  will  con- 
sequently be  simultaneously  demagnetised  when  sncdi  caraiit  is 
broken.  In  turning  the  tap  to  light  the  lamp  the  bar  of  soft 
iron  is  brought  down  on  to  the  coils  whidi  have  been  ptcfnouriy 
magnetised,  and  is  by  them  consequently  held  down  and  the  tap 
kept  open,  the  force  of  the  spring  being  overcome  by  the  afe- 
tractive  power  of  the  magnetic  coils. 

It  will,  however,  be  evident  thai  if  the  circuit  be  broken  the 
whole  of  the  bars  of  iron  wiU  be  released,  and  the  apringa  wiD 
"  dose  the  several  taps  simultaneously. 

The  regulation  of  opening  of  the  top"  [tap?]  ''  so  as  to 
*  adjust  the  supply  to  the  desired  amount  is  effected  by  incRaaiiig 
*'  or  decreasing,  as  the  case  may  be,  the  length  of  wire  or  cfaaia 
^  which  oonnects  the  bar  of  soft  iron  to  the  lever  of  the  ixp^  and 
^  thb  adjustment  may  be  effected  by  means  of  a  screw.*' 
[Printed,  8<L3 

A.D.  1867,  Januaiy^S.— N*  67. 
HUGHES,  Edward  Joseph  (a  commumcaHtm), — ''Improve- 
"  ments  in  the  manufacture  and  application  of  compounds  re- 
*'  sembling  gutta  percha  and  caoutchouc  from   flour,  fibrine, 
'*  gelatine,  and  other  vegetable  and  animal  substances." 

Amongst  other  applications  of  this  invention,  the  compounds 
produced  "may  be  made  to  resemble  leather,  india  rubber,  or 
"  other  similar  substances,  and  made  suitable  for  coverimg  ** 
[electric  F]  **  telegraph  wires^  or  other  similar  purposes." 

The  substances  used  in  the  abov^mentioned  oompoimds  are  ss 
follows : — Flour,  "  vegetable  substances  containing  fibrine,  ceDu- 
"  lose^  or  starch;"  '*gelatine»  chojidzine"  [chondxine?],  "oollinc^ 
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**  oaseiiie,  resins,  soaps,  tar,  asphalte,  pitch,  oils,  and  tannine,  or 
*'  tannine  substances." 

The  general  method  of  combining  the  component  substances  is 
l>y  means  of  the  heat  of  hot  water  or  steam. 

In  one  example  given,  the  compound  consists  of  a  mixture  of 
-velieaten  flour,  gutta  percha,  "  colophane"  [colophony?],  catechu, 
ttxid  glue  or  gelatine ;  and  in  a  second  example,  wheaten  flour, 

lophony,  solution  of  caustic  alkali,  chondrine,  and  melted  soap, 
used. 

[Printed,  4d] 

A,D.  1867,  January  9.— N«  79. 

JOHNSON,  John  Hbnry  (a  communication  from  Etienne 
Ijenoir). — '*  Improvements  in  the  application  of  the  electrotype  or 
**  galvano-plastic  processes.^' 

This  invention  consists  of  "  the  application  and  use  to  and  in 
"  the  electrotype  process  of  a  shell  or  skeleton  made  of  platinum 
'*  or  other  metal  and  introduced  into  the  mould  as  an  insoluble 
'**  electrode,  in  lieu  of  the  soluble  anode"  described  in  the 
Patentee's  invention  Provisionally  Protected,  December  21st, 
1864  (See  N»  2699,  1854). 

When  gold  and  silver  deposits  are  required,  and  when  the 

opening  of  the  moulds  is  large,''  a  soluble  anode  is  employed 
in  addition  to  the  above-described  insoluble  electrode. 
[Printed,  4(1.1 

A.D.  1867,  January  10.— N«  96. 

BROOMAN,  Richard  Archibald  (a  commamication  from 
Meuimrt  Ormi€t,  jwtior,  and  De  Fonoielk). — "Improvements  in 
*'  galvanic  batteries,  and  in  apparatus  connected  therewith." 

The  batteries  described  and  shown  in  the  Spedflcation  and 
Drawings  have  the  following  peculiarities : — 

The  positive  and  negative  elements  are  moved  by  mechanical 
means  in  the  exciting  fluid ;  "  or  the  fluid  is  itself  agitated  or 
*'  disturbed  while  the  positive  and  negative  elements  are  sta- 
**  tionary."  A  method  of  accomplishing  this  object,  by  forcing 
air  through  the  solution  from  a  blast  pipe  with  flexible  tubes,  is 
described  and  shown ;  the  air  enters  from  beneath,  and  ''  sets  the 
^  fluid  in  violent  agitation." 
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As  »  farther  meuis  of  preserving  the  conatancj  and  atzcog&iif 

the  hMerjf  the  ezcitmg  fluid  is  caused  to  flow  continuously  site 

the  cells,  by  means  of  suitable  channels. 

With  the  abore-described  improvements,  there  is  used  a  hig;b]^ 

oxygenated  solution,  such  as  that  of  ^  bichromate  of  potaasa"  or 

"  binoxide  of  manganese." 
It  is  also  proposed  to  "  employ  the  air  process  for  agitating  ^ 

**  exciting  fluid  in  contact  with  the  carbon  when  the  carixin  a 
separated  from  the  sine  plates  by  porous  diaphragms  or  bf 
porous  cells,  and  when  acidulated  water  is  used  to  act  upon  tbe 
sine,  and  when  an  oxygenous  solution  is  used  instead  of  mtik 

"  add." 

[Printed,  9A.1 

A.D.  1857,  January  15.— N«  129. 

BEDSON,  Gborqb. — **  Improvements  in  coating  and  inf^i^*^ 
**  wire." 

Amongst  other  applications  of  this  invention,  it  may  be  used 
**  for  insulating  wire  when  it  is  employed  for  cfrndmeHmff  ekctnh 
"  magnetic  currents,  or  other  such  purposes." 

This  invention  relates  to  the  insulating  compound,  and  consito 
in  employing  such  a  mixture  of  caoutchouc,  tar,  and  ahellae  "  u 
"  to  be  solid  and  elastic  when  cold." 

Vulcanized  or  other  caoutchouc  or  gutta  percha  may  be 
employed ;  any  bitumen  may  take  the  place  of  ^e  tar,  and  aof 
other  resinous  substance  may  be  used  instead  of  the  shdlac,  birt 
the  above-described  mixture  is  preferred. 

The  caoutchouc  or  gutta  percha  is  dissolved  in  rectified  tar  oil 
or  other  solvent,  and  the  whole  is  melted  togedier  witii  the  reain 
and  bitumen, ''  so  as  to  form  a  solid  and  elastic  mass  when  cold." 

The  wire  may  be  coated  by  passing  it  through  a  vessd  con- 
taining the  fluid  mixture. 
CPrinted,  8(f .] 

A.D.  1867,  January  22.— N«  193. 

RUBERY,  John.—''  Improvements  in  mnnen,  top  notdiee,  and 

*'  other  parts  of  umbrellas  and  parasols." 
Malleable  cast  iron  is  used  ''in  place  of  the  metals  heretofiiR 
employed;"  and  the  articles  "are  cast  and  annealed,  and  aie 
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sliaped,  cut,  and  finished  to  the  fonns  desired  as  when  using 
brass  for  such  articles." 

This  invention  "  also  consists  in  making  the  notches  of  runners 
and  the  top  notches  of  umbrellas  and  parasols  from  two  some* 
^^hat  hollow  or  dished  discs  of  sheet  iron  or  steel." 
This  invention  further  "  consists  in  finishing  the  runners,  the 
top  notches,  and  other  parts  of  the  furniture  of  umbrellas  and 
parasols  when  not  of  brass  by  coating  them  with  brass  by  the 
electrotype  process.  For  this  purpose  the  articles  of  umbrella 
or  parasol  furniture  are  made  of  steel,  iron,  or  other  metal  (not 
brass)  in  the  usual  way,  and  they  are  thoroughly  cleansed  by 
pickling  and  scouring  with  sand ;  they  are  then  placed  in  the 
depositing  bath,  and  brass  is  deposited  on  them  to  the  desired 
thickness  in  the  ordinary  way." 
[:Pri]ited,6<l.] 

A.D.  1857,  January  23.— N«  211. 

BALESTRINI,  Pier  Alberto.  — ''Improvements  in  electric 
**  telegraphs,"  consisting  of : — 

Ist.  ''A  means  of  connecting  the  ends  of  submarine  telegraphic 
^'  cables  to  the  shore,"  and  "  protecting  them  from  rubbing  against 
*'  rocks  or  on  the  shore."  "  The  cable  is  passed  through  a  series 
**  of  cylindrical  blocks  of  wood  placed  at  short  distances  apart, 
"  around  each  of  which  a  bar  of  steel  is  wound  spirally  "  [heli- 
cally 7],  "  the  blocks  of  wood  being  held  together  by  chains.  One 
**  end  of  the  series  of  blocks  of  wood  is  fixed  to  the  shore  and  the 
**  other  end  to  the  cable." 

2nd.  "A  means  of  joining  the  ends  of  two  or  more  submarine 
**  telegraphic  cables  together."  The  ends  of  the  cables  to  be  joined 
are  passed  through  small  jointed  tubes  into  a  cylindrical  box, 
**  and  are  held  there  firmly  by  a  clamp  or  by  other  suitable 
**  means,  the  openings  through  the  tubes  being  closed  perfectly 
*'  water-tight."  The  ends  of  the  telegraphic  wires  of  the  cable 
vrt  passed  into  another  smaller  box  with  a  cover,  and  a  communi- 
cation made  '*  between  the  wires  opposite  each  other  by  clamping 
**  them  between  plates  of  copper."  The  external  cylindrical  box 
has  a  cover  bolted  on  to  it,  which  cover  carries  "  a  hook  for  lower- 
"  ing  the  box  into  the  water;"  the  box  also  has  a  ring  supported 
by  picketing  arms,  which  ring  enables  an  anchor  to  raise  the 
box,    The  interior  of  the  smaller  box  ia  fiUed  with  resin  in  order 
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to  inralite  the  diifiBrent  wires  firom  eadi  other;  but  smtable  po- 
vision  18  nude  for  undamping  the  wires. 

drd.  "  Winding  around  the  centre  core  of  snbmariiie  cablesy  <m 
**  which  the  insuhited  wires  are  laid,  a  thin  copper  wire  in  kaf 
**  open  spirals"  [helices?],  "  in  order  to  carry  off  the  indocei 
"  electricitj  from  the  insulating  material." 
[Printed,  U.l<l.] 


A.D.  1867,  January  26.— N*  232. 

HIGHTON,  Edward. — "  Improvements  in  electric  telegn^ihSb'' 
This  invention  consists  in : — 

Ist.  "  Using  an  additional  battery  to  neutraliae  the  influence  of 
"  the  line  current  on  the  instrument  at  the  sending  statkuL" 
The  neutralizing  current  from  the  additional  or  "  counteradiB^ 
*'  battery  "  is  brought  into  action  by  a  short  circuit  made  at  Hat 
same  time  as  the  line  circuit  is  completed,  in  the  opposite*  direc- 
tion, and  only  including  the  coils  of  the  sending  instmnMBt 
According  to  the  above  arrangement  *'  there  is  no  necessity  liar  a 
separate  counteracting  coil  wire "  (as  usually  employedX  and 
each  counteracting  battery  adds  to  the  power  of  the  effscti 
produced  by  the  main  battery  on  the  distant  coiL"  "  Whoi  a 
main  battery  is  used  at  each  sending  station,"  "  ihe  instrament 
"  coil  at  each  distant  station  is  to  be  provided  with  a  oountenetiiif 
"  battery." 

2nd.  Telegraphing  through  submarine  wires  by  means  of  appa- 
ratus "  so  arranged  as  always  to  produce  the  telegn^hic  indicatioB 
*'  hy  connecting  the  zinc  pole  of  the  battery  with  the  line  wire, 
"  and  the  copper  pole  with  the  earth  to  complete  the  circuit,'*  in 
place  of  connecting  the  submarine  wire  with  either  pole  at  various 
times.  By  this  means  any  point  of  the  sulnnarine  wire  that  may 
be  in  contact  with  the  sea  water  "  is  preserved  from  oxidation  tDd 
"  decay." 

Srd.  "  Causing  an  electric  current  from  the  zinc  pole  of  s 
"  battery  to  pass  through  the  subiharine  wires  of  electric  tde- 
"  graphs,  at  all  times  when  the  telegraph  is  not  in  use,  in  order 
"  to  prevent  oxidation  or  decay." 

The  1st  and  3rd  improvements  are  elucidated  by  reStttoec  to 
the  proposed  submarine  telegraph  between  England  and  Ameriei. 
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A.D.  1867,  Januaiy  28.— N«  242. 

IXJNTER,  ConN. — {ProvUional  Protection  only,)    "Improve- 
xnents  in  bleaching  or  cleansing  textile  f&brics  or  materials,  and 

'    xnaterials  used  for  making  paper." 

This  invention  "has  for  its  object  an  increased  rapidity  and 

'    economy  in  the  operation  of  bleaching  or  cleansing. 

**  The  invention  consists  essentially  in  employing  a  current  or 

*  currents  of  the  electric  fluid,  generated  or  excited  in  any  con- 

*  venient  manner  by  any  suitable  apparatus  in  combination  with 

*  the  chemical  agents  used  in  the  bleaching  process  in  such  a 
^  manner  as  to  promote,  excite,  or  hasten  the  chemical  action  of 
'*  such  agents  upon  each  other,  or  upon  the  colouring  matters  in 
'^  the  materials  which  are  being  bleached. 

According  to  one  modification  the  electric  fluid  is  made  to 
act  in  a  dash-wheel  or  rotating  chamber  containing  the  materials 
to  be  bleached  or  cleansed,  carbonic  acid  gas  and  chlorine  being 
*'  likewise  introduced  into  such  wheel  or  chamber,  and  steam  also 
'*  if  foimd  desirable." 

"  The  electric  fluid  may  be  employed  in  various  wajrs,  being 
^  combined  with  or  acting  on  any  of  the  various  chemical  agents 
"  used  in  bleaching,  and  being  used  in  ooiyunction  with  steam, 
"  or  without  it,  and  in  any  form  or  kind  of  vessel  or  chamber." 
CPrinted,  8d.] 

A.D.  1867,  February  19.— N»  484. 

PRICE,  David  Lloyd. — "Improvements  in  electric  apparatus 
*'  for  giving  signals,  and  appliances  connected  therewith,"  con- 
mating  of: — 

Improvements  on  the  electric  alarum,  secured  to  the  Patentee 
by  Letters  Patent,  N°  2862  (1866),  in  which  a  feebler  electric  cur- 
rent liberates  the  centrifugal  hammer  of  the  bell.  The  centri- 
fugal hammer  is  caused  to  rotate  by  means  of  clockwork  in  the 
ordinary  manner.  Besides  the  wheels  and  pinions  of  the  clock- 
work, there  are  two  other  axles  totally  independent  of  the  said 
clockwork,  but  connected  to  the  armature  of  the  electro-magnet ; 
each  axle  carries  a  toothed  wheel,  the  wheels  gearing  into  each 
other;  the  upper  wheel  has  a  projecting  pin  by  which  the  arma- 
ture turns  the  wheels  on  the  excitatiou  of  the  electro-magnet; 
Sin  V^m  or  "cross  pin,"  on  the  hammer  a^is,  usually  presses 
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against  the  axis  of  the  lower  wheel,  which  is  half  round  in 
at  the  place  of  pre88i4re.  When  the  electro-magnet  is  excited,  die 
two  wheels  are  rotated,  so  that  the  half  round  portion  of  the  adi 
lets  the  arm  pass  it ;  thus  the  hammer  is  liberated  and  tiie  bd 
rung.  Sometimes  another  toothed  wheel  on  the  hammer  axisi 
gearing  into  a  stop  wheel,  is  used  "  to  stop  the  rotation  of  the 
hammer  when  the  wheel  acts  on  the  said  notdiea  or  stops 
arranged  for  that  purpose."  Steel  springs  may  be  fixed  to  ea^ 
end  of  the  cross  pin,  "to  break  the  momentum  when  the  electiie 
**  current  is  broken." 

Improvements  in  the  means  of  conducting  the  electric  cuncnt 
along  the  train  of  railway  carnages  by  preserving  metallic  con- 
tact  between  the  carriages,  and  yet  allowing  the  carriages  and 
connections  between  them  to  be  easily  attached  and  detadied ; 
*'  and  also  in  case  the  connections  between  the  carriages  become 
drawn  out  beyond  a  certain  distance  by  the  carriages  beeoamig 
separated  or  otherwise,  to  cause  the  circuit  of  the  electric  cnr- 
'*  rent  to  be  completed  by  bringing  the  negative  and  positive 
poles  in  contact,  and  by  that  means  to  act  on  the  bell  apparatus 
placed  on  the  engine  or  other  part  of  the  train."  Tills  object 
is  effected  by  means  of  pieces  of  metal  on  the  circuit  wires,  and 
connected  metallically  with  them,  the  said  pieces  of  metal  beni^ 
brought  together,  on  the  stretching  of  the  conductors  beycmd  a 
certain  distance,  by  a  cord  attached  to  the  connections  between  the 
carriages.  The  connections  between  the  carriages  are  attached  to 
blocks ;  the  insulated  wire  having  a  certain  amount  of  slack,  and 
the  blocks  being  attached  to  fixtures  upon  the  carriage  by  an 
India-rubber  or  other  spring,  the  wires  may  be  drawn  out  a  certain 
distance,  and  are  thereby  easily  connected. 

"  Improvements  in  the  means  of  completing  and  breaking  Uie 
**  electric  circuit  as  applied  to  doors,  windows,  and  other  parts 
*'  of  buildings  or  places,  and  to  iron  safes,  desks,  and  other 
**  articles."     In  the  first  instance  the   circuit  is  completed  by 
a  metal  hand  being  moved  from  ''off"  to  "on,"  a  hand  inside 
the  box  or  chest  making  the  connection  indicated  by  the  outside 
hand ;  or  a  clock  hand  may  make  the  requisite  connection  wheo 
it  reaches  the  time  indicated  on  a  dial.    In  the  second  instance  a 
cross  pin  is  pressed  against  a  metal  washer  by  a  helical  spring, 
thus  completing  the  circuit,  unless  the  stud  of  the  cross  pin  is 
pressed  inwards  by  the  door  being  closed.     In  the  third  instance 
a  metal  spring  fixed  to  a  metal  plate  completes  the  circuit  Iff 
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oomiiig  into  contact  witli  an  insulated  metal  stud.    Conductors 
may  be  f onned  by  tvisting  an  uninsulated  wire  round  an  insulated 
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A.D.  1857,  February  23.— N^  526. 

DBVINCENZI,  Giuseppe. — "Improvements  in  producing 
**  figures  and  designs  upon  plates  for  printing  from,"  consisting 
of:— 

1st.  Producing  "either  regular  grain  or  plain  tints  or  fancy 
figures,"  on  metallic  plates,  "  in  order  to  engrave  them  in  relief 
by  chemical  or  electro-chemical  action,*^  By  preference,  litho- 
graphic ink  is  mixed  with  alcohol,  and  a  zinc  plate  is  covered 
therewith  by  means  of  brushes.  The  plate  is  then  prepared  as 
usual  for  zincographic  printing  (except  that  varnish  is  applied 
with  a  roller),  and  engraved  as  above  mentioned.  Before  preparation 
any  desired  figure  maybe  drawn  in  lithographic  ink  or  chalk ;  and 
when  the  plate  is  varnished  the  design  may  be  drawn  with  a 
varnish. 

2nd.  Paper  stained  or  marbled  by  any  oily  or  bituminous  matter 
is  transfeired  upon  a  metallic  plate,  and  the  plate  engraved  as  in 
the  Ist  improvement.  When  oily  matters  are  used  the  plate  is 
prepared  with  varnish,  as  above  mentioned. 

3rd.  **  Instead  of  varnishing  these  plates,"  a  resinous  or  bitu<« 
minous  substance  may  be  powdered  over  them.  "  In  the  act|iiitinto 
**  process  '*  a  regular  grain  may  thus  be  produced. 

4th.  By  preference,  strong  varnish  mixed  with  alcohol  is  used  to 
cover  the  plate,  and  to  produce  varied  figures  by  means  of  brushes, 
combs,  sponges,  fabrics,  &c.  Figures  and  designs  may  be  added 
by  the  varnish,  and  heat  applied  to  produce  variety. 

5th.  Drawing  on  a  metallic  plate  with  varnish,  and  engraving  it 
**  6y  galvanic  action,** 

6th.  Producing  designs  upon  stones,  and  engraving  them  by 
chemical  action, 

[Printed,  4(1.] 
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A.D.  1857>  Felmuy  28.— N«  588. 

HARRISON,  Charles  Wbightman. — "  Improvements  in  ob- 
taining light  by  electricity,"  relating  to : — 

Ist.  "  The  preparation  of  electrodes." 
Condensed  gas-carbon  electrodes "  are  formed  by  **  pUcii^ 

pieces  of  metal  or  other  material  in  gas  retorts,  or  in  tubes  ood- 

nected  therewith,  for  the  purpose  of  receiving  a  deposit  of  gat 
"  carbon."  When  the  pieces  sre  coated  to  the  desired  thickness 
thej  are  cut  or  ground  down  "to  any  required  form  of  electrode." 

Spongy  or  powdered  metals  are  formed  into  electrodes  bj  com- 
pression ;  in  this  way  electrodes  may  be  formed  *'  of  a  combina- 
'*  tion  of  metal  powder  and  plumbago  or  other  form  of  ctachon.*' 

2nd.  "The   electric  constant  light    i^paratus."      A  positive 
cylindrical  electrode  is  made  to  rotate  on  its  horizontal  or  longi- 
tudinal axis,  it  also  has  an  "  onward  motion  in  the  line  of  its  axis ;" 
the  negative  electrode  "  is  in  tiie  form  of  a  point  or  pencil,"  it  b 
vertical,  and  is  opposite  to  the  circumference  of  the  positive 
electrode,  directly  above  its  aids.     When  the  electric  current  cir- 
culates, an  electro-magnet  in  the  light  circuit  releases  clockwork 
which  moves  the  positive  electrode,  as  described  above,  and  draws 
away  the  negative  electrode,  thus  producing  tiie  light  between  the 
point  of  the  negative  electrode  and  the  portion  of  the  drcnmference 
of  the  positive  electrode  immediately  opposite  to  the  said  negative 
electrode.  By  this  apparatus  the  light  is  produoed  at  varying  points 
on  the  cylindrical  electrode,  whidi  points  form  a  "  spiral "  [h^cal  ?] 
path  on  the  cylinder's  circunofierenoe ;  spur  gear  communicates 
rotary  motion  from  the  clockwork  to  the  said  cylinder's  central 
axis,  and  a  fixed  hollow  screw  enables  a  "  dip  "  attached  to  the 
cylinder  to  give  it  rectilinear  lateral  motion.    The  negative  elec- 
trode is  raised  by  means  of  a  cord  passing  over  pulleys,  which 
connects  the  said  negative  electrode  with  the  armature  of  the  elec- 
tro-magnet by  means  of  a  ring  on  the  electrode  holder,  and  a  rod 
and  clip  arrangement  n  immediate  connection  with  the  lever  of 
the  armature. 

3rd.  "  A  mode  of  maintuning  a  very  uniform  distance  between 
*'  a  rotary  disc  positive  electrode  and  a  point  or  pencil  negative 
"  electrode.  This  mode  consists  principally  in  keeping  in  contact 
"  with  the  periphery  of  a  rotary  disc  elec^de  a  roller  or  pulley, 
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**  or  other  contrivance,  which  is  connected  by  a  chain  or  band,  or 
^^  bj  levers*  with  a  pendant  or  sliding  point  or  pencil  electrode, 
^'  whereby,  as  the  positive  electrode  diminishes,  the  negative  elec- 
'^  trode  is  permitted  continuously  to  advance  without  causing 
^*  sudden  fluctuations  in  the  light."  The  Drawings  show  this 
-method  in  combination  with  an  electro-magnet,  and  rod  and  clip 
flurrangement. 

4th.  "  Improvements  in  producing  a  succession  of  flashes  or 
**  streams  of  light." 

Reciprocating  motion  is  given  to  two  (or  more)  negative  elec- 
trodes by  means  of  electro-magnets  in  the  light  circuit;  the  arma- 
tures of  the  said  electro-magnets  acting  upon  levers  connected 
with  the  negative  electrodes  in  such  a  way  that  whilst  one  negative 
electrode  is  drawn  away  from  the  positive  electrode,  and  giving 
light,  the  other  negative  electrode  is  in  contact  with  the  positive 
electrode.  The  negative  electrodes  are  hollow  pencils,  and  act  in 
combination  with  a  single  positive  electrode  of  mercury.  The 
Drawings  show  the  mercury  contained  in  a  covered  glass  vessel  in 
which  the  light  is  produced ;  the  glass  vessel  has  communication 
by  a  small  pipe  at  the  bottom,  and  by  a  bent  portion  at  the  top, 
with  an  iron  reservoir  of  mercury,  in  order  that  the  level  of  the 
mercury  may  be  unaltered,  and  that  the  vaporized  mercury  may  be 
condensed  in  the  said  iron  reservoir.  A  suitable  electrotome  com- 
pletes the  electric  circuit  through  each  electro-magnet  and  its 
electrode  alternately. 

Steel  armatures  may  be  employed  "in  connection  with  the 

"  electro-magnet  in  place  of  soft  iron,  so  that  its  residual  mag- 

.''  netism  shall  serve  to  retun  the  electrode  or  electrodes  in  the 

**  position  assumed  during  the  passage  of  the  last  current.    On 

**  the  airival  of  each  succeeding  current,  the  transmission  of  which 

is  regulated  by  a  suitable  electrotome,  the  electrodes  are  moved 

or  drawn  away  one  from  another  by  the  force  originated  by  the 
'*  current,  a  flash  or  stream  of  light  is  produced,  and  the  residual 
**  magnetism  holds  the  electrodes  in  position  for  another  electric 
"  impulse." 

Another  mode  of  producing  "  successive  flashes  or  streams  of 
*'  light "  consists  in  giving  a  '*  vibratory  motion  "  to  one  or  more 
negative  electrodes  by  means  of ''  an  axial  bar  or  magnet "  used  in 
connection  with  an  electric  coil. 
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'niia  improvement  is  applied  to  suooeanireij 
number  of  marine  buoys  or  beacons  in  the  following  manns  r— 
An  electrotome,  consisting  of  a  suitably  toothed  cylinder  rotakd 
by  electro-magnets  in  the  light  circuit,  makes  electric  coimectiim 
sttooessively  with  light  apparatus  placed  upon  a  number  of  hxtsp 
**  moored  around  shoals  or  sand-beds,  as,  for  instance,  the  Good- 
*'  win,"  thus  causing  "a  belt  of  fire"  to  surround  them.  A 
submarine  cable,  composed  of  as  many  wires  as  lights,  (x>nrey3  tiv 
electric  current  from  the  teeth  of  the  electrotome  to  the  buoys. 

5tii.  The  use  of  a  secondary  or  induced  current  from  an  induc- 
tion coil  ("  with  or  without  a  condensing  arrangement ")  in  con- 
nection with  a  primaiy  current  to  produce  the  electric  li|rht. 

The  primary  current  gives  motion  to  the  electrodes  and  the 
secondary  current  alone  produces  the  light.  It  is  preferred  not  to 
break  the  circuit  of  the  primary  current,  but  to  reverse  it. 

6th.  *'  Combining  the  currents  generated  in  an  inductive  eoA 
"  with  currents  of  magneto-electricity  produced  by  the  motion  of 
'^  a  conductor  within  the  action  of  permanoit  magnets^  so  as  to 
*'  increase  its  effect  in  producing  light." 

7th.  "  Effecting  signals  by  electric  light."  An  electrotome  or 
arrangement  of  electrotomes  let  on  the  cturent  at  suitable  internes, 
To  signal  a  number,  the  cylinder  of  the  electrotome  has  teeth  coif 
responding  to  the  digits  in  the  number,  a  gap  in  the  consecutive 
teeth  occurs  between  each  digit,  and  a  larger  space  at  the  end  of  the 
number ;  each  time  a  tooth  passes  a  spring  or  stud  in  the  circait  s 
distinct  flash  of  electric  light  is  produced. 

8th.  "  Indicating  the  depth  of  water  by  electric  light." 
A  float  within  a  tube,  as  it  rises  and  falls  ''by  suitable  me- 
"  chanical  contrivances,"  ''calls  into  operation  different  dectro- 
"  tomes,  and  these,  by  completing  the  circuit  of  the  current^  gi^ 
"  rise  to  flashes  of  light  in  number  according  to  the  depth  d 
"  water  in  feet." 

To  distinguish  this  from  other  marine  lights,"  it  is  msde 
a  colored  light  by  placing  a  colored  glass  before  it,"  or  by  the 
use  of  the  '*  improved  metal  electrodes "  described  in  the  1st 
part  of  the  Spedflcation, 

[Printed,  U.  11(^] 
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A.D.  1857,  Marcli  9.— N'  680. 

C::UMIXE,  Jambs  Andrew,  and  HUNTER,  Colin.— "Im- 
^^  provements  in  electro-magnetic  engines  and"  [galvanic?] 
**  batteries." 

In  a  rotary  electro-magnetic  engine  the  fixed  electro-magnets 
from  the  rotating  shaft  as  from  a  centre ;  thej  are  fixed 
the  circumference  of  a  circle  equidistant  from  each  other.    The 
rotating  shaft  carries  a  numher  of  equidistant  soft  iron  armatures 
(on  an  armature  wheel),  which  pass  nearly  in  contact  with  the  poles 
of  the  electro-magnets,  the  number  of  armatures  being  equal  to  or 
(preater  than  the  number  of  electro-magnets.    The  electro-magnets 
»ie  divided  into  *'  series  or  coi^oined  sets,"  all  those  of  one  set 
"being  excited  at  one  time ;  the  electro-magnets  composing  each  set 
aare  separated  firom  others  in  the  same  set  by  the  intervening  ones 
which  belong  to  other  sets,  the  sets  being  excited  in  consecutive 
order  until  the  first  set  are  agiun  included  in  the  electric  circuit, 
l^en  the  galvanic  battery  is  connected  to  this  engine,  one  set  of 
Brmatures  is  attracted  and  brings  the  next  set  of  armatures 
within  the  attractive  influence  of  the  next  consecutive  set   of 
electro-magnets,    to  which  the  electric   current   is   transferred 
by  the  action  of  the  commutator  just  before  the  armatures  are  in 
»  radial  line  with  the  excited  electro-magnets ;  a  continual  repeti- 
tion of  this  action  produces  a  ''  peculiarly  uniform "  rotation  of 
the  central  shaft.    The  commutator  consists  of  wheels  with  con- 
ducting and  non-conducting  portions  suitably  placed  on  their 
peripheries :  rollers  (one  in  connection  with  each  "  set "  of  electro- 
magnets) press  upon  the  wheels  and  excite  the  magnets,  as  above 
set  forth.    There  are  two  commutator  wheels,  one  arranged  to 
excite  the  electro-magnets  on  one  side  of  the  armatures,  the  other 
arranged  to  excite  the  electro-magnets  on  the  other  side  of  the 
armatures ;  the  current  is  transferred  from  one  of  these  wheels  to 
the  other  by  a ''  spring,"  which  can  be  set  against  one  of  two  studs ; 
the  direction  of  motion  of  the  engine  is  reversed  by  this  means. 

The  improvements  in  galvanic  batteries  consist  in  "the  use  and 
''  application  of  steel  in  the  anrangement  and  construction  of 
"  electric  or  galvanic  batteries  in  lieu  or  in  place  of  copper,  iron, 
'*  or  platinized  silver."  In  the  examples  given,  aino  is  stated  to 
be  used  as  the  positive  plate  of  the  battery  in  connection  with 
•ted  as  the  negative  plate. 
[Printed,  ed.] 
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A.D.  1857,  March  11.— N»  702. 

JONES,  Robert  Lewis. — "  Improvements  in  pegnlifcting  docb 
bj  electricity." 

In  this  invention  dooks  aie  regulated ''  by  combining  or  eos- 
necting  a  standard  or  regulating  dock  with  one  or  ia<»«  sob- 
sidiarj  clocks  in  such  manner  that  a  current  of  dectndtj  k 
transmitted  at  regular  intervals  by  the  standard  dock,  and  made 
*'  to  retard  or  accelerate  the  motion  of  the  pendulum  or  balanee 
'*  of  the  subsidiary  dock  or  docks  when  necessary,  so  as  to  caoae 
"  it  or  them  to  keep  time  with  the  standard  or  regulating  dock, 
"  such  subsidiary  docks  being  complete  docks,  and  ci^pable  of 
"  going  independently  of  the  standard  or  regulating  dock." 
In  applying  this  invention  to  pendulums,  the  "  pendulum  bob 
may  consist  of  a  coil  of  wire  which  is  traversed  by  the  elecdrie 
current,  and  which  passes  around  or  over  a  magnet  or  magnets 
during  its  oscillations ;  or  the  coil  or  coils  may  be  fixed  and  the 
magnet  or  magnets  attached  to  the  pendulum."    The  Drawings 
show  various  ways  of  completing  the  electric  circuit  by  the  stan- 
dard pendulum,  so  as  to  transmit  currents  dther  every  second  or 
every  two  seconds. 

This  mode  of  regulating  may  also  be  applied  to  balance  docks 
in  a  similar  manner. 

If  the  dock  pendulum  or  balance  be  behind  the  standard  pen- 
dulum, the  moving  coil  is  drawn  further  on  to  the  fixed  magnet, 
and  the  motion  of  the  pendulum  or  balance  accderated.  On  the 
other  hand,  if  the  pendulum  or  balance  be  in  advance  of  the 
standard  pendulum,  the  coil  is  retained  on  the  magnet,  and  the 
motion  of  the  pendulum  or  balance  retarded. 
[Printed,  10(2.] 

A.D.  1867,  March  11.— N«  710. 

COOPER,  Jambs  DAYiH^^ProvitUmal  Proteciiom  omfy,)  **  Im- 
provements  in  producing  engraved  sur&oes  for  sui£soe  printing.'* 
The  dra^ring  or  design  for  the  surface  to  be  product  is  mado 

"  on  a  block  of  wood,  as  for  ordinary  wood  engraving,  but  afto- 
wards,  in  place  of  cutting  away  the  white  parts  of  tiie  dmriof 

*'  or  design,  so  as  to  leave  the  hnes  sftandingin  rdief,  the  fiBsi  are 
cut  away,  so  as  to  leave  the  whites  in  jnhcsF.  When  this  is  daat, 
the  wood  block  is  coated  with  varnish,  care  being  taken  that 
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"the  varnish  does  not  run  into  the  engraved  lines^  And  one  coat 
of  varnish  is  laid  on  after  another  until  the  necessary  thickness 
of  coat  is  obtained;  afterwards  the  parts  where  the  whites  are 
broad  are  built  up  with  cement^  so  as  further  to  increase  the 
height  of  these  parts. 

The  next  process  consists  in  taking  an  electrotype  in  the 
ordinary  way  from  the  block  thus  prepared,  which  electrotype 
*^  is  to  be  used  as  the  printing  surface ; "  but  before  so  using,  it 
is  ground  down  to  an  even  face  (by  preference)  "  on  a  revolving 
stone  of  fine  texture,  and  the  grinding  process  is  to  be  continued 
until  the  shallowest  lines  of  the  original  block  begin  to  appear. 

Lastly,  the  electrotype  is  mounted,  and  it  may  then  be  used 
for  surface  printing  as  an  ordinary  wooden  block  is  used. 
^  Blocks  for  surfJEkce  printing  from  line  engpraved  plates'*  are 
prepared  as  follows  i — "  An  electrotype  or  reversed  copy  of  the 
"  plate "  ("  that  is  to  say,  a  plate  with  projections  to  correspond 
^  with  the  depressions  of  the  original  plate ")  is  obtained ;  such 
electrotype  is  ground  away  "  until  a  surface  suitable  for  surface 
**  printing  is  obtained." 
CPriuted,W.] 

A.D.  1857,  March  13.— N»  726. 

JUVIN,  Edmond  Joseph  Nicolas. — {Protfisional  Proteetum 
onlf.)    **  Improvements  in  producing  printing  surfaces." 

This  invention  **  relates  to  such  surfaces  as  are  printed  from  in 
*'  the  manner  of  letter-press  printing,  which  surfaces  are  prin- 
**  dpaUy  applicable  for  printing  music." 

A  sheet  of  tin  is  suitably  engraved,  by  punches  or  otherwise, 
and  a  gutta  percha  oast  taken  to  prove  the  work.  The  requisite 
eorrections  having  been  made,  a  copper  electrotype  cast  is  taken 
of  the  tin  surfiaoe;  this  cast  is  ready  for  printing  from  when 
backed  up  with  a  mixture  of  lead  and  antimony.  "  Instead  of 
*'  using  a  deposit  of  copper,  the  lead  may  be  cast  at  once  on  the 
*'  engraved  plate  of  tan,  and  a  block  suitabk  to  be  printed  from 
"  thereby  produced." 

According  to  another  method,  a  plaster  cast  is  taken  of  the 
above-mentioned  gutta  percha  surfsce ;  lead  is  cast  in  the  plaster 
mould,  and  serves  as  the  relief  printing  surface. 

According  to  a  third  method,  "  the  lead  block  in  relief  obtained 
**  as  last  herein  described,  may  be  used  to  produce  a  concave  cast 
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**  in  gutta  patcha>  which  is  submitted  to  »  dqMwit  of  copper  \/f 
*'  electrical  agencj.     The  film  of  copper  so  deposited  is  Ite 
**  backed  up  wi&  lead  to  form  a  block  to  print  from." 
[Printed,  Sd.] 

A.D.  1867,  March  17.— N*  744. 

ASKEW,  Charlss,  ASKEW,  John,  and  MYERS,  Hkxbt. 

—This  invention  is  entitled  "  Improrements  in  hTdraolie  sod 
refrigerating  apparatus  for  the  purpose  of  raising  sunken  vesseb, 
anchors,  and  all  other  submerged  bodies  with  liglit  and  otbff 
"  certain  apparatus  used  for  the  same  purposes ;"  it  rdates  priiH 
dpallj  to  apparatus  for  rusing  sunken  vessels,  but  a  "safety 
**  pneumatic  diving  cage  **  is  described  and  shown,  which  is  used 
(amongst  other  purposes)  "for  laying  down  and  recovering**  [^dec* 
trie  ?]  "  telegraph  cables:* 

The  *'  safety  pneumatic  diving  cage  "  is  "  constructed  of  wrougkU 
"  iron  tubes  or  bars  and  heavy  spike  wdght  rests ;"  it  carries  **  on 
**  its  head  or  top  a  dome  conical  centre  air  cylinder  or  chamber." 
The  air  cylinder  or  vessel "  "  is  arranged  in  either  one  or  two 
compartments,  so,  if  necessary,  it  both  furnishes  air  to  the 
diver,  and  also  enables  him  to  remove  his  helmet  if  oppressed 
with  fstigue/'  The  "  cage  "  has  also  the  following  a<]ynncto  :^ 
Valves  or  air  cocks,  for  enabling  the  divers  to  supply  themsehei 
with  air  in  case  of  accident  or  otherwise;"  ''  guide  break  rcdlen, 
"  attached  and  affixed  on  each  side  of  the  cage,  to  keep  it  levd 
while  lowering,  and  stopping  it  at  any  point  required  in  its 
descent ;"  levers  on  each  side,  acting  on  and  keeping  the  gude 
roller  "  %ht  to  '*  guide  suspension  ropes,"  ''which  have  affixed 
to  thdr  ends  two  heavy  weights,"  ''to  keep  them  vertical  and 
sinking;"  "two  sliding  doors,  admitting  ingress  and  q;resi 
of  the  divers  at  will;"  and  " seats  for  the  use  of  the  divers  to 
"  rest  themselves." 

A  lamp  may  be  attached  to  the  "cage "  or  to  the  helmet  of  the 
diver  so  as  to  derive  air  therefrom ;  the  foul  air  has  its  exit  through 
a  tube  having  its  orifice  downwards. 
[Printed.  U.9rf.] 

A.D.  1857,  March  25.— N«  826. 

OUDRY,  Charles  FBAN9018  Leopold. — **  Improvements  in 
"  the  preservation  of  articles  of  cast»  wrought  rolled^  and  foiged 
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e:  ^  iTon,  zinc,  and  otber  metalB  or  alloys  of  metals  agunst  oxidi^ 
%  r  **  tion,  from  humidity  and  other  destructive  efEbcts  of  air  and 
^r       "  water." 

This  invention  consists  in  electro-depositing  pure  copper  to  any 

desired  thickness  upon  the  above-mentioned  articles,  "  after  being 

**  first  coated  with  one  or  several  coats  of  a  composition  in  a  liquid 

_        "  or  semi-liquid  state,  serving  as  an  isohhting  and  metallising 

^  •*  medium." 

' '  The  process  is  as  follows : — ^The  articles  are  brushed,  "  dipped 

once  or  several  times  into  a  hot  or  cold  liquid  varnish  (the  inter- 
mediate coating),"  withdrawn  to  diy,  and  dipped  into  another 
liquid  or  metallic  varnish."    When  the  varnish  is  perfectly  dry, 
the  articles  are  electro-coated  with  copper  by  means  of  a  solution 
of  sulphate  of  copper,  "  which  may  be  acidulated,"  washed,  and 
dried. 

The  varnishes  are  composed  of  "  resinous,  gummy,  or  bitumi- 
**  nous  matters,  combined  with  greasy  or  essential  oils  and  metallic 
"  salts,  such  as  minium,  white  lead,  litharge,  cinabar  "  [cinnabar  ?], 
«<  scad  other  agents  having  analogous  properties." 

After  copper  is  deposited  upon  the  above-mentioned  articles, 
they  cau,  if  required,  be  gilt,  bronzed,  or  silvered. 
[Printed,  Sd.] 

A.D.  1857,  March  28.-^N<'  869. 

GIRARD,  HippoLYTB  Bbnignb.  —  "Improvements  in  insu* 
"  lating"  [electric?]  "telegraphic  wires  or  conductors,  and  in 
"  Apparatus  for  stretching  such  wires." 

Telegraph  wires  are  insulated  "  by  the  application  of  two  coat- 
**  ings,  the  first  composed  of  graphite  or  plumbago,  sifted  and 
**  mixed  with  glue  or  size,  kept  liquid  by  a  gentle  heat.  This 
"  coating,  unaffected  by  water,  preserves  a  certain  elasticity,  which 
*'  prevents  any  dilatation  or  contraction  of  the  metal  from  acting 
**  upon  or  being  communicated  to  the  second  coating."  llie 
second  coating  is  composed  of  two  parts,  which  are  fused  together, 
having  been  previously  fused  separately ;  the  first  part  contains 
dried  linseed  oil,  "flower  of  sulphur,"  and  gutta  percha,  the 
second  part  contains  "  orcansson  "  and  tar.  The  wire  to  be  coated 
is  passed  "  in  the  hot  melted  mass  "  and  allowed  to  dry  and  cool 
*'  before  coming  in  contact  with  anjrthing." 

"To  insulate  suspended  tel^(raph  wires  without  taking  them 
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"  dowTi,"  a  trouf^h  apparatus  is  used,  which  is  made  to  ^srd 
alonf^  the  wires  hr  means  of  a  rope  and  pullies.  Tlie  tiough  con- 
tains the  insuhhting  material,  and  maj  have  lamps  undemei^h  t» 
heat  the  composition  and  reservoirs  at  each  end  to  receive  the 
insulating  material  that  runs  off. 

The  "apparatus  for  stretching  telegraph  wires  consists  of  a 
"  wheel,  a  disc  of  porcelain,  glass,  or  other  like  non-oonducting 
"  material,^  pierced  through  the  centre  to  receive  a  metal  axis,  od 
**  one  end  of  which  there  is  a  ratchet  wheel  and  on  the  other  a 
handle ;  a  paul  from  a  post  takes  into  the  ratchet  vheeL  Tlie 
end  of  a  wire  leading  in  one  direction  is  connected  to  one  side 
of  the  disc,  and  the  end  of  another  wire  leading  in  a  contrary 
direction  is  attached  to  the  opposite  side  of  the  disc,  so  diai 
on  turning  the  handle,  both  wires  are  stretched  at  the  same 
"  time." 

For  underground  tdegraphs,  the  wires,  coated  separate! j  with 
the  first  coating  and  united  into  one  mass  by  the  second  coating, 
**  are  placed  in  hollowed  glass  bowls;"  these  *' bowls"  have 
"  a  projection  on  one  side,  and  a  recess  on  the  other,'*  so  that 
when  they  are  put  together  (by  means  of  melted  sulphur)  "  they 
form  a  passage  through  which  the  telegraph  cable  or  wire  is 
passed."  Porcelain  or  earthenware  may  be  used  to  oonstnici 
the  "  bowls  "  of,  instead  of  glass. 
[Printed.  7  A] 

A,D.  1867,  March  31.— N«  887. 

GOODE,  Samuel  Jabez. — ''  An  improvement  or  improyements 
**  in  depositing  metallic  alloys  by  electricity." 

This  invention  consists  in  using  plates,  of  the  metals  of  which 
the  alloy  is  composed,  in  contact  with  the  positire  battery  pole  in 
the  depositing  solution,  instead  of  a  plate  of  the  alloy  itself,  as 
hitherto  practised. 

The  use  of  each  metal  separately  in  connection  with  the  positive 
battery  pole,  and  forming  the  anode  or  dissolving  plates  in  the 
depositing  solution,  enable  the  proportions  of  the  metals  composing 
the  alloy  deposited  on  the  negative  battery  pole  or  cathode  to  be 
regulated  to  the  greatest  nicety ;  for  this  purpose  the  plate  of  the 
metal  depositing  in  too  great  a  proportion  may  either  be  immersed 
to  a  less  depth  in  the  solution,  or  receded  from  the  surfiEu«  to  be 
coated,  or  the  plate  ot  the  metal  not  depositing  in  sufficient  pn>- 
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portion  maj  be  immersed  deeper  into  the  solution,  or  approached 
to  the  surface  to  be  coated.  In  this  manner  the  using  plates  of 
the  separate  metals  composing  the  alloy  enables  the  effects  of 
variations  of  temperature  and  of  battery  power  and  of  other 
diBturbing  causes  to  be  completely  compensated. 

The  alloy  may  be  "  composed  of  two  or  more  metals." 
[Triiited,8d.3 

A.D.  1867,  April  3.— N«  923. 

BOX,  William  Hknry.— "  An  improved  fish  hook." 

This  invention  consists  of : — 

let.  "The  application  of  the  electroplating  process  to  the 
**  coating  of  fish  hooks  generally."  They  may  be  electro-coated 
**  with  gold,  silver,  or  other  me<»ls  when  required." 

2nd.  ''  The  peculiar  mechanical  application  of  a  double  swivel 
"  to  fish  hooks,  to  the  box  of  which  the  hook  is  directly  attached 
"  by  means  of  a  knob  or  pin-like  head,  and  not  to  an  eye  as 
**  usually  practised." 

[Printed,  Sd.] 

A.D.  1867,  April  3.— N"  933. 

BAUDOUIN,  Felix  Marie. — "  Improvements  in  the  wires  or 
*'  conductors  of  electric  telegraphs,  and  in  the  machinery  for  the 
'*  manufacture  thereof." 

The  improvements  are  as  follows : — 

"  The  insulation  of  the  wires  or  conductors  of  electricity  by  the 
"  application  of  insulating  coatings  or  coverings,  consisting  of 
**  tapes  or  ribbons  of  tissue  of  textile  or  thread  material  them- 
**  selves,  either  previously  impregnated  or  not  with  insulating 
**  matters,  applied  alternately  with  layers  of  insulating  matters'." 
The  tissue  may  consist  of  paper,  cotton,  ^'  gummed  taffetas,"  or 
other  woven  fabrics ;  "  the  Bastennes  bitumen  "  is  the  insulating 
material  preferred,  but  other  bitumens  or  suitable  fitty  or  resinous 
bodies  may  be  employed. 

In  one  arrangement  of  machinery  to  coat  the  wire  as  above  set 
forth,  the  supply  and  receiving  drums  from  which  the  wire  is 
respectively  unwound  and  wound  not  only  rotate  on  their  own 
axes,  but  are  mounted  in  frames  which  revolve  on  axes  at  right 
angles  to  those  of  the  drums  by  means  of  any  motive  power.   The 
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wire  hfts  tbas  a  rotary  motion  about  its  own  axis  aa  weQ  at  a 
longitudinal  motion.  Between  tbe  wire  reels  and  framea  tiie  wiie 
receives,  first,  a  coating  of  bitumen  from  a  wheel  rotating  'm  a 
trough  of  hot  bitumen,  then  successiTe  coatings  of  textile  ftfanci 
from  properly  placed  bobbins  canying  the  ribbons,  eac^  riblioB 
dipping  into  the  bitumen  trough  before  it  anivea  at  the  wire^  aad 
the  helices  which  each  ribbon  forms  having  their  "b^cil 
junctions  "  covered  by  the  super^imposed  helix ;  "  suitable  cfies 
or  parts  "  then  scrape  and  smooth  the  coated  wire.  By  means 
of  a  shaft  parallel  to  the  recdving  drum's  axis  earned  by  iii 
revolving  frame,  whic^  said  shaft  has  certain  wfaeelwork  and  a 
double  screw  cam,  the  wire  is  wound  in  regular  layers  upon  the 
receiving  or  winding  drum.  The  same  motive  power  rotates  tiie 
frames  of  the  supply  and  receiving  drums  by  means  of  spur  gear ; 
the  supply  drum  is  fitted  with  a  brake  to  preserve  the  wire  of  a 
uniform  tightness,  and  the  recei\'ing  drum  is  rotated  by  tiie  nootive 
power  of  the  frames  acting  through  a  satellite  wheel,  screw,  and 
screw  wheel. 

In  another  arrangement  of  coating  machinery,  the  supply  and 
receiving  drums  *'  have  no  rotary  motion,  except  on  their  ova 
"  axes,"  the  wire  has  therefore  only  a  longitudinal  motion.  In  its 
passage  from  one  drum  to  the  other,  the  wire  passes  first  through 
straightening  rollers,  then  through  a  bitumen  bath,  smoothiqg 
rollers,  through  a  revolving  bobbin  frame  where  it  receives  the 
lappings  of  ribbon,  smoothing  and  stnightening  rollers,  to  the 
receiving  drum.  The  bobbin  frame  has  the  wire  pass  through  its 
trunnions,  and  laps  the  ribbons  consecutively  on  to  the  wire  (as  it 
passes)  from  bobbins  mounted  on  suitably  inclined  axes,  and 
having  friction  clips  or  brakes ;  the  bobbin  frame  also  carries  a 
pair  of  smoothing  rollers*  In  this  arrangement  it  is  not  possible 
to  pass  the  ribbons  "  into  a  bath  of  bitumen  at  the  moment  of 
"  covering  the  wire  with  them,  but  they  may  be  coated  pmioos 
''  to  being  wound  on  the  bobbins." 

Importance  is  attached  to  combining  coverings  of  gutta  percha 
or  India-rubber  with  coverings  of  the  kind  herein-before  described. 
In  one  plan  of  canying  out  this  improvement  the  inner  coating  is 
of  gutta  percha  or  India-rubber;  in  a  second  plan, the  gutta  per^ 
or  India-rubber  forms  the  exterior  coating« 

"  In  forming  telegraph  cables  of  wires  covered,  as  described," 
the  wires  are  wound  on  reels,  the  said  reels  being  placed  in  a  frame 
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-wbicli  rotates  on  its  axis ;  "from  the  reels  the  wires  all  converge 
^'  to  a  point  and  pass  out  through  the  hollow  axis  of  the  frame, 
*'  by  whose  motion  they  are  twisted  together,  the  twisted  end  of 
"  the  combined  wires  being  prevented  rotating." 

The  wires,  covered  as  herein-before  described,  may  be  arranged 
and  united  "  in  the  form  of  flat  cables  or  straps,  either  by  attaching 
"  them  on  to  flat  impermeable  bands,  or  by  weaving  them  with 
**  hempen  threads,  which  may  previously  be  rendered  impermeable 
"  to  electricity ;  the  said  flat  cables  or  straps  can  be  doubled  or 
*'  covered  above  and  below  by  thicknesses  of  tissue,  also  rendered 
**  impermeable  to  electricity." 

In  laying  round  or  flat  cables  under  ground,  they  are  either 
simply  laid  "  in  the  trenches,  coating  them  at  the  same  time  with 
"  hot  bitumen,"  or  buried  "in  a  long  block  or  a  sort  of  girder  of 
'*  bituminous  mastic,"  with  which  dxy  sand  or  other  dry  "  earthy 
*'  matters  "  is  incorporated. 

Underground  telegraphic  wires  are  protected  from  the  pemicioos 
effect  "  of  gas  used  for  lighting  purposes  "  by  one  of  the  following 
means: — 

The  cables  or  bituminous  blocks  in  which  the  wires  are  buried 
may  be  covered  with  paper  or  metallic  sheet;  if  paper  is  used,  it 
is  *'  treated  with  a  solution  of  sulphate  of  copper  or  of  a  silicate, 
*^  then  with  insoluble  soap,  or  any  other  preparation  best  capable 
**  of  resisting  "  the  action  of  gas  and  humidity ;  if  metal  is  used» 
its  junctions  are  soldered. 

In  some  cases  the  block  may  be  covered  with  }H)tter's  clay  or 
plaster. 

"  Gummed  tafiFetas  "  may  also  be  used  for  the  exterior  covering 
of  cables  and  bituminous  blocks. 
[Printed,  l».6d.] 


A.D.  1857,  April  4.— N*  947. 


TESTELIN,  Emile. — "A  new  system  for  the  application  of 
**  electricity  as  moving  power." 

The  invention  is  founded  on  the  following  ''new  theoretical 
**  %'icws:" — 

1  St.  "  That  the  magnetic  power  which  the  iron  bar  of  an  electro* 
*'  magnet  can  acquire "  is  "  proportional  to  the  mass  of  iron  of 
*'  which  it  is  compowd." 
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2nd.  Thftt  ''the  electric  power  which  can  put  infto  activifya 
**  given  quantitj  of  this  magnetinn  will  he  so  much  the  giealB; 
'*  88  this  same  quantitj  of  magnetiam  will  he  &  grester  teelaos  of 
'*  the  magnetiam  of  the  total  maaa." 

drd.  "  That  the  action  of  the  dynamic  cufvent  at  the  bron  bar  of 
**  an  electro-magnet  being  in  an  invene  ratio  to  their  leapettiie 
"  distances/'  the  "branches"  of  electro-magnets  atre  pnefarcd  to 
be  long  in  proportion  to  the  diameter  of  their  helioea;  and  a 
**  number  of  hehcea  **  are  preferred  to  be  '*  disposed  side  bj  aide 
"  on  the  whole  length  of  the  Iwanches  or  arms  of  the  ekdro- 
**  magnet." 

4th.  **  That  the  multiplicity  of  volutions  of  the  helix  conductor 
is  but  a  secondary  condition,  which  can  only  be  admitted  as  a 
rule  inasmuch  as  the  reastance  which  the  conductor  opposei 
to  the  current,  with  regard  to  its  length  and  section,  must  not 
**  be  under  any  circumstance  superior  to  the  resistance  itself  of 
^  the  pile." 

5th.  Instead  of  "encreasing  the  number  of  piles"  in  the  bat- 
tery, it  is  preferred  to  use  plates  of  large  surface,  "  and  to  dimi- 
"  nish  in  proportion  the  degree  of  the  liquid  of  the  pile,"  in  order 
to  obtain  strong,  constant,  and  economical  galvanic  batteries. 

The  electro-magnets  used  in  the  practical  tipplication  of  this 
invention  are  constructed  as  follows  :~The  curved  part  (or  "  oxms 
**  bar,"  as  the  case  may  be),  joining  the  long  "  brandies "  of 
the  electro-magnet,  has  a  larger  cross-sectional  area  than  that  ot 
**  the  branches,"  and  ''  to  avoid  the  inconvenience  resulting  from 
*'  currents  of  induction,"  a  longitudinal  groove  is  made  in  each 
iron  "branch"  radially  from  the  centre  to  the  drcumfocnoe. 
The  Drawings  show  a  horseshoe  magnet  made  according  to  this 
principle,  in  which  each  "  branch  "  carries  a  number  of  separate 
"  helices  "  [spirals?]  of  flat  ribbon  wire  insulated  with  varnished 
paper,  each  spiral  having  its  interior  extremity  connected  with  tbe 
exterior  extremity  of  the  next  in  series.  ^ 

In  order  to  enable  the  attractive  powers  of  the  electro-magnets 
to  act  over  a  considerable  space,  a  number  of  similar  electro- 
magnets **  furnish  each  of  them  in  their  turn  a  portion  of  the 
"  space  necessaxy  to  produce  the  desired  effect."  The  electric 
current  is  transmitted  successively  through  each  electro-magnet, 
and  the  levers  of  the  ''armours"  [armatures?]  transmit  the 
motion  of  the  annatures  to  connecting  rods,  and  thence  to  oanks 
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and  a  fly-wheel  .shaft  "  hy  meana  of  articulated  escapements/'  so 
that  the  stoppage  of  the  movement  of  one  armature  does  not  in- 
fluence the  rest.  The  connection  of  the  armatures  with  the  cranks 
is  made  in  such  a  way  that  "  the  greatest  action  of  the  armour  ** 
does  not  coincide  with  the  dead  point  of  the  crank. 

The  armour  of  soft  iron^  haying  a  section  at  least  equal  to 
that  of  the  bar  of  the  electro-magnet,  is  placed  transversally  on 
both  the  poles,  where  it  can  oscillate  on  one  of  its  longitudinal 
edges,  which  remain  always  in  contact  with  both  the  polaric 
"  surfaces  at  the  same  time." 

The  Drawings  show  engines,  constructed  as  described  above, 
with  a  commutator  composed  of  curved  rods  moving  in  mercury 
cups  by  means  of  an  exoentric  on  the  fly-wheel  shaft,  and  a 
"  conical  pendulum,"  working  in  a  similar  way,  which  interrupts 
the  drcuit  whenever  the  velocity  of  the  engine  is  too  great. 
CPrinted,  KXi.] 

A.D.  1857,  April  8.— N«  990. 

BRIGHT,  Charles  Tilston. — "  Improvements  in  laying  down 
submarine"  [electric?]  "telegraph  cables,  and  in  apparatuses 
to  be  employed  therein,"  consisting  of: — 
1st.  ''Measuring  and  indicating  the  stnun  exerted  by  a  sub- 
marine telegraph  cable  while  being  submerged,"  and  "  causing 
the  strain,"  when  it  has  reached  its  highest  point,  *'  to  act 
upon  and  release  a  break  strap  or  other  retarding  agent,"  so 
that  **  the  cable  will  be  free  to  run  faster  over  the  paying-out 
''  apparatus,  and  thereby  prevent  fracture." 

To  measure  and  indicate  the  strain,  the  cable  passes  half  round 
a  sliding  pulley  whose  axis  is  connected  by  a  fork  with  the  piston 
rod  of  a  cylinder  containing  some  retarding  agent  (such  as  metal 
or  vulcanized  India-rubber  springs),  the  degree  of  compression  of 
the  springs  being  an  indication  or  measurement  of  the  strain ; 
instead  of  compressing  an  elastic  medium,  the  motion  of  the  pulley 
may  extend  it,  or  the  said  motion  may  act  upon  weights.  To 
indicate  the  Strain  upon  a  dial,  a  toothed  rack  connected  to  the 
piston  rod  may  act  upon  wheelwork,  and  thence  upon  a  pointer 
axis. 

To  cause  the  strain,  when  it  has  reached  its  highest  point,  to 
release  the  cable  by  its  own  power,  the  sliding  pulley  at  that  time 
is  made  to  press  upon  one  arm  of  a  cranked  lever,  and  thus  to 
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GMue  a  cbun  or  other  connec&ig  medium  to  releMe  the  bnb 

•tn^). 
2n<L  "  Machinery  for  effecting  the  regular  unwinding  of  htif 
ooUa  of  telegraph  cable  bj  placing  in  the  centre  or  eye  of  titt 
coil  an  upright  shaft,  carrying  one  or  more  abeayes  or  goido^ 
by  which  the  cable  is  taken  hold  of  and  guided  from  Uie  cod  10 
the  inner  edge  of  one  of  the  sheaves  whidi  ia  in  a  line  with  the 

"  centre  of  the  coil." 

In  one  instance  the  coil  is  supposed  to  be  made  in  Ttftbi! 
helices  parallel  to  the  axis  of  its  core,  in  a  similar  way  to  tint 
usually  employed  in  coiling  dectro*magnets,  induction  ooDs,  sad 
other  electro-dynamic  coils.  The  upright  shaft  is  stepped  on  tk 
base  plate  of  the  coil,  and  is  made  to  revolve  upon  a  strain  haasg 
applied  to  the  free  end  of  the  cable.  Hie  requisite  guide  pullies 
are  carried  by  a  horisontal  arm,  to  which  is  affixed  an  **  upright 
"  slotted  guide,"  which  revolves  with  the  shaft,  the  lower  end  of 
the  guide  being  supported  by  a  roller  working  in  a  drcular  gioore 
in  the  base  plate ;  the  arm  carries  a  "  heart  wheel "  and  spur  gesr, 
and  the  "  guide  "  a  screw  whose  nut  is  the  bearing  of  a  pulky; 
by  this  means  the  position  of  the  said  pulley  is  constantly  pie- 
served  in  a  line  with  the  portion  of  the  helix  which  is  unwincfing, 
Tlie  cable  is  thus  carried  over  the  said  moveable  pulley,  over  a 
fixed  pulley  at  the  extremity  of  the  arm,  and  between  two  pulHs, 
so  as  to  go  to  the  paying-out  machinery  in  a  line  with  the  axis  of 
the  coil. 

In  a  second  instance  the  coil  is  supposed  to  be  made,  "  as  nor 
**  usually  made,  layer  above  layer."  The  machinery  in  this  case 
merely  consists  of  an  upright  rotating  shaft  having  a  guide  pullej 
at  the  extremity  of  an  arm,  besides  the  central  pullies  that  guiik 
the  cable  to  the  paying-out  drums. 

In  either  of  the  above-described  arrangements  "  a  break  may  be 
*'  applied  to  control  the  rotation  of"  the  upright  shaft. 

3rd.  "  Certain  arrangements  of  paying-out  gear  for  regulating 
"  the  egress  of  the  cable  from  the  paying-out  vessel.'^  **  A  series 
of  grooved  sheaves "  are  employed,  "  mounted  upon  suital^ 
bearings,  and  in  such  manner  that  the  sheaves  are  outside  of 
'*  the  frame  which  carries  the  bearings  of  their  axles,  whereby  tite 
'*  cable  can  be  readily  got  at  in  case  of  need."  The  cable  is 
carried  "  over  one  and  under  the  other  sheave  alternately  throai^ 
''  the  series^  and  any  kind  of  break  may  be  applied  thereto." 
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4ih.  Employing  "an  auxiliary  vessel  or  vessels  additional  to 
the  vessel  carrying  the  cable.  In  the  event  of  fracture  to  the 
cable  at  or  near  the  vessel  carrying  it,  the  broken  end,  may  be 
recovered  before  passing  from  the  auxiliary  vessel.  The  cable 
is  passed  over  a  sheave  near  the  centre  of  the  auxiliary  vessel  at 
•*  the  side  thereof." 

In  the  Provisional  Spedfication  it  is  proposed  to  register  the 

speed  of  the  vessel  "  by  the  rotations  of  a  vane  submerged  in  the 

**  sea  "  '*  being  electrically  communicated "  to  an  indicating  in« 

strament  on  deck.    ''  The  total  distance  passed  over  by  the  vessel 

and  the  total  length  of  cable  delivered  into  the  sea  are  also 

indicated  by  these  registers." 

[Printed,  lOd.] 

A.D.  1857,  April  9.— N«  1012. 
HAD  DAN,  John  Coopb. — "  Improvements  in  the  manufacture 
of  and  in  the  means  of  and  apparatus  for  discharging  pro- 
jectiles," relating  to : — 

Ist.  *'  Manufacturing  projectiles  with  touch-holes,  openings,  or 
channels  through  or  upon  them,  for  the  purpose  of  igniting 
*'  from  the  muzzle  of  a  common  mortar  or  gun  the  powder  or 
**  charge  employed  for  the  propulsion  of  the  projectiles,  and  in 
'*  discharging  such  projectiles  by  means  of  electric  wires  or  fuses, 
**  or  other  equivalent  means,  inserted  through  such  touch-holes, 
"  openings,  or  channels,  either  before  or  after  placing  the  pro- 
'*  jectiles  in  the  cannon,  mortar,  or  gun." 

The  electric  wires  (insulated  from  one  another)  pass  completely 
through  a  hollow  "  stick,"  which  is  inserted  into  the  coni(»l  end 
of  a  diametral  "opening"  or  hole  in  the  projectile,  and  com- 
pletely through  the  opening,  "so  as  to  become  inserted  in  the 
"  propelling  charge  employed  in  the  chamber  of  the  mortar." 
When  the  electric  circuit  is  completed,  a  fine  platinum  wire 
becomes  heated,  and  discharges  the  gun,  the  said  platinum  wire 
being  at  the  extremity  of  the  conducting  wires  in  the  charge. 

2nd.  "  Discharging  projeciales  "  by  means  of  a  telescope,  which 
maybe  removed  "from  the  cannon  or  gun  immediately  before 
**  discharging  it" 

3rd.  "  The  manufacture  of  projectiles  which  consist  jointly  of  a 
projectile  and  a  wad,  the  projectile  tapering  towards  its  tail  end, 
and  the  wad  bang  readily  separable  from  the  projectile." 
CPrinted^lOd.] 
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A.D.  1867,  April  13.— N*  1033. 

PASCAL,  Jean  Baptists. — {Provisional  Protection  only,)  "  Im- 
**  provements  in  electric  lamps.'* 


In  this  invention  ''two  currents  of  electricity-'*  are  emplofsd; 
the  one  being  the  main  current  in  connection  witli  the  dB> 
"  trodes,  and  the  other  a  secondary  one  to  keep  the  electrodes  ia 
"  their  proper  relative  positions.  The  upper  alectrode  is  moontBd 
"  and  fixed  at  the  top  of  the  lamp  stem^  while  the  lower  one  is 
supported  from  a  float  or  piston,  resting  in  a  cylinder  contuni]^ 
mercury  or  other  suitable  fluid.  The  float  cylinder  is  in  oqd- 
nection  with  another  vessel  or  cylinder  of  mercury  at  or 
"  the  same  level.  The  upper  part  of  this  second  mercury 
"  is  in  communication  hj  a  bent  pipe  witli  a  yeasel  contaimiig 
"  acidulated  water,  in  which  the  wires  or  poles  of  the  second 
battery  terminate.  The  primary  current  from  the  batteiy, 
producing  the  light,  passes  through  the  coil  of  an  electro-magnet 
*'  which  it  excites  and  attracts  an  armature.  The  force  of  a  spdi^ 
acting  on  the  armature  is  opposed  to  the  attraction  of  the  magsei 
The  annature  is  placed  in  the  circuit  of  the  secondary  battesy, 
which  it  breaks  when  it  advances  to  the  temporary  magnet,  \hA 
again  makes  it  on  receding  therefrom  by  the  force  of  the  spring. 
Supposing  the  electrodes  to  be  in  position  to  produce  the  propo 
light,  the  primary  current  passing  through  the  electrodes  pro- 
ducing the  light  will  keep  the  armature  up  to  the  electro-magml 
during  which  the  secondary  current  is  suspended ;  but  sup- 
posing the  space  between  the  electrodes  to  increaae,  tlie  ligy 
and  also  the  strength  of  the  primary  current  will  diminiah. 
"  This  diminished  power  of  the  current  wiU  cause  the  eLectro* 
"  magnet  to  drop  the  armature,  which  immediately  estabhshei 
"  the  current  of  the  secondary  battery,  whidi  in  its  passa^ 
through  the  acidulated  water  decomposes  it  and  generates  gaa 
The  vessel  being  otherwise  closed,  it  passes  over  and  presses  on 
*'  the  surface  of  the  mercury  in  the  cylinder  or  reserrair,  and 
"  forces  a  part  of  the  mercury  into  the  cjrlinder  suppcnting  ths 
"  electrode,  which  is  thus  raised,  &  thereby  renewing  the 
**  strength  of  the  primary  current,  augmenting  the  light,  tad. 
"  again  breaking  the  circuit  of  the  secondary  current  to  prevent 
^*  the  further  generation  of  the  gas/' 
CPrinted,  SAJ 
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A.D.  1857,  April  14.— N«  1060. 

NEWTON,  William  Edward  (a  communication),--'*' Im- 
**  proved  means  of  lighting  gas  for  illuminating  and  other  pur- 
*•  poses." 

The  object  of  this  invention  "  is  to  light  the  whole  or  any 
number  of  the  gas  lights  employed  in  a  public  or  other  building 
or  district  simultaneously^  or  without  the  necessity  of  lighting 
each  separately  by  hand,  and  to  enable  the  gas  chandeliers 
and  other  suspended  gas  lights  in  theatres  and  other  places, 
"  and  other  lights  in  positions  not  easily  reached  by  hand  or 
"  mechanical  agency,  to  be  lighted  without  difficulty." 

In  the  Ck)mplete  SpedJScation  the  invention  is  treated  of  under 
the  following  heads : — 

Ist.  Lighting  the  above-mentioned  gaslights  by  the  heat  gene* 
rated  by  an  electric  current  on  its  passage  through  a  fine  '*  pla- 
**  tina  "  wire.  The  depression  of  a  finger  key  completes  an  electric 
circuit,  in  which  is  included  a  fine  platinum  wire  over  each  gas 
burner;  the  platinum  wire  is  coiled  or  "crimped,  curled,  or 
**  tangled,  so  as  to  present  a  considerable  amount  of  heated 
"  surface  near  the  orifice  of  the  burner  to  insure  the  speedy 
**  ignition  of  the  gas." 

"  Gas  burners  in  general "  may  have  a  similar  arrangement  of 
platinum  wires,  "for  the  purpose  of  being  kept  heated  by  the 
*'  flame  from  the  burners  and  reserving  sufficient  heat  to  re-ignite 
''  the  gas  if  the  light  should  be  accidentally  blown  out  or  other- 
•*  wise  extinguished." 

2nd.  The  opening  the  supply  cock  to  the  above-mentioned  gas 
burners  by  means  of  the  electricity  fibm  the  same  battery  that 
lights  the  burners.  A  second  finger  key,  on  being  depressed, 
completes  an  electric  circuit  perfectly  distinct  from  that  lighting 
the  burners,  which  said  circuit  includes  the  coil  of  an  electro- 
magnet. A  certain  number  of  depressions  of  the  key  acts  upon 
the  cock,  so  as  to  open  (or  shut)  it;  for  each  time  the  circuit  is 
completed,  the  electro-magnet's  lever  armature  actuates  a  ratchet 
wheel  on  the  plug  axis  by  means  of  a  "  pawl.' 

[Printed,  7d.] 
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A.D.  1857,  April  18.— N*  1097- 

DAVIES,  Gkorgk  (a  eammnnicatuM  from  Martim  Se^osfM* 
Ooddier  and  Hypolite  Eughu  Goddier),— (Provisional  Proteetiem 
only.)  ''  Improvementa  in  the  method  of  laying  undergrouiid'' 
[electric?]  "telegraphic  wires." 

**  The  object  of  this  invention  is  to  fiftdlitate  the  application  er 
"  laying  of  endless  telegraphic  wires  under  ground,  by  so  airazigiqf 
*'  and  preparing  the  same  that  they  can  be  conveniently  fiddaJL 
"  and  transported  ready  for  use  to  the  place  where  they  aie  in- 
*'  tended  to  be  laid,  and  can  there  be  readily  unfolded*  and  im- 
"  mediately  deposited  in  the  trenches  intended  for  ihear  reoeptioiL 
"The  invention  consists,  firstly,  in  placing  such  telegn^ihie 
*'  wires  either  in  grooves  formed  in  wooden  rails,  or  in  longita(£Bal 
**  channels  or  flutes  formed  in  sheet  metal,  and  then  filling  the 
grooves  or  flutes  in  which  the  wires  are  placed  with  liijidd 
bitumen,  or  other  water-resisting  medium,  in  order  to  protect 
and  isolate"  [insulate?]  "them  completely,  and  also  infiHiog 
"  with  bitumen  or  other  suitable  material  the  space  between  eadi 
grooved  rail  after  they  have  been  laid ;  and  secondly,  in  leaving 
a  space  between  tiie  ends  of  each  rail,  which  allows  of  their 
being  folded  up  into  a  bundle  or  package  of  a  convenient  length, 
"  so  as  to  afford  a  facility  for  transporting  a  great  lengdi  of  tek- 
graphic  wires,  ready  for  use,  capable  of  being  readily  unfolded 
without  breakage,  and  immediately  laid  in  the  trenches  in  which 
*'  they  are  intended  to  remain." 
[Printed,  Sd.] 

A.D.  1857,  April  25.— No  1175. 

BURROW,  Jambs. — "  Improvements  in  coating  wrought  iron.** 
In  the  Provisional  Specification  this  invention  is  said  to  relate 
to  the  protection  of  "  one  or  both  surfaces  of  sheet  iron  and  other 
''  forms  of  wrought  iron  with  a  succession  of  coatings  from  soio- 
"  tions  alone,  whether  by  galvanism  or  otherwise,  of  the  oxides  of 
"  zinc,  lead,  tin,  and  copper  in  all  their  varieties  and  oombina- 
*'  tion ;"  also  to  applying  a  glaze  to  wrought  iron. 

In  the  Complete  Specification  it  is  stated  that  the  clean  wrought- 
iron  plates  are  to  be  placed  in  an  ''  electrolytic  trough,"  in  whidi 
non-metallic  pegs  keep  the  plates  in  nearly  a  vertical  position. 
Alternate  "  straps  "  "  of  the  coating  metal,  and  copper  or  zinc," 
have  "  one  or  both  ends  projecting  above  the  ends  or  sides  Qf  tbe 
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trough  when  hent  into  its  shape  and  dimensions ;"  ''the  pro* 
jecting  ends "  of  the  straps  are  connected  "  hj  means  of  any 
good  conducting  metallic  medium,  or  by  placing  the  difRerent 
"  metals  in  contact  with  each  other,  taking  care  that  they  do  not 
**  touch  except  at  the  terminations.  The  ends  thus  united  '*  are 
curved  downwards,  and  "  one  termination  of  the  series  "  is  dipped 
'^  into  a  vessel  containing  an  acidulated  solution;  the  other"  is 
immersed  "  in  a  vessel  containing  hot  water,  or  heated  sand  bath, 
**  or  an  alkaline  solution."  The  plates  to  be  coated  are  placed  "  in 
"  contact  with  the  zinc  or  coating  metal  of  the  series  of  straps." 

According  to  another  arrangement  of  the ,"  electrolytic  trough," 
carbonized  wood  and  "  straps  "  of  the  coating  metal  are  placed  in 
contact  with  each  other,  the  sheets  to  be  coated  being  in  contact 
with  the  carbonized  wood  and  with  the  "  straps." 

The  sheets  or  plates  are  raised  periodically,  bringing  them  in 
contact  with  a  buff  leather  roller,  they  are  then  inverted  and  lowered 
into  ^eir  places,  washed  in  biborate  of  soda  solution,  and  dried. 
A  method  of  applying  a  glaze  to  wrought  iron  is  described. 
[Printed,  id.] 

A.D.  1867,  April  27— N»  1180. 

COWPER,  Charles  (a  commtmtcattim  ftfjm  HyppoUte  La»» 
doi$ and  Lion  Darnel), — "Improvements  in  electro-plating  and 
**  depositing  metals." 

This  invention  consists  of  "the  application  in  electro-plating  and 
**  depositing  metals  of  solutions  of  gold  and  silver  and  other 
**  metals  prepared  by  adding  tartaric  add  to  a  double  cyanide  of 
'*  potassium  and  the  required  metal,  and  submitting  the  mixture 
**  to  pressure  by  closing  the  vessel  containing  it,  or  otherwise." 

The  action  of  this  process  is  "to  precipitate  a  tartrate  or  hi* 
**  tartrate  of  potash,  leaving  the  mettd  in  the  sohition,  which  is 

then  in  a  fit  state  to  be  employed  for  the  electro-deposition  of 

the  metel."  By  inserting  the  stopper  of  the  vessel  the  vapour 
of  the  freed  hydrocyanic  add  is  confined. 

"  When  the  tartrate  has  predpitated  and  the  reaction  is  com« 
"  plete,  the  vessel  is  opened  and  the  liquid  is  filtered ;  the  tartate  " 
[tartrate?]  " or  bitartrate  remains  on  the  filter,  and  the  solution 
<<  which  passes  through  the  filter  is  then  ready  for  use.  If  not 
'*  suffidently  add,"  "tartaric  add  is  added"  to  the  solution. 
PPrinted,  Sd.] 
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646  ELECTRICriT  AND  MAGNETISM : 

A.D.  1857,  April  27.— N«  1183. 

BARNES,  Edmund  F.—<' Improvements  in'*  [electric?]  "tde* 
"  graphic  instruments,  and  called  an  '  embossing  telegraph.  * " 

In  this  arrangement  the  type  wheel  is  rotated  and  the  printinfp 
mechanism  driiren  **  hj  any  proper  power/'  the  electric  cuiiqiU 
merely  serving  to  liberate  the  step-by-step  motion  of  tlie  ^pe 
wheel  on  the  depression  of  a  finger  key  at  Uie  transmitting  sfcaikni, 
and  the  printing  mechanism  on  the  raising  of  a  k^  that  has  been 
already  depressed. 

The  luie-wire  current  actuates  a  '' mutator"  or  rdaj  at  tiie 
receiving  station,  which  brings  into  action  a  '^  resident "  or  local 
battery,  thence  actuating  the  whole  of  the  telegraph  recehriiig 
mechanism. 

On  the  depression  of  a  finger  key  at  the  transnutting  ataticm 
corresponding  to  the  letter  to  be  printed  or  "embossed  "  aft  the 
receiving  station,  a  clutch  is  (through  intervening  levers  and  rods) 
put  into  gear  with  a  constantly  revolving   clutch    wheel,  tints 
rotating  a  '*  a  circuit  breaker  wheel "  that  makes  and  breaks  the 
circuit  until  an  arm  fixed  to  the  same  axis  comes  into   contact 
with  the  depressed  key.    Each  interruption  of  the  circuit  actuates 
(as  above  alluded  to)  the  electro-magnet  of  the  local  battery  at  the 
recraving  station,  and  enables  a  letter  or  symbol  of  the  type  wheel 
to  escape ;  as  the  "  cnrcuit  breaker  arm  "  and  the  type  wheel  are 
made  to  start  from  zero  at  each  signal,  they  correspond  in  tiKH* 
motions,  so  that  the  letter  whose  key  is  depressed  at  the  transmit- 
ting Station  is  brought   under   the  embossing  hammer  at  the 
receiving  station.    At  the  first  motion  of  the  type  wheel  a  click  n 
forced  out  of  a  ratchet  wheel  on  the  type-wheel  axis,  thus  setting 
firee  a  detent  aim  on  the  axis  of  the  printing  mechanism,  and 
enabling  it  to  revolve  half  a  revolution,  so  as  to  be  in  readiness  ibr 
the  stoppage  of  the  type  wheel  to  permit  it  to  make  another  half 
revolution,  and  during  that  movement  to  emboss  the  letter,  movt 
the  paper  strip,  and  put  the  type  wheel  out  of  gear  with  the 
driving  axle  (by  a  clutch  arrangement),  so  that  it  may  be  acted 
on  by  a  cord  and  spring,  and  thus  return  to  zero  ready  for  tiie 
reception  of  the  step-by-step  movements  necessary  for  the  next 
signal. 

Other  peculiarities  may  be  stated  as  follows : — 

To, discharge  atmospheric  electricity,  l&e  line  wire  has  included 
in  its  circuit  a  "  small  platinum  wire^"  which  is  made  to  pass  in 
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at  the  top  and  out  at  a  dosed  aperture  at  the  bottom  of  a  veasel 
oontainmg  acidulated  water ;  points  projecting  from  the  line  wire 
also  "extend  below  the  surface  of  the  acidulated  water." 

In  the  "mutator"  the  armature  consists  of  an  U-shaped  per- 
manent magnet,  and  the  "resident/'  or  printing  electro-magnet, 
has  *'  two  small  straight  bar  permanent  magnets "  "  introduced 
into  each  leg "  "  and  extending  the  length  of  the  cores,"  thej 
being  so  arranged  as  to  produce  a  north  and  south  pole  in  the 
**  resident  magnet."  The  use  of  these  permanent  magnets  serves 
to  fiualitate  the  charging  and  discharging  of  the  electro-magnets, 
and  to  control  thebr  action  with  greater  certainly  than  could  other- 
wise be  done. 

As  "the  circuit  breaker  arm"  and  type  wheel  return  to  zero 
after  any  letter  is  embossed,  "  the  whole  machine,  except  the  mu- 
"  tator,"  is  "  self  regulating." 

The  periphery  of  the  "circuit  breaker  wheel "  is  undulated;  it 
breaks  and  makes  the  circuit  by  means  of  a  "  hammer "  and 
"  anvil"  arrangement,  there  being  "a  helical  spring  within  the 
"  body  of  the  anvil." 

The  teeth  of  the  escapement  wheel  on  the  type-wheel  axis  are 
arranged  in  two  rows ;  the  lever  of  the  armature  carries  a  "  nip- 
"  pie,"  which  is  vibrated  (by  the  action  of  the  local  eleotrio 
current)  between  the  rows,  and  thus  liberates  the  escapement 
wheel  tooth  by  tooth. 

The  armature  of  the  "  resident "  electro-magnet  is  enabled  to 
move  away  firom  the  electro-magnet,  on  the  breakage  of  the  cir- 
cuit, by  a  reaction  spring,  which  is  adjustable  by  means  of  a  slide 
and  screws. 

The  axis  of  the  printing  mechanism  carries  an  "embossing 
"  cam,"  "  paper-propelling  eccentric,"  and  "  type  wheel  releasing 
"  plane,"  "aU  firmly  attached  to  each  other,  so  as  to  render  it 
"  impossible  they  should  get  into  different  relative  positions." 

The  "  embossing  cam  "  acts  upon  the  type  through  the  medium 
ofarodand  lever;  the  "paper-propelling  eccentric"  acts  on  a 
click  wheel  fixed  to  the  axis  of  one  of  the  paper  rollers  by  means 
of  a  dick  at  the  extremity  of  its  rod ;  the  "  type  wheel  releasing 
"  plane  "  liberates  the  type  wheel  from  the  motive  power  by  the 
action  of  a  "  fork  "  at  the  extremity  of  a  lever  resting  on  the  said 
plane,"  thus  enabling  the  type  whed  to  return  to  zero. 

[Printed,  1#.W.] 
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€48  BLECTRICITY  AND  MAGNETISE : 

A.D.  1857,  May  2.— N«  1242. 

GREENHOW,  Jobxpu  Sxsub.— "  An  improvement  in 
'*  appantas  when  using  electric  currents." 

This  invention  relates  to  "  electric  currents  for  working  alsnA 
"  apparatus  used  in  inhabited  and  other  buildings,  in  ordstB 
"  give  notice  on  the  opening  of  any  door  or  window,  or  in  tfe 
*'  event  of  fire  taking  place." 

Instead  of  arranging  the  electric  appantua  so  that  the  comple- 
tion of  the  electric  drcuit  sets  the  alarum  in  action,  the  ekctae 
current  is  kept  constantly  flowing,  and  when  its  continui^ii 
broken  by  a  burglarious  attempt  or  by  Gie,  the  alarom  dodcvnk 
is  released  and  the  bell  sounded. 

According  to  the  former  plan,  if  the  conducting  wires  are  dinded 
at  any  part,  the  apparatus  is  inactive ;  in  the  above-deacribed  im- 
provement, however,  any  division  of  the  conducting  wires  aetaatei 
the  alarum. 

[Printed,  ad.] 

A.D.  1857,  May  4.— N»  1252. 

STANLEY,  John. — *' Improvements  in  the  constniction  attl 
mode  of  applying  cranes  and  other  hoisting  madiines  to 
hoisting,  suspending,  lowering,  and  weighing  purposes;  also 
in  generating,  transmitting,  and  applying  motive  power  for  the 

•'  same." 
This  invention  is  described,  in  the  Complete  Specification,  under 

the  following  heads : — 

1st.  The  attachment  of  steam  boilers  ''to  fixed  and  portabk 
"  steam-wharf  cranes,"  &c. 

2nd.  The  corrugation  of  the  heating  smfaces  of  the  boilen  ef 
steam  cranes  and  other  hoisting  machines. 

3rd.  *'  The  mode  of  transmitting  the  power  of  steam  from  tfae 
**  place  where  it  is  produced  to  the  work  it  is  required  to  perfxm 
"  in  the  operation  of  hoisting." 

4th.  "The  construction  of  steam  engines  connected  ^th  cranrs 
*'  and  other  hoisting  machines,  the  work  of  which  is  intermittent" 

5th.  "The  variety  of  degrees  of  power  required  in  steam-hoistio; 
"  machines.*' 

6th.  The  construction  and  fixing  of  wharf  cranes  or  portsfak 
cranes,  protecting    the  vertical    axle    bearings  from  wear  and 
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^weather,  and  rapplyiog  the  "means  of  getting  at  snchbeanngi 
*'  for  the  purpose  of  cleansing  or  repairing  the  same." 

7th.  Improvements  in  the  arrangement  and  application  "of 
**  steam  cranes  of  the  a^JQStahle  and  compensating  derrick  and 
^'  shear  derrick  dass ;  also  in  the  oonstniction  of  some  of  their 
*•  parts." 

8th.  "A  novel  arrangement  in  the  jih  hoisting  gearwork  of  der- 
*'  rick  cranes  and  shear  derricks  generally." 

9th.  '*  Holding  the  jihs  of  derrick  cranes  in  anj  required  posi* 
"  tion,"  hj  means  of  a  "  combination  of  a  brake  and  ratchet." 
10th.  Improvements  in  derrick  cranes. 

1 1th.  "  A  novel  arrangement  in  part  of  the  hoisting  gearwork 
**  of  cranes,  and  applying  weighing  apparatus  to  the  same/'  to 
aiBoertain  "  the  w^ht  of  bodies  lifted  thereby." 

12th.  "Means  of  compensating  for  the  difference  in  the  weight 
**  of  chain  hanging  down  below  the  weighing  appliance  connected 
•*  with  cranes,  &c." 

13th.  A  novel  mode  of  ascertaining  the  strain  upon  a  chain, 
&c. ;  also  of  governing  and  regulating  brakes,  &c.,  in  order  to 
ensure  one  uniform  strain  upon  the  chain,  &c.,  being  payed  out, 
whatever  the  speed  of  paying  out  may  be. 

Both  these  novelties  "  are  particularly  adapted  to  the  purpoH 
**  qfnbmerging  the  cables  of  submarine  electric  telegraphs,** 
The  following  is  the  mode  of  operating : — 
Firstly. — "  To  ascertain  the  strain."  A  poise  or  force  (in  the 
Drawing  a  weight  in  a  scale  attached  to  a  pulley  free  to  move  ver- 
tically) is  applied  to  the  cable  between  two  supporting  pullies. 
The  wright  applied  and  the  divergence  caused  enable  the  strain  to 
be  ascertained. 

Secondly. — ^"  To  govern  the  strain."  The  lever  of  a  brake  is 
acted  on  by  the  above-mentioned  poise ;  when  the  strain  of  the 
cable  lifts  the  poise,  the  brake  enables  the  cable  to  run  more  freely ; 
and  when  the  strain  of  the  cable  fuls  to  support  the  poise,  it  then 
presses  on  the  brake  lever  "and  prevents  more  cable  running  out 
**  until  the  strain  is  again  reinstated." 

The  application  of  this  invention  to  submerging  submarine 
electric  telegraph  cables  is  not  mentioned  in  the   Provisional 
Specification. 
14th.  Improvements  in  the  construction  of  levers  used  to 

lift,  and  connect  the  parts  of  large  weighing  machines. 
[Printed.  If.  ad.] 
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660  ELECTRICITY  AND  MAGNETISM : 

A.D.  1867,  May  4.— N-  1258. 

WAY,  John  Thomas. — "  Improvements  in  obtaining  Bgbt  hj 
^  electricity,  and  in  employing  light  so  obtained  for  bgh^AkooMi 
''  and  for  giving  signals." 
In  this  invention  '*  two  flowing  electrodes,  such  as  two  strcBiai 
of  mercuxy>"  are  employed, ''  one  connected  with  each  pole  of 
the  battery  and  issuing  from  two  jets,  such  streams  meeCiii| 
each  other  at  a  point  where  one  or  both  of  them  falls  into 
drops." 

To  economize  battery  power  the  circuit  is  rapidly  made  sad 
broken.  An  electro-magnet  mounted  on  an  axis  is  included  b 
the  circuit,  and  is  made  to  revolve  by  the  presence  of  a  permaneoft 
magnet  so  as  to  constantly  break  the  drcuit  and  complele  it  in 
opposite  directions.  The  rotary  motion  thus  obtained  is  also  made 
to  raise  the  mercury  from  a  lower  cistern  into  which  it  falls  after 
ignition  ''  to  the  cistern  from  which  it  issues,"  by  means  of  a  pmnp^ 
The  other  pecoliarities  of  this  invention  are  as  follows  : — 

The  use  of  cups  of  pipe  clay  in  the  invention  secured  by  Letten 
Patent,  N*  2647  (1866),  and  of  jets  of  pipe  day  in  the  present  in- 
vention ;  instead  of  pipe  day,  '^  pipe  day  mixed  with  predpitsied 
''  silica  or  phosphate  of  lime"  may  be  used.  '* These  substances 
''  are  moulded  to  a  suitable  shape  and  burnt." 

The  pladng  the  glass  so  close  to  the  light  as  to  cause  iX 
to  become,  sufficiently  hot  to  prevent  the  material,  forming  the 
flowing  dectrode,  from  adhering  to  it.' 


it 

•*  ^  owing  dectrode,  from  adhering  to  •*  " 

"  The  use  of  tslc  in  place  of  glass." 

'*  The  height  of  the  column  of  the  material  forming  the  flowing 
"  dectrode  from  the  jet  on  which  it  issues "  is  regulated  by  s 
graduated  glass  tube,  the  material  bdng  allowed  "  to  flow  into 
this  glass  tube  from  an  upper  dstem  through  a  delicate  stop- 
cock, by  means  of  which  the  material  can  be  maintained  at  aoj 
desired  height  in  the  glass  tube.  Or,  the  jet  is  connected  witii 
'*  a  cistern  in  which  the  material  is  kept  at  a  uniform  levd  by  a 
"  float  so  arranged  aa  to  regulate  the  descent  of  the  material  from 
"  a  cistern  above." 

In  order  to  adapt  this  apparatus  to  signalling  purposes,  a  spring 
and  stud  apparatus  (like  the  finger  key  of  an  electric  tdegraph)  \a 
included  in  the  drcuit;  by  these  means  "  flashes  of  light  succeed- 
ing each  other  at  any  desired  intervals  "  may  be  produced, 
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To  use  the  herein-described  apparatus  for  lighthouses,  it  is  sur- 
rounded "with  glass  lenses  or  zones,  similar  to  those  now  in  use 
"  in  lighthouses;"  when  "a  flashing  light  "is  desired,  "  a  self- 
"  acting  apparatus,  actuated  by  clock-work,"  may  be  used  "fot 
"  breaking  the  circuit  at  determined  intervals." 

[Printed,  Sd.] 

A.D.  1857,  May  6.— N*  1270. 

WILKINS,  William. — "  An  improved  method  of  laying  sub- 
•*  marine  "  [electric  ?]  "  telegraph  cables." 

This  invention  *'  consists  in  laying  submarine  cables  through  a 
'*  trail  tube  or  carrier  attached  to  the  ship,  and  extending  to  the 
**  bottom  of  the  ocean  or  sea,  or  only  to  such  depth  as  to  deliver 
''  the  cable  into  still  water, "  in  order  to  "  protect  the  cable  from 
*'  too  much  strain." 

The  methods  of  cairying  the  invention  into  effect  are  as  fol- 
lows : — 

It  is  preferred  to  make  the  "trail  or  carrier"  of  a  metallic 
vertebrated  tube,  having  two  flat  longitudinal  iron  wire  ropes,  each 
rope  to  be  lapped  half  round  the  tube ;  they  are  sewn  together 
with  wire  strands,  thus  leaving  a  space  between  for  the  water  to 
enter  or  the  lubricating  grease  to  escape. 

A  buoyant  tube,  preferred  to  be  of  gutta  percha,  may  commence 
at  about  forty  fathoms  from  the  ship,  and  (being  fastened  to  the 
trail)  assists  in  supporting  the  trail  in  the  water. 

The  trail  may  be  formed  "  of  a  buoyant  tube  supporting  a  series 
*'  of  rollers  in  frames,  the  tube  and  the  fiumes  being  connected  by 
**  means  of  wire  ropes,  to  which  they  are  riveted." 

To  further  prevent  the  too  rapid  delivery  of  the  cable,  "  a  break  " 
18  sometimes  attached  at  the  extreme  end  of  the  trail.  This  brake 
consists  of  a  series  of  grooved  pullies  mounted  between  iron  plates. 
The  cable  passes  alternately  over  and  under  the  successive 
pullies,"  and  through  guide  rollers  into  the  sea.  The  grooved 
pullies  have  flat  arms,  which  present  themselves  transversely  to 
the  water,  and  thus  retard  the  velocity  of  the  pullies  and  of  the 
cable.    The  brake  may  be  buoyed  up  by  a  flat  buoyant  tube. 

[Printed,  lOd.] 
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652  ELECTRICITY  AND  MAGNETISM : 

A.D.  1857,  May  6.— N«  1274. 

BECKER,  JoHANK  Phillippe. — **  Improvements  in  the  mak 
**  of  silyering  animal,  vegetable,  and  mineral  objects.*' 

"The  invention  oonsista  in  effecting  the  Bilvering  of  nunenl, 
**  animal  and  vegetable  objects  by  submitting  them  to  eertua 
*'  fluids,"  "  so  that  by  electro-chemical  action  the  object  is  aoeoBDi- 
«  plished." 

A  ''  compound  fluid "  is  prepared,  and  is  used  in  conjanetioo 
with  other  fluids  or  not,  according  to  the  nature  of  the  artick  to 
be  nlvered.  This  "  compound  fluid  "  (which  forms  the  pecnfiaiity 
of  the  invention)  consists  of  "  No.  1 "  and  ''  No.  2  "  fluids  ;  &eie 
are  preserved  separate  until  they  are  required  for  use. 

fluid  "  No.  1 ''  oonsistB  of  a  mixture  of  caustic  lime,  grape  or 
milk  sugar,  racemic  add,  and   distilled  water.    The  whole  is 

filtered,  excluded  as  much  as  possible  firom  the  atmosphcR,  and 

bottled  up  closely  until  used." 

Fluid  '*  No.  2  "  consists  of  a  mixture  of  nitrate  of  mlver,  liquid 
ammonia^  and  distilled  water;  more  liquid  ammonia  than  will 
darify  the  mixture  thoroughly  must  not  be  used,  or  the  jnedpi- 
tation  of  the  silver  will  be  prevented. 

In  general,  the  article  to  be  nlvered  is  dipped  into  the  *'  oom- 
**  pound  solution  "  after  suitable  preparation,  and  dried  by  «r  or 
beat. 

[Printed,  4<l.] 

A.D.  1867,  May  7.--N*  1291. 

MORRISON,  Duncan. — "  A  new  or  improved  manu&ctnre  of 
rollers  or  cylinders  for  printing  fabrics." 

This  invention  "  consists  in  making  the  said  rollers  or  cylinden 
mainly  of  cast  iron  or  malleable  or  wrought  iron,  and  afterwards 
coating  the  same  with  a  layer  or  coating  of  copper,  the  said 
coating  with  copper  being  effected  by  any  of  the  weU-known 
**  electro-metallurgical  processes  whereby  copper  may  be  reduced 
''  firom  solutions  of  its  compounds  upon  a  smrface  of  iron." 

The  roller  has  a  "  nib  "  to  connect  it  with  the  axis  on  which  it 
is  used ;  it  also  has  grooves  on  its  exterior  parallel  to  its  axis. 

The  following  is  the  process  used  to  electro-copper  the  grooved 
toU&t ! — It  is  cleaned  with  acid,  and  the  whole  of  the  cylindiicBl 
suzftoe  (not  induding  the  grooves)  ia  covered  with  vanish;  the 
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varnish  is  also  Applied  to  the  interior  and  ends  of  the  iron 
cylinder."  llie  grooves  are  then  filled  with  copper  hj  electro- 
deposition,  using  first  a  solution  of  oxide  of  copper  in  cyanide  of 
potassium,  then  a  sulphate  of  copper  solution,  llie  varnish  is 
then  removed  from  the  cylindrical  surface,  which  surfitce  is  cleaned 
and  agmn  electro-coated  with  a  further  deposit  of  copper. 

A  cylinder  of  iron  without  slots  is  sometimes  employed,  in 
which  case  brass  or  other  alloy  of  copper  is  fused  upon  the 
surface  of  the  cylinder,  and  a  layer  of  copper  electro-deposited 
upon  the  brass  coating. 

By  the  methods  described  the  deposited  hollow  cylinder  of 
copper  is  firmly  fixed  upon  or  made  to  adhere  to  the  iron 
cylinder. 

*'  The  surflftce  of  the  coated  cylinder  may  be  made  smooth  by 
^'  turning,  and  finished  and  engraved  by  the  ordinary  processes." 

[Printed,  (kt] 

A.D.  1857,  May  7  — N»  1294. 

BRIGHT,  Charlbs  Tilston,  and  D£  BERGUE,  Charles.— 

'*  Improvements  in  apparatus  to  be  employed  in  the  laying  or 

unking  of  submarine"  [electric?]  '*  telegraph  cables.'^ 

This  invention  *' consists  in  so  arranging  drums,  pulleys,  or 

reels  (outside  a  supporting  frame),  over  the  periphery  or  surface 

"  of  which  the  cable  passes  during  its  transit  from  the  hold  of  the 

'*  vessel  to  the  water,  that  the  cable  cannot  slip  and  run  out 

'*  without  causing  the  .drums  or  reels  to  revolve  on  their  axes  at 

**  a  speed  equal  to  that  at  which  the  cable  Lb  passing ;  and  in  the 

"  application  to  drums  or  reels,  directly  or  otherwise,  of  a  friction 

**  hnke  capable  of  being  adjusted  and  regulated  so  as  to  cause 

"  more  or  less  tension  or  strain  on  the  cable,  as  may  be  required, 

**  according  to  circumstances;  in  the  employment  of  an  indicator, 

**  in  combination  with  a  drag  or  brake,  to  show  the  amount  of 

"  tension  or  strain  on  the  cable ;  in  the  employment  of  a  steam 

**  engine,  or  of  any  other  suitable  power  to  run  the  paying-out 

''  apparatus  in  a  reverse  direction,  where  it  may  be  required  to 

"  raise  up  the  cable ;  and  in  the  employment  of  floats  or  buoys 

''  to  be  attached  to  the  cable  at  intervals,  and  allowed  to  run  into 

"  the  water  with  it,  and  sink  with  it  when  required,  in  order  to 

**  take  off  or  reduce  the  strain  or  tension  of  the  cable." 
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The  Drawings  show  the  said  drums  *' combined  isilh  oof 
'*  wheels  in  gear  with  each  other  and  with  anotJier  oogwfaeci," 
'*  the  motion  of  which  is  controlled  "  by  a  brake. 

Collars  acted  upon  by  screws  form  tile  brakes ;  levers  are  abo 
attached  to  the  brakes,  and  axe  joined  to  "  counter  ievera;  "  the 
counter  levers  are  linked  to  a  lever  attached  to  a  Salter's  fipEisf 
balance  or  other  indicator. 
[Printed,  lOd.] 

A.D.  1857,  May  13.— N»  1350. 

NEW  ALL,  RoBBRT  Stirling. — .''Improvements  in  the  maxm« 
"  fscture  of  wires  and  strands  for  electrical  purposes." 

This  invention  "  relates  to  wire  strands  employed  for  submarine 
"  and  other  electrical  conductors." 

If  the  strand  be  composed  of  a  number  of  wires,  "  a  large  surface 
in  the  aggregate  is  exposed  to  the  insulating  substance.  This 
large  surfece  acts  prejudicially  when  the  wires  are  insulated  and 
immersed  in  water,  as  it  increases  the  difficulty  of  getting  rid 
of  what  is  known  as  '  the  charge,'  in  proportion  to  the  suiftce 
"  of  the  wire  exposed  to  the  insulating  substance." 

This  invention  "  consists  in  effacing  the  irregularities  of  the 
"  external  surface  of  the  strand  by  reducing  it  to  a  cylindrical  or 
"  other  regular  form,  by  drawing  the  strand  through  dies,  or  by 
'^  passing  it  through  rollers,  or  similar  apparatus,  or  by  fining 
"  up  the'interstices  with  tin  or  other  suitable  metal,  and  reducing 
"  the  same  to  the  required  dimensions  with  an  uniform  sur^ 
"  face." 

When  dies  or  grooved  rollers  are  employed,  they  are  mounted 
"  at  the  point  of  the  machine  for  making  the  strands,  where  the 
"  wires  unite  together  in  the  process  of  laying  them." 
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When  "  tin  or  other  suitable  metal "  is  employed  "  to  fill  up 
the  interstices  of  the  strand,"  it  is  caused  "  as  it  passes  from 
the  strand  machine  to  descend  into  a  bath  of  the  melted  metal, 
there  being  for  this  purpose  a  pulley  or  bar  at  the  bottom  of 
"  the  bath,  under  which  the  strand  passes,  and  a  layer  of  sal- 
"  ammoniac  or  other  flux  is  placed  on  the  sur&ce  of  the  metal" 
"  As  the  strand  passes  out  of  the  bath  it  is  drawn  through  a  ring 
"  or  die,  which  scrapes  oS  the  superfluous  metal,"  it  is  then 
passed  "through  another  die,  so  as  to  reduce  slightly  the  diameter 
''  of  the  coated  strand  or  wire." 
EPriiited,8dLJ 
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A.D.  1857,  May  19.— N°  1400. 

VASSEROT,  Charles  Fr^dbric  {acommunicatwnfromAvguste 
TrtmiUet). — ^This  invention  ia  entitled  "  &  typographical  numbering 
apparatus,"  and  the  following  applications  of  galvanic  force 

mentioned  in  the  Specification : — 

Amongst  other  methods  of  manufacturing  the  "typographic 

cirdea,"  it  is  proposed  to  solder  or  rivet  on  the  circles  a  band 

made  "  by  the  process  of  galvanic  stereotyping  ;*'  the  said  band  is 

"  formed  of  the  thickness  of  the  copper  deposited  in  the  opera- 

"  tion,"  the  band  is  first  shaped  into  a  ring  "  by  soldering  the 

'*  two  ends.*' 

*'  The  said  cylinder  covered  with  a  galvanic  envelope,''  may  be 
applied  "  to  cylindrical  printing,"  and  thus  ''  greatly  increase  the 
**  number  of  proofs  of  one  type  in  a  given  time." 

The  application  of  the  "  typographical  numbering  apparatus  " 
**  to  the  typographic  impression  on  the  presses,  usually  employed 
"  with  or  without  addition  of  text  or  vignettes,"  "  allows  to  print 
'*  &  to  number  simultaneously  by  the  same  pulling  the  shares, 
'*  bank  notes,  tickets,  &c.,  &c."  "  For  this  effect "  "  the  steel  or 
"  copper  plates,  or  those  obtained  by  the  galvano-plastic  process," 
scorped  "  "  at  the  place  of  the  numbers,  so  that  those  plates 
may  be  superposed  on  a  frame  with  the  numbering  apparatus. 
This  combination  will  necessitate  the  suppression  of  the 
ordinary  means  of  guarantee  against  the  fabification  of  the 
numbers,  which  are  placed  in  the  plate  and  printed  usually  in 
**  coloured  ink  before  the  pulling  of  the  text.  The  adjusting  of 
**  the  galvanized  plate  is  made  by  means  of  a  lead  plate  rivetted 
''  to  it,  &  of  supports,  which  fill  the  interstices  of  the  apparatus, 
**  80  as  to  maintain  a  constant  level  of  the  surface." 
[Printed,  U.] 

A.D.  1857,  May  20.— N»  1412. 

HARRISON,  Charles  Wbightman. — "  Improvements  in  ob- 
'*  taining  light  by  electricity,"  consisting  of: — 

"  The  manufacture  and  employment  of  electrodes  of  melted 
**  compounds  of  metal  with  other  elementary  bodies."  Those  com- 
pounds prefeired  are  as  follows: — **  The  peroxide,  and  the  protoxide 
<*  of  potassium,"  "  the  mixed  protoxides  of  potassium  and  sodium," 
**  the  double  chlorate **  [chloride?]  '*  of  sodium  and  allamimum  " 
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[aluminum?],  the  fluoride  of  leftd,  and  the  sulphide  of 
which  yields  a  fine  green  light ;  **  of  the  metallic  salti,  *lfai 
mixed  carbonates  of  potash  and  soda,*'  in  certain  proportai 
may  be  used,  also  ''the  fused  nitrate  and  dilorate  of  potaah.*' 

"The  manufacture  and  employment  of  electrodes  of  mdtel 
''  metal,  and  of  compounds  of  two  or  more  metals  when  made 
**  fluid  by  heat."  The  metals  and  metallic  compoands  prefenfd 
are  as  follows: — "Potassium,  sodium,  sine,  tin,  lead,  and  bii- 
*'  muth ;"  also  certain  proportions  of  sodium  and  zinc,  of  tin  aad 
lead,  of  sine,  biBmuth,  and  lead,  of  bismuth,  tin,  and  lead,  of  Ica^ 
tin,  and  sodium,  and  of  bismuih,  lead,  tin,  and  mercuiy. 

"  The  construction  and  employment  of  a  float  in  oombinatioa 
"  with  a  reservoir  of  a  fluid  electrode,  whereby  emporatioo  or 
consumption  of  such  electrode  by  the  light  is  confined  to  sn 
aperture  therein." 

These  improvements  are  earned  out  in  the  following  manner  t-^ 
According  to  the  nature  of  the  material,  it  may  either  be  en- 
ployed  (in  connection  with  a  carbon  electrode)  as  '*  a  flowing  or 
"  stream  electrode,"  or  used  in  a  reservoir.  The  stieam  or  reser- 
voir electrode  is  connected  with  the  positive  batteiy  pole,  and 
the  carbon  electrode  with  the  negative  batteiy  pole. 

The  material  may  be  made  fluid  either  by  the  application  of  heat 
from  steam  or  other  source,  or  by  the  heat  of  the  electric  corrent 
which  produces  the  light ;  in  the  former  case  the  fluid  electrode 
issues  from  a  small  r^g^ulated  orifice  in  a  pipe  connected  with  a 
heated  reservoir;  in  the  latter  case  a  pencil  electrode  of  the  ma- 
terial is  placed  in  "a  clay  or  glass  tube "  with  a  small  oziflce  at  its 
mouth,  a  copper  "  slide  rod  "  conveys  the  electric  current  to  the 
pencil  electrode. 

It  is  prefenred  "  to  use  two  pencil  carbon  dectrodes  in  combina- 
tion with  one  positive  stream  electrode,  and  to  arrange  these  in 
a  right  line,  one  on  each  side  of  the  stream." 

The  negative  electrode  may  also  be  a  fluid  electrode. 

When  a  reservoir  of  a  fluid  body  is  the  positive  electrode^  "a 
"  cylindrical  glass  vessel "  is  used  containing  mercury ;  upon  the 
mercury  is  placed  a  conical  float,  whose  base  fits  accurately  witiiin 
the  reservoir.  The  float  is  made  *'  of  refractory  clay,  or  of  pla- 
"  tihum,"  *'  a  small  aperture  being  formed  through  it  from  the 

apex  to  the  base,"  into  which  aperture  the  mercuiy  is  impelled 

either  by  the  weight  of  the  float  itself  or  by  other  pressure.^'  A 
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carbon  pencil  electrode,  free  to  work  vertically  over  the  reservoir^ 
\ms  its  motion  controlled  "  by  an  electro-magnet  and  keeper,  or  bj 
*"  a  helex  of  the  conductbg  wire," 

CPrinted,4i.] 

A.D.  1867,  May  20.— N»  14 1 7. 

KEOGH,  Hbnrt,  and  KEOGH,  Ffrbnch  Augustus.— (Fro« 
visional  Protection  only.)  This  invention  is  "for  lighting  the 
"  public  gas  lamps  in  the  cities  and  towns  of  Great  Britain  and 
"  Ireland  by  electricity,  and  for  turning  off  and  on  the  gas  to  same 
"  simultaneously." 

Insulated  conducting  wires  are  laid  under  the  roadway,  "  and  in 
"  succession  run  up  the  inside  of  each  lamp-post."  At  each  gas 
burner,  "a  small  piece  of  platinum"  or  other  suitable  metal 
severs  the  electric  wire,  but  is  connected  to  it.  ''  The  current  of 
**  electricity  encountering  resistance  at  each  of  these  pieces  of 
**  metals  will  produce  a  spark  which  w*i  ignite  the  gas  when 
**  turned  on." 

The  gas  taps  are  placed  at  the  bottom  of  each  lamp-post,  and 
have  small  toothed  wheels  that  gear  into  a  horizontal  bur  extend- 
ing the  whole  length  of  a  street  or  streets,  and  placed  under  ground 
in  a  suitable  casing.  At  a  suitable  place  a  hollow  iron  pillar  is 
fixed,  containing  a  handle  mounted  on  the  axis  of  a  large  toothed 
wheel  gearing  into  the  above-mentioned  horizontal  bar.  On  the 
movement  of  the  handle,  the  horizontal  bar  is  moved  paraUel  to 
itself,  and  communicates  motion  to  the  gas-tap  wheels,  thereby 
turning  the  gas  on  or  off.  "  The  galvanic  battery  been  "  [being  7] 
**  then  :6red,  instantaneous  illumination  of  all  the  lamps  will  be 
*'  produced."  ;| 

[Printed.  Bd] 

A.D.  1867,  June  1.— N«  1540. 

WALENN,  William  Hbnry. — "  Improvements  in  the  electrie 
**  deposition  of  metals  and  metallic  alloys." 

This  invention  consists  of  "  the  application  of  the  tartrate  of 
"  ammonium  and  cyanide  of  potassium  in  combination,  in  a  A>- 
*'  bition  used  for  the  electric  deposition  of  metals,  or  any  modifi- 
**  cation  of  this  combination,  according  to  the  metal  or  alloy 
**  required  to  be  dqMmted." 
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An  aqueous  solution  of  the  abore-roeniiooecl  salts  fama  dx 
flolrent  solution  or  menstruum,  which,  when  charged  with  mefei!, 
is  the  electro-depositing  solution  required.  The  proportions  in 
which  the  ingredients  are  mixed  diffSers  for  each  metal  or  aDoj; 
those  for  copper,  silver,  gold,  bronze,  and  brass  are  set  forth. 

The  methods  of  charging  the  solvent  solution  with  metal  are  as 
follows: — First,  hj  dissolving  therein  ''cyanides,  tartrates,   car- 
**  bonates,  or  any  other  suitable  salt  or  salts,  compound  or  eom- 
''  pounds  of  the  metal  or  metals  to  be  deposited  ;"   second,  bj 
means  of  electric  power,  **  using  a  large  positive  plate  of  the  metal 
"  or  alloy,"  and  "  a  fine  wire  for  a  negative  plate.** 
To  deposit  alloys,  electric  power  "  capable  of  evolving'  hydrogec 
freely  at  the  negative  pole  "  should  be  used.     '*  The  pxopoitioiis 
of  the  tartrate  of  ammonium  and  cyanide  of  potassium  are 
alterable  according  to  the  relative  proportions  of  the  metals  to 
be  deposited,  the  color  of  the  resulting  alloy  being  also  deter- 
"  minable  by  this  means.*' 

For  ordinaiy  purposes  the  solution  is  used  cold.  , 

[Printed,  4d.]  , 

A.D.  1867,  June  1.— N»  1547. 
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HOGA,  Stanislaus. — {Prc^nsional  Protectum  only.)    ^Anira* 
provement  in  coating  the  surfaces  of  the  cells  of  galvanic  bat- 
teries, and  also  the  surfiMsee  of  crucibles." 
This  invention  *' consists  in  the  improvement  of  the  cells  of 
galvanic  batteries,  and  also  of  crucibles,  by  the  deozidation  d 
platinum  and  iridium  by  heat  when  implied  to  such  snrfiaoes.'* 
For  this  purpose  a  solution  of  these  metals  is  i4>p]i€d  ofcr 
*^  such  vessels,  when  made  of  certain  aluminous  earth  or  (tf  a  ea^ 
"  bonaoeous  substance,  which  being  heated,  the  metals  are  deoon- 
posed,  and  a  thin  metallic  substance  remains  tenaciously  adhcRfit 
to  the  surfaces.    By  the  above  process,  the  whole  of  the  inskfe 
of  the  cell  of  a  galvanic  battery,  being  lined  with  a  metal  coating, 
is  converted  into  a  most  perfect  negative  element,  and  the  use  of 
"  a  plate  of  platinum  may  be  thus  dispensed  with.'* 

For  crucibles,  the  usual  cracibles  of  graphite  or  plumbago  ut 
**  made  use  of;  for  small  ones,  *' the  better  substance  of  carimi, 
'*  which  is  formed  in  gas  retorts,"  or  "  the  carbonated  iron  wbieh 
"  is  formed  in  the  bottom  of  the  same  retorts,"  is  employed.  Tk 
exterior  surfaces  of  such  crucibles  are  passed,  over  with  ***  braak 
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*  moistened  with  the  metal  solution ;"  the  same  is  subjected  to 
leat,  '*  by  which  metallic  surfaces  are  produced  on  the  outsides 
''*  of  the  crucibles,  which  will  prevent  the  carbon  combining  with 
'*  oxygen,  and  consequently  the  crucibles  will  be  preserved  ftom 
^*  being  burned  when  in  use.*' 
tPrinted,  Sd.] 

A.D.  1857,  June  9.— N»  1609. 

TUCK,  Joseph  Henry. — {Provisional  Protection  only.)  "  Jm- 
"  provements  in  the  application  of  light  to  facilitate  operations 
**  under  water." 

This  invention  ''  consists  in  adapting  and  applying  the  electric 
"  light,  and  gas,  and  other  lights,  to  facilitate  operations  under 
•*  water." 

As  respects  the  electric  light,  the  object  is  accomplished  bj 
using  the  ordinary  or  other  suitable  apparatus  for  the  produc- 
tion of  this  light."  "  The  ordinary  batteiy  for  the  purpose  may 
be  fixed  either  at  or  above  the  surfiace  of  the  water,  or  it  may  be 
fixed  to  or  near  or  contained  within  the  bell,  suitable  wires  being 
"  conducted  fit>m  the  battery  to  a  transparent  or  other  lantern 
containing  the  electrodes  or  points  of  combustion  and  light. 
This  lantern  may  be  fixed  in  any  suitable  position,  eitoer  inside 
or  outside  the  beU,  or  at  or  above  the  surfietce  of  the  water,  or  it 
may  be  portable  and  used  as  an  ordinary  lantern  by  the  operator 
**  within  the  bell,  or  by  the  diver  in  the  ordinary  diving  dress. 
^  The  conducting  wires  are  insulated  in  the  usual  manner  by 
'*  gutta  percha  or  other  suitable  covering  for  protection  in  sub- 
**  marine  operations." 

The  application  of  gaslight  and  other  lights    "to  illuminate 
'*  objects  under  water  "  is  also  set  forth. 
[Printed,  9dJ] 

A.D.  1857,  June  12.— N»  1649. 

DAVIES,  Oeorob  (a  eomnmmeationjrom  Nathan  M.  Phillips), — 
*'  Improved  apparatus  for  weighing  grain  and  other  articles,  to  be 
I    "  cslled  'the  electro-magnetic  grain  scale.'  ** 

This  invention  consists  of  "  the  application  of  an  electro-magnet 
f  "  to  operate  the  inlet  and  delivery  valves  of  a  scale  for  weighing 
^  **  grain  and  other  articles  of  a  similar  nature,  by  making  a  con- 
.    **  nection  between  the  positive  and  negative  poles  of  a  galvanic 
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**  batteiy  by  means  of  the  tiltiDg-  or  nimg  of  tlie  bemm  of  dtf 
••  scale.*' 

The  Drawings  show  '*  a  krer  scale  beam  "  or  atedjard  *'  of  Ae 
'*  Ofdinaiy  oonstmctiony  ^th  a  hopper  "  **  attached  to  its  fhsrt 
"  end  to  contain  the  grain  to  be  weighed ;"  the  electzo-magMl'i 
armature  acts  on  the  inlet  and  deliveiy  valves  by  means  of  a 
suitably  placed  lever  to  which  it  is  attached.  As  soon  as  tht 
requisite  weight  of  grain  has  fallen  from  the  inlet  valve  attached 
to  a  bin  placed  immediatelj  over  the  hopper»  the  dectric  dienit  a 
completed  hj  "  the  rising  of  the  other  end  of  the  scale  besm,^ 
and  the  bin  valve  is  closed  hj  the  lever  of  the  armatiue ;  at  the 
same  time  the  hopper  valve  is  opened  and  allowa  *'  the  weighed 
grain  to  fall  into  a  sack  or  other  receptacle  beneath,"  ''ths 
hopper  being  thus  lightened,  rises  and  breaks  the  electric 
"  drcuit;  an  attendant  then  closes  the  hopper  valve  and  opcai 
"  the  bin  ralve  (by  means  of  a  hand  lever),  when  the  openlioa 
**  is  repeated." 
[Printed,  7d.] 

A.D.  1857,  June  12.— N«  1665. 

BARSAIfTI,  EuGkNK,  and  MATTEUCCI,  Fklix.  — TTi^ 
invention  is  entitled  "  Improved  apparatus  for  obtaining  motift 
power  from  gases ;"  it  "  relates  to  the  means  of  obtaining  matin 
power  from  the  explosive  force  of  a  mixture  of  atanospheric  sir 
and  hydrogen,  or  any  other  inflammable  gas.  The  explosion  of 
*'  the  mixed  gases  is  effected  by  means  of  an  electric  sparic  ^iplieti 
**  to  the  under  part  of  a  piston  working  in  a  cylinder." 

According  to  the  first  method  of  carrying  out  this  inventioa, 
only  ''the  vacuum  produced  underneath  the  piston  by  the 
"  explosion"  is  made  available;  in  this  case,  therefore,  ''it  if 
simply  atmospheric  pressure  acting  upon  the  outer  suiiace  of 
the  working  piston,  which  communicates  the  requisite  motioB 
*'  thereto  in  one  direction,  the  return  stroke  bdng  effected  by  the 
*'  piston  rod."  In  this  arrangement,  besides  the  main  pistoOf 
there  is  a  smaller  **  counter  piston,"  whose  office  ''is  to  drawls 
"  the  charge  of  gas  which  is  to  be  escploded,  and  also  to  dear'* 
a  small  chamber  (at  the  bottom  of  the  main  cylinder  and  of  tk 
same  diameter)  of  the  products  of  combustion.  In  this  eogm 
the  main  piston  only  exerts  its  power  on  the  fly-wheel  shaft  daaaf 
its  descent  by  the  preMure  of  the  ataio^here  as  it  acts  on  the 


U 
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ud  fly-wheel  shaft  through  the  intervention  of  a  rack  (fixed  to 
he  piston  rod),  spur,  and  ratchet-wheel  gear,  which  does  not  act 
luring  the  raising  of  the  piston  by  the  '*  explosive  force."  The 
pas  suid  air  are  admitted  by  a  slide  valve  connected  to  the  flj-wheel 
ftittft  Ysj  means  of  a  cross-head,  rods,  and  exoentrics.  The  charge 
b  ftred  by  an  "  electric  spark  "  torn  "  a  small  cylindrical  circuit 
'*  1>Teaker,"  which  rubs  against  a  steel  spring ;  this  circuit  breaker 
is  kept  in  continual  rotation  by  a  band  and  pulleys  in  connection 
witb  the  fly-wheel  shaft.  The  electric  circuit  is  only  completed 
when  the  slide  valve  is  at  the  extremity  of  its  travel.  "  A  Bunsen's 
**  battery"  and  "De  la  Rive's  multiplier"  furnish  the  electric 
|>ower.  Two  cylinders,  operating  alternately,  are  employed  when 
method  is  adopted. 

According  to  the  second  arrangement  the  force  of  the  explosion 
and  the  vacuum  produced  are  both  utilised,  the  one  force  being 
made  to  act  on  one  side  of  the  piston,  and  the  other  force  on 
the  opposite  side.  In  this  case  the  pistons  and  their  cylinders 
differ  but  slightly  irom  those  ordinarily  employed  in  steam 
«*  engines  as  regards  their  construction  and  the  mode  of  opeiating 
••  them." 

Locomotive  engines  on  this  principle  consist  of  four  cylinders, 
*'  one  on  each  of  two  pairs  of  driving  wheels,  the  lAain  shafts 
"  being  made  to  drive  these  wheels  by  means  of  connecting  rods 
"  at  gearing  combined  in  such  a  manner  as  to  change  the  direction 
"  ot  rotation  by  means  of  clutches."  The  locomotive  <amnes  a 
^  reservoir"  of  gas,  between  which  and  the  feed  pipe  is  a  regu- 
lating apparatus,  consisting  of  a  small  gasometer,  and  of  a  cylinder, 
piston,  and  slide  valve ;  this  arrangement  supplies  the  gas  to  the 
working  cylinders  at  an  uniform  pressure. 

When  tiie  direct  action  of  the  explosion  is  used  as  a  percussive 
force,  the  extremity  of  the  piston  rod  is  applied  to  the  work ;  in 
this  case  the  rotating  shaft  of  the  engine  merely  works  "  the  supply 
**  of  the  mixed  gases  to  the  cylinder,  and  the  discharge  therefrom 
*'  of  the  products  of  combustion." 

[Printed,  Ud.] 

A.D.  1857,  June  13.— N«  1662. 

MARCH,  Chapman.— (P^twifioiM^  Protection  tmly.)  "  Improve- 
^  ments  in  obtaining  motive  power." 
'*This  inventioa  reUites  to  the  obtainment  of  motive  power  for 
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general  purposes,  from  what  maj  be  termed  pm^  niteil 
sources.     It  is  based  upon  the  theory  tiiat  the  sun  is  the  gnei 

**  central  power  of  repulsion  and  attraction  of  the  umtoK. 
possessing  alternated  drifts  or  lines  oi  repulsive  and  attraeliTt 
movement,  which  lines  act  upon  the  earth  in  suc^  manner  ai  to 
cause  the  revolution  of  the  latter.  The  speoal  igrfran^"*  bj 
means  of  which  this  power  is  taken  advantage  of,  conaate  of  i 

"  vertical  first-motion  ahaft,  carrying  a  horisontal  whed,  raaoi 
the  periphery  of  which  are  disposed  a  set  of  tfaiily-two  natmiJ 
magnets,  interpolated  with  conespondii^  pieces  of  sted,  the 

"  whole  series  being  dovetailed  into  each  other  to  farm  a  oomplefe 
ring,  the  whole  being  held  down  by  a  ring  of  copper  plates. 

This  arrangement  for  obtaining  a  direct  rotatory  motioD  of  the 
wheel  is  applicable  for  general  purposes,  but  it  is  partacukri^ 
useful  in  ooigunction  with  the  '  Improvements  in  piopeZhng  and 
'  working  ships  or  vessels,'  for  which  Mr.  Chapman  March 
obtained  a  grant  of  British  Letters  Patent,  on  or  about  the  ninth 
day  of  August,  1856.    When  applied  to  work  in  conjunction 

"  with  the  wind  wheel  described  in  the  Specification  of  that 
Patent,  the  magnetic  power  wheel  is  disposed  upon  the  wind 
wheel,  a  layer  of  caoutchouc  being  interposed  between  the  tvo 

"  wheels.  In  crossing  the  equatorial  lines  where  tlie  sun  is  at 
times  vertical,  this  arrangement  will  answer  well,  inasmu4^  as 

"  the  wind  wheel  itself  would  be  comparately  useless  from  the 

"  great  prevalence  of  calms  in  such  situations.'' 
[Printed,  W.] 

A.D.  1857,  June  16.— N»  1678. 
SMITH,  William  (a  communicatum  from  Jean  Marie  Pros/).— 
"  Improvements  in  steam  generators." 

This  invention  relates  to  various  methods  of  keeping  the  tem- 
perature of  superheated  steam  constant  by  reg^ulating  the  feed  of 
water.  This  feed  can  either  be  altered  by  hand,  attention  having 
been  called  at  the  temperature  requiring  the  alteration  by  meant 
of  an  alarum,  or  the  temperature  may  be  made  to  regulate  thefised 
by  self-acting  means.  A  condensing  apparatus  to  be  implied  to 
generators  of  superheated  steam,  by  the  employment  of  whidi 
less  water  is  required  than  is  usually  necessary,  is  also  described 
and  shown. 

Two  thermometrical  apparatus  are  described  and  shown,  in 
Which  the   clockwork  of  the  alarum  is  set  free  hf  medtsnicri 
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means  ;  the  second  of  these  is  made  self-regulfttiog  by  opposing 
more  or  less  resistance  to  the  opening  of  the  overflow  valye.  In 
the  third  and  fourth  apparatus  the  expansion  of  a  metallic  rod  by 
hea^  and  the  alteration  of  form  of  compound  blades  of  metal  by 
the  same  means  are  respectively  employed  to  affect  the  alarum  and 
self-re^^ulating  apparatus. 

In  the  fifth  arrangement,  electro-magnetic  power  is  made  avail- 
able for  the  above  objects.     On  the  temperature  being  lowered  to 
a  certain  point,  or  raised  to  another  predetermined  point,  it  com- 
pletes   a  gfdvanic  circuit  (which  includes  one  or  other  of  two 
electro-magnets)  by  the  deflection  of  the  dial  hand  of  a  metallic 
thermometer  against  springs.    When  one  electro-magnet  is  thus 
excited,  it  impels  a  weighted  carriage  nearer  to  the  fulcrum  of  the 
overflow  valve,  thus  increasing  the  temperature  by  decreasing  the 
feed ;  when  the  other  electro-magnet  is  excited,  the  loading  of  the 
valve   decreases  the  temperature  by  increasing  the  feed.    The 
carriage  is  impelled  by  a  "  pawl "  on  the  armature  working  into 
the  teeth  of  a  rod  connected  with  the  carriage. 
[Printed,  U.&i.] 

A.D..  1867,  June  16.— N»  1683. 

EDWARDS,  William  Alexander. — (Provisional  Protection 
only,)  "  This  invention  has  for  its  object  improvements  in  appa- 
'*  ratus  for  separating  iron  and  other  matters  from  ores.'' 

'*  For  these  purposes  a  cylinder  of  iron  is  employed,  which  is 
**  constantly  rendered  magnetic  by  part  of  its  length  revolving 
'*  within  a  fixed  coil  of  wire,  the  two  ends  of  which  are  put  in 
connection  with  a  galvanic  batteiy.  The  pulverized  ores  and 
other  substances  (from  which  it  is  desired  to  separate  iron  and 
other  matters  attracted  by  magnets)  are  placed  in  a  hopper,  the 
*'  lower  end  of  which  is  open,  and  admits  the  pulverized  ore  or 
substances  to  flow  freely  as  the  cylinder  revolves  under  the 
hopper,  by  which  means  those  parts  of  the  pulverized  ore  or 
substances  which  are  attracted  and  adhere  to  the  cylinder  will 
"  be  carried  round  therewith,  whikt  those  parts  which  are  not 
**  attracted  will  descend  into  a  receiver  below.  And  as  the  parts 
"  of  the  surface  of  the  cylinder,  having  iron  and  other  matters 
"  adhering  thereto,  come  again  under  the  hopper,  a  brush  at  its 
"  lower  end  brushes  off  the  adhering  matters  tiierefrom." 
[Printed,  Sd.] 
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A.D.  1857,  June  16.— N»  1687- 
DE  BLAQUIERE,  William  Barnard.— "  Improvemeoli  m 
**  connecting  the  ends  of  submarine  electric  telegraph  cables.'* 

For  this  purpose,  according  to  one  method,  a  tube  of  metal  it 
ttsed,  **  having  at  each  end  a  portion  '*  ''attached  to  tiie  other  put 
"  by  a  hinge ;  the  central  portion  of  the  tube  is  filled  with  gotta 
*'  percha,  and  has  wires  through  it  suitable  for  bdng  connected  to 
"  and  form  part  of  the  conducting  wire  of  the  tel^raph  cables  ;*' 
screw  nuts  **  screw  on  to  the  ends  of  the  tube  so  as  to  hold  down 

the  moveable  portions/'  "  and  firmlj  nip  the  ends  of  the  cables. 

The  junction  is  made  in  the  following  manner : — The  ends  of 

the  cables  are  brought  together,  and  one  of  the  nuts  is  dipped 
**  over  the  end  of  each,  then  the  ends  of  the  cables  are  roughened 
*'  or  grooved,  and  this  may  be  done  by  compressing  them  between 
"  suitable  tools,  so  as  to  form  a  series  of  indentations  round  them 
"  corresponding  in  form  to  indentations  or  grooves  formed  in  the 
«  ends  of  the  tube  "  *'  anH  ui  the  moveable  parts.*'  "  When  this 
"  is  done,  the  portions  of  the  tube "  whidi  are  covered  by  the 
hinged  pieces  ''are  filled  in  with  gutta  percha  in  a  plastic  state," 
then  the  hinged  pieces  "are  shut  down,  and  the  screw  nuts'* 
*'  are  screwed  on,  the  junction  is  then  complete." 

According  to  another  method,  the  tube  "is  made  in  two  halves 
"  or  parts,  and  the  wires  in  the  middle  of  the  tube  are  dispensed 
"  mth,  so  as  to  allow  the  conducting  wires  in  the  two  caUes  to 
"  be  connected  directly  to  each  other.  The  two  portions  of  the 
"  tube "  "  are  filled  in  round  the  ends  of  the  cables  with  ffutta 
"  percha,  or  this  may  be  omitted,"  "and  they  are  held  together 
"  by  screw  nuts  "  "  as  before."  "  In  place  of  grooving  the  ends 
"  of  the  cables  as  above  described,  the  ends  of  the  covering  wires 
"  may  be  turned  back  over  a  metal  ring." 

*'  Cables  of  different  sizes  may  be  connected  "  "  by  tiie  use  of 
**  this  apparatus." 
[Printed,  9rf.] 

A.D.  1867,  June  17.— N«  1696. 
MARQFOY,  GusTAVB. — "  Improvements  in  actuating  railway 
"  signals." 

A  railway  signal,  oonristing  of  a  disc  colored  difilerentiy  on 
each  side,  is  actuated  by  clockwork,  the  stud  dookwozk  beo^ 
liberated  by  deotro-magnetic  appantus. 
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On  an  electric  current  bang  passed  through  the  coils  of  an 
electro-magnet,  its  lever  armature  releases  a  spring ;  *the  bevel 
wheel  of  the  clockwork  which  immediately  communicates  motion 
to  the  disc  has  two  arm's  "  pointing  in  opposite  directions/'  one  of 
which  (in  the  normal  condition  of  the  apparatus)  rests  against  a 
notch  in  the  spring,  therefore  when  the  spring  is  released,  the 
disc  rotates  until  the  other  arm  comes  into  the  notch,  viz.,  half  a 
revolution.  The  lever  armature  acts  upon  the  notched  spring  by 
means  of  a  lever  with  two  short  arms  and  one  long  one ;  and 
during  the  semi-rotation  of  the  disc,  this  lever  is  risen  into  such  a 
position  that  the  lever  armature  can  prevent  its  deflecting  the 
notched  spring  at  the  return  of  the  said  armature  to  its  normal 
position  by  the  breakage  of  the  electric  circuit ;  the  said  lever  is 
raised  by  means  of  a  pin  wheel  in  the  clockwork  train. 

On  the  axis  of  the  disc  an  excentric  is  fixed,  which  gives  motion 
to  a  lever  "  so  as  to  complete  electric  currents,  which  are  made  to 
"  act  on  ordinary  needle  instruments,  the  position  of  the  needles 
"  indicating  in  which  position  the  disc  is  retained.'' 

[Printed,  7<f .] 


A.D.  1867,  June  23.— NM 754. 

ROUSSELOT,  Joseph  Scipion.— "  An  improved  method  of 
*'  obtaining  motive  power,  and  engine  for  applying  the  same." 

'*  An  oxyhydrogen  flame,"  the  gases  for  which  are  generated 
from  water  by  a  magneto-electric  machine,  is  made  to  heat  air; 
the  expansion  of  the  ur  gives  "motion  to  pistons,  and  thence 
'*  through  rods,  cranks,  etc.,  to  any  apparatus  and  for  any  purpose 
•*  required." 

The  magneto-electric  machine  employed  has  its  horseshoe  per* 
manent  magnets  bolted  *'  in  a  vertical  position  "  on  to  a  horizontal 
platform ;  the  polar  faces  of  the  said  magnets  are  thus  enabled  to 
be  in  the  same  plane,  and  arranged  in  the  circumference  of  a 
circle,  with  the  line  joining  the  contrary  poles  of  the  same  magnet 
radiating  from  the  centre  of  the  said  circle.  The  armatures  are 
arranged  in  an  exactly  similar  manner  to  the  permanent  magnets, 
with  the  polar  faces  of  their  cores  opposite  to  the  polar  faces  of 
the  magnets,  but  are  fixed  to  a  ring  which  is  mounted  on  a  vertical 
shaft  carrying  a  conunutator,  by  which  the  various  induced  electric 
currents  are  made  available.    From  the  commutator  conductmg 
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wires  are  led  to  a  voltameter,   in  which   the  mixed  gaaes  se 
generateci 

The  general  arrangement  of  the  engine  consists  of  "  gasometos^ 
attached  to  the  voltameter,  a  '*  dilating  vessel "  in  wliich  the  ex- 
pansion  of  the  air  takes  place,  a  **  distributing  box  "  to  admit  the 
dilated  air  to  the  "  motive  cylinder,"  and  the  "motive  cjlinder" 
itself,  containing  pistons  which  transmit  the  power  of  the  engine 
to  the  machineiy  to  be  driven. 

llie  action  of  the  engine  b  as  follows : — Before  starting  the 
engine,  a  "compressed  ab  resen'oir"  and  "the  oxjhydrogen 
reservoirs  "  are  filled.  After  being  expanded  in  the  "  dilating 
vessel,"  the  air  passes  to  the  "  distributing  box,"  thence  into 
one  of  the  "  motive  cylinders,"  producing  motion  of  its  pistoo ; 
at  the  return  stroke  of  the  piston,  the  exhausted  ur  is  forced  into 
a  supply  cylinder,  "  whence  it  is  returned  to  the  dilating  vessel. 
A  little  air  is  supplied  by  a  small  pump,  to  compensate  for  the 
waste  which  may  occor  in  the  working  of  the  engine.*'  When 
the  engine  has  been  started  in  the  manner  just  described,  it 
drives  the  magneto-electric  machine,  and  "  proceeds  without  the 
"  aid  of  the  supplementary  arrangements  which  are  required  to 
"  start  it." 
Electricity  is  also  employed  to  light  the  gas  in  the  "  dilating 
vessel,"  which  it  does  by  "an  electric  spark"  passing  between 
platinum  wire  points"  "in  front  of  a  gas  jet."  In  "the 
distributing  box  "  "  an  increase  of  dilatation  "  is  given  "to  the 
air  by  the  action  within  it  of  a  series  of  electric  sparks,  which 
are  made  to  pass  between  two  copper  rods  terminated  by 
platinum  points,  from  a  battery  or  from  the  magneto-electric 
"  machine." 

A  peculiarly-constructed  valve  closes  "each  of  the  several 
"  openings  "  into  the  "  motive  cylinder." 

To  avoid  explosions,  the  pipes  connecting  the  "gasometers** 
with  the  "  dilating  vessel "  are  furnished  with  "  wire  gauze  par- 
"  titions,"  and  "  with  a  small  cylinder  filled  with  sand,  through 
"  which  the  gas  can  but  the  flame  cannot  pass." 
[Printed,  W.] 

A.D.  1867,  June  23.— N«  1765. 

BROOMAN,  Richard  Archibald    (a  eommumcation). — "An 
"  improved  method  of  engraving,  and  of  copying  figures,  pat* 
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"  terns,  and  other  deyiceei/'  in  which  dectro-magnetic  power  is 
used. 

In  this  invention  a  style  is  made  to  move  over  a  pattern  plate  and 
a  graver  over  a  plate  to  he  engraved,  in  an  exactly  similar  manner^ 
by  means  of  suitably  placed  links  and  levers.  When  the  style 
passes  over  conducting  portions  of  the  pattern  plate,  the  giaver  is 
put  into  action  by  means  of  the  armature  to  which  it  is  attached, 
the  electro-magnet  of  the  said  armature  being  included  in  the 
eame  electric  circuit  as  the  pattern  plate  and  style. 

In  the  arrangement  shown  in  the  Drawings,  longitudinal  recti- 
linear motion  is  given  to  the  plates  by  means  of  levers  and  links 
moved  by  hand,  the  plates  moving  in  guide  frames.  A  similar 
plan,  in  connection  with  transverse  slides,  moves  the  tracer  and 
graver  across  the  plate.  These  motions  combined  enable  the 
graver  to  trace  pandlel  straight  Unes  along  its  plate,  except  when 
the  style  passes  over  non-conducting  portions  of  the  pattern  plates. 

If  the  movements  of  the  two  plates  and  of  the  style  and  graver 
have  been  over  tike  spaces,  the  engraved  plate  will  be  a  fsicsimile  of 
the  pattern  plate ;  but  if  the  movements  of  these  parts  of  the  ap- 
paratus have  been  over  unlike  but  proportional  spaces,  the  engraved 
^ign  will  be  enlarged  or  diminished ;  in  the  former  case  tinks 
without  levers  are  used,  and  io  the  latter  levers  are  used  in  connec- 
tion with  the  Unks,  the  proportion  between  the  designs  being 
determined  by  the  distance  from  the  fulcrum  at  which  the  Unks 
are  fixed. 

The  pattern  plate  is  coated  with  varnish,  and  the  design  is  drawn 
thereon  "  down  to  the  metal." 

The  use  of  this  invention  "  may  also  be  extended  to  carving, 
"  weaving,  &c.,  &c." 
[Printed.  6d.] 

A.D.  1857,  Jane  24.— N«  1767. 

CHURCH,  Jabez.  —  {Frovmtmal  Protection  only.)    "Improvc- 
"  ments  in  the  manufiscture  of  artificial  fiiel." 

"  For  these  purposes  sifted  breeze  is  combined  with  coal  or  other 
"  tar,  to  produce  a  cohering  mass,  which  it "  [is  ?]  **  put  into  a 
**  retort  and  subjected  to  heat,  and  when  the  volatile  products  have 
"  been  driven  off,  the  mass,  whilst  still  kept  heated,  is  subjected  to 
**  the  action  of  streams  of  electricity." 
.     CPrinted,  9d.^ 
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A.D.  1867,  June  30.— N- 1830. 

POLE,  William  (a  communicatum  from  Charles  CoUm  Adk^yA 
**  Improved  means  for  supporting"  [electric?]  "  tel^^nph  wire  " 

This  invention  consists  of  the  use  of  a  novel  construction  d 
metallic  support  for  telegraph  wires  suspended  in  the  air,  in  plice 
of  the  wooden  single  posts  ordinarily  used. 

Three  iron  bars  or  tubes  are  ''arranged  as  stmts,  and  welded  or 
"  rivetted  together  at  their  apex,  thus  forming  a  tripod."  At  tfat 
apex  they  are  bound  round  with  a  wrought-iron  collar,  and  a  pio- 
jecting  piece  to  carry  the  insulator  arms  is  formed  ;  this  projectin| 
piece  also  "  acts  as  a  lightning  conductor."  A  base  piece  to  keep 
the  struts  equidistant  is  buried  in  the  ground ;  this  consists  of  an 
equilateral  triangle  of  wrought  or  cast  iron,  having'  holes  at  its 
angles  to  which  the  rods  or  struts  are  fiutened  "  by  shoulders  and 
"  cottars." 

In  another  modification  described  and  shown,  the  three  hta 
"  are  brought  together  for  half  the  length  of  the  tripod,"  fixed  bf 
a  collar,  and  then  spread  out  and  kept  equidistant  hj  a  suitable 
base  piece. 

The  above  arrangements  are  preferred,  but  any  number  of  stnila» 
from  two  and  upwards,  may  be  used. 

[Printed.  Sd.] 

A.D.  1867,  July  1.— N«  1836. 

NEWTON,  William  Edward  (a  eoimmnitcafioii  from  Charlet 
N^gre), — "  Improved  processes  for  ornamenting  metellic  surfaces, 
"  and  for  producing  surfaces  in  intaglio  or  in  relief  for  printing 
"  purposes." 

The  processes  may  be  described  under  the  following  heads, 
viz. : — 

Ist.  *'  Producing,  by  means  of  electricity,  direct  depositB  or 
"  metallic  images  of  gold,  platinum,  copper,  &c.y  upon  the  sniftoe 
"  of  another  metal,  such  as  steel,  iron,  copper,  &c.,  partially  oovend 
"  with  a  photographic  varnish  insulating  and  utilizing  this  super- 
posed metal  as  a  reserve  or  ground,  for  the  purpose  of  attacking 
and  biting  into  the  more  oxidizable  metal  forming  the  founda- 
"  tion  or  back,  either  by  means  of  an  add  or  by  electridty." 

"To  obtain  these  heliographic  engravings,  damaskened  and 
"  other  ornamental  surfkces,"    '^  negative  reversed  proolB,  and 
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ordinary  positive  and  ne^^ative  proofs"  are  employed.     The 
photographic  varnish  consists  of  sensitized  bitumen,  gelatine,  albu- 
rn en^  or  guihs.    After  having  been  acted  on  by  light,  those  parts 
of  tlie  varnish  "  which  have  been  protected  from  the  action  of  the 
**  li^ht  are  then  to  be  removed  by  means  of  a  suitable  solvent.'' 
A  layer  of  metal  is  then  electro-deposited  *'  upon  all  parts  of  the 
"  metal  which  have  been  laid  bare  by  the  solvent,  and  the  photo- 
ipraphic  varnish  (which  has  also  acted  as  a  reserve)  is  removed.    If 
"  &  colored  damaskened  surface "  is  to  be  produced,  those  parts 
of  the  metal  surface  "  not  covered  with  the  galvanic  deposit  of  gold 
**  or  silver  "  are  shaded  by  the  formation  of  an  oxide  or  sulphuret. 
If  it  is  required  to  produce  an  engraved  plate  for  printing,  those 
parts  of  the  design  not  protected  by  the  galvanic  deposit  (of  gold 
or  silver,  for  instance,)  are  bitten  into ;  if  it  is  electro-etched*  it  must 
be  **  immersed  as  an  anode  in  a  neutral  solution  of  a  soluble  salt 
••  of  that  metal." 

After  the  action  of  the  solvent  upon  the  photographic  vamish, 
the  plate  may  be  electro-coated  with  copper,  and  the  deposit  after- 
wards detached  from  the  plate ;  this  gives  an  engraving  in  relief  if 
'<  ttn  ordinary  negative"  is  printed  through  ''on  the  layer  of 
'•  bitumen." 

2nd.  ''  Effecting  by  means  of  electricity  direct  metallic  deposits 
"  upon  photographic  images  obtained  by  means  of  a  metallic 
"  salt." 

No  bituminous  or  organic  photographic  varnish  is  employed,  but 
"  the  metal  is  reduced  in  the  parts  of  the  sensitive  layer  acted  upon 
**  by  the  light."  This  reduction  takes  place  by  means  of  gallic 
acid  and  nitrate  of  silver  or  by  phosphorus.  An  electro-deposit  of 
copper  is  then  made  upon  all  the  parts  thus  metallized.  <'  If  the 
picture  operated  upon  is  a  reversed  negative,  it  is  necessary,  as 
soon  as  the  first  deposit  has  acquired  a  certain  consistence,  to 
spread  upon  the  whole  surface  of  the  picture  obtained  upon 
glass,  or  attached  by  means  of  varnish  to  any  plain  surface,  a 
close  or  compact  layer  of  copper  filings,  which  by  allowing  of  a 
deposit  upon  the  whole  surface  of  the  picture  will  by  its  grain 
give  a  dark  tint  to  the  impression.  The  portions  in  contact 
with  the  image  or  picture  will  furnish  the  whites  by  thin  polish. 
"  When  the  deposit  is  considered  sufficient  it  may  be  detached." 
Many  dettuls  are  set  forth  in  this  Sj^ecification. 

[Printed,  6d.] 


M 
(C 

« 
CC 
« 
Cf 
« 


670  ELECTRICITY  AND  MAGNETISM : 

A.D,  1857,  July  8.-N«  1902. 

CUMMINS»  Nicholas  Marshall  (a  eommamioaiiom  frtm 
lAeuttnant'CoUmel  John  Swate  Cumnitiu). — "  Improved  meant  for 
**  indicatiiig  the  proximitj  of  icebergs." 

"  The  object  of  this  invention  is  to  indicate  to  naTigatan  ^ 
*'  proximity  of  floating  icebergs,  when,  either  from  the  foggy  stile 
<*  of  the  weather  or  from  darkness,  such  objects  are  not  dis- 
"  cernible." 

The  fact  of  the  temperstnre  of  the  sunounding  sea  being^  rednoed 
by  "  the  presence  of  icebergs  "  is  used  ^'  to  attain  Hie  lequiied 
"  indication."  There  is  fitted  « in  the  fore  part  of  the  sliip,  bdow 
*'  the  line  of  flotation,"  "  a  trumpet-mouth  pipe  which  projects 
**  downwards  into  the  water,  and  is  intended  to  receive  water  from 
''  near  the  keel  of  the  vessel,  and  discharge  it  into  tiie  ship  below 
*'  the  load  water  line  upon  the  face  of  a  thermometer.  By  this 
"  means  the  temperature  of  the  water  will  be  continuaUy  indicated 
'*  on  the  thermometer,  and  if  desired  the  fall  of  the  .column  of 
**  mercury  can  be  caused  to  set  an  alarum  in  action  and  attract 
"  the  attention  of  the  master  of  the  ship." 

According  to  one  method  of  liberating  an  alarum  dockwoiic,  set 
forth  in  the  Complete  Specification,  a  metal  bar  or  rod  acts,  by  its 
contraction,  on  the  detent  lever,  when  tiie  temperature  of  the  water 
sinks  to  a  dangerous  point. 

According  to  a  second  method,  a  mercurial-thermometer  uanalfy 
completes  an  electric  circuit,  thus  maintaining  the  detent  armature 
of  an  electro-magnet  in  such  a  position  as  to  prevent  an  alarum 
from  acting.  >Vhen,  however,  the  temperature  becomes  lowered 
to  a  dangerous  amount,  the  armature  falls  away  from  the  electro- 
magnet and  releases  the  alarum  clockwork. 

[Printed,  lOd.] 

A.D.  1857,  July  8.— N«  1903. 

MOORE,  Robert. — {Provisional  Protection  only.)  **  Improi^ 
"  ments  applicable  to  navigable  vessels,  and  the  propelling  thereof/* 
consisting  of: — 

lat.  "  Certain  strengthenings  in  the  structure  "  of  vessels. 

2nd.  "  Appliances  for  the  more  advantageous  developement  and 
"  economy  of  steam  when  used  as  a  motive  power ; "  raising  and 
lowering  the  screw,  &c. 
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3zd.  "  For  the  detection  of  local  attraction,  &  consequently  to 

**    ftdlitate  the  correction  of  the  magnetic  deviation/'  "  a  closed 

**    cylindrical  or  other  vessel  of  suitable  dimensions  and  form  "  is 

s^ispended  ^'  in  a  similar  way  to  compasses,  or  in  any  more  con- 

**    v^enient  manner.    The  upper  and  lower  ends  may  be  of  glass 

**    so  as  to  render  it  transparent,  and  allow  of  its  being  illuminated 

*'    from  below.    This  box  or  vessel  is  filled  or  partly  filled  with 

**    spirits  of  wine  or  other  suitable  fluid,  and  suspended  on  this 

'*   fluid ''  is  placed  "  a  combination  of  magnets,  consisting  of  three 

*'   or  moie,  secured  to  buoyant  frames,  which  acting  both  com- 

f^  liinedly  &  in  some  respects  independently,  will,  from  the  mean 

'*   of  several  simultaneous  observations  upon  certain  well-known 

^'   principles  of  magnetic  or  electro-magnetic  influences,  furnish  a 

**   cxnrrection,  or  an  estimate  very  nearly  correct,  of  the  magnetic 
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A.D.  1857,  July  20.— N'  1998.' 

HOLMES,  Frbdbrick  Halb. — "Improvements  in  magneto- 
**  electric  and  electro-magnetic  machines,''  consisting  of: — 

1st.  ''Making  the  helices  of  magneto-electric  machines  with 
"  movable  iron  cores,  which  cores  can  be  withdrawn  and  replaced 
with  ftwality." 

For  this  purpose  the  core  is  made  to  screw  "  into  one  of  the  two 
face  plates "  "  of  the  helix,  the  other  end  of  the  core  being 
formed  with  a  projecting  shoulder  or  collar,"  which  tightens  the 
said  core  against  the  other  "  ibce  plate,"  and  at  the  same  time 
tightens  the  face  plates  against  the  coil. 

2nd.  Making  the  divisions  of  cylindrical  inlaid  commutators  "  of 
**  a  curved  or  indented  form,  or  in  broken  lines,  so  that  each  of 

the  contact  rollers,  in  passing  over  any  one  of  the  divisions  so 

formed,  is  always  in  contact  with  the  commutator,  whilst  at  the 
*'  same  time  the  curved  or  indented  spaces  between  the  divided 
''  portions  of  the  commutator  are  made  sufficiently  wide  to  pre- 
"  vent  dust  or  other  foreign  substances  lodging  permanently 
'*  therein,  and  thereby  forming  a  conducting  medium  between 
"  those  parts  that  are  required  to  be  insulated  from  each  other." 

3rd.  A  mode  of  obtaining  a  *' '  compound  current '  from  a 
"  magneto-electric  machine."     The  helices  are  arranged  "with 
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*'  itg*rd  to  the  poles  of  the  magnets,  and  the  oomnrataton  with 
**  regard  to  each  other,  in  such  a  manner  that  oiat  of  two  or  more 
"  interrupted  currents  of  dectridtjr,  one  or  more  constant  aod 
*'  uninterrupted  or '  compound '  currents  are  prodaoed." 

The  poles  of  the  magnets  are  amnged  "  in  a  circle  and  at  equal 
"  distanoes  asunder,"  and  tiie  helices  are  disposed  '^  in  a  aimibr 
**  manner/*  the  number  of  the  helices  being  "  a  multiple  ci  die 
''  number  of  poles  of  the  magnets." 

A  separate  and  distinct  commutator  "  is  emplojed  ^  for  eadi 
series  of  helices,  that  is  to  say,  supposing  the  number  of  fadioei 
to  be  double  the  number  of  poles,"  two  coomiutators  are  ar- 
ranged "  in  such  a  manner  that  the  rollers  shall  pass  over  the 
**  divisions  in  each  commutator  at  the  instant  when  the  whole  of 
**  the  hehces  in  communication  with  such  oonunutator  are  on  the 
**  *  dead  point'  of  the  cuirent,  that  is  to  say,  at  the  instant  when 
the  current  is  about  to  flow  through  the  series  of  hehoes  in  an 
opposite  direction.    As  there  are  twice  as  many  hetiees  as  poles, 
it  follows  that  when  one  series  are  on  the  '  dead  point,'  the  other 
*'  series  will  be  in  the  condition  of  maximum  elecfaic  force." 

Therefore,  by  suitably  connecting  the  two  conductii^  wires  of 
one  commutator  with  those  of  the  other  commutator,  "  a  oom- 
'*  pound  current  will  be  the  result,  which  has  no  dead  pcnnt." 

"A  compound  current  of  this  description,  produced  Irom  a 
"  double  series  of  helices  and  two  commutators,  will  be  found 
**  most  advantageous  in  the  production  of  the  electric  light." 

[Printed,  6<i.] 


A.D.  1867,  July  30.— N«  2074. 

COULSON,    Samubl.— (PromsioiioZ  Protectum  only.)    ''This 
invention  has  for  its  object  improvements  in  preparing  solutions 
for  coating  with  aluminium"  [aluminum?]. 
For  this  purpose  cyanide"  [a  cyanide?]  "is  used,  and  the 

*'  preparation  is  by  preference  produced  as  follows: — Into  a 
solution  of  cyanide  of  potassium  in  water  is  introduced  s 
plate  or  anode  of  aluminium,  attached  to  the  positive  pole  of  a 
gal^'anic  battery,  and  a  plate  of  copper  or  other  suitable  anode  ** 

[cathode  ?]  ''  is  attached  to  the  negative  pole  of  the  batteiy,  tiie 

**  solution  of  such  latter  pole  being  separated  by  a  diaphragm. 
By  this  means  the  aluminium  will  be  dissolved,  and  a  profier 
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"  BQluiion  thereby  prepared,  which  is  to  be  used  in  depositing  by 

"  electric  means,  as  like  solutions  of  silver  and  of  gold  are  noMT 

**  deposited." 
[Printed.  8(2.3 

A.D.  1857,  July  30.— N«  2075. 

:M<^KINLEY,   William,     and  WALKER,    Robert.  —  (Pro- 

wsUmai  Protection  only,)    ''This  invention  has  for  its  object  an 

"  improvement  in  the  manufi&cture  of  moulds  for  the  forming  of 

^^  the  soles  of  boots  and  shoes." 

For  this  purpose  a  complete  boot  or  shoe  is  produced,  having 

the  size  and  form  of  sole  desired,  the  sole  being  of  gutta  percha ; 

and  the  improvement  consists  in  preparing  and  using  an  electro- 

type  cast  in  the  making  of  a  mould,  for  the  production  of  like 

sizes  and  forms  of  soles,  of  gutta  percha  or  compounds  thereof. 

The  'upper'  of  such  boot  or  shoe  is  prepared  so  as  not  to  be 

ii^jured  by  the  acid  used  in  the  bath  used  to  deposit  the  required 

electrotype  cast.    The  sole  and  a  small  portion  of  the  'upper  ' 

"  is  to  be  made  conductive  and  placed  in  the  solution,  and  the 

*'  boot  or  shoe,  with  a  last  therein,  is  put  into  the  solution  and  in 

*'  connection  with  a  galvanic  battery,  so  as  to  have  a  metal  coating 

**  (by  preference  copper)  deposited  thereon,  which  is  removed  and 

«<  divided  into  two  parts,  and  fixed  by  soldering  in  an  iron  or 

**  suitable  frame  or  form." 
[Printed.  8</.] 

A,D.  1857,  August-13.— No  2156. 

COLLINGRIDGE,     Hbnry.  — -  (ProwstonaZ   Protection   only,) 

"  Improvements  in  separating  metallic   substances  from  coffee, 

"  and  in  the  apparatus  employed  for  the  purpose." 

This  invention  "  consists  in  separating  metallic  substances  from 

"  coffee  by  means  of  magnets  or  electro-magnets,  which  hold  the 

"  metallic  substances  while  the  coffee  moves  past  them;  and  the 

"  apparatus  "  which  Lb  employed  "  for  the  purpose  consists  of  an 

incUned  trough  or  slide,  down  which  the  coffiee  is  allowed  to 

fall,  and  to  the  surfiitce  of  which  ia  applied  a  number  of  magnets 

or  electro-magnets,  which  attract  to  them  the  metallic  substances, 

"  and  retain  them,  while  the  coffee  falls  dear  of  them  into  a  suit-* 

"  able  receptacle." 
[Printed,  3d.  J 
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A.D.  1857,  August  19.— N«  2198, 
WALL,    Arthur.  — "  ImproTeinents  in  ooating    meteHie  ht- 

"  ftkOCfl." 

The  prooeBsefl  comprising  this  invention  are  prindpal^  empkjBi 
to  preserve  "  the  bottoms  of  iron  ships  or  other  vessels,"  th^  msr , 
however,  be  used  "  for  the  preservation  of  all  iron  smfaoea  so^ 
**  meiged  in  sea  water." 

The  first-described  process  in  the  Complete  Speofication  ooihs^ 
of  applying  a  chemically-prepared  paste  or  paint  to  Uie  auiiaee  to 
be  protected;  over  this  paint  a  "top  coating"  of  a  mercnrisl 
compound  is  used. 

The  second  process  relates  to  the  deposition  of  metals  bdd  in 
solution.  In  this  process  "  the  solution  maj  be  placed  in  a  task 
"  and  the  metal  be  immersed  in  it,  and  electric  eurrtnis  ^fUtd, 
"  if  required."  To  make  the  depositing  solution,  a  ooneentaled 
acid  solution  of  a  sulphate  of  the  metal  to  be  deposited  is  diaaolved 
in  napUia  and  pure  *'  pyrolignons  "  [pyroligneous?]  ^'  spirit,"  sul- 
phuric acid  is  added,  and  the  whole  is  "  weU  stixred  and  shaken." 
To  dean  the  metallic  surfiftce  prior  to  depouting  the  metal,  a  cveam 
of  diluted  "  muriatic  "  add  and  ''gypsum  or  chalk  "  is  painted 
over  the  metal  and  allowed  *'  to  remain  on  the  iron  till  dry,  and 
*'  till  the  coating  assumes  a  red  rusty  appearance."  After  the 
metal  is  deposited,  the  surface  is  washed  with  a  weak  solution  of 
potash  and  wiped  diy. 

In  reference  to  the  second  process,  in  the  Provisional  Specifica- 
tion it  is  stated  that  'f  a  pile  (galvanic) "  is  formed  "by  means  of  a 
"  friable  earth  or  earths  (chalk,  for  instance,)  and  the  metal  ta  be 

operated  upon ;"  "  the  solution  is  made  from  the  oxides  of  zinc, 

copper,  or  other  metallic  oxide  by  means  of  acid  (sulphuric  or 

muriatic),  it  is  then  precipitated  and  redissolved  in  naptha  and 

pyroligenous  "  [pyroligneous  ?]  "  acid." 
[Printed,  4rf.] 

A.D.  1867,  August  19.— N«  2200. 

BALESTRINI,  Pier  Alberto. — "  A  new  method  of  and  appa- 
*'  ratus  for  sounding  at  sea  and  in  other  waters." 
>   This  **  method  consists  in  ascertaining  depUis  at  sea  and  in  otiier 
"  waters  by  the  agency  of  electricity,  applied  through  and  in  con- 
*'  junction  with  a  plummet  or  sounding  i^iparatus,  oonsimcied 
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and  connected  with  wires  leading  to  a  battery,  in  such  manner 
that  upon  the  plummet  reaching  the  bottom,  a  part  of  the  appa- 
ratus shall  rise,  fall,  or  otherwise  move,  so  as  to  make  or  break 
the  electric  current  or  circuit,  and  cause  the  ringing  of  a  bell,  or 
give  ixuAon  to  anj  other  electric  indicator.  Upon  the  indica- 
tion, ringings  or  other  signal  being  observed  by  the  man  heaving 
the  apparatus,  he  will  examine  his  line  and  read  off  the  depth 


The  Drawing  exhibits  an  apparatus  in  which  the  signal  \a  given 
by  the  breakage  of  the  electric  circuit.    A  piston  fastened  to  the 
Bounding  line  is  free  to  move  in  a  cylinder  attached  to  the  plummet 
when   the  plummet  reaches  the  bottom.      The  piston  has  the 
insulated  circuit  wires  passing  through  a  central  hole,  and  con- 
nected to  rings  in  its   wooden  prolongation;  springs  bearing 
against  these  rings  ordinarily  complete  the  circuit,  but  when  the 
plummet  reaches  the  bottom  they  are  removed  from  contact  with 
the  lower  ring  and  the  drcuit  is  broken.    The  body  of  the  instru* 
ment  is  filled  with  oil,  whose  escape  is  prevented  by  a  small  piston 
free  to  move  in  a  cylindrical  aperture  at  the  bottom  of  the.  plummet 
cylinder;   this  arrangement,  in  connection  with  suitably  placed 
apertures,  allows  the  internal  and  external  pressures  to  be  equalized, 
and  permits  of  the  displacement  of  water  caused  by  the  descent  of 
the  large  piston. 
LPrinted,  6A] 

A.D.  1867,  August  19.— N«  2208. 

NAPIER,  Jambs  Murdoch. — (Letters  Patent  void;  no  Complete 
Specification  filed.)  *'  Improvements  in  apparatus  for  paying-out 
**  submarine''  [electric?]  "telegraph  cables." 

x"  The  invention  consists  in  means  of  applying,  sustaining,  and 
"  guiding  cables  to  aid  in  the  paying-out  of  telegraph  cables." 
Either  an  <* endless  sustaining  cable"  "with  holders  at  fixed 
"  distances,"  or  a  fixed  cable  with  a  weight  at  its  lower  end,  is 
used  to  sustain  "the  weight  of  the  telegraph  cable  as  far  down  as 
^  may  be  required."  The  telegraph  cable  may  pass  through  a 
"  friction  apparatus  "  attached  to  tiie  lower  end  of  the  sustaining 
cable,  "a  dip  w^ght"  being  used  "to  depress  this  apparatus,  and 
."  direct  the  ftdl  of  the  telegraph  cable."  Apparatus  may  be 
attached  to  the  lower  end  of  the  sustaining  cable,  by  which  "  thd 
"  paying<out  of  the  telegraph  cable  will  give  motion  to  a  scre^ 
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*'  ijectuig  pump,  or  other  propelling  appantos  forming  pari  of  &e 
"  apparatus,  which  is  thus  moved  ibnfard  under  water  in  the 
**  direction  of  the  ship's  course,  thus  assisting  to  lay  the  telegisf^ 
**  cable  in  a  direct  line ;"  *'  a  dip  weight "  may  be  used  with  thii 
apparatus,  or  the  weight  of  the  apparatus  may  be  inore&ed.  '^la 
**  order  to  prerent  the  loss  of  the  cable,*'  it  ia  secured  ^  thai  tiie 
**  breaking  point  of  the  cable  shall  be  on  board  the  ship  by  passiog 
"  it  over  a  small  pulley ;  the  instant  the  strain  is  taken  oS  tius 
*'  puUey  by  the  breaking  of  the  cable  a  mechanical  action  takes 
place,  which  stimulates  a  powerful  gripping  apparatus  placed  in 
advance  of  the  small  pulley,  and  which  is  fixed  to  a  buoy ;  as 
soon  as  the  retiring  cable  is  seized,  it  tears  away  the  buoy  from 
**  the  ship.  The  buoy  is  made  of  sufficient  size  to  float  and  sustain 
'*  the  end  of  the  cable.  The  break  apparatus  used  for  controflixig 
**  the  running-out  of  the  telegraph  cable  is  acted  on  and  regulated 
**  by  the  flow  of  water  or  other  fluid  through  a  passage  cajnUe  of 
*'  b^g  regulated  in  its  dimensions,  by  which  greater  legularitr 
*'  may  be  obtained." 
[Printed.  8<f .] 

A.D.  1857,  August  20.— N«  2209. 

BROOKE,  Robert  Lawrence.— (P»*orM>oiia/  Protection  omhf.) 
'*  An  improved  method  for  discharging, '  paying  out,'  and  sub- 
**  merging  electric  telegraph  cables,  wires,  or  ropes  or  sudi  like 
*'  articles  from  ships  or  vessels  of  any  description." 

This  improvement  "consists  in  placing  a  well  or  funnel  with 
**  rollers  at  the  top  and  bottom  of  same,  at  or  close  abaft  the 
'*  midship  section  or  any  other  part  below  the  water  Une  of  any 
''  vessel  employed  in  laying  cables,  ropes,  or  wires  or  such  like 
*'  articles  of  any  construction  or  material." 
[PrintedLSci.] 

A.D.  1857,  August  25.— N«  2245. 

HEMMING,  George  Wirgman. — ''  Improvements  in  apparatus 
**  employed  in  delivering  submarine "  [electric  ?]  ''  tel^:n^ 
**  cables  fr^m  ships." 

The  cable  is  passed  "  over,  under,  round,  or  through  one  or 
*'  more  moveable  supports,  wheels,  drums,  sheaves,  rings,  tubes^ 
"  or  other  equivalent  contrivances,  so  arranged  that  the  length  of 
*'  cabl€  consumed  in  passing  over,  under^  round,  or  through  suck 
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moveable  supports,  wheels,  sheaves,  drums,  rings,  tubes,  or  other 
equivalent  contrivances,  either  alone  or  in  coi^junction  with 
any  one  or  more  fixed  supports,  wheels,  drums,  sheaves,  rings, 
tubes,  or  other  equivalent  contrivances  may  be  caused  to  vary 
acoordii^  to  ihe  strain  upon  the  cable  on  the  motion  of  the 
ship,  or  otherwise,  as  may  be  desired,  by  which  means  the  rate  of 
delivery  of  the  cable  from  the  ship  may  be  made  to  accomo* 
date  itself  to  the  irregular  motion  of  the  ship,  and  to  counteract 
the  alternating  increase  and  decrease  of  the  strain  occasioned  by 
**  the  pitching  or  other  irregular  motion  of  the  ship,  especially  in 
**  bad  weather. 

The  motion  of  any  moveable  support  or  supp<»rts,  &c.,  may  be 
regulated  either  by  machinery  worked  by  hand,  or  by  machinery 
so  adjusted  as  to  be  worked  by  the  motion  of  the  ship,  or 
simply  by  the  action  of  the  varying  strain  of  the  cable  itself 
upon  the  moveable  supports,  &c.,  supported  or  retained  by 
means  of  counteracting  springs  or  counterpoises,  or  by  a  com* 
*'  bination  of  these  three  methods.'' 

The  Drawings  show  the  cable  passing  round  fixed  and  moveable 
sheaves  alternately,  the  bearings  of  the  moveable  sheaves  being 
catpable  of  motion  in  vertical  guides ;  a  chain  connected  to  the 
said  bearings  is  fixed  to  the  periphery  of  a  wheel,  whose  axis 
carries  another  chain,  the  free  end  of  this  second  chain  being 
connected  to  the  piston  of  an  ur  cylinder.  The  air  cylinder  is 
connected  to  an  air-tight  reservoir,  firom  which  the  air  is 
exhausted;  by  this  arrangement  any  irregularities  in  the  strain 
upon  the  cable  are  compensated,  cable  being  given  o£P  or  gathered 
up  accordingly. 
[Printed.  lOrf.] 

A.D.  1857,  August  25.— N«  2249. 

RONALD,  Jambs. — "  Improvements   in  hying   or  depositing 
**  submarine  "  [electric  ?]  *'  telegraph  cables." 

This  invention  consists  in  surrounding  the  telegraph  wire  or 

wires  forming  the  telegraph  cable  with  a  cable  or  a  strand  or 
"  stxands  formed  of  a  material  or  materials  of  sufficient  buoyancy 
**  to  support  or  float  the  wire  or  wires  to  which  they  are  connected 
**  for  a  limited  time  and  extent." 

"  The  material  or  materials  proposed  to  be  used  for  surrounding 
**  and  8up|)0Tting  the  telegraph  wire  or  wires,  or,  in  other  words 
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**  to  reduce  the  specific  gravity  of  the  cable,  are  coooa  Sbtt,  or 
**  coir  manilla,  or  other  like  material  or  materials,  whoae  apeoBe 
"  gravity  are  suffidently  light  to  support  themselves  and  tbc 
'*  telegraph  wire  or  wires  to  which  they  are  attached,  until  saeh 
'*  times  as  they  absorb  sufficient  moisture  to  increase  their  spedfie 
**  gravity  to  cause  them  to  lose  their  buoyant  properties,  and 
"  thereby  allowing  the  cable  or  strand  or  strands  in  eomliinatioB 
**  with  which  they  are  to  sink  to  the  bottom." 

"  If  preferred,  the  wire  or  wires  may  be  connected  wi^  the  cabk 
*'  externally,  in  place  of  forming  the  heart  or  core  tliereof ." 

CPrinted,8d.] 

A.D.  1857,  August  31.— N«  2287. 

GISBORNE,  Lionel,  and  FORDE,  Hknry  Charles.— 
'*  Improvements  in  apparatus  for  paying  out  electric  telegrapli 
"  cables." 

"  The  cable  is  passed  over  a  pulley  which  is  carried  by  an  ana 
suspended  from  a  universal  joint;  and  it  has  also  another 
universal  joint  near  the  pulley ;  thus  the  arm  can  oscillate  in  all 
directions,  and  the  pulley  can  follow  the  succeeding  ooils  in 

*'  which  the  cable  is  laid  in  the  ship  or  vessel.  The  cable  next 
passes  under  a  stationary  pulley  and  then  over  a  drum  (which 
is  governed  by  a  break),  around  which  it  takes  several  turns; 
the  cable  then  descends  under  another  pulley  which  is 
weighted,  and  has  a  quantity  of  chain  attached  to  it,  and  when 

''  the  strain  comes  on  the  cable  it  draws  it  more  and  more  nearly 
into  a  straight  line,  lifting  at  the  same  time  the  weighte 
pulley,  and  so  becoming  subjected  to  a  continuaDy  increasing 
weight.  The  weighted  pulley  in  its  rising  and  falling  is  guided 
by  two  uprights,  at  the  upper  part  of  which  there  la  a  spring  or 
buffing  apparatus  to  counteract  any  sudden  rising  of  the  pulley. 

"  The  cable  lastly  passes  over  two  guiding  pulleys  to  the  stem  of 
the  ship  or  vessel.  On  the  upper  coils  of  the  cable  are  placed 
numerous  spherical  weights  which  cover  the  whole  upper 
surfiftce  of  the  coils  of  the  cable,  and  they  at  all  times  prevent 

*'  the  cable  as  it  runs  out  from  drawing  up  portions  of  the  coil 

''  with  it." 

The  Drawings  show  the  telegraph  cable  descending  to  the  chain- 
bearing  pulley  between  two  other  pulleys,  and  not  proceedij^ 


« 


€i 
€t 
C< 
€€ 


tt 


THEIR  GENERATION  AND  APPLICATIONS.     679 

imTnediately  from  the  brake  drum  to  the  chain-bearing  pulley,  as 
stated  above.  It  also  appears  that  when  the  strain  of  the  telegraph 
cable  draws  up  the  chain-bearing  pulley,  the  weight  of  the  chains 
actiiigf  (through  levers)  on  the  brakes,  permits  the  cable  to  run  out 
more  freely ;  when  the  chain-bearing  pulley  descends,  the  brakes 
are  by  this  means  ''  applied  more  and  more  strongly." 

CPrinted,  lOd.] 

A.D.  1857,  September  1.— N»  2297. 

GRENET,  Eugene,  and  VAVIN,  Alexis.— (Prooimono/  Pro- 
tection oii/y.)    '^  An  improved  electro-magnetic  machine." 

This  invention  consists  of  an  electro-magnetic  engine,  "  which 
is  so  constructed  as  to  provide,  first,  for  the  diminution  of  the 
number  and  the  increase  of  the  size  of  the  magnets  employed  in 
such  marhinew ;  secondly,  for  the  employment  of  wires  of  large 
gauge  in  the  coils;  thirdly,  for  the  direct  action  of  electro- 
magnets upon  one  another;  fourthly,  for  the  utilisation  of  the 
magnetic  force,  until  the  contact  of  the  magnets  take  place,  and 
for  the  avoidance  of  shocks  in  the  machine ;  and,  fifthly,  for  the 
prevention  of  the  destructive  action  of  the  spark  produced  at  the 
points  where  contact  is  successively  made  and  broken." 
The  polar  extremilies  of  upright  fixed  electro-magnets  "pass 
through  a  plate  or  table  of  bronze,  which  is  flush  with  them« 
and  perfectly  smooth  and  plain.**    A  set  of  electro-magnets, 
with  their  "  polar  extremities  curved,*'  "  rock  or  roll  upon  the 
"  bronze  table  and  the  lower  magnets ;"  motion  is  communicated 
from  the  rocking  or  rolling  electro-magnets  to  a  crank  shaft  by 
means  of  connecting  rods  attached  to  each  of  the  upper  electro- 
magnets, thereby  giving  the  crank  shaft  continuous  rotation. 

'Fhe  electric  current  is  "  transferred  successively  "  from  one 
electro-magnet  to  the  other  "by  means  of  conducting  rods  or 
"  plungers  alternately  inserted  in  receivers  containing  mercury, 
"  and  withdrawn  therefrt>m ;  motion  being  given  to  such  rods  or 
"  plungers  by  means  of  cams  or  elliptical  projections  upon  the 
**  central  shait :  water,  or  other  non-conducting  liquid,  is  placed 
**  in  the  receivers  above  the  mercuiy  for  the  purpose  of  extin- 
"  guishing  the  spark  which  results  from  the  rupture  of  the 
"  galvanic  current.*' 
[Printed,  3d.] 
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A.D.  1857,  September  5.— N-  2327. 

FONTAINEMOREAU,  Pbtbr  Armand  le  Comie  de  (« 

mmdcatUm), — "  An  improved  timekeepor  dial,  shewing  the 

**  time  in  different  oountrieB." 
This  invention  consists  in  "  the  forming  of  a  universal 
parative  dial,  suitable  for  electric  telegraph*,  rail waya,  and  doda 
in  general,  by  means  of  circles  or  hoiixontal  lines  divided  ist* 
hours,  and  arranged  according  to  the  difSerenoe  of  l<Higitiide,  fiv 

**  shewing  the  comparative  time  of  places  or  towns  thereon." 
In  one  plan  there  are  as  many  concentric  circles  as  towns,  and  s 

single  hand  working  from  the  centre  of  the  dial  indicates  ilie  ooes- 

parative  time. 

When  "  there  is  not  more  than  an  hour's  difference  "  betveea 

the  extreme  towns,  one  circle  may  be  "  divided  into  twidve  Wm% 

"  and  the  others  into  sixty  minutes ; "  "  two  hands,  as  usual,'*  m^ 

be  used  in  this  case. 
"  To  avoid  increasing  the  size  of  the  dial  to  s  too  gresKt  exteo^'* 

only  one  divided  circle  may  be  used,  there  must  then  be  as  maiif 

hands  as  towns. 
"  If  horizontal  lines  be  substituted  for  circles,  a  "  table  may  be 

"  formed  "  based  upon  the  same  prindples  of  construction  as  the 

above-described  dials.    It  is  proposed  to  use  a  plumb  line  in  con« 

nection  with  this  table. 
[Printed,  ad.] 

A.D.  1857,  Septembers.— N«2a4h 

SUARPE,  Benjamin. — ''Improvements  in   electric   ielegn^ 
"  cables,  and  in  the  apparatus  used  for  paying  out  such  cables." 

'*  In  the  manufacture  of  electric  telegraph  cables,"  "  the  exterior 
"  protecting  wires  or  strands  are  arranged  longitudinally  of  the 
"  core,  and  are  secured  around  it  by  a  fine  wire,  which  passes 
*'  round  and  round  the  cable,  or  alternately  over  and  under  the 
"  longitudinal  wires ;"  these  exterior  protecting  wires  are  piefeneii 
to  be  of  copper.  In  the  arrangement  just  described,  strips  of 
metal  or  a  single  strip  of  metal  may  enclose  the  "  telegraphic  care,** 
or  a  coating  of  copper  may  be  electro-deposited  on  the  "  telegraphie 
•*  core." 

"In  order  to  reduce  the  specific  gravity  of  telegraphic  Gables^*' 
the  cable  is  enclosed  "in  a  flexible  and  air-tight  tubular  case^ some- 
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'  ^wliOrt  larger  in  diameter  than  the  cable,"  and  this  is  secured  "  to 
'  tlie  cable  by  binding  it  round  at  intervals,  and  in  this  way  a 
*  Aferies  of  air  chambers  are  formed  around  the  cable  which  tend 
'*  to  aupport  it  when  in  the  water.*' 

"In  paying  out  telegraphic  cables,  in  order  to  give  greater 
**  uniformity  to  the  strain  on  the  cable,"  it  passes  over  the  stem 
Ofi  the  vessel  by  means  of  a  pulley  mounted  so  as  to  lower  as  the 
■kndn  increases.  For  this  purpose  the  pulley  is  suspended  from 
**  sheers  "  by  blocks  and  a  rope,  the  other  end  of  the  rope  being 
mttached  to  a  counterpoise,  "  or  to  a  lever  on  which  the  counter- 
poise is  mounted."  "  As  the  counterpoise  rises  and  falls  it  by 
means  of  ropes  or  otherwise  acts  upon  the  break  apparatus,  so 
that  the  resistance  offered  by  the  break  is  increased  as  the  oounter- 
**  poise  falls  and  diminished  as  it  rises." 

To  £BMnlitate  the  clearing  of  fouls  or  kinks  in  the  cable,  it  is 
passed  from  end  to  end  of  the  ship  "  by  means  of  blocks,"  or  led 
up  to  a  block  suspended  between  the  masts ;  ^'  while  this  length  is 
**  running  out  time  is  allowed  for  clearing  the  cable.'' 

**  In  order  to  prevent  the  end  being  lost  in  the  event  of  the  cable 
"  suddenly  parting,"  a  '*  stopper,"  to  which  a  long  length  of  rope 
is  attached,  immediately  catches  hold  of  the  cable  and  is  drawn 
overboard  by  it.    The  cable  is  recovered  by  hauling  in  the  rope. 
[Printed,  lOd.] 

A.D.  1857,  September  9.— N«  2346. 

HOGA,  Stanislas. — {Provisional  Protection  only,)  "  Improve- 
*'  ments  in  apparatus  for  generating  electricity,  and  for  transmitting 
^  electric  currents  from  place  to  place." 

The  *'  appantuB  for  generating  electricity  "  consists  of  a  hydro- 
electric madiine,  in  the  boiler  of  which  a  mixture  of  mercuiy  and 
tulphuret  of  mercury  is  used  instead  of  water. 

''The  apparatus  by  which  two  stations  can  be  brought  into 
^  electric  oommunica^on  consists  of  two  such  boilers."  Near 
each  boiler  is  placed  an  insulated  shallow  vase  filled  with  water ; 
at  one  station  "  the  positive  electricity  of  the  jets  of  mercurial 
"  vapor  "  is  conveyed  *'  to  the  water  in  the  vase,  to  be  there  dis- 
"  sipated  in  the  air,"  thus  leaving  for  use  'Hhe  negative  electricity 
"  of  the  boiler ; "  at  the  other  station  "  a  metallic  connection  con- 
'*  veys  the  negative  electricity  from  the  boiler  to  the  vase  of  water, 
^  leaving  for  use  the  positive  electridty  of  the  jets." 
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At  each  station  two  large  zinc  plates  are  **  placed  verticalh  ie 
the  ground  "  at  a  certain  depth  and  distance  apart.     Tlie  pli&B 
of  each  pair  are  parallel  to  each  other  and  *'  to  the  ofurespoB&if 
pair  of  plates  at  the  other  station.    The  upper  ends  of  eadipai? 
of  plates  are  connected  hy  wire,  which  passes  thnnigli  a  ddicrtp 
galvanometer,  so  that  the  passage  of  electricity  fitnn  <Hie  pbfe 
to  the  other  is  indicated  bj  the  motion  of  the  magnetic  needk:** 
When  the  opposite  kinds  of  electricity  respectively  at  each  statics 
are  in  connection  with  the  earth,  they  run  together  and  pass  "  bf 
''  the  metallic  wire  of  the  two  plates  and  the  galvanometer ;  "  ii 
however,  the  electricity  from  only  one  station  is  in  oonnectioB 
with  the  earth,  the  galvanometer  at  that  station  is  not  affected. 
bat  the  electricity  is  '^  dissipated  in  the  neutral  mass  of  the  earth.* 
If  the  electricity  is  so  abundantly  produced  at  the  receiving  sta- 
tion that  its  needle  is  affected  by  ''the  electricity  which  passn 
*'  from  the  first  plate  to  the  ground  without  the  co-operation  d 
''  the  electricity  of  the  distant  place,"  a  third  plate  in  the  ^roaaA 
is  connected  with  the  second  plate  '*  by  a  wire  passing  through  i 
**  galvanometer ; "  there  is  no  connection  "  between  the  two  fint 
*'  plates."     *'  When  the  electricity  at  the  distant  place  "  passes  to 
the  ground,  "  a  horizontal  current  is  formed  in  a  line  passing  the 
'*  second  and  third  plate,"  thus  affecting  ''the  needle  of  the 
"  galvanometer." 

CPrinted,  3(2.] 

A.D.  1867,  September  11.— N»  2366. 

SILVER,  Thomas.— (ProvmoMn/  Pt^ection  tmfy.)  '*  Machinery 
or  apparatus  for  regulating  or  governing  the  pt^ring-ont  or 
delivery  and  laying  down  of  submarine  or  oceanic"  [electric?] 
"  telegraph  cables,  parts  of  which  are  also  applicable  for  taking  and 
recording  soundings  and  for  other  purposes,"  consisting  of  :— 
1st.  "A  top  and  bottom  piece  of  framework,  each  fitted  widi 
groved"  [grooved?]  "pulleys,  sheaves,  or  drums."    The  bot- 
tom framing  is  fixed,  and  the  upper  framing  is  "o^hle  of 
"  descending  or  approximating  the  other  frame  "  to  an  extent 
proportioned  to  the  strain  of  the  cable,  the  frames  being  held  at  i 
suitable  distance  apart  by  springs  and  guides.    The  cable  is  passed 
alternately  under  and  over  the  several  pulleys,  "  and  finally  out  of 
"  the  machine  over  the  stem  "  "  of  the  ship  intotiie  sea."    TTiere 
is  consequently  "a  considerable  length  of  cable  stoied  witiua  mcb 
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and  behind  the  break  apparatus^"  so  as  to  be  '^  available 
'  at  any  moment  to  meet  any  sudden  variation  in  the  deznand  for 
^  quantity"  of  cable. 

2ncl.  '*  An  atmospheric  regulator  or  fly-govenor  "  [fly-governor  ?] 
'*  Tevolving  at  a  suitably  high  speedy  and  connected  by  a  suitable 
''  train  of  gearing  to  the  fljrst  pulley."    The  resistance  of  the  fly 
to  tbe  atmosphere  may  lie  altered  by  hand  to  suit  the  varying 
circumstances  of  the  delivery  of  the  cable.    A  self-acting  arrange- 
ment conmsts  of  a  tube  vaiying  in  its  position  according  to  the 
anffle  of  the  cable's  entry  into  the  seaj  this  tube  alters  the  angle 
cyf  iJie  vanes  of  the  fly  by  its  motion,  so  as  to  suitably  regulate  the 
de^very  of  the  cable. 

3rd.  "  An  index,  indicator  dial,  or  other  weight  measuring  and 
"  recording  apparatus  connected  in  any  suitable  manner   and 
**  position  with  the  moveable  framing."     This  apparatus  acts  *'  in 
**  the  manner  of  a  steam  engine  indicator." 
[Printed,  U.] 

A.D.  1867,  September  I?.— N°  2411. 

PULVERMACHER,  Isac  Louis. — "Improvements  in  appara* 

**  tusea  for  creating  electric  currents,  chiefly  for  medical  purposes." 

"An  improved  arrangement  of  electro-magnetic  apparatus  for 

"  producing  induced  currents."    The  coil  contains  a  core  of  iron 

wires,  which  are  continued  so  as  to  project  a  certain  distance  from 

one  end  of  the  said  coil ;  the  projecting  portions  of  the  iron  wires 

are  bent  up  "  in  such  manner  as  to  enfold  or  enclose  the  coil," 

**  the  whole  of  the  ends  or  poles  of  the  wires  being  brought  into 

**  the  same  plane."    A  bar  or  plate,  placed  above  these  ends  or 

poles,  acts  as  a  keeper  to  the  arrangement,  and  breaks  and  makes 

contact  of  the  coil  terminals,  thereby  inducing  a  secondaiy  current 

when  a  battery  is  suitably  connected  to  the  coil;  the  bar  or  plate 

is  made  to  move  or  vibrate  parallel  to  itself  by  means  of  guides 

and  "spiral"  [helical?]  springs. 

"  A  constant  and  energetic  current "  may  be  produced  "  in  bat- 
"  teries,  without  the  employment  of  any  add,"  by  a  galvanic 
combination  of  zinc  and  carbon,  exdted  by  "a  solution  of 
"  bichromate  of  potass,  bisulphate  of  potass,  and  sea  salt." 

"  Portable  flexible  batteries."  Copper  and  sine  wires  are  wound 
alternately  round  a  band  of  perforated  gutta  percha,  "  and  at  in- 
V  t^als  of,  sajr,  half  an  inch,"  such  copper  and  sine  wires  are 


684  ELECTRICITY  AND  MAGNETISM : 

made  "into  Bepsnie  elements,"  the  whole  are  united  "into 
*'  battery  "  by  suitable  "  ckspe  "  and  "  hinges. "  In  anoClMr 
atruction  a  warp  of  fibrous  matprial  is  combined  '*  with  a  wA  d 
**  relatively  positive  and  negative  metals ; "  such  batteries  m 
supplied  **  with  an  exciting  liquid  by  the  capillary  actioa  of  ikt 
**  said  warp." 

Batteries  "  acting  by  filtration."  "  The  copper  wire  is  spinDj* 
[helically  ?]  wound  round  "  a  conical  tube  of  perforated  insolatiBf 
"  material,"  over  the  copper  wire  is  a  membrane  or  diaphragm  oa 
which  the  zinc  wire  is  wound.  The  exciting  liquid  penetrates  inn 
the  conical  supply  tube  to  the  copper  through  the  diaphragm  ts 
the  zinc. 

Other  constructions  of  portable  flexible  batteries.     Metal  leaf  or 
foil  or  metallic  filings  or  powder  may  be  caused  to  adhere  to  papa; 
leather,  or  other  similar  material ;  this  may  be  done  with  an  sd- 
hestve  composition  printed  or  otherwise  placed  on  the  paper; 
"  a  thermo-electric  pile"  constructed  in  this  manner  is  described 
and  shown.    Another  method  of  construction  consists  of ''in- 
serting plates  of  metal  between  the  divided  portions  of  other 
plates  of  metal,  with  an  insulating  material  between  them ; " 
this  arrangement  may  be  combined  with  the  principle  ci  capiUaiy 
supply  heiein-befbre  mentioned,  thus  affording  free  access  of  the 
air  to  the  metals. 

An  "  interrupter  "  '*  for  making  and  breaking  electric  drcnits.'* 
A  cup  of  caoutchouc  has  concentric  rings  of  metal  sunk  in  it; 
a  metallic  ball,  by  rolling  in  the  interior  of  the  cup,  toocbes 
momentarily  two  of  the  rings  at  once,  and  thus  makes  and  breaks 
the  circuit. 

[PiintMl.  i«.  4d.] 

A.D.  1857,  September  18.— N"  2414. 

SMITH,  William  (a  eowimitnicatitm  frttm  Mont,  Pierre  EH^ 
Gttiffe), — "  A  novel  machine  or  apparatus  for  engraving  the  me. 
'*  tallic  surfaces  of  printing  rollers  or  cylinders,"  in  whidi  electro- 
magnetic power  is  used. 

The  action  of  the  machine  is  as  follows : — 

A  pattern  "  muUar  "  or  cylinder  is  made  to  rotate  under  a  trndiy 
point  with  velocity  proportionate  to  that  of  the  cylinder  to  be  en- 
graved, which  rotates  m  firont  o£  an  engraving  tooL  The  tntag 
point  and  engraving  tool  have  also  proportional  longitudinal  mo* 
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ions  £roTii  the  same  whedwork  that  rotates  the  cylinders.    The 
jattern  cylinder  has  the  pattern  drawn  upon  it  in  a  non-conducting 
r»rm&li.»  ttnd  the  tool-holder  is  furnished  with  an  electro-magnet. 
On  tlie  passage  of  the  tracing  point  over  the  conducting  portions 
oCtbe  pattern  cylinder  the  electro-magnet  holds  hack  the  engraving 
tool,  but  i^hen  the  varnished  pattern  breaks  the  circuit  a  spring 
forces  the  tool  to  engrave  the  cylinder.    Thus,  on  the  machine 
beings  put  into  action,  figures  are  cut  by  the  engraving  tool  pro- 
portionate to  those  passed  over  by  the  tracing  point ;  the  relative 
aVzes  of   the  figures  depend  upon  the  wheelwork  and  screw  gear 
concerned  in  transmitting  and  giving  the  requisite  motions. 

''If  the  pattern  is  composed  of  several  shades,  the  darkest  ones 
*'  are  first  painted  and  engraved,  and  afterwards  the  lighter  ones." 
A  to-and-fro  motion  is  given  to  the  tool-holder  by  an  ezcentrio 
working  at  a  high  speed/'   The  undulatory  lines  thus  produced 
retain   the  colour  used  for  printing,"  and  give  '*  to  the  print 
quite  a  different  and  better  appearance." 
This  invention  **  can  be  applied  to  any  engraving  machine  oon« 
"  Btructed  upon  the  pantographic  principle." 
[Printed,  U  7(2.] 
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A.D.  1867,  September  18.— N<»  2415. 

BURLEIGH,  Bbnjamin.— (Pf*ot'»M»Mi<  Protection  os/y.)  *'  Im« 
provements  in  the  mode  of  laying  submarine "  [electric  7] 
telegraphs." 

In  order  to  remove  "  the  difficulties  usually  experienced  in  laying 

submarine  telegraphs  consequent  upon  the  strain  to  which  the 

"  cable  is  exposed,"  "a  numbor  of  water-tight  buoys  or  floats  of 

any  required  form"  are  constructed  ''of  india-rubber,  gutta 

"  percha,  copper^plate,  tin-plate,  or  any  other  suitable  material, 
elastic  or  non-elastic,"  and  it  is  proposed  to  affix  these  floats  or 

buoys  ''to  the  cable  either  before  or  during  the  process  of  paying 
out,  at  such  intervals  or  distances  apart  that  each  float  shall 
afford  support  to  a  given  portion  of  the  cable,  so  as  to  relieve  the 

"  dead  weight  on  the  end  attached  to  the  vessel,  thus  aflbrding 

*'  greater  facilities  for  Uying  the  cable  and  lessening  the  risk  of 

*^  breakage.    This  process  will  also  greatly  fl^ilitate  the  operation 

'*  of  raising  a  sunken  cable. 
"  In  lieu  of  the  buoys  described,  floats  of  oork  or  fdmid[«slu^)ed 

**  plates  ofmetal  may  be  used  for  retarding  the  sinkiDg  of  the  cftblCf'l 
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The  following  mode  of  **  affixing  the  baoys  or  floats  to  te 
<'  oable"  IB  piefeired :— *'To  euh  float  a  pair  of  cdips  or  jm i 
V  attached;  the  jaws  being  opened  bj  preasure  ave  passed  loai 
**  the  cable  during  the  prooeae  of  paying  oat,  and  are  made  Id 
**  dip  or  embrace  it  firmly  eitiier  by  means  of  a  spiing,  screw,  m 
other  mechanical  action,  thus  fixing  the  floats  firmly  te  tki 
cable,  retarding  its  sudden  descent  into  the  water;  and  eack 
float  being  made  to  bear  a  certain  proportion  of  the  mtire  wdgk 
greatly  relieves  the  strain  upon  the  cable." 

[Printed.  Sci.] 


A.D.  1867,  September  18.— N^*  2428. 

DERING,  GsoROE  Edward. — ''  Improvements  in  laying  down 
'*  electric  telegraph  cables,  in  obtaining  soundings,  and  in  asoer- 
^  tuning  the  position  of  and  raising  submerged  electric  telegrapb 
*'  cables  and  other  bodies." 

The  ''improvements  in  the  laying  down  of  submarine  telegr^ih 

"  cables  consist  as  follows :" — 

Ist.  ''The  use  of  self-acting  ' governors,' to  regulate  or  ac(fast 

the  breaks  or  other  controlling  power  to  the  rate  at  which  the 

cable  Lb  running  out."    "The  governor"  is  "constructed  upon 

"  like  principles  to  the  governor  of  a  steam  engine  and  "  is  put  in 

"  motion  by  the  descending  force  of  the  cable." 

2nd.  "The  use  of"  "a  'safety  governor'"  upon  the  same 
principles  but  "acting  conversely  to  the  last,  and  so  arranged 
"  as  to  operate  only  when  the  cable  is  subjected  to  undue  strain, 
"  and  would  be  in  danger  of  parting,  and  in  such  case  to  moderate 
"  or  withdraw  the  breaks  or  other  controlling  power." 

drd.  "The  use  of  sheaves  or  other  supports  fbr  the  caUe" 
"  to  pass  wholly  or  partly  around  before  leaving  the  vessel, 
"  so  held  in  position  by  springs  or  otherwise  that  they  wiD 
gradually  yield  as  the  strain  upon  the  cable"  "increases^ 
and  in  yielding  increase  the  force  of  the  break  or  otiier 
controlling  power,  or,  if  desirable,  increase  it  up  to  a  oeHain 
strain,  and  moderate  or  withdraw  it  if  the  strain  approadi  a 
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"  dangerous  degree." 

4th.  "To  accommodate  the  action  of  the  breaks"  "to  the 
"  pitching  of  the  vessel  in  a  heavy  sea  "  wdghts  are  employed  ; 
the  said  weights  are  ^'ready  to  act  in  qppositioq  to  springs  <v 
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'  ^  otiier  suitable  force  actuating  or  allowing  to  act  the  breaks  or 
**  otlieor  controlling  power,  but  of  rather  inferior  force."  The 
iimamentiim  acquired  by  the  weights  when  the  vessel  drops  with 
:ihe  "vrater,  enables  them  to  counteract  the  springs  on  the  vessel 
Teacbdii^  her  lowest  position,  the  brakes  are  thus  relieved;  when 
2  the  vessel  is  rising  with  the  water,  the  inertia  of  the  weights 
:  enables  the  brakes  to  be  moderated  and  the  strain  on  the  cabl^ 
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5th.  '*The  use  of  fans  or  other  resisting  surfaces  "  moving  itk 

va,  gases,  water,  or  other  fluids  or  liquids,  and  "  put  in  motion 

**  by  the  descending  force  of  the  cable,  to  regulate  its  delivet^ 

**  into  the  water;"  automatic  or  other  means  are  "provided  for 

vaiying  the  area,  or  angle,  or  velocity  of  the  resisting  surfaces.** 

Pumps  tending  to  produce  a  vacuum  "  may  be  similarly  employed 

in  some  cases. 

6th.  "The  use  of  revolving  drums  of  a  conical  or  equivalent 
"  f  OTxn  around  whidi  to  pass  the  cable,  breaks  or  other  controlling 
<<  power  being  applied  to  the  drums,  the  peculiar  form  of  which 
<*  admits  of  the  cable"  "making  several  convolutions  without 
"  the  risk  of  one  coil  overriding  another." 

7th.  The  use  of  "  friction  breaks"  "  pressing  directiy  upon  the 
"  cable  itself,  or  against  which  it  is  pressed,  to  moderate  or  stop 
"  its  descent  into  the  water." 

8tb.  "The  use  of  self-acting  bells  or  other  alarms  to  give 
"  notice  if  the  cable  is  subjected  to  undue  strain ;"  these  bells 
may  be  actuated  "  by  the  moveable  sheaves  above  described,"  dr 
other  suitable  arrangements. 

9th.  "  The  use  of  parachutes  or  equivalent  arrangements,  having 
"  in  at  least  one  direction  but  little  resisting  vertical  surface  in 
proportion  to  the  horizontal  area,  and  buoys  similarly  shaped, 
for  the  purpose  of  moderating  the  descent  of  the  cable,  whilst 
presenting  but  a  small  amount  of  surfiAoe  to  the  influence  of 
"  horiaontal  currents;  and  the  use  of  surfiaces  set  at  suitable 
"  angles  to  act  as  rudders  to  regulate  and  guide  the  descent  of 
"  the  cable,  particularly  when  subject  to  horiaontal  currents."    ' 
The  "  methods  of  ascertaining  the  position  of  and  raising  tele- 
"  graph  cables  or  other  submerged  bodies  "  are  as  follows : — 

Ist.  "The  employment  of  conductors  for  electrical  communi- 
"  cation,  or  pipes  for  pneumatic  or  hydraulic  communication 
^  between  tiie  gr^mel  or  other  iiMrtniment  employed  and  the  ahip 
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**  or  other  veiad,  and  so  oonstructiiig  the  former  that  wha  tt 
**  comes  in  contact  with  the  object  sought,  a  aignal  sliaJl  be  eon- 
**  municated  to  the  ship."  In  some  cases  like  means  are  on- 
ployed  *'  to  indicate  from  below  the  amount  of  atraiii  upon  the 
**  cable»  or  to  give  notice  when  it  exceeds  a  certain  degree.** 

2nd«  "The  formation  of  the  cable,  hy  which  tiie  gimpneisaR 
^  dragged,  of  gradually  increasing  sise  or  strengtli  from  the  grap- 
**  nel  end ;  they  may  be  of  rope  or  chain  of  any  description,  or  d 
^  other  constniction,  but  steel  wire  rope  is  prefened." 

3nL  ''The  use  of  anchor-like  grapnels,  having  the  'stock 'or 
^  its  equivalent  placed  behind  the  '  arms.' " 

4th.  "  The  use  of  grapnels  having  jaw-like,  and  by  preference 
"  spiked  or  barbed  apertures,  of  such  form  that  a  (mble  will  be 
**  held  firmly  therein ;  or  of  such  form  as  readily  to  wholly  or 
**  partially  sever  a  cable,  retaining  hold  of  one  part  thereof;  or  of 
**  such  form  as  readily  to  wholly  or  partially  sever  a  cable  without 
^  retaining  hold  of  either  part.'* 

5th.  "  The  use  of  grapnels  of  the  various  kinds  just  described, 
*^  with  the  addition  of  means  of  doung  the  'jaws '  upon  an  object 
**  entering  them." 

The  improvements  "  in  obtaining  soundings  for  telegm]^c  or 
"  other  purposes,  especially  in  deep  water/'  consist  in  "  the  use 
''  of  an  apparatus  constructed  upon  principles  analogous  to  iht 
*^  well  known  'aneroid  barometer,'  the  instrument  being  sdf- 
'^  registering  and  calculated  to  indicate  the  pressure  of  the  oolttmn 
♦<  of  water." 
CPrinted.  4d.] 

A.D.  1857,  September  21.--N*  2445. 

BCHAUB,  Gborob.  —  "A  new  or  improved  manufacture  of 
*'  rollers  or  cylinders  with  patterns  or  designs  thereon  for  printioff 
'*  fabrics  and  other  materials,"  "the  said  rollers  or  cylinders 
"  having  designs  on  them  rither  sunken  or  in  relief,  and  made  by 
''  the  process  of  electro-deposition." 

A  cylinder  of  separate  metallic  pieces  is  composed  or  built  up 
upon  a  wooden  cylinder,  "which  said  metallic  fueces  surround 
*^  and  enclose  the  said  inner  solid  cylinder  of  wood,"  and  cany 
**  on  their  ends  the  pattern  or  design."  "The  several  metallic 
/'  pieces  or  Motions  being  fiistened  together  so  as  to  form  a  hoUov 
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^*  csylinder,"  the  inner  wooden  cylinder  is  withdrawn  and  a  thick 
Iflkyer  of  copper  is  electro-deposited  '*  in  the  inside  of  the  hollow 
*'  metallio  cylinder;"  the  hollow  copper  cylinder  thus  made  is 
'fclieii  liberated  by  separating  the  metallic  pieces,  and  is  fitted  on  the 
spindle  on  which  it  has  to  work  by  means  of  a  lining  of  sheet  iron 
suid  **  Keene's  "  or  other  cement. 

The  "  metallic  pieces  "  are  cast  *'  after  the  manner  of  casting 
♦*  printing  type." 

According  to  another  method,  the  hollow  cylinder  "  in  which 
*'  the  copper  deposit  is  effected "  is  constructed  '*  of  smaU  pieces 
**  resembling  printing  types,  excepting  that  two  opposite  sides  of 
*'  each  piece  are  inclined  to  each  other.  When  built  up,  the  said 
**  pieces  or  types  form  a  hollow  cylinder,  the  small  end  of  each 
**  piece  carrying  a  pattern  or  portion  of  the  design." 
[Printed,  IdJ] 

A.D.  1857,  September  21. —N«  2449. 

ABSTERDAM,  John.— "A certain  new  and  useful  improvement 
'*  in  electric  telegraphic  cables." 

This  invention  "  consists  in  an  electric  telegraph  cable  made  so 
**  as  practicaUy  to  be  elastic  lengthwise,  such  cable  or  the  metallio 
**  parts  thereof  being  constructed  with  corrugations  or  flexures 
**  such  as  will  enable  the  cable,  when  subjected  to  a  longitudinal 
**  strain,  to  have  an  elastic  property  such  as  will  permit  it  to  extend 
^*  under  such  force  or  strain." 

The  improved  cable  consists  of  a  central  "  circuit  wire  or  strand" 
surrounded  by  "  an  insulating  covering  of  gutta  percha  or  other 
^*  suitable  flexible  material,"  over  which  covering  is  wound  a 
metallic  covering  *'  formed  of  twisted  strands  of  steel  wire  in  the 
"  usual  way ;"  "  these  strands  may  be  covered  by  gutta  percha  or 
"  tarred  hemp."  The  peculiarity  of  this  invention  is  that  the 
wires  or  strands  used  in  the  construction  of  the  cable  are  oorruo 
gated  either  along  their  whole  length  or  at  intervals,  the  non- 
metallic  protective  coverings  being  formed  of  an  elastic  material 
capable  of  stretching  lengthwise  in  an  equal  or  greater  degree  than 
**  the  circuit  or  covering  wires;"  to  corrugate  the  wires  or 
strands,  thqr  wne  drawn  through  guides  and  between  oomigating 
rollers. 

As  the  cable  passes  out  of  the  paying-out  vessel  it  is  delivered 
into  the  sea  from  a  pair  of  oorragating  lolkrsy  and  thus  has 

X  X 
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flexarea  formed  along  its  whole  length,  which  enable  it  to  tike  a 
unifonn  bearing  along  the  surlaoe  of  the  bottom  of  the  aea.  Hie 
two  coRugatuig  roUen  are  placed  upon  a  eliding  firame  oonnecled 
by  a  cord  pasting  over  a  pulley  to  a  piston  which  moves  air-t^gkt 
in  a  cylinder  open  only  at  one  end ;  this  air-spring  anaiigemeat 
prevents  ''  the  cable  firom  being  ruptured  by  the  undulatoiy  more- 
**  ments  of  the  vesseL" 

The  above-described  cable  can  be  used  ''for  various  other 
"  purposes." 
[Printed,  lOd.] 


A.D.  1867,  September  22.— N«  2463. 

THEILER,  Mbinrad  (a  commumeaHomfrwi^  Eramz  T%eiler).^ 
"  A  direct  printing  telegraph  without  relais  *'  [relay?]  **  and  local 
*•  battery." 

The  general  arrangement  of  this  apparatus  is  somewhat  like  that 
of  the  Morse  telegraph,  instead,  however,  of  bringing  the  styk 
down  to  mark  the  paper  strip  by  the  attraction  of  an  dectro-magnei 
the  writing  lever  is  acted  upon  by  mechanical  power  of  the  wheel- 
work."  The  peculiarity  of  this  invention  "  consists  in  the  appb- 
''  cation  of  a  mechanical  resistance  to  a  wheel  lever  or  other  part 
**  of  the  mechanism  moving  at  a  sufficient  velocity,"  so  as  to  cause 
"  the  axle  of  a  wheel  or  lever  whidi  is  fitted  in  the  writing  lever 
to  make  a  particular  movement  in  the  direction  of  the  writing 
lever,  besides  tiie  general  one  round  its  aads ;"  the  said  mecha- 
nical resistance  is  applied  by  means  of  an  electro-magnet  or 
electro-magnets  in  the  line-wire  circuit.  '*  When  the  resistance  is 
"  removed  the  lever  &Us  back  again."  * 

In  one  arrangement,  the  same  wheel  that  drives  the  flier  also 
drives  the  pinion  which  has  one  of  its  bearings  in  the  writing  lever. 
The  lever  armature  creates  a  tendency  in  this  pinion  to  rtop  r^ 
volving  (and  therefore  obliges  it  to  cause  the  lever  to  mark  the 
paper),  fay  bringing  a  revolving  arm  up  against  a  fixed  disc;  the 
said  arm  is  on  a  shaft  rotated  by  a  wheel  which  turns  with  friction 
on  the  pinion's  axis.  In  a  modification  of  this  plan  the  tail  of  the 
lever  armature  is  pressed  against  a  '*  pkun  wheel,"  instead  of  luing 
the  revolving  arm  and  fixed  disc. 

In  another  arrangement  the  writing  lever's  pinicm  is  not  dmea 
by  the  same  wheel  that  drives  the  flier,  but  hj  a  wheel  that  tm 
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*^with  Motion  on  the  same  axis ;  this  wheel  drives  another  pinion  as 

inrell  as  the  writing  lever's  pinion.    Two  wheels  (one  on  each  of  the 

X^inion's  axes)  drive ''  worms,"  "  and  so  give  motion  to  two  plain 

*  *  ifvheels,"  between  which  the  tail  of  the  lever  armature  works/'  and 

*'  stops  either  one  or  the  other  "  of  the  said  plain  wheels,*'  acoord- 

*'  ixig  to  the  direction  in  which  the  current  is  passing  through  the 

**  electro-magnets."  A  mark  is  made  each  time  the  "  plain  wheel " 

in  connection  with  the  axis  of  the  writing  lever's  pinion  is  stopped. 

In  place  of  the  "plain  wheels,"  "  flies  may  be  employed,"  "  so  as 

"  to  produce  a  d^d  stop  in  place  of  a  stop  by  friction." 

[Printed,  u.} 

A.D.  1857>  September  23.— N<*  2467. 
BE   LA  HAYE,  John,  and  BLOOM,  Mark.— (Promnoiui/ 
Protection  only,)    **  Improvements  in  laying  down  submarine " 
[electric?]  "telegraphs." 

The  cable  to  be  submerged  is  rendered  buoyant  "  by  means  of 
"  an  external  covering  of  cotton  or  other  light  suitable  substance 
"  enclosed  in  strips  of  calico  **  or  other  suitable  substance,  **  each 
"  strip  to  cover  only  one-half  of  the  circumference  of  the  cable,' 
**  so  Uiat  the  covering  will  be  divided  longitudinally  in  two  sec- 
**  tions,  the  quantity  of  buoyant  substance  used  to  be  such  as  to 
*'  render  the  cable  about  one-sixth  heavier  than  water,  bulk  for 
"  bulk." 

This  covering  is  fastened  temporarily  to  the  cable  "by  glue 
'*  or  gelatinous  or  glutinous  material  soluble  in  the  water." 
'*  The  strips  of  calico  in  which  the  buoyant  substance  is  enclosed  " 
are  rendered  "  temporarily  waterproof  by  coating  them  over  with 
"  the  above  gdatinous  or  glutinous  substance." 

"  On  being  payed  off  from  the  ship,  the  cable  floats  on  the  sup- 
**  face  of  the  water  or  sinks  slowly  beneath  the  waves,  but  it  is  thus 
"  rendered  too  buoyant  to  allow  of  its  sinking  to  great  depths ; 
*'  but  when  the  ship  has  advanced  a  considenble  distance,  the  glue 
'*  around  the  submerged  portion  of  the  cable  is  acted  on  by  the 
"  water  and  gradually  dissolves.  Tlie  external  covering  separates 
'<  itself  from  the  cable,  and  the  former  being  light  rises  to  the 
'*  surface,  while  the  latter  rinks  below." 

<*The  strength  of  the  glue  used  for  connecting  the  external  oover- 
"  ing  to  the  cable  is  regulated  according  to  the  time  required  to 
<<  keep  it  afloat." 
[P]rtiited.8<IL] 
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A.D.  1857,  September  24.->N«  2473. 

PATTERSON,  Abraham  Booth.  — (Prormoim/  Prt>ffffiw 
only,)  "  An  improyed  mode  of  laying  vubmarine  "  [electric  tele- 
graph?] "cables." 

The  object  of  this  invention  "is  to  lessen  the  risk  of  breddng 
"  in  laying  down  submarine  cables  by  relieving  the  struns  inddenl 
"  to  sudden  changes  of  velocity  in  paying  out  the  cable,  and  to 
"  the  rise  and  fall  of  the  vessel  in  a  heavy  sea." 

For  this  purpose  the  cable  is  passed  "  through  a  float  or  buoy  of 
"  peculiar  construction/'  and  payed  out  "  over  a  beam  airai^^ 
"  to  vibrate  like  a  scale  beam  round  a  fulcrum^  and  having  the 
"  amount  of  its  motion  controlled  by  a  spring  or  springs  attadied 
"  in  any  suitable  position  &  manner." 

"  The  buoy  floats  upon  the  surface  of  the  wat^,  and  is  attadied 
"  to  the  stem  of  the  vessel  by  a  chain  or  cord ;  it  will  assiat  ia 
"  compensating  any  variations  of  strain  by  becoming  more  or  k« 
"  submerged,  and  by  changing  its  distance  firom  the  ship." 

Any  number  of  floats  and  beams  "  that  ezperienoe  may  pityvtt 
''  to  be  neoessaiy  "  maybe  used. 
[Printed,  Sd] 

A.D.  1857,  Septcmb«29.— N«  2506, 

NEWTON,  William  Edward  (a  cofRfnaiaicattoa}. — "  Improved 
"  apparatus  for  igmting  gas  or  other  lamps  "  by  means  of  elec* 
tricily* 

The  object  of  this  invention  "  is  to  light  a  gas  or  other  burner 
"  for  the  purpose  of  iUumination  by  a  current  of  eleotricity,  in 
"  such  a  manner  that  after  ignition  has  been  produced  the  con« 
"  ductor  of  electricity  shall  not  be  exposed  to  the  iigurious  efiects 
"  of  the  flame." 

The  invention  "  consists  in  effecting  this  by  combining  with  a 
"  gas  or  other  burner  or  burners  a  vibrating  electric  omductar, 
"  which  shall  pass  in  dose  prozimitf  with  gas  to  be  ignited,  and 
"  after  producing  ignition  pass  off  beyond  the  reach  of  the  flame;" 
the  invention  "  also  consists  in  letting  on  and  shutting  off  the 
"  gas  from  a  burner  or  burners  by  the  motive  power  of  an  electro- 
magnet combined  with  a  suitable  valve  or  equivalent  device  for 
opening  and  closing  the  aperture  or  apertures  through  which 
the  gas  is  supplied  in  combination  with  a  vibratiiig  ekctrie 
conductor," 
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The  igniting  wires  are  connected  iwdth  a  lever  having  an  arma* 
-fcture  at  the  other  end,  and  which  is  worked  by  an  electro-magnet, 
ivliereby  the  wires  are  drawn  forward  when  required  to  ignite  the 
^as,  but  immediately  the  electric  current  is  broken  the  wires  will 
**  'be  pushed  out  of  the  flame  by  means  of  a  suitable  spring.  The 
*'  gribs  is  also  £umed  on  to  the  burner  by  means  of  the  same  arroa- 
**  tvune  and  lever>  which  is  made  to  act  on  and  drive  round  a  ratchet 
*'  ii^beel  connected  with  the  cock  or  valve,  and  by  that  means  let 
'*   on  the  gas." 

In  the  i^paratus  shown  in  the  Drawings,  the  gas  is  let  on  and 
turned  off  by  means  of  a  cap  carrying  the  burner,  and  having  holes 
Tvliich  fit  other  holes  on  the  top  of  the  gas  pipe  in  one  position, 
this  cap  abo  at  its  lower  end  carries  the  ratchet  wheel. 

One  battery  is  used  to  turn  the  gas  on  or  off,  and  another  (put 
into  action  by  the  deflection  of  the  lever  armature)  to  ignite  the 
<<  platina "  wire. 

The  ratchet-wheel  mechanism  enables  the  sise  of  the  gas  flame 
to  be  graduated,  three  or  more  actions  of  the  pall  being  necessaiy 
to  perfectly  open  or  dose  the  cock. 

Other  methods  of  carrying  out  this  invention  are  mentioned« 

[Printed,  7<l.] 


A.D.  1867,  October  14.— N*  2628. 

HOLMES,  Frkdbrick  Halb.*-'*  Improvements  in  magneto* 
**  electric  machines." 

This  invention  "  relates  to  a  peculiar  construction  and  arrange- 
*'  ment  of  rotatory  magneto-electric  machines,  whereby  a  maTimum 
*'  amount  of  electricity  can  be  obtained  at  a  low  speed  of  working, 
'*  thus  avoiding  the  injurious  consequences  attendant  on  working 
'^  at  a  high  velodly." 

A  "  small  directnu;tion  steam  engine  "  drives  the  shaft  of  the 
helix  wheels  at  a  moderate  velocity  by  means  of  a  crank  at  the 
extremity  of  the  said  shaft,  each  helix  wheel  being  between  two 
fixed  frames  carrying  permanent  magnets  whose  poles  are  in  the 
circumference  of  a  circle  and  radiate  outwards.  "The  circles  of 
**  magnets  and  helices  are  so  disposed  that  the  latter  revolve 
"  between  the  opposite  poles  of  opposite  fixed  magnets."  In  the 
machine  described  and  ^own,  **  tiie  numbers  of  the  poles  of  the 
"  helices  are  double  the  number  of  poles  of  the  magnets ;''  th« 
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yariouB  currents  sre  collected  by  two  oommutator  wbedsp 
according  to  the  plan  set  forth  in  the  Speetfioatioii  of 
Patent,  NM998  (1867). 

The  helices  are  fixed  within  the  brass  trough  or  "hollov 
of  their  wheels,  by  i^^using  their  cores  through  the  aides  of  the  an 
and  hollow  core,  and  screwing  the  said  iron  cores  into  the  svd 
rim. 

The  rim  canries  a  slightly  pnjecting  fillet^  wtikh.  preTento  die 
cores  from  coming  into  contact  with  the  magnets ;  and  to  pvevcot 
aoddent  from  such  contact,  the  ends  of  the  cores  ave  di^itiy 
bevelled  off,  ''  by  which  means  they  may  be  salbly  worked  in  the 
"  closest  proximity  to  the  magnet^" 

The  journals  of  the  main  shaft  *'  and  otiher  working  patfcs  of 
''  magneto-electric  machines"  have  *' duplex  conical  beaiinga." 

The  magnets  are  arranged  upon  iron  frames,  and  are  shoed  wilfa 
soft  iron,  to  enable  the  whole  of  the  magnets  in  a  frBzne,  vfaen 
fixed,  to  be  turned  in  a  lathe,  so  that  the  faces  which  they  pieseot 
to  the  ends  of  the  helix  cores  may  form  a  true  plane* 
[Printed,  ll<i.] 

A.D.  1857,  October  16.— N»  2638. 

PRIESTLEY,  Frbdbrick.— (P»t)outoiial  ProteetUm  omly.)  "Im- 
"  provements  in  signal  instruments  or  apparatus  for  making  or 
"  transmitting  dectric  telegraphic  signals." 
.  This  invention  relates  to  finger  keys  for  fonning  the  oompoond 
signals  that  are  required  to  transmit  alphabetical  characters  iir 
needle  and  other  telegraphs. 

On  the  depression  of  a  key,  the  bent  end  of  a  piece  of  wire  con* 
nected  to  the  inner  arm  of  the  key  lever,  passes  over  a  muhee 
composed  of  conducting  and  non-KX>nducting  portions,  and  thus 
makes  suitable  battery  connection,  and  transmits  the  compound 
signal  accordingly.  The  conducting  portions  of  the  surface  sie 
rivetted  to  a  plate  at  the  back  "  in  connection  with  the  batteiy,'' 
and  the  wire  is  '*  also  in  connection  with  the  same.''  There  is 
one  key  to  each  letter  or  character. 
[Printed,  fi<l.] 

A.D.  1857,  October  16.— N«  2654. 
CHADWICK,  Jambs.— <Prootsiofiai  Protection anJf.)  "Improve- 
*'  m^ts  in  rollers  or  cylinders  for  printing  or  staining  the  sorfsoev 
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"  of  "woven  fabrics,  yaras^  pftper,  and  other  materials/'  consisting 
of  :  — 

let.  Employing  "  the  ordinary  copper,  iron,  wood,  composition, 
"  or  metallic  roller,"  with  certain  alterations,  to  give  the  im« 
pression. 

2nd.  Engraving  a  suitable  roller  in  the  ordinary  manner,  and 
electro-plating ''  the  said  roller.  *'  A  roller  or  cylinder  of  the 
Tequired  dimensions,  whether  made  of  iron,  copper,  lead,  brass, 
"  steel,  wood,  composition,  or  other  material,"  is  engraved  or 
etched  "  as  for  ordinary  printing  rollers,"  and  polished  "  ready  for 
use  ;*'  it  is  then  "  put  into  a  bath  supplied  with  a  solution  of 
copper,  lead,  tin,  or  other  suitable  material,"  and  a  galvanic 
battery  applied  to  it,  by  which  it  is  electro-plated. 
[Printed,  8d.] 


A.D.  1867,  October  19.— N«  2676. 

GARVEY,  Benjamin. — {PrwUional  ProtectUm  onfy,)  "  Im- 
*'  provements  in  apparatus  for  determining  position  and  direction 
*'  on  land  and  sea." 

The  apparatus  consists  of  "  a  continuously  revolving  wheel,  so 
mounted  that  it  is  free  to  continue  its  rotation  in  planes  parallel 
to  that  in  which  it  was  first  set,  to  revolve  irrespective  of  the 
"  motion  of  the  earth,  or  any  disturbing  cause,  thereby  obtaining 
*'  a  normal  plane  or  base  for  use  in  determining  position  or 
**  direction  on  land  or  sea,  for  the  purposes  of  navigation,  geodesy, 
"  or  astronomy.'* 

*'  A  wheel  of  suitable  sise,  shape,  and  weight "  is  sustained  "  on 
a  hollow  shaft,  and  said  hollow  shaft  is  supported  by  hollow 
gimballs,  rings,  or  universal  joints,  in  such  a  manner  as  to  pro- 
duce as  little  friction  as  possible,  and  so  thai  the  said  whed  is 
**  free  to  revolve  unobstructedly  and  independent  of  the  position 
**  assumed  by  the  gimballs  or  frame  supporting  it."  *'  The  aibre- 
Bsid  wheel  may  be  made  to  revolve  horisontally  by  suspending 
it  on  a  vertical  pipe  from  the  gimballs." 
<<The  revolving  body  herein  termed  a  wheel  may  be  a  revolving 
**  HUM  of  matter  of  any  desired  shi^,  sise,  or  material,  and  the 
<*  same  mojf  be  revolved  by  eleetrieityt  or  any  suitable  source  of 
**  motion,  and  be  connected  with  any  desired  indicating  apparatus." 
CPrlntsd,Sd.] 
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A.D.  1867,  October  23.— N*  27«2. 

BIAKELY,  Alexander  Theophilus. — (ProvisUmai  Prob 

only,)    "Improvements  in  laying  submaiine"  [electnc?]  "teb-j 
"  graphic  ciJ>le8.'* 

This  invention  ''connsts  in  attaching  to  submarine 
**  cables  boards  or  other  suitable  resisting  suHacea*  in  nckl 
**  manner  that  thej  shall  be  perpendicuUir  or  nearij  so  to  tiie 
**  cable  as  the  latter  sinks  ;*'  "these  boards  or  surfaoea  "  are  aU 
tached  "  to  the  cable  as  it  leaves  the  ship.  Tliej  should  be  madt 
"  of  such  specific  gravity  (by  binding  them  with  iron,  or  othcr- 
"  wise)  that  they  shall  not  act  as  buoys  to  the  cable.'* 

"  A  suitable  method  of  attaching  these  boards  to  ^e  cable  is  bf 
"  means  of  pairs  of  jointed  rods,  one  extremity  of  each  of  wbiA 
"  nips  the  cable  between  suitable  curved  plates  or  otherwise,  wl^ 
"  the  other  extremity  carries  the  boards  ;*'  other  methods  of  oob> 
necting  the  boards  may  be  adopted. 

"  Tlie  resisting  surfiioes  may  be  of  such  extent  that  they  viD 
'*  receive  either  the  whde  or  any  suitable  part  only  of  the  stnia 
"  which  results  from  the  sinldng  of  the  cable,  and  which  hu 
"  hitherto  been  counteracted  by  friction  applied  on  board  the  ship 
"  from  which  the  cable  is  laid." 
[Printed.  8<l.] 

A.D.  1857,  October  24.— N«  2705. 

KIRKMAN,  Felton  CHKiLi.w,~'{PromsUmal  Protectiom  onfy,) 
Improvements  in  machinery  for  winding  and  unwinding  ropes 
and  cables,  which  is  apptiaible  to  electric  cables  for  submaiine 

*'  purposes." 
This  invention  "  consists  in  winding  on  to  a  vertical  rotating 

"  drum  and  base  a  rope  or  cable,  and  the  unwinding  the  same 

"  free  from  kinks  or  snares,  ensuring  an  equal  delivety  at  aU  times 

"  of  the  paying  out  from  the  vessel  or  ship." 
The  following  description  refers  "  to  the  winding  or  unwindiof 

"  a  wire  rope  or  cable  (similar  to  the  transatlantic  telegraph  rope  or 

"  cable)  from  and  on  shipboard." 
There  is  securely  placed  "  in  the  hold  or  other  part  of  the  vessel 

"  a  vertical  drum  or  core  attadied  to  a  base  or  rotating  flooiing, 
on  which  the  rope  or  cable  is  to  be  wound,  whidi  process  may 
be  accomplished  by  means  of  a  rack-and-whedi  motion  geared 
to  the  plo^oim,  and  fixed  in  audi  a  convenient  position  as  to 
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*'  give  a  free  and  easy  winding  or  rotaiy  motion  to  the  platform 
*'  and  drum  or  core  on  which  the  cahle  is  to  be  wound;  the 
**  machinery  to  be  worked  by  steam  power  or  otherwise,  and  to 
*'  be  provided  with  a  break  or  breaks  to  check  the  speed  of  wind* 
"  ing  or  unwinding  when  found  necessary." 

This  portion  of  the  process  being  accomplished,  the  winding 
machinery  may  be  thrown  out  of  gear,  and  the  end  of  the  rope 
or  cable  passed  over  a  loose  pulley  or  sheave  to  regulate 
**  its  delivery  to  a  second  drum  or  capstan,  round  which  one^ 
*'  two,  or  three,  or  more  bends,  as  the  case  may  be,  are  to  be 
**  made.  This  drum  or  capstan  to  be  caused  to  rotate  by  means 
**  of  wheel  motion,  or  gearing  worked  by  steam  power,  or  other- 
*'  wise,  and  provided  with  breaks  to  regulate  its  motion,  thereby 
**  causing  a  regular  and  equal  strain  upon  the  rope  or  cable,  and 
"  at  the  same  time  securing  an  equal  delivery  from  the  first  drum 
<<  and  moveable  platform,  upon  which  the  rope  or  cable  is  first 
"  wound." 
[Printed,  a<f.] 

A.D.  1857,  October  24.— N«  2707. 

MACINTOSH,  John. — *'  Improvements  in  the  construction  and 
**  laying  of"  [electric?]  "  telegraphic  cables." 

In  constructing  telegraphic  cables  the  insulated  conducting 
wire  has  "  the  bat  or  fleece  from  a  carding  engine  "  folded  round 
it,  or  in  other  ways  it  is  surrounded  "  with  fibres  laid  parallel 
to  its  length."  The  said  fibres  are  crushed  "into  the  coating 
of  gutta  percha  or  other  insulating  material  while  it  is  still  in 
"  a  soft  state ; "  a  frurther  coating  of  insulating  matter  (in  which 
iron  filings  may  be  mixed)  may  be  given.  To  apply  the  bat  or 
fleece  as  it  comes  from  the  revolving  tube  of  a  carding  engine,  it 
is  passed  between  a  pair  of  rollers,  which  crush  it  into  a  ribbon 
equal  in  width  to  the  circumference  of  the  coated  wire  round 
which  it  is  to  be  lapped ;  the  bat  or  fleece  is  then  wound  upon  a 
bobbin  which  is  "  mounted  on  the  frame  of  the  covering  machine, 
"  and  as  the  conducting  wire  "  "  issues  firom  the  covering  machine 
*'  it  passes  through  "  two  concentric  guide  rings  placed  on  the 
wire,  by  which  means  it  is  bent  over  the  wire,  so  that  the  crushing 
rollers  can  compress  it  into  the  coating  of  the  wire.  In  employing 
*'  yams  "  instead  of  the  bat  or  fleece,  a  single  ring,  with  small 
holes  in  it,  is  used  instead  of  the  double  ring. 
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In  laying  telegraphic  cables,  the  cable,  **  when  \k  is  <de«r  of  tiie 
ship,"  is  passed  over  a  pulley  suspended  ^  from  the  gaff  or 
other  spar  or  spars  by  long  springs  of  vulcanised  mdia^nibbo,*' 
thus  compensating  for  the  pitching  of  the  TesseL  To  asoist  the 
compensating  action  of  the  springs,  a  float  or  8par»  aboat  the 
spedfic  gnvity  of  water,  is  suspended  from  the  pulley,  the  said 
float  being  attached  to  the  vessel,  and  so  bridled  as  onlj  to  be 
capable  of  vertical  motion.  **  A  metal  or  other  basket  *'  oootaimng 
water,  cht  "  a  long  tube  having  a  piston  operating  on  the  deliv«r- 
'*  ing  sheave  "  may  be  employed  instead  of  the  float  or  spar. 
[Printed,  44.3 

A.D.  1857,  October  28.— N«  2727- 

ADDISON,  John. — ^This  indention  relates  to  *' discovering  and 
**  destroying  hydrogen  or  carburetted  hydrogen  gas  and  other 
"  gases  in  coal  mines,  dwelling  houses,  or  other  places.** 

The  Complete  Specification  describes  the  invention  under  the 
following  heads : — 

Ist.  Detecting  hydrogen  or  carburetted  hydrogen  gas  in  a  mine 
by  means  of  hydrogen  balloons. 

2nd.  Detecting  hydrogen  or  carburetted  hydrogen  gas  in  dweUing 
houses  by  means  of  a  hydrogen  balloon. 

drd.  Detecting  hydrogen  or  carburetted  hydrogen  gas  in  ^pe 
by  means  of  a  hydrogen  balloon. 

4th.  Destroying  the  gas  **  when  its  presence  is  discovered  by 
"  burning  or  exploding  it.*' 

According  to  one  method,  *'  an  electric  spark  (with  or  without 
"  the  aid  of  gunpowder)  from  a  voltaic  batteiy  "  is  used.  The 
gunpowder  is  placed  on  a  telescope  stand*  so  as  to  be  as  high  as 
the  noxious  gas. 

According  to  a  second  method,  "  by  means  of  an  electric  sparii; 

with  the  aid,  if  necessary,  of  gunpowder,"  a  rodcet  is  set  fire  to, 

which  is  made  to  sweep  while  burning  from  one  end  of  the 

working  to  the  other."  The  rocket  is  attached  by  two  rings  to 
a  horizontal  wire,  and  the  force  of  the  explosion  impels  it  along 
the  wire,  thus  enabling  it  to  set  fire  to  any  inflaomukble  gas  it 
encounters. 

5th.  A  ventilated  "  chamber  or  stable  "  is  constructed,  having  a 
sheet  iron  door.  This  chamber  is  to  contain  the  battery,  sod 
fonns  a  refuge  for  men,  horses,  &o.,  during  explosions. 
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6th.  Detecting  *'  the  presence  of  carbonic  acid  gas  by  throwing 
*'  upon  the  g^und  a  balloon  inflated  with  oxygen  gas  or  atmo- 
'*  spheric  air." 

The  3rd  head  is  not  mentioned  in  the  Provisional  Specification. 
pPrinted,  4ci.] 


A.D.  1867,  October  28.— N«  2744. 

GREENING,  William. — "  Improvements  in  enamelling  and 
ornamenting  metals  and  other  surfaces." 
The  principal  features  of  this  invention  are  as  follows : — 
The  invention  ''  relates  to  an  improved  system  or  mode  of 
enamelling  metal  or  other  surfaces  capable  of  taking  enamel  and 
of  standing  a  great  heat,  whereby  a  better  surface  is  produced, 
**  and  one  which  is  capable  of  resisting  the  action  of  adds  and  heat 
"  and  cold." 

The  adds   are   extracted  from  the  colors   by  passing   them 
**  through  lime  water  or  other  alkaline  solution." 

**  If  a  marbling  effect  is  desired/'  the  colors  are  floated  on 
water^  and  the  water  is  agitated  so  as  to  mingle  the  colors  by 
means  of  a  galvanic  battery  ;  "  the  surface  to  be  enamelled  is  hud 
*'  gently  upon  the  surface  of  the  floating  colors,  when  the  film  of 
*'  color  floating  on  the  water  becomes  transferred  on  to  it,  and 
*'  the  whole  is  immediately  placed  in  the  enamelling  furnace," 
and  subjected  to  heat  for  a  certain  period.  "The  enamelled 
"  surface  is  afterwards  varmshed,  polished,  and  rebumt  in  the 
"  ordinary  manner." 

"  A  marbling  or  further  ornamenting  effect  "  is  also  obtained 
by  adding  to  the  colors  used,  different  metals  "  in  the  form  of  fine 
"  dust,  filings,  or  their  foil."  In  this  case  the  specific  gravity  of 
the  water  is  increased  by  the  addition  of  potash,  chloride  of  sodium, 
or  other  non-acid  agent. 
[Printed,  Stf.] 


A.D.  1867,  November  3.— N«  2787. 

HOGA,  Stanislas. — {Promsional  Protection  only),   "  Improve- 
**  ments  in  electric  telegraphs." 

This  invention  enables  "  two  communicants  to  convey  intelli- 
"  gence  to  two  redpients  at  the  same  moment  without  any  danger 
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**  of  the  messages  or  telegnins  being  intermingled,"  by  mesos  of 
a ''  single  wire  only."  "  Where  two  wires  are  used  four  messigH 
*'  may  "  "  be  sent  and  received  momentarily,  and  so  on,  so  tfaat  by 
*'  each  continuous  wire  the  number  of  telegraphic  ^*TMnnniniratitwM 
will  in  a  given  time  be  doubled." 

"  Two  batteries  are  arranged  at  each  of  the  two  atationa,  and 
one  continuous  wire  connected  with  the  four  batteiiea  by  beii^ 
''  at  each  station  in  contact  with  two  equal  poles  of  tiie  two 
"  batteries,  namely,  at  one  station  with  the  two  positive  poles,  sod 
*'  at  the  other  with  the  two  negMive  poles.  The  other  two  poki 
**  of  the  batteries  at  each  station  are  connected  with  two  wireiy 
*'  each  several  hundred  feet  long,  which  being  drawn  out  is 
'*  opposite  directions  terminate  with  two  large  metallic  plates  placed 
"  in  the  ground."  The  four  earth-plates  are  ''  so  situated  as  to 
**  form  a  parallelogram  on  the  globe*" 

*'  The  two  persons  at  one  station  receiving  a  signal  that  two 
*'  different  messages  will  be  sent  to  them,  detach  their  two  battena 
"  from  all  connection  with  the  telegraph,  bringing  in  contact  only 
the  wires  of  the  two  plates  in  the  ground  with  the  one  continuous 
wire  and  the  other  telegraph  instrument."  According  to  this 
arrangement  the  two  recipients  receive  separate  signals,  one  from 
one  communicant,  the  other  from  the  second  communicant  as  each 
communicant  operates  with  a  battery  in  a  circuit  of  its  own, 
except  that  portion  of  each  circuit  which  traverses  the  line  wire, 
the  line  wire  bong  common  to  both  drcuits.  As  the  electric 
current  takes  the  shortest  road  it  can,  the  two  circuits  work 
separately,  each  firom  its  own  earth-plates,  and  do  not  prooe 
diagonally  so  as  to  interfere  with  the  earth^plates  of  each  other's 

circuit. 

The  signals  must  be  produced  by  making  and  breaking  the 
electric  circuit,  and  not  by  *' reversing  the  current." 
[Printed,  8<i.] 

A.D.  1857,  November  4.— N«  2799. 

HIGGINSON,  Francis.— (PfcwMtoiuiZ  ProtectUm  oafy.)    This 
invention  relates  to  laying  down  submarine  electric  telegraph 

cables. 

It  is  proposed  to  use  an  *'  ordinary  iron  chain  cable"  as  aa 
auxiliary  cable  in  laying  down  electric  telegraph  cables,  the  said 
auxiliary  cable  to  be  paid  out  at  the  same  time  as  thetdegnph 
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tb\e,    and  fiutened  to  it,  as  it  is  paid  out,  bj  metallic  chain  or 


€* 


The  advantages  arising  from  the  use  of  the  auxiliary  cable  aie, 
tbat  it  bean  all  important  strains,  and  by  its  weight  causes  the 
telegrraph  cable  to  descend  close  to  the  stem  of  the  paying-out 
'vessel  ;  it  is  also  said  to  cause  *'  an  increase  of  electrical  power  in 
'^  sucli  telegraph  cables  so  conjoined.'* 

Tlie  two  cables  are  separately  coiled,  and  are  delivered  from  a 
li^tcb'veay  "  about  or  near  amidships."  The  apparatus  on  deck 
consists  of  "  an  auxiliary  smaU  engine  to  heave  in  and  pay  out 
**  cable,**  a  brake  drum  for  the  telegraph  cable,  a  strong  brake 
apparatus,  "in  combination  with  several  strong  iron  lever  com** 
**  presses  and  retarding  nippers  and  stoppers,  placed  along  the 
**  decks  at  intervals  between  the  hatchway  and  bitts  herein-after 
mentioned,"  for  paying  out  the  chain  cable,  and  ''two  very 
strong  bitts,"  hal^ay  between  the  hatchway  and  the  stem,  for 
bringing  the  electrical  and  auxiliary  cables  together.  After  the 
cables  have  passed  the  bitts,  a  number  of  seamen  rapidly  pass 
abort  chains  round  both  cables,  *'  a  few  experienced  men  at 
**  intervals"  passing  nippers  of  "laid  iron"  "in  the  manner 
**  formerly  practised, '  thick  and  dry,'  whilst  weighing  with  hemp 
"  cables." 

It  is  proposed  by  the  above-described  arrangements  to  lay  down 
**  transatlantic  telegraph  cables  between  England  and  America, 
"  by  way  of  the  Azores,  or  other  more  distant  points  and  places." 
CPrlnted.  M.] 

A.D.  1867,  November  9.— N«  2829. 
BALESTRINI,  Pibr  Albbrto.— (Propmoaa;  Protection  otdp.) 
"  Improvements  in  machinery  and  apparatus   for    paying-out 
"  submarine"  [electric?]  "telegraph  cables,  and  for  rt^^ulating 
"  and  controlling  the  paying-out  thereof." 

The  "  main  machine  consists  of  a  drum,  levers,  grooved  pulley, 
"  and  springs.  The  lever  or  levers  are  fixed  or  connected  at  one 
"  end  to  the  axis  of  the  drum,  which  forms  the  axis  of  oscillation 
"  of  the  lever  or  levers."  The  bearings  of  the  grooved  pulley 
"  are  free  to  slide  up  and  down  in  guides  "  at  the  opposite  end  of 
the  levers,  the  said  bearings  or  "  plummer  blocks  "  being  supported 
oa  the  levers  by  springs.  The  levers  themselves  rest  on  springs 
uar  the  drum,  as  on  fulcra. 
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Tbe  oible  is  bioiigbt  hem  the  hold  and  passed  once*  tmet,  or 
more  round  the  dmm,  tiien  over  the  grooved  puUej  indo  the 
water."  On  the  tension  of  tiie  cable  a  yieldiDg  TtMndiwwt  ja  dm 
pnmded,  which  will  resume  its  normal  pctsitioii  as  soon  as  die 
•train  is  renunred,  for  any  extra  strain  causes  the  depressiaD  of 
the  grooved  inillcj  and  of  the  levers;  and  on  the  lemoiviai  of  the 
extra  strain^  ''the  levers  and  grooved  puU^  rise  and  resiuiie  te 
"  positions  from  which  the  strain  drew  or  depresaed  thenDu" 

Instead  of  the  above-described  arrangement^  *'  tiie  kvccs  thcam^ 
"  selves  magr  be  formed"  ''so  as  to  act  as  spiingB/'  the  ends  of 
which  nearest  the  drum  would  then  he  fixed. 
•  The  rotation  of  tiie  drum  may  be  controlled  by  a  shaft  havii^ 
paddles  which  "  revolve  wholly  or  partially  in  water  at  air." 

Brakes  and  indicating  dials  are  used  ia  connectian  with  the 
above-described  machinery. 

[Printed,  Sd.] 


A.D.  1857,  November  10.— N*  2841. 

Way,  John  Thomas. — "  Improvements  in  obtaining  light  by 
«  electricity." 

One  part  of  this  invention  "  consists  in  so  arranging  the  char^ 
"  coal  or  other  conducting  substance  forming  the  solid  eketrode, 
"  that  it  shall  be  continually  renewed  and  presented  to  ^e  stream 
"  of  the  flowing  electrode  at  a  constant  distance  from  the  orifice 
"  of  the  jet  from  which  the  latter  issues."    According  to  one 
method  of  carrying  out  this  part  of  the  invention,  rods  of  "  char- 
"  coal "  are  arranged  "  opposite  to  each  other,"  and  are  pressed 
together  "  by  springs,  or  other  convenient  mechanism,"  or  by  a 
column  of  mercury ;  the  point  of  junction  of  the  ends  of  tiie  rods 
is  "fixed  at  the  focal  distance  or  breaking  points  of  the  stream^ 
of  me[rcury  or  other  flowing  electrode.    Instead  of  preanng  rods 
of  charcoal  agunsteach  other,  "one  such  rod  maybe  preset 
**  against  a  piece  of  lime"  or  other    infusible    material,  "tiie 
"  flowing  electrode  being  directed  against  the  point  of  junction." 
In  a  second  method,  a  charcoal  rod  or  cylinder  is  made  to  levdre 
on  a  fixed  axis  on  which  a  screw  is  cut,  thus  giving  the  chaicosl 
electrode  a  lateral  as  well  as  a  revolving  motion,  and  enabling  it  to 
present  a  fresh  suriaoe  constantly  to  the  flowing  electrode.     In  s 
third  method,  the  "charcoal "  electrode  is  projected  by  a  sprii^ 
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^  through  a  ring  of  iridium  "  as  its  end  is  consumed,  in  a  simUar 
TnaimCT  to  the  action  of  ''  a  Pahner's  candle  himp." 

Another  part  of  this  invention  *'  consists  in  heating  the  material 
^  fonning  tiie  flowing  electrode  before  it  is  supplied  to  the  jets.*' 
This  18  done  by  means  of  a  lamp  under  the  cistern. 

Another  part  of  this  invention  **  consists  in  adjusting  the  focal 
<<  distance  or  breaking  point  of  the  flowing  eledawde,  by  in- 
**  creasing  or  diminishing  the  pressure  which  causes  it  to  issue 
''from  the  jet.*'  For  this  purpose  the  cistern  is  connected  with 
the  jet  *'  by  means  of  jointed  iron  or  flexible  tubes,"  and  the 
cistern  is  suspended  from  a  standard  by  means  of  a  cord  and 
ptilley. 

Another  part  of  this  invention  '*  consists  in  a  method  of  main- 
**  taining  at  a  constant  height  above  the  jet  the  column  of 
**  mercury  or  other  flowing  electrode.^'  For  this  purpose  "a 
**  close  cistern  "  is  employed  "  in  coi\junction  with  the  open  cistern 
*'  from  which  the  mercury  flows ;"  a  pipe  from  the  close  cistern 
**  dips  slightly  below  the  surfoce  of  the  mercury  in  the  open 
*'  cistern ;  so  soon  therefore  as  the  level  of  the  mercuiy  in  the 
**  lower  cistern  is  reduced,  the  mercury  will  flow  from  the  upper 
**  cistern,  so  that  the  pressure  of  mercury  remains  practicijly 
*'  constant." 

"  Any  arrangement  by  which  current  electricity  is  obtained," 
**  is  equally  applicable  to  this  form  of  light." 
The  Patentee's  former  Patents  are  aUuded  to. 

[Printed.  M.] 


A.D.  1857,  November  14.— N«  2866. 

MACINTOSH,  John. — "  An  improvement  in  preparing  telegra- 
"  phic  wire  which  is  coated  with  gutta  percha  in  order  to  render 
**  it  more  capable  of  resisting  heat,  and  in  laying  down  telegraph 
**  wires  in  the  sea." 

Gutta-percha-covered  electric  telegraph  wire  is  made  capable  of 
resisting  heat,  either  by  subjecting  it  "  to  the  action  of  sulphuric 
**  add  on  its  surface,  and  then  to  water,  or  to  the  action  of 
"  chloride  of  sulphur  and  a  solvent." 

<*In  submerging  telegraphic  cables,"  "the  rate  of  delivery 
"  from  the  coil "  is  kept  "  approximately  uniform  without  risk 
>'  of  crashing  the  soft  core  of  gutta  percha,  iiyuring  the  electrical 
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**  oonditi<m  of  the  oonductbig  wixe,  or  dangwoaaly  inemaiog  tfee 
"  strain  on  the  cable."  "  The  cable  passeB  moie  or  kaa  foif  ** 
through  "  a  sexies  of  friction  holdera,"  the  said  frictioa  hoUeci 
being  "  elastic  in  themselTes,"  and  "  attached  to  the  vessel  or  sp- 
'*  paratus  carried  thereby  by  vulcanized  india-rubber  oonnedioQs.* 
The  elastic  holder  preferred  consists  of  one  box  inverted  vitlm 
the  other,  the  inner  box  being  weighted  so  as  to  cause  woodea 
balls  with  which  it  is  filled  to  press  against  the  cable  ;  the  cable 
passes  through  steel  bushes  in  the  ends  of  the  boxes,  and  the 
boxes  contain  water  to  prevent  over  heating.  The  effect  of  Uui 
arrangement  is,  that  as  the  cable  runs  out»  each  *' friction  hiddtr  " 
offers  a  certain  amount  of  resistance  to  its  passage;  if  the  spotA 
of  the  cable  increases  to  any  considerable  amount,  the  friction 
holders  grasp  the  cable  more  strongly,  and  are  drawn  farward  by 
the  yielding  of  their  vulcanised  India-rubber  connections^  A  card 
passing  over  a  pulley  is  attached  to  the  inner  box,  and,  by  mesns 
of  a  spring,  counteracts  the  effects  of  a  sudden  strain  on  the  cabk. 
A  "  friction  holder "  is  placed  beyond  "  the  ddiveiy  pulky ;" 
this  consists  of  "a  tube  of  strong  canvass,"  bound  to  steel  liqgs 
and  filled  with  balls  of  hard  wood,  the  whole  being  osdooed  in  a 
case  and  towed  by  the  ship, 

[Printed,  4(1.] 

A.D.  1857,  November  14.— N«  2868. 

HENRY,  Michael  (a  communication). — ''Improvements  in 
'*  electric  and  galvanic  conductors,  and  in  the  mode  of  and 
"  machinery  or  apparatus  for  manufacturing  the  same." 

The  "  improved  conductor  "  "  consists  of  wire  -insulated  by  a 
"  covering  of  gutta  percha  or  india-rubber,  firmly  endoaed  in  a 
"  coating  of  lead  or  other  ductUe  metal." 

llie  *'  new  process  "  consists  in  interposing  between  the  cold 
gum  of  the  insulated  wire  and  the  hot  lead  in  the  lead  chamber 
(during  the  process  of  covering  the  insulated  wire  with  lead}  an 
annular  space,  through  which  cold  water  is  kept  constantly  flow- 
ing,  "thus  securing  a  proper  relative  temperature  of  the  hot  metid 
"  and  cold  gum  "  "  while  they  are  moving  toward,  and  by  the 
"  time  they  reach,  the  point  of  union." 

"  The  whole  machine  used  consists  essentially  of  a  tubethroogk 
*'  which  the  insulated  wire  passes ;  a  second  tube  surrounding  the 
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first,  and  fonning  an  annular  ring  or  space  between  the  two  for 
the  circulation  of  fluid ;  a  hollow  point  at  the  end  of  the  last* 
mentioned  tube,  of  a  calibre  of  such  sice  that  the  insulated  wire 
b^ng  coated  with  gutta  percha  or  india-rubber  will  pass  freely 
"  but  closely  through  it ;  a  plunger  fitting  the  lead  chamber,  and 
**  vnAk  a  hole  in  it  to  receive  the  outer  tube ;  and  a  lead  chamber 
with  a  hopper  to  receive  the  lead ;  a  die  into  which  the  point  of 
the  outer  tube  just  enters,  leaving  sufficient  space  it  around  it 
to  allow  the  lead  to  pass  into  the  die  and  around  the  gum  $  an 
inlet  and  outlet  at  the  end  of  the  tubes  opposite  to  that  of  the 
**  die  for  admission  and  emission  of  the  current  of  fluid ;  and  all 
^  supported  by  a  suitable  framework,  and  connected  with  a 
"  hydiraulic  press."  The  piston  of  the  hydraulic  press  is  "at- 
**  tached  to  the  lead  chamber  plunger/'  and  has  "  an  orifice 
**  through  it  for  the  tubes  to  pass  through,"  **  the  parts  bdng 
**  suitably  packed." 

The  insulated  wire  being  introduced  through  the  inner  tube 
and  die,  the  melted  metal,  forced  by  the  plunger  out  of  its  chamber 
through  the  die,  **  closes  around  the  wire  with  sufficient  impinge- 
**  ment  to  draw  it  down."  **  The  wire  as  it  comes  from  the  die 
**  should  be  received  in  cold  water,  or  otherwise  thoroughly  cooled 
"  as  £ut  as  formed." 
[Printed,  7cl.] 


A.D.  1867,  November  17.— N»  2877. 

FIELD,  Thomas.— (Propmojio/  Protection  only,)  "A  new  me- 
**  thod  or  mode  of  and  appliances  for  submerging  submarine" 
[electric  ?]  "  telegraph  cables." 

This  invention  "  consists  in  sinking  or  submerging  submarine 
"  telegraph  cables  and  guiding  them  to  those  parts  of  the  bed  of 
**  the  ocean  where  it  is  desired  to  deposit  them  by  aid  and 
'*  means  of  a  long  and  strong  flexable  tubular  cable  with  a  number 
*'  of  weights  attached  thereto." 

The  flexible  tubular  cable  is  represented  in  the  Drawing  as 
extending  from  the  "  paying -out  ship  "  for  a  considerable  distance. 

The  submarine  telegraph  cable  in  being  pud  out  (or  delivered) 

from  the  paying-out  ship,"  "  has  to  pass  through  the  core  of 
**  the  flexable  tubular  cable,"  "  and  in  its  descent  to  the  bed  of 
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*'  the  ooean  it  is  shielded  md  protected  from  the  euuents  of  te 

."  ooettn  by  the  aforesaid  fiexable  tuhular  cable.'' 

.  "The  iiiiMreaaid  tubukr  cable"  is  made  of  "iron  and  rted 
wires,  or  of  iron  or  steel  band  coiled  into  die  shape  of  a  tabe 
bj  the  process  patented  bj  Daniel  Dsvidge,  or  of  leaiher  or 
of  any  other  suitable  materials."  ''When  ertza  aticnicth  is 
required  in  the  flezable  tubulsr  cable/'  ''2  or  more  flezablt 

**  tubular  cables  "  are  used,  "  one  outside  the  other." 
[Printed,  fid.] 

A.D.  1857,  November  19.— N*  2907. 

GOEDICKE,  Rbinhold.— (P^twutoaa/  Proteetiam  oii^f.)  lU 
invention  relates  to  "  the  suspending  of  the  lines  of  electne  tde- 
"  graphs  in  the  air  by  means  of  gas  balloons  acrooa  water  and  haS, 
**  or  tile  atmospheric  telegraph." 

The  following  points,  relating  to  the  practicalnlity  of  the  imcn- 
tion,  are  defined : — 

1st.  *'  By  what  means  can  balloons  be  kept  oontinuaUy  sospendsd 
"  in  the  higher  regions  of  the  air?" 

The  balloons,  having  been  filled  with  a  light  gaa,  are  aUowed  ts 
ascend.    In  order  that  they  may  "  continually  be  kept  suspended 
at  a  certain  height,"  they  are  presumed  to  have  been  doeed  air- 
proof  on  all  sides  "  after  having  been  filled  with  gaa.     Tlie  bal- 
loons are  to  be  suspended  at  an  equal  height  "  by  filling  them  all 
"  with  the  same  kind  of  gas  of  a  fixed  specific  density." 
2nd.  ''  How  and  in  what  manner  can  ihey  be  fixed  7" 
*'  The  balloons  are  attached  to  the  conducting  wires  at  fixed 
'**  distances "  by  means  of  metal  cramps  "  enclosed  in  an  en- 
"  chasing  of  porcelain  or  any  other  isolating  "  [Insulating?]  "  sub- 
"  stance."    The  conducting  wires  pass  through  the  porcelain,  and 
are  attached  in  such  a  manner  that  the  balloon  remains  at  the  same 
place  of  the  conducting  wire. 
Srd.  "  At  what  heights  are  the  bslloons  to  be  suspended  ?" 
It  is  proposed  to  suspend  them  as  high  in  the  ur  as  posnble. 
4th.  "  How  is  such  a  telegraphic  line  to  be  constructed  ?  " 
The  sequired  number  of  balloons  is  filled ;  one  end  of  the  ood- 
ducting  wire  is  fixed ;  and  at  a  suitable  distance  along  the  wire  fram 
tiie  fixed  point  a  balloon  is  fixed  and  allowed  to  ascend.  Hie  other 
end  of  the  conducting  wire  is  turned  in  the  direction  the  telegrajA 
is  to  be  laid,  and  balloons  successively  attached  to  it  at  suitable 
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distances  apart,  and  allowed  to  ascend;  no  balloon  to  be  attached 
until  the  previous  ones  have  ascended. 

On  arriving  at  the  end  of  the  telegraphic  line,  the  conducting 
wire  is  drawn  tight  "  by  means  of  a  pully>  in  order  to  prevent  too 
**  strong  a  vacillation,  and  also  to  prevent  the  difEierent  balloons. 
*'  firom  the  approach  to  much." 

It  may  possibly  be  found  "  better  to  fix  at  each  telegraphic  line 
"  only  one  very  large  balloon,"  in  which  the  hydrogen  gas  can  be 
renewed  from  time  to  time  by  means  of  a  gutta  percha  tube. 

5tb.  "  Is  it  possible  to  repair  such  telegraphic  line  above  the  ocean 
'*  in  case  one  or  several  of  such  balloons  should  get  damaged?" 

It  is  proposed  to  attach  to  each  balloon  a  small  life-boat,  intended 
to  keep  the  conducting  wire  above  water  "  till  the  damaged  balloon 
**  has  been  replaced  by  a  new  one." 
rPrinted,  8<i.] 

A.D.  1857,  November  21 .— N»  2923. 

GLOVER,  Thomas,  and  BAIN,  Albxandkr. — "  Improvements 
**  in  electric  telegraphs,"  combining  "  the  principles  and  advan- 
"  tages  both  of  a  sigual  and  a  recording  telegraph." 

In  the  arrangement  described  and  shown,  the  receiving  apparatus 
consists  of  a  pen  mounted  at  the  end  of  the  lever  armature  of  the 
receiving  electro-magnet,  a  reservoir  with  a  piece  of  cotton  and 
tube  to  convey  water  or  other  fluid  to  the  pen,  and  an  endless  vul- 
canized India-rubber  band  to  which  "  progressive  motion  ^'  is  given 
*'  by  a  train  of  wheelwork"  set  in  motion  by  a  spring  barreL 
When  the  electro-magnet  is  excited  by  the  passage  of  an  electric 
current,  the  pen  makes  a  mark  on  the  India-rubb»  band,  the  said 
mark  being  of  a  greater  or  less  length  according  to  the  duration  of 
the  current  from  the  transmitting  station,  thus  enabling  signab  to 
be  made  on  the  band  which  last  for  a  sufficient  time  to  be  read 
before  they  are  obliterated  by  evaporation  or  by  rubbers. 

If  '^the  indications  are  desired  to  be  preserved,"  "coloring 
'*  fluid  "  may  be  used  instead  of  water,  or  "  a  chemical  (as  for 
"  instance,  a  solution  of  potash)  may  be  employed  to  discharge 
'*  color  from  blue  or  other  colored  paper  or  material,  upon  which 
'*  it  is  delivered."  In  this  case  a  "  creel "  carrying  a  strip  of  puper 
is  mounted  on  the  frame  of  the  receiving  instrument,  and  the  color 
or  chemical  is  transferred  from  the  India-rubber  band  to  the  paper 
by  the  pressure  of  a  roller. 
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Theme^od  by  whidi  it  is  prefiezred  to  work  the  tdegzapih,  vim 
tiie  above-described  urangement  is  used,  is  to  have  onlj  one  bi^ 
toy  in  tn  extended  drcuit,  and  to  use  a  spring  key  for  traasmittiif 
rignals  whidi  always  preserves  the  circait  closed  esoqit  viubt 
■gnalsare  being  made. 
[PriBtcd,u.iarf.] 

A.D.  1857,  December  1.— N»  2985. 

LANE,  Dbnny. — "  Improvements  in  lighting,  regulating,  and 
"  extinguishing  street  and  other  gas  lamps  by  means  of  electricity," 
consisting  of : — 

Ist.  "  Lighting  gas  lamps  by  electricity."  A  portable  battoy  is 
earned  ftom  lamp  to  lamp,  and  connected  to  the  contact  pointB  at 
a  conductor  passing  to  the  burner;  the  gas  being  turned  on  **  by  a 
**  tap  placed  near  the  ground/'  the  passage  of  the  electricity  igmtei 
it.  Either  the  primaiy  current  may  heat  a  platinum  wire  placed 
across  the  gas  jet,  or  "  an  induced  current  "  from  a  Ruhmkoiff  er 
Hearder's  coil  may  pass  a  spark  between  electrodes  on  opposite 
sides  of  the  jet. 

2nd.  ''  A  means  of  regulating  or  extinguishing  the  lights  ci 
"  street  or  other  gas  lamps."  On  the  passage  of  an  electric  cur- 
rent through  a  suitably  arranged  drcuit,  the  electro-magnet  acti 
on  a  detent  by  means  of  its  annature,  and  releases  clockwork  con- 
nected with  the  plug  of  the  gas  tap.  Either  the  same  circuit  may 
be  used  to  actuate  the  tap  as  that  for  lighting  the  lamp,  "  or  a 
"  separate  circuit  may  be  used  for  that  purpose  if  it  is  desired  to 
"  light  the  lamps  by  a  conducting  wire  embracing  many  lamps 
•*  in  its  circuit." 
[Printed,  4d.] 

A.D.  1857,  December  2.— N*  2987. 

SHEPARD,  EnwARD  Clarence. — "  Improvements  in  magneto* 
"  electric  machines." 

The  apparatus  consists  of  a  number  of  helix  wheels  mounted 
on  one  common  shaft  between  frames  to  which  are  fixed  the  per- 
manent magnets,  llie  magnets  in  each  frame  are  arranged  with 
their  poles  in  the  circumference  of  a  circle,  and  the  poles  are  di»» 
posed  alternately  north  and  south  in  the  said  circumfererce.  The 
frames  are  ao  ammged  that  at  any  given  moment  each  helix  passes 
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between  and  is  acted  on  by  a  pole  of  opposite  name,  a  north  pole 
beingr  at  one  end  of  the  helix  and  a  south  pole  at  the  other. 

The  currents  of  all  the  helices  are  united  together  to  form  "  one 
**  grand  current."    Each  helix  wheel  carries  two  insulated  con- 
ducting rings  for  this  purpose,  each  alternate  wheel  having  its 
lings  in  connection  with  the  exterior  terminal  wires  of  its  helices, 
the  intermediate  wheels  having  their  rings  connected  to  the  interior 
terminal  wires  of  their  helices.    Each  helix  has  not  its  terminal 
in  connection  with  a  ring,  it  may  have  its  terminals  connected  to 
the  neighbouring  helices,  and  thus  '^  sets  of  two,  four,  or  more  " 
helices  may  be  formed,  the  terminals  of  each  set  being  connected 
as  described  above.    A  metallic  rod  connects  all  the  outer  rings, 
and  another  rod  connects  all  the  inner  rings,  thus  transmitting  all 
the  induced  currents  to  the  "  frotteurs  "  or  commutator  wheels ; 
one  wheel  receives  the  current  from  one  rod  and  the  other  from  the 
other  rod ;  springs  conduct  away  the  aggregate  current  from  the 
"  frotteur  plates,"  so  as  to  enable  it  to  be  applied  to  the  desired 
purpose^  all  the  currents  being  then  in  the  same  direction. 

When  a  continued  current  is  required  for  the  electric  light,  the 
**  frotteur  "  is  "  formed  entirely  of  a  copper  or  other  metallic  ring, 
'<  to  which  is  attached  an  eccentric  or  ring  of  copper  or  other 
"  metal." 

[Printed,  U.6J.] 

A.D.  1857,  December  3.— N«  3003. 

HENWOOD,  Chablbs.— "  An  improved  arrangement  of  gal- 
*'  vanic  battery  suitable  for  medical  purposes." 

"  Plates  of  copper  and  zinc  or  of  two  other  metals,  one  electro* 
"  positive  and  the  other  electro-negative  to  the  other,"  are  com- 
bined and  arranged  in  pairs,  the  pwrs  are  then  united  "to  form 
**  a  chain  or  belt." 

A  plate  of  copper  is  bent  at  the  centre  and  one  half  folded  down 
over  the  other  half;  *'  small  portions  "  are  cut  away  "  from  the  fold 
"  or  part  where  one  half  is  doubled  over  the  other."  "  A  plate  of 
"  zinc  covered  with  linen  or  other  textile  fabric  to  prevent  contact 
"  between  the  pUtes,"  is  then  pUced  "  between  the  two  halves  of 
•«  the  copper  plate."  "  The  zinc  pUte  is  equal  in  breadth  to  nearly 
«•  one  half  of  the  breadth  of  the  copper  plate ;  it  has  two  lugs, 
«*  which  project  beyond  the  parts  cut  away  from  the  fold  in  tho 
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'*  copper  plate.  The  opposite  comers  to  the  Ings  in  the  zinc  pble 
"  uecut  ol^  and  the  zinc  plate  is  held  between  the  two  halyes  of  the 
**  copper  pUte  by  two  corners  of  the  latter  being  turned  in  latAs 
'*  the  zinc  plate ;  the  two  other  comers  of  the  copper  plaie  hare 
"  each  ahole  pierced  therm,  a  hole  is  also  made  in  the  prqjectiBf 
"  zinc  lugs,  and  metal  rings  being  passed  through  the  holes  in  the 
"  zinc  lugs  and  copper  comers  unite  every  pair  of  platea." 

The  Drawings  diow  '^  a  number  of  pairs  of  plates  connected 
*'  together  and  fastened  to  a  str^  to  fmn  a  belt  for  peraonal  wear.** 
A  linen  case  buttons  "  over  the  plates  to  keep  them  firom  contaot 
"  with  the  body  where  desired." 
[Printed.  6(1.] 

A.D.  1867,  December  5.— N»  3020. 

HENLEY,  William  Thomas. — 'Mmprovements  in  ropes  and 
"  cables  for  telegraphic  or  other  purposes,  and  in  machinery 
"  used  in  the  manufscture  of  such  and  other  ropes  and  oahies." 

llie  cable  preferred  for  submarine  electric  telegr^iha  is  ss 
follows : — ^The  central  core  of  conducting  wires  consists  of,  ''say, 
"  six  wires"  wound  "round  a  core  of  hemp  or  other  similar 
'*  mateiial,"  each  wire  being  coated  with  gutta  perchm.  Hie  said 
central  core  is  "  co>'^ered  with  serving  of  tarred  yam,"  and  then 
with  "  strands  formed  of  wire  and  cocoa-nut  fibre,  hemp,  or  othff 
suitable  material ;  these  strands  are  made  by  laying  threads  of 
wire  and  vegetable  fibre,  or  other  suitable  mattfial  into  a 
strand,  having  a  central  thread  or  core  of  hemp  or  other  similar 
•*  material." 

The  improvements  in  machinery  for  making  ropes  or  cables  are 
as  follows : — 

In  "  making  the  strands  or  small  ropes,"  "  the  wire  or  other 
**  material  of  which  the  strand  or  rope  is  to  be  made  *'  is  wound 
on  fixed  bobbins,  from  which  it  passes  o^^er  a  pulley  to  a  fixed 
*'  lay  plate ;"  thence  the  threads  pass  to  a  revolving  frame,  which 
carries  "nipping  rollers,"  a  "taking-ofP  pulley,"  and  "receiving 
"  bobbin."  The  "  nipping  rollers  "  in  coigunction  with  the  "  lay 
plate"  lay  the  threads  or  wires  round  each  other,  the  "  taking- 
off  pulley  "  obtains  uniform  rotation  by  screw  and  screw-whed 
gear  driven  by  the  revolution  of  the  frame,  and  in  proceeding  to 
the  "  receiving  bobbin  "  an  "  arm  "  (worked  by  a  nut  and  double 
screw)  lays  the  strand  fh>m  end  to  end  of  the  "  receiving  bobbin  *' 
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until  it  is  full;  the  ''receiving  bobbin '^  is  driven  by  the  friction 
of  a  spring  so  as  to  allow  it  (the  bobbin)  to  slip  as  it  fills  with 
rope,  and  the  laying  "arm"  is  driven  from  the  axis  of  the 
*'  reoeiviug  bobbin/'  therefore  at  a  relative  speed. 

In  making  wire  ropes,  to  prevent  any  wire  reodving  a  twist,  the 
bobbins  axe  so  arranged  on  the  "  table  *'  or  face  plate  of  the  "  cable 
*'  machine "  that  their  axes  always  retain  a  given  position ;  for 
instance,  if  the  face  plate  is  vertical,  the  bobbin  axes  are  always 
boiizontaL    According  to  one  method  of  effecting  this,  cranks  on 
the  bobbin  axes  are  all  attached  to  a  ring  or  rings,  which  are  kept 
in  the  same  relative  position  with  respect  to  the  horizontal  plane 
either  by  gravity  or  by  pullies  revolving  on  axes  fixed  to  the  frame- 
work.   A  second  method  consists  of  passing  a  gut  or  other  band 
round  pidlies  on  the  bobbin  axes  and  also  ronnd  a  fixed  central 
pulley,  all  the  pullies  being  of  the  same  diameter.    In  a  third 
method,  a  flat  chain  is  used  instead  of  a  band,  and  it  is  merely 
paased  round  the  external  portions  of  the  peripheries  of  the  pullies, 
which  are  toothed  in  this  case ;  motion  is  communicated  to  this 
arrangement  by  a  chain  passing  round  a  fixed  central  pulley  and 
round  a  second  pulley  on  one  of  the  bobbin  axes. 
CPrlnted,U.4d.] 

A.D.  1857>  December  6.--N'  3024. 

NEWTON,  William  Edward  (a  comfmmtca/um).—"  Certain 
**  improvements  in  apparatus  for  laying  submarine  '*  [electric  t] 
f*  telegraphic  cables." 

''  The  object  of  this  invention  "  ''  is  to  retain  a  constant  reserve 
*'  oi  cable  between  the  paying-out  apparatus  on  board  the  vessel 
**  which  carries  the  cable  and  the  point  where  the  cable  leaves  the 
**  vessel,  and  to  control  such  reserve  in  such  a  manner  that  when 
"  there  is  any  tendency  to  increase  the  tension  of  the  cable,"  "  a 
<*  properly  regulated  quantity  of  cable  may  be  allowed  to  run  out 
*'  from  the  reserve,  and  thus  prevent  the  tension  being  increased 
"  so  suddenly  as  to  break  or  unduly  strain  the  cable." 

The  cable  is  payed  out  by  means  of  a  steam  engine,  from  the 
portion  of  the  vessel  where  it  is  stowed  ''  at  a  speed  never  less 
'*  than,  but  properly  regulated  in  proportion  to,  the  speed  of  the 
**  vessel."  The  cable  passes  firom  the  hold  over  and  under  a  series 
of  drums,  connected  by  spur  gear  with  each  other  and  with  the 
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tteam  engine  or  other  motiTe  power»  one  of  the  dmm  shafts  httnig 
secured  to  it  a  brake  wheel  to  which  a  firiction  brake  is  applied. 
The  i^paratus  for  maintsdning  a  reserve  of  cable  and  ood- 
trolling  the  paying-out  of  the  same  consists  of  a  series  of  polliei 
*'  or  dnuns  placed  on  a  shaft  that  is  mounted  on  a  moreabfe 
carnage  that  runs  on  a  line  of  nuls  made  nearly  the  whde 
length  of  the  vessel.  A  similar  series  of  pullies  or  dromsy  but 
mounted  on  a  fixed  frame,  is  placed  at  one  end  of  tbe  vessd, 
"  while  the  moveable  frame  with  its  pullies  is  placed  on  the  lail* 
*'  way  at  the  other  end.  The  cable  is  passed  round  the  pollks  or 
*'  drums  of  both  frames,  and  extends  in  several  lengths  from  one 
frame  to  the  other.  A  retaining  weight  or  other  analogous 
contrivance  is  adapted  to  the  moveable  frame,  so  as  to  keep  it 
back  except  when  any  undue  strain  is  laid  on  the  cable,  when 
"  the  moveable  frame  will  be  drawn  forward  towards  the  fixed 
''  frame,  dragging  with  it  the  retaining  weight,  and  of  oonrse 
when  the  extraordinary  strain  is  removed,  the  moveable  frame 
will  run  back  agiun*  Intermediate  between  the  two  frames  is 
placed  another  frame,  also  provided  with  pullies  or  drums,  and 
is  also  made  to  run  on  the  railway,  but  is  merely  intended  to 
support  the  cable  midway  between  the  two  prindpal  frames^ 
and  prevent  it  from  bagging.  Guide  pullies  are  adapted  to  the 
two  principal  frames  for  the  purpose  of  conducting  the  cable  to 
the  grooves  of  the  pullies  or  drums.  The  grooves  of  ^e  palties 
or  drums  are  supphed  with  water,  and  scrapers  are  also  adapted 
"  thereto,  for  the  purpose  of  scraping  off  or  removing  any  tar  or 
other  matter  that  may  be  deposited  thereon  by  the  cable  wlule 
passing  over  or  round  them.'' 

[Printed.  7c2.] 


A.D.  1857,  December  7.— N»  3026. 

LAVATER,  Manuel  Leopold  J osa.s.— (Provisional  PrdeeHoU 

refused.)  "  Improvements  in  laying  down  "  [electric  ?]  **  tel^[Taph 

*'  cables  in  the  sea." 
"  The  cable  "  [is  7]  "  to  be  wound  ashore  upon  a  floating  drum 
or  cylinder,  which  cable  "  [is  ?]  "  to  be  unrolled  out  at  sea  by 
means  of  the  axles  of  the  drum  being  fastened  by  chains  to 

'  a  steam  tug." 
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'*  The  same  means  might  be  used  when  modified  in  taking  the 
**  cable  out  of  the  sea.*' 
CPriuted,  3d.] 


A.D.  1867,  December  12.— N»  3065, 

DE  NORMANN,  John,  and  HENLEY,  William  Thomas.-. 
*'  Improyements  in  machinery  for  preventing  the  overlapping  of 
"  chains  or  ropes  when  used  on  drums  or  shafts,  which  improve- 
**  ments  can  be  applied  to  the  laying  of"  [electric?]  *'  telegraphic 
«  cables." 

These  "  improvements  consist  of  apparatus  for  enabling  a  rope 
"  or  chain  to  be  wound  on  a  barrel  without  one  coil  riding  on 
another.  As  ordinarily  in  lapping  a  rope  round  a  barrel  it 
takes  a  spiral  "  [helicid  ?]  "  form,  advancing  along  the  barrel 
**  until  it  reaches  the  end,  when  the  coils  commence  riding  or  lap- 
ping over  the  others." 

According  to  one  mode  of  effecting  this  purpose,  a  ring  is  **  kept 
in  an  inclined  position  to  the  axis  of  the  drum  "  by  rollers  fixed 
to  the  framework,  the  said  ring  bang  capable  of  moving  on  the 
drum  longitudinally  by  means  of  projecting  lugs,  which  work  in 
slots  on  the  periphery  of  the  drum.  The  inclination  of  the  ring 
obliges  the  cable  to  wind  itself  on  the  drum  according  to  the  same 
inclination,  and  thus  in  a  helix,  without  overlapping  or  rubbing 
against  the  ring,  for  the  ring  revolves  with  the  drum. 

A  second  arrangement  consists  of  two  drums,  one  grooved,  the 
other  plain.  The  cable  enters  a  groove  and  is  crossed  to  the 
plain  drum,  again  crossed  to  the  next  groove  of  the  grooved  drum^ 
and  so  on,  until  as  many  coils  are  wound  on  the  drums  as  may 
be  desired ;  "  no  Airling  can  take  place,  as  the  diffierent  laps  of 
'^  cable  in  crossing  each  other  between  the  drums  keep  exactly  in 
'*  the  centre  between  each  other." 

In  a  third  arrangement,  the  cable  laps  round  a  large  drum,  and 
is  compelled  to  take  the  screw  form  by  means  of  a  smaller  drum 
having  several  flanges  which  work  in  narrow  grooves  in  the  large 
drum. 

[Printed,  1«.  2d.] 
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A.D.  1857,  December  17.— N»  3101. 

HIGHTON,  Edward. — "  Improvements  in  electric  telegnphB.'^ 
Thu  invenlion  is  comprised  under  the  following  heads : — 
1  St.  In  "  the  gold  leaf  telegraph/'  patented  by  "  the  Revd.  Hemy 
"  Highton"  (See  No.  11,070,  Old  Law),  an  eledro-magnet  is 
Tised  instead  of  a  permanent  magnet. 

3nd.  '^  Recording  signs  or  indications  made  by  telegraphic 
"  instniments,  by  means  of  photography."  The  d^ectioiiB  of  a 
magnetic  needle  (or  of  a  perforation  in  a  screen)  are  registered  on 
moving  sensitive  paper ;  ^*  in  the  magnetic  needle  or  bar  a  hole 
**  is  formed,  and  by  suitable  optical  apparatus  light  is  concen^ 
''  trated  at  and  around  this  hole,  and  a  pcniion  of  it  passes  through 
'*  on  to  the  paper,  and  marks  it,  so  that  the  position  of  the  needle 
"  is  constantly  registered  on  the  paper." 

drd.  *'  Protecting  telegraphic  wires  when  buried  in  tbe  ground." 
The  wires  are  placed  in  cast-iron  boxes,  triangular  in  cross  section, 
and  laid  with  the  apex  upwards,  so  as  to  glance  off  the  point  of  a 
pickaxe  or  other  tool  used  for  repairing  roads,  &c. 

4th.  A  '^  code  table,"  to  be  used  by  persons  having  frequent 
oocaaon  to  communicate  by  telegraph.  This  table  consists  <xf  the 
.first  fifty  powers  of  2  (beginning  with  2^  or  1)  ranged  one  under 
the  other.  Certain  numbers  are  assigned  to  each  person,  and  the 
sender  marks  on  a  printed  code  table  the  numbers  whidi,  added 
together,  make  up  the  number  required  to  be  sent.  Certain 
signals  are  then  transmitted,  which  enables  another  similar  printed 
sheet  at  the  receiving  station  to  be  similarly  marked.  This  method 
used  in  combination  with  books  at  the  receiving  station,  enabla 
the  person  to  whom  the  message  is  sent  to  be  known  at  the  receiv- 
ing station. 
[Printed,  6d.] 

A.D.  1867,  December  19.--N«8116. 

TSTEWEY,  Thomas,  CORBETT,  John,  and  PARKES,  William 
Hbnry.—  {Provmonal  Protection  only,)  "  A  new  or  improved 
"  method  of  treating  or  coating  steel  pens  and  penholders,  to  pre- 
"  vent  the  oxidation  of  the  same,  which  method  of  treating  or 
*'  coating  may  also  be  applied  to  other  articles  of  iron  and 
"  steel." 
This  invention  "  consists  in  preventing  the  oxidation  of  steel 
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**  pens,  penholders,  and  other  articles  of  iron  or  steel,  bj  coating 
**  them  with  tin  by  the  agency  of  electricity." 

The  electro-depositing  solution  consists  (by  preference)  of  an 
aqueous  solution  of  bitartrate  of  potash,  which  is  charged  with 
tin  by  the  action  of  the  battery. 
CFrinted,8(f.] 

A.D.  1857,  December  19.— N«  3120. 

BROOMAN,  Richard  Archibald  (a  cfmmwiicaJtvm  from 
Jeitn  Marie  Joseph  Degabriel), — {Provisional  Protection  only,) 
**  Improvements  in  signalling,  in  order  to  prevent  collisions  between 
**  tndns  upon  railways." 

The  object  of  this  invention  is  to  produce  by  the  aid  of  electri- 
cal apparatuses  light  in  a  lamp  or  lantern  supported  upon  a  post 
at  the  side  of  the  line,  provided  with  white  and  red  glasses,  and 
caused  to  revolve  by  clockwork  in  such  manner  as  to  expose 
and  shew  a  white  light,  say  two  minutes  before,  and  a  red  light. 


€* 
«€ 
€€ 
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**  or,  vice  versA,  say  two  minutes  after  the  passage  of  eveiy  train." 
**  The  light  is  produced  from  a  wick  dipping  into  a  spirit  reser- 


4t 


voir  in  the  lantern  upon  being  ignited  by  an  electric  spark,  and 
is  extinguished  by  being  brought  under  a  fixed  extinguisher 
held  in  the  lantern.  Vthen  one  wick  is  brought  under  the 
extinguisher  by  the  clock  movement,  another  wick  is  held  in 

**  contact  with  an  electric  wire  to  be  ignited  by  the  passing  of  the 

**  next  succeeding  train." 

'*  The  electrical  apparatuses  may  be  erected  at  the  side  of  the  line, 

**  when  the  train  would  be  made  to  act  upon  one  end  of  a  lever, 
and  raise  or  lower  it,  as  the  case  might  be,  to  open  up  and 
complete  the  electric  circuit  between  wires  held  in  one  end  of 
the  lever  leading  from  the  battery  and  other  wires  held  in  a 
stationary  post  leading  to  the  signal  lantern ;  or  the  electrical 
apparatus  may  be  placed  between  the  rails  to  be  acted  upon  by 
the  passing  trains  to  complete  the  electric  drcmtfinr  the  purpose 

"  before  described." 
CPrinted,  3d.] 

A.D.  1857,  December  23.—N«  3147. 

LANDI,  Thomas,  and  FALGONIERI,  Charlbb.— ''  Improve* 
**  meats  for  laying  subaqueous  eleotrical  cables  for  telegraphio 
**  communications." 


716  ELECTRICITY  AND  MAGNETISM : 

Thia  invention  relates  to ''  the  application  of  floaiiiig  bodei 
**  and  resisting  surfiMses  to  assist  in  the  I&jin^  of  sobaqneoBS 
"  dectrical  cables  ;"  also  to  ^  the  applicatioD  of  an  indicator  or 
"  indicators  to  show  the  velocity  and  tension  of  the  caUe." 

The  floating  bodies  and  resisting  surfikces,  and  ^e  methods  <if 
attaching  and  detaching  the  same,  are  as  follows : — 

A  cask  has  iron  hoops  and  an  iron  ring  attached  to  it.  '^  to 
"  receive  the  rope  by  which  it  is  to  be  attached  to  the  cable." 

A  plank  has  cords  attached  to  it  at  the  angles,  the  said  oordi 
nieeting  in  »  single  knot,  « in  order  that  the  plank  may  dn^* 
^  descend  in  a  horizontal  position." 

Two  discs  of  wood  or  iron  with  central  holes  are  kept  at  a  suit- 
able distance  apart  on  a  cord  by  means  of  knots. 

To  attach  the  float,  &c.,  to  the  cable,  a  rope  and  spring  dip  are 
used.  The  spring  clips  may  either  be  "  pincers,"  with  or  widioat 
a  divided  swivel  tube  to  grasp  the  chain,  and  with  springs  or  studs 
that  prevent  them  opening  after  having  been  once  dosed,  or 
spring  collars  of  sted,  or  "elastic  spring  hooks,"  or  flexihk 
wooden  sticks  bent  at  the  ends  may  be  used. 

To  enable  the  float,  &c.,  to  become  detached  irom  the  cable, 
after  a  time,  one  of  the  following  means  of  fastening  the  rope  finom 
the  float  and  that  from  the  cable  is  used,  these  means  depen£^g 
upon  the  solution  of  a  cement  by  the  sea  water : — **  Two  ends  of 

the  rope  are  untwisted  and  interwoven,  and  afterwards  snr^ 

rounded  by  cotton  bands  covered  with  cement."  Two  ropes 
fbrming  two  eyes  are  endosed  in  an  egg-shaped  piece  of  wood  by 
a  plug  "  of  plastic  material."  According  to  a  third  arrangement, 
the  piece  of  wood  is  in  two  halves  (joined  together  by  screws), 
^  and  the  pivot  is  in  iron  and  enable  of  folding  down  about  a 
**  pin  or  centre,  and  thus  rdeasing  the  rope,  when  the  cement" 
**  which  fills  the  cavity  in  which  it  turns,  becomes  dissolved." 
In  a  fourth  arrangement,  the  piece  of  wood  is  "  hollowed  oat 
*'  conically  inside,"  and  one  rope  "  terminates  in  an  iron  button 
*'  held  in  the  cavity  by  the  cement." 

The  speed  of  the  paying  out  of  the  cable  is  shown  by  an  **  indi- 
**  cator  "  similar  to  the  governor  of  a  steam  engine ;  the  poaition 
of  the  collar  upon  the  graduated  stem  indicates  the  speed,  the 
apparatus  being  connected  by  bands  and  pullies  to  a  large  cylinder 
or  drum,  round  which  the  cable  passes  several  times,  on  ha  way 
ftom  the  hold  of  the  vessel  to  the  sea. 
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The  journals  in  which  the  drum  works  are  made  slightly 
xnoveable  on  their  supports,  and  a  spring  or  a  lever  furnished 
"^vith  a  weight  acts  constantlj  on  them  to  keep  them  in  their 
places.  The  displacement  of  this  lever»  or  spring,  or  of  the  journals 
l>eing  marked  on  a  graduated  dial,  will  furnish  the  required 
**  indications  of  the  degrees  of  tension  which  the  cable  exerts." 
CPrinted.  7d.] 

A.D.  1867,  December  24.— N°  3164. 

BURLEIGH,  Benjamin,  and  DANCHELL,  Frederick 
LfUDWio. — **  Certain  improvements  in  the  manufacture  of  vessels, 
"  plates,  or  utensils  used  for  domestic,  sanitaiy,  electric,  and 
**  manufacturing  purposes." 

This  invention  consists  in  manufacturing  articles  for  the  above- 
mentioned  purposes  of  "  solidified  carbon ;"  amongst  the  articles 
specified  are  '^  cells,  cylinders,  plates  for  batteries,  and  electrodes 
•*  for  electro  or  galvanic  purposes." 

Carbonaceous  matter  may  alone  be  taken,  or  it  may  be  '^ren* 
**  dered  plastic  "  by  the  admixture  "  of  moist  bituminous,  resinous, 
^  gummy,  oleaginous,  saccharine,  glutinous,  or  other  suitable 
"  cementing  medium ; "  it  is  then  forced  into  suitable  moulds 

(preferably  by  the  percussive  action  of  a  steam  hammer),  and 

"  baked  or  burned  "  in  a  closed  vessel. 

To  render  *'  objects  made  of  solidified  carbon  proof  against  the 

"  action  of  oxygen  when  exposed  to  fire,"  they  are  "  coated  out* 

**  aide  with  sUicious"   [siliceous?]   ''glaze,"  or  other  suitable 

substance. 

To  render  articles  of  solidified  carbon  capable  of  retaining  fluids 

OT  gases,  they  are  coated  "with  a  suitable  varnish,  lacker,  or 

"  ghue." 

[Printed,  4d.] 

A.D.  1857>  December  30.— N»  3189. 

MORRISON,  Jambs  Darsib.  —  ''Improvements  in  effecting 
'*  surgical  and  medical  operations  by  the  agency  of  artificially« 
*'  induced  anesthesia." 

The  ansrathesia  is  produced  by  means  of  "  a  cooled  liquid  "  and 
'*  a  current  of  cold  air,"  and  various  instrun^ents  are  described 
and  shown  for  applying  these  ansesthetical  agents  in  dental  and 
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oibcr  Buxgtery.  ''In  order  still  ftuifaer  to  seeiire  tiie  props 
aiUMUietical  oonditkm,  an  electric  current  is  or  may  bebraa^ 
from  a  suitable  bafcteiy  and  implied  by  a  wire  to  the  parts  mds 
treatment ;  and  tiiis  application  may  either  be  made  alone  or  la 
ooigunction  with  the  artifidaUy  produced  ansstheoa  doe  to 
**  congelation/' 

When  the  above-mentioned  instrumenta  are  made  of  a  bod- 
oxydixable  metal  they  may  be  used  to  convey  "a  sUeam  of 
'<  electricity  to  the  afiSeeted  part;"  ''either  positiTe  or  negalift 
"  electricity  may  be  conveyed  to  or  abstracted  from  the  part  of 
"  the  body  under  operation." 

An  "induction  coil"  may  be  placed  in  the  aboTe-mentiooed 
instruments,  "  and  have  attached  to  it  a  delicate  galvanomets  or 
"  electrometer,  so  as  to  transmit  and  indicate  visibly  the  eledBB 
"  condition  of  the  part  under  operation  or  investigation." 
The  Patentee  states  "  that  electricity  is  a  measureable  aubstanee 
filling  all  space,  aeriform  in  its  nature,  compressible  and  dastk 
without  limit,  and  that  heat  and  light  are  the  properties  of 
electricity;   that  electricity  itself  is  a  substance,  and  not  ss 
"  hitherto  considered  a  mere  property  of  matter ;  that  heat  and 
"  light  are  respectively  compressed  and  expanded  electridty ;  that 
"  the  terms  positive  and  negative  are  synonomously  explained  bj 
"  condensation  and  rarefaction." 
[Printed,  Sd.] 
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A.D.  1773,  July  30.— N«  1049. 

HAAKE,  Christian  Wilhbm,  Baron  Van. — ^This  invention 

relates  to  making  a  certain  composition,  which  "  consists  chiefly 
of  common  salt,  which  is  mdted  in  an  oven  (made  for  that 
purpose)  by  a  large  coal  fire,  until  it  is  dissolved  as  thin  and 

**  fluid  as  water;  then  the  same  is  first  fixed  with  saltpetre  {wl^h 
receives  from  the  air  a  magnetic  power,  and  communicates  the 
same  to  the  Jluid),  salt  of  unslacked  lime,  and  salt  of  Rhenish 
tartar;  when  the  ssdd  composition  (so  invented,  found  out,  and 
prepared)  becomes  of  a  magnetic  quality,  whereby  it  attracta 
its  fertility,  and  is  (as  aforesaid)  productive  of  the  effect  of 
manuring  and  improving  arable  land,  meadow,  and  pasture 

•*  ground." 
[Printed,  Sd] 

A.D.  1836,  July  34.— N»  6866. 

DICKINSON,  John,  and  TYERS,  William  Long.— "  Certain 
improvements  in  the  manufiusture  of  paper,"  consisting  of: — 
Ist.  **  The  use  of  a  series  of  magnets  for  the  purpose  of  extri- 
cating from  the  pulp  of  which  paper  is  made,  particles  of  iron 
or  steel  which  are  found  to  be  mixed  up  with  certain  material^ 
now  made  use  of  for  the  manufiacture  of  paper,  and  which 
"  ultimately  rust  and  disfigure  the  sheets  of  paper  in  which  they 
'*  are  deposited." 

A  number  of  common  horseshoe  magnets  are  placed  under  a 
shallow  trough,  through  which  the  pulp  is  delivered  to  the  machine, 
the  rate  of  progress  of  the  diluted  pulp  being  ''  slower  than  is 
**  generally  the  case  in  the  supply  of  paper  machines,"  and  the 
trough  having  a  veiy  thin  copper  bottom.  "  Such  particles  of 
**  iron  or  steel  as  may  be  in  the  pulp  "  are,  by  the  above-described 


u 


u 


M 


720  APPENDIX. 

wnngement,  CMued  **  to  settle  on  the  bottom  of  tiie  trough,  foi 

"  whence  they  may  be  removed  eveiy  tbne  that  the  jot&st 

^  oeaeee  working." 

2nd.  *'  A  process  for  the  arrangement  of  the  fibres  of  Bna  n 

*'  other  substanoe  used  for  the  manufacture  of  paper,"  in  whicb 

"  a  transyerse  and  diagonal  deposit  of  some  of  the  fibres  vbkh 

"  fonn  the  paper''  is  effected. 

[Printed,  lOd.   Bee  London  Joonud  (JVawfonV).  toI.  17  {amjoimed 
P.WJ 


A.D.  1845,  July  30.-^N»  10,793. 

PALTRINERI,  John.— '<  Certain  new  and  improved  modes  d 
**  obtaining  and  applying  motive  powers.'* 

This  invention  consists  in  *'  the  application  of  the  prindple  dnt 
"  all  the  moving  forces  in  general  exist  in  better  conditi<ms  to 

produce  available  and  useful  motion  and  work  when  the  and 

moving  forces  are  appUed  to  the  machines,  so  as  to  recder  vr^ 
^  able  at  the  same  time  their  force  of  action  and  reaction,  and  to 
**  produce  two  motions  simultaneously." 

The  appUcations  of  the  above«described  principle  are  set  foiib 
under  the  following  heads : — 

Ist.  A  "  locomotive  with  a  rotary  motion." 

2nd.  A  locomotive  with  oscillating  cylinders. 

drd.  A  hydrauHc  turbine  or  horizontal  water  wheeL 

4th.  A  "  windlass  and  gin." 

6th.  *'  United  engines  for  the  navy  with  two  or  four  cylindos." 

6th.  Reaction  springs. 

7th.  ''The  application  of  the  said  principle  to  all  vcdtaic  and 
**  induction  magnets,  which  are  rendered  simultaneously  vrvi' 
*'  able,  and  produce,  by  attraction  and  repulsion,  pressure  and 
**  motion,  in  the  machines  to  which  they  are  appHed." 

An  electro-magnetic  engine  is  described  and  shown,  in  wtiA 
rotary  motion  in  contrary  directions  is  given  to  two  wheels 
mounted  concentrically,  but  "  so  as  to  be  able  to  turn  indqieod- 
"  entiy  "  of  each  other.  One  wheel  carries  "  iron  bars  "  or  armatoiei^ 
the  other,  horseshoe  "  temporary  voltaic  magnets  ; "  the  armainiei 
are  parallel  to  the  central  axis  and  the  electro-magnets  are  eztenul 
to  them,  but  with  their  cores  radiating  inwards,  so  as  to  enabk 
their  polar  faces  to  be  a  short  distance  from,  but  parallel  to,  thi 
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armatures  of  the  armature  wheel.  When  the  electric  current 
excites  the  electro-magnets  in  proper  order  and  for  a  suitable  time, 
the  wheels  respectively  move  together,  and  therefore  in  opposite 
directions,  bj  their  action  and  reaction  on  each  other.  The 
opposite  motion  of  the  wheels  is  made  to  act  in  one  direction  bj 
suitable  whedwork. 

[Printed,  St.  U<f  .j 


A.D.  1846,  June  29.— N»  11,273. 

ANDERSON,  Sir  Jambs  Calbb. — ''Certain  improvements  fai 
'*  obtaining  motive  power,  and  in  applying  it  to  propel  carriages 
"  and  vessels,  and  to  the  driving  of  machinery,"  consisting  of  :— 

Ist.  "  Certain  methods  of  transfering  water  to  one  side  of  a 
"  wheel,  so  as  to  cause  that  side  constantly  to  preponderate,  and 
'*  in  the  application  of  such  wheels"  to  the  above-mentioned 
purposes. 

2nd.  "  A  mode  of  obtaining  pneumatic  pressure  as  an  auxiliary 
"  motive  power  for  propelling  carriages  on  railways." 

Srd.  "An  arrangement  for  a  locomotive  carriage"  [engine?] 
**  for  railways  and  common  roads." 

4th.  "  A  boiler  of  an  improved  construction  for  furnishing 
"  steam  as  a  motive  power." 

5th.  "  A  mode  of  applying  motive  power  to  propelling  a  train 
"  of  carriages  on  common  roads." 

6th.  "  A  mode  of  applying  steam  as  a  motive  power  to  propd 
•*  ploughs." 

7th.  "The  application  of  the  explosive  properties  of  vegetable 
"  fibre,  prepared  with  acids  in  the  manner  now  used  to  produce 
^  what  is  called  gun  cotton,  for  the  purpose  of  obtaining  motive 


**  power." 

An  engine  is  described  and  shown,  consisting  of  two  pistons 
working  in  two  horizontal  cylinders,  so  that  when  one  piston  is  at 
the  outer  extremity  of  its  cylinder  the  other  is  at  the  bottom  of  its 
cylinder;  the  cylinders  have  thdr  closed  ends  abutting,  and  a 
valve  in  the  piston  enables  "  the  gases  generated  by  the  explosion 
**  to  escape  during  the  return  stroke."  The  web  or  woven  band 
is  ignited  "  by  an  electric  spark  "  from  a  galvanic  battery,  the 
said  web  being  fed  by  selfHK^ng  means.    The  explosion  takei 

as  s 
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pkoe  in  each  cylinder  when  its  piston  ham  aniyed  at  tlie  bottonfll 
tbe  end  cylinder;  the  cjlindere  act  altemaiely,  and  thiu  prote 
rectilinear  reciprocating  motion. 

[Printed,  U,  40.2 


A.D.  1847,  June  15.— N»  11,751. 

SYMONS,  Alexakdkr. — '' ImproTementa  in  railway  eaniage^ 
"  in  preventing  aoddenta  on  railways,  and  in  asoertainii^  the 
"  speed  of  carnages,"  part  of  which  improvements  relate  to  the 
application  of  electric  signals  and  alarums  to  a  railway  tnin,  ss 
that  the  engine-driver  and  guard  of  such  train  may  be  enabled  to 
communicate  with  each  other. 
These  improvements  are  described  under  the  following  heads:— 
Ist.  "  An  apparatus  for  preventing  carriages  running  off  tiia 
♦'raU." 

2nd.  "An  apparatus  for  stopping  a  train  in  the  event  of  Ihe 
"  breaking  of  an  axle  or  a  wheel  coming  off." 

drd.  *'  An  apparatus  to  be  employed  for  stopping  the  eogias 
*'  when  tiie  driver  may  not  be  on  the  engine." 

4th.  "  An  apparatus  for  measuring  and  counting  Hie  speed  of 
*'  railway  caniages." 
5th.  **  A  new  method  of  attaching  caxiiages  together." 
Gth.  ''An  apparatus  to  be  employed  for  preventing  or  sab- 
"  doing  the  shocks  arising  from  a  collision  with  railway  trains." 
7  th.  ''  A  new  method  for  the  preventing  aoddentSy  by  makiof 
signals  between  the  guards  and  drivers  of  a  railway  train  by  thi 
use  of  whistles  and  other  instruments  acted  upon  by  compressed 


€1 
€€ 


"  air." 
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8th.  "  A  new  arrangement  for  preventing  accidents,  by  affiziaf 
or  pladng  metallic  wires  or  rods,  &c.  to  or  on  railway  cairiagoik 
to  be  used  as  parts  of  a  metallic  circuit  for  the  transmission  of 
signals  by  electricity."  The  said  wires  are  preferred  to  be  "inn 
bedded  in  a  groove  or  channel  cut  into  the  woodwori^  of  the 
framing  of  the  oairiage,"  "the  wire  itself  being  covered  with  a 
non-conducting  material,  and  tiie  groove  or  channel  in  the 
woodwork  of  the  firaming  being  covered  over  or  filled  in  with 
narrow  plates  of  metal  or  slips  of  wood,  or  otherwise  secured, 
BO  that  the  wires  may  be  got  at,  should  they  require  examiu^ 
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tion  or  alteration."    Thus  each  ''  carnage  carries  with  it  con- 
stantlj  its  part  of  the  metallic  drcuit/'  viz.,  two  lengths  of 
wire. 

9th.  An  arrangement  for  connecting  and  disconnecting  the 
parts  of  the  electric  circuit  (formed  by  the  lengths  of  wire 
described  under  the  8th  head)  ''throughout  a  train  as  carriages  are 
"  added  to  or  taken  from  it."  Flexible  or  elastic  pieces  of  metallic 
rope,  chain,  or  wire,  clasped  together  "  after  the  manner  of  a 
"  bracelet  clasp,"  so  as  to  ensure  metallic  contact,  are  preferred 
for  this  purpose.  The  elastic  lengths  may  either  be  attached  to 
the  ends  of  the  circuit  wire,  or  they  may  be  in  detached  pieces  or 
lengths. 

1 0th.  Applying  a  galvanic  current  "by  any  of  the  methods 
well  known  and  practised,  to  actuate  and  put  in  motion  a  bell, 
gong,  or  alarum,  and  also  a  needle,  pointer,  or  hand  "  "  placed 
immediately  in  sight  of"  the  engine-driver  or  guard.  The  dial 
over  which  the  needle  moves  is  engraved  with  suitable  signals  or 
comniunications. 

By  the  above-described  means  it  is  proposed  to  place  the  entire 
"  management  of  the  train  and  of  the  locomotive  itself  under  the 
"  controul  and  orders  of  the  guard." 

11th.  "A  new  kind  of  bufiPers   for  railway  carriages,   called 
'  outer  spring  buffers/  to  be  used  in  addition  to  and  outside  of, 
or  without  and  in  lieu  of  the  buffers  ordinarily  in  use." 
1 2th.  "An  improved  mode  of  constructing  and  placing  buffer 
**  beams  or  tubes  and  rods." 

13th.  "  An  arrangement  for  strengthening  the  frame  of  railway 
carriages,  so  as  to  admit  of  placing  buffer  beams,  tubes,  or  rods 
on  or  near  the  top  of  a  carriage." 

14th.  "The  use  and  application  of  buffers  at  or  near  the  top 
•*  of  railway  carriages." 

15th.  "An  improvement  in  the  mode  of  connecting  railway 
"  carriages  with  each  other,  for  the  purpose  of  traction  or  pro- 
"  pulsion  of  carriages  forming  a  train." 

16th.  "  A  new  method  of  securing  the  tires  of  wheels  of  loco- 
'*  motives  and  railway  carnages,  so  as  to  prevent  their  flying  off 
"  in  the  event  of  a  fracture." 

[This  Patent  is  aUuded  to  in  N«  2814  (1855),  which  see.] 
[Printed  2f.4c2.] 
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A.D.  1852,  April  15.— N*»  14,060. 

SIEMENS,  Charlbs  William.—*'  An  improTcd  fluid  mcka" 
in  which  oertain  spplicatioiis  of  electricity  and  mignrtirB  «c 
or  may  be  employed. 

To  present  galvamc  action  and  ocnroeion  between  the  doSatA 

metals  constituting  the  entire  screw  drum  "  used  in  thii  mt^ 
it  is  coated  "  finally  with  copper,  zinc,  or  other  metal,  by  mnsi 

of  a  galvanic  batteiy  and  suitable  solution." 

The  counting  apparatus  may  be  *'  separated  from  the  iiiiour 

of  the  meter  without  the  intervention  of  a  stuffing  box  or  tigiit- 
"  fitting  journal "  "  by  means  of  a  partition  plate  between  tn 

magnets,  or  between  a  magnet  and  piece  of  magnetic  metil'' 
The  uppermost  screw  drum  *'  carries  an  upright  spindle,'*  "  opo* 
*'  which  a  steel  magnet  is  mounted.  This  magnet  revolt 
**  closely  below  a  thin  copper  plate,"  "  which  divides  the  intakt 
"  of  the  meter  from  the  counter.  The  spindle"  "within  the 
"  counter  carries  another  steel  magnet  or  bar  of  iron  or  other 

magnetic  metal,"  "  which  stands  closely  opposite  the  magnet, 

and  being  attracted  by  the  same,  follows  its  rotary  movementi, 
*'  and  thence  gives  motion  to  the  coimting  apparatus." 

[This  Patent  is  alluded  to  in  N«  2828  (1855),  which  see.] 

[Printed,  lid.     See  MechMiics'  Maguine,  voL  67,  p.  834;  aod  TneHai 
Mechanics'  Journal,  voL  5,  p.  178.] 
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A.D.  1852,  October  12.-N*  351. 

VrrTRANT,  Louis  Constant  ALKZANDRK.—(Prootft(Hia2  Tr^ 
tectum  only.)  "  Improvements  in  the  preservation  of  ve^etad^ 
"  and  animal  matters/' 

**  The  object  of  this  invention  is  to  preserve,  grain,  seeds,  (f 
"  other  matters  by  enclosin/i^  it  or  them  in  a  chamber  hermeticailj 
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'  sealed  either  from  light  or  contact  with  the  atmosphere,"  except 
it  wax  opening  leading  to  a  "chamber  or  cellar/'  *'  excavated  out 
*  of  the  earth ;"  by  this  means  all  the  air  that  passes  into  the 
Dipper  chamber  "  havinff  been  hrougkt  into  contact  with  the  earth, 
^*  mil  be  brought  to  a  proper  electrical  condition  to  preserve  the 
"  grain  or  other  mattere  stored  in  the  upper  chamber'* 

"  Another  important  point  is,  to  divide  or  separate  the  grain 
**  into  amall  parcels  or  thin  layers,  which  are  supported  upon 
**  shelves  with  space  between  them  so  as  to  admit  of  a  current  of 
**  air  passing  over  or  through  them.'* 

**  In  order  to  cause  air  from  the  lower  chamber  to  pass  through 
the  upper  one/'  the  latter  is  exhausted  "  by  means  of  a  wind* 
mill,  pump,  fkn,  or  other  exhausting  appantus ;  the  air  from 
the  lower  chamber  will  then  pass  into  and  through  the  upper 
one,  and  be  ultimately  delivered  into  the  atmosphere," 
CPrintMl,  2i<l.] 


<« 


1863. 


A.D.  1853,  Januaiy  2d.-N»  218. 

PRIDEAUX,  Thomas  Symbb. — "Improvements  in  themanu-* 
*'  facture  of  iron." 

This  invention  consists  of  "  distilling  coal  in  suitable  retorts,  as 
"  when  manufacturing  gas  for  the  purposes  of  illumination,  snd 
"  conveying  the  products  to  reverberatory  furnaces  employed  in 
"  the  manufacture  of  iron,  and  burning  the  same  with  atmo* 
^  spheric  air,  using  suitable  storing  vessels." 

The  coke  used  is  prepared  as  follows : — ^The  water  thrown  over 
the  glowing  coke  (after  the  expulsion  of  the  gaseous  products)  is 
impregnated  with  lime  and  common  salt  or  carbonate  of  soda. 
The  Patentee,  however,  does  not  confine  himself  "to  the  use  of 
**  these  two  alkalies ;  any  substance  electro-positive  or  basio 
"  towBrds  iron  may  be  employed, — a  list  which  would  include 
**  potassium,  sodium,  barium,  strontium,  calcium,  magnesium, 
«<  aluminum,  chromimn,  and  manganese*    The  selection  of  the 
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"  particular  subatanoe  to  be  employed  must  be  determined  bj 
"  the  commercial   element  of  price  and  the  chemical    one   of 
*'  affinity  coi^ointly." 
CPrint«d,8|A] 

A.D.  1853,  March  28.— N«  740. 

DERING,  Gborgb  Edward. — **  Improvements  in  presenrini^  or 
"  preventing  decomposition  in  vegetable  and  animal  substances 
*'  and  matters." 

This  invention  consists  of  applying  '*  the  solutions  and  matters 
"  resulting /rom  the  working  of  galvanic  batteries,  Aether  in  the 
**  condition  in  which  they  came  from  the  battery,  or  subjected  to 
some  after  treatment,"  to  the  following  purposes : — "  Preserving' 
or  preventing  decay  in  timber  and  most  vegetable  and  animal 
matters ;"  this  is  the  only  application  mentioned  in  the  Pro- 
visional Specification.  "  Improving  or  altering  the  quality  of 
"  fabrics  and  substances,"  **  preparing  them  for  some  after  treat- 
"  ment,  as  in  dyeing  processes,"  and  "  rendering  them  uninfiam- 
**  mable."  ''  Disinfecting  and  deodorizing  fecal  and  other 
**  matters,  in  order  to  prevent  the  emission  of  effluvia  from  them, 
"  and  to  render  them  serviceable  as  manure." 

The  solution  as  it  comes  from  the  battery  generally  contBina 
some  free  acid ;  it  may  either  be  employed  in  that  state  or  having 
the  free  acid  neutralized  ''  by  some  of  the  processes  described  "  in 
the  Specification  of  the  Letters  Patent  for  "  Improvements  in  the 
**  manufacture  of  certain  salts  and  oxides  of  metals,"  dated 
March  28th,  1853. 

The  solutions  preferred  for  the  above-mentioned  purposes  are 
those  containing  sulphate  or  chloride  of  zinc.  "  The  various 
**  salts  of  all  the  different  metals  that  can  be  employed  as  positive 
"  elements  in  batteries  are  more  or  less  applicable  for  the  purposes 
"  referred  to." 

Battery  solutions  having  "  generally  been  cpnsidered  as  refuse, 

"  and  thrown  away,"  **  the  working  of  galvanic  batteries  will 

become  highly  remunerative  "  by  the  use  of  this  invention,  ''aa 

supplying  matters  fit  for  consumption  on  a  large  scale/'  for  the 

above-mentioned  purposes,  '^  in  addition  to  the  ordinary  supply  o{ 

"  electrical  fluid," 

[Printed,  2\d,'\ 
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A.D.  1853,  September  27.— N«  2215. 

IKIAaAIS,  Nicholas. — {A  Complete  Spec^ation  was  Jiled,  but 
he  invention  did  not  proceed  to  the  Chreat  Seal,)  "  A  new  mode 
'  of  protecting  iron  of  every  kind  against  the  action  of  the 
'  ureather,  of  rain,  river,  spring,  and  sea  water  so  that  iron  thus 
'  prote<3ted  may  be  used  for  roofing,  for  cisterns,  pipes,  gutters, 
'  window  frames,''  [electric  f]  **  telegraphic  wires,  for  marine 
*  suid  various  other  purposes." 

This  invention  relates  to  the  coating  of  iron  with  an  alloy  of 
lead  and  tin. 

The  method  of  coating  the  iron,  after  it  has  been  tinned 
in  the  nqual  way,  consists  of  "  immersing  it  (in  the  same  manner 
in  which  iron  plates  are  immersed  in  tinning  them)  into  melted 
lead  covered  with  some  fisitty  or  oily  substance  to  prevent  oxida- 
tion, or  into  a  melted  alloy  of  lead  and  tin,  until  the  tin  on  the 
surfooe  of  the  iron  combines  with  the  lead  or  alloy."    "  When 
a  thick  coating  is  required,  the  iron  is  immersed  several  times 
into  the  alloy."     It  is  preferred  "  that  the  aUoy  into  which  the 
iron  after  being  tinned  is  immersed,  contun  as  much  lead  as 
tin,  and  not  more  than  five  or  six  times  as  great  a  weight  of 
lead  as  of  tin ; "  but  the  inventor  does  not  bind  himself  to  these 
proportions. 
[Printed,  S|<l.] 
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A.D.  1854,  April  1.— N»  750. 

NEWTON,  Alprrd  Vincent  {a    communication), — "Certain 
"  improvements  in  sewing  machineiy." 

The  first  part  of  this  invention  consists  in  "  the  use  of  niagnet- 
"  ism  or  magnetic  attraction,  for  the  purpose  of  keeping  the 
"  shuttle  in  contact  with  the  face  of  the  shuttie  race,  without  the 
**  use  of  springs  or  any  other  device."  The  magnetic  attraction 
may  be  applied  "  in  any  form  or  manner  that  will  control  the 
shuttle  or  its  action ;"  but  the  method  preferred  is  to  charge 
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tiie  iron  or  steel  shuttle  noe  "  wHI&  magnetiain.  hy  a 
mignet  or  otiierwise."    *'  The  diiviDg  of  the  ahuttk  is  efciii 
by  the  traverse  of  a  plate  which  embraces  the  eods  o£  ^ 

»*  shuttle." 
The  2nd,  3rd,  4di,  5th,  and  6th  parts  of  the  inrentioa  rrfs 

to  other   improyements   in    sewing    machineiy  wiudi    do  ast 

inTolve  ^plications  of  electricity  or  magnetism* 
[Printed,  U.7d.] 
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BYmnben  refer  to  the  page  in  which  the  iMuragraph  containing  the  luliject 

conunenoQa.3 
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Jtural  produce,  protecting. 
Lag^htmng  conductors. 


ed  to  indicators; 

ohnaon,  J.  H.  {Breguel),  470. 

tairy; 

(urKefl8,MS. 

KuDont,  il8. 

^ha.S8B. 

}Teenno«r>  64S* 

ie80tt,l78. 

»ope,MO. 

Vice,(tt4. 

latter,  122. 

|ymGns,6Q8. 

flreare,178. 

• 

Bnrgeiit  862* 
Ehunont,  216. 
Ghreenhow,  648. 
Elunter,  J„  280. 
Price,  aoo. 
Butter,  122. 
Bymon8,662. 

fraphio; 
Abraham,  S.,  S66. 
Abraham.  8.  v.,  866. 
Bachhoflher,  167. 

Bi£i,96,96. 

Biaachi,B.U.,S87,888« 

Brett,  A^  114. 

Brett,  J.,  9e,  147, 160. 

Bright.  C.T.,  260. 

Bright,  B.B.,  260. 

Brown,  W.,  124^  196, 297. 

Cavallp,  Iv. 

Cooke,  25, 28, 29, 86, 87, 99»  96. 

Bo  Caitro,  866. 

Bering,  212. 

Bngmore,  86S« 

Gilpin,  W.,  404. 


Alarume — con^ 

Hart,  682, 688. 

Uighton,  S.,  146, 190, 191, 288,286. 

Highton,  H.,  86, 108, 146. 

House,  99. 147, 100. 

Hunter,  J.,  279, 280. 

Little,  114. 

MappIe,I).]f.,868,8n. 

Happle,  H..  124. 821, 868, 800* 

Mapple,  J.  Ii.^24. 

Minwani,G.H^866. 

Mirand,  281. 

Nott,  J..  101. 

Poole,  111. 

Price,  800, 817, 688, 628. 

Beid.140. 

Schilling,  Ixix. 

Siemens,  C.  W.,  882. 

Siemens,  B.  W.,  198, 190. 

Soemmering,  liz. 

"Wheatatone,  26, 86, 87, 92, 96. 
Williams,  W..  junior,  196. 

To  indicate  the  weakening  of  an  dec* 
trie  current ; 
SUter,  271. 
Staite,886. 
Watson,  J.  J.  W.,  271. 

See  dUo  Tel^^phs,  electric  $ 
also  Gaaes  from  the  electro* 
decomposition  of  water;  aho 
the  component  parts  of  ala- 
rums, and  other  heads. 

Alloys.  See  Electro-coating  or 
covering;  aho  Metals,  manu« 
facture  of,  by  means  of  elec- 
tricity (electro-metallurgy). 
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Alaminum.  See  Electro-coatiiig 
or  covering ;  (dso  Electro-depo- 
aition;  aUo  Metals,  manufac- 
ture ofy  bj  means  of  electricity 
(dectro-metallurgj). 

Amalgamating  electro-ooated  ar- 
ticles: 

Oi»ifldd,407. 

Amalgams.  See  Amalgamating 
electro-coated  articles;  also 
Electro-coating  or  covering ; 
alio  Metals,  manufacture  of,  by 
means  of  electridly  (electro- 
metallurgy). 

Amber: 

Tbalea»zliL 

Anchors,  employment  of  electric, 
galvanic,  or  magnetic  agencies 
to  explode  combustible  matter, 
and  tnus  to  dbmember : 

Animal  electricity^ 
Aristotle.  xliL 
C»TeBdiih.l{{. 
Eustiktiiu,  xlii. 
Galvani,  Uw. 
Matteucd,  Ixzziii^  zcii. 
S^mond,  IxTTiii.,  Uzxviii.,  zcL 
Butter,  xe. 
Scribonioa  LarKus,  xUL 

AntimoDv.     See  Diamagnetism ; 

aUo  Electro-coating  or  cover- 
*    ing ;  alto  Metals,  manufacture 

of,    by    means    of    electricity 

(electro-metallurgy). 

Armatures.  See  Electro-magnets. 

Astatic  magnetic  needle : 
Pouillet,  zxzvu. 

Astronomical  observations.  See 
Magnetic  (or  electro-magnetic) 
influence. 

Atlantic  telegraph : 

Atlantic     Telegraph     Company, 

xciiX 
Morse.  Izzzii. 
WhltehouMv  zc. 


Atmospheric  electricity : 


i 


See  also  Atmoapherie  dsctB- 
dty  auplied;  also  U^biSaa^; 
also  Laghtnin^  condnofla; 
also  Lightning,  nugnctiaB 
induced  or  influenced  br; 
also  Thunder. 

Atmospheric   eleetzkaty    sfipfiol 
to: 

Electro-nuKnetSsm : 
Cluie^v. 
CamnuiiK.  bdr. 
Luan,  luv. 

Motive  power; 
Pinkos,  57. 
Tries.  810. 

Attractive  power  of  dectricstj-: 

Du  Fay,  xIt. 
NoUe^Abb^xlT. 
Thales,  xlfi. 

Attractive   power  of  the   load- 
stone: 

Aristotle,  xxiT. 
Chinese,  The^  xzir. 
Cicero,  xxiv. 
£uripides,zzir. 
HoraeTf  xxiv. 
Lucretius,  xxir. 
Msfcnes,  xxiv. 
Msroellus,  xxr. 
PUto,  xxir. 
Pythsgoras,  xzir. 
Thales,  xxiT. 

Aurora  borealis,  e£Pect8  of,  on  the 
magnetic  needle : 
Warsentin,  zxTiiL 

Balloons  used  to  suspend  tek^ 
graph  wires : 
Goedicke,  706. 

Bedsteads.  See  Electro-deposi- 
tion. 

Bell  alarums.    See  Akrums. 

Bismuth.  See  Diamagnetisni; 
olso  Electro-coating  or  covering. 

Bituminous  materials.  See  Uiat 
wires,  insulating,  protectini^ 
and  supportihg  ^^raphic 
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Btin^^.  See  Conducting  wires 
nr  electric  currents ;  also  Heat- 
^S  poiw^er  of  galvanism  or 
lectncrty;  also  Secondary,  in- 
laoed,  or  derived  electric  cur- 
ents. 


textile  fabrics.     See 
Slectricity  (in  general). 

ne.  See  line  wir«8,  insulat- 
ng,  protecting,  and  supporting 
kdegrapliic. 

K>ts.     See  Electro-deposition. 

rakes.  See  Magnetic  (or  elec- 
tro^xnag^etic)  influence;  also 
Begulating  or  governing  elec- 
tric currents. 

lass.  See  Electro-coating  or 
covering. 

rasa,  magnetic  power  of : 
Cavallo^  xxxi. 

breaks.  See  Circuits,  telegraphic 
(apparatus  or  arran|;(ements  for 
completing,  directing,  or  in- 
terrupting) ;  also  Currents, 
electric  (completing,  combin- 
ing, interrupting,  reversing). 

Brewing.  See  Lightning  con- 
ductors. 

Bronze.  $ee  Electro-coating  or 
covering. 

Brushes: 

Griffiths,  24C 
Herring,  596. 

Buildings.  See  Lightning  con- 
ductors. 

Burglary  alarums.    See  Alarums. 

Cables,  electric  telegraph : 

Absterdanip  688. 
Allan,  860. 
Briertrinl,  890, 62L 
Baudouin,  687. 


Cables,  electnc  telegraph — eont. 

Bauer,  834. 

Blaquiere,  De,  664. 

Brett,  J.,  100. 

Brett,  T.  W.  B.,  246. 

Bright,  C.  T..  257, 689. 

Bright,  E.  B.,  257. 

Broomati,  816. 

Cahill,  881. 

Clark,  J.  L.,878. 

Dumont,  217. 

Dundonald,  200. 

Gilpin,  W.,  404. 

Qilpin.  W.  I.,  288. 

Gordon,  L.  D.  B.,  {Seimen^  ISie* 

Harrison,  C.  W.,  276, 460, 604»  606. 

Harriaon,  J.  J.,  276. 

Henley.  W.  T.,  288,  S18,  81^  S70| 

600^710. 
Highton,  E.,  622. 
House,  100. 
Legras,  283. 
Newall.  651. 
O'Shaughnossy,  Ixxvii. 
Physiclc.420. 
Bankine,  467. 
Boid,  245. 
Sharpe,  B^  680. 
Siemens,  B.  W.,  Ixxrriii.,  200. 
Smith,  Andrew.  422. 
Smith,  Archibald.  240. 
Smith,  W.,  240, 334. 
Smith,  WUloughby,  508. 
Statham,  502,  515. 
Thomson,  J.,  467. 
VTalker.  0.  V.,  IxxiviU. 
Wilkln8,W.,651. 

Finding  any  partioolar   conducting 
wire,  throuchout  its  length,  in ; 
Henley,  W.  T.,  870. 
Physick,  481. 

See  also  Line  wires,  insulating, 
protecting,  and  supporting 
telegraphic. 

Cadmium.  See  Electro-coating 
or  covering;  also  Metals,  ma- 
nufacture of,  by  means  of 
electricity  (electro-metallurgy). 

Carbonate  of  soda,  manufactur- 
ing.   See  Electro-chemistry. 

Cardboard.  See  Line  wires,  in- 
sulating, protecting,  and  sup- 
porting telegraphic. 

Carving.  See  Magnetic  (or  elec- 
tro-magnetic) influence. 


INDEX  OF  SUBJKCT  MATTBfi. 


Gantoixktion  of  ootain  puta  irf 
the  hunun  body.  Stt  Heating 
power  of   KslvuiinD  or  eko- 

CeUaoTgalranicWtenei: 


Stt  atto  GbItuuc  bttterie*. 
**  Cluia  battenes,"    Stt  GslTmiuc 


Chain.    See  Electro-depoaition. 

Chromium.  Stt  Electro-coatinK 
or  coveiingi  alto  Magnetum 
alto  Metala,  manufacture  of,  b; 
means  of  electrid^  (electro- 
metallurg;). 

Chronomettn.  Stt  Electro-de- 
poaition;  alto  Magnetic  infia- 
ence  ("  \<xtl  attnction"  of  ree- 
mIs,    &c.)   prevented   or   indi- 


VbeaUloDB.  lull. 
GreuiU,tel«gmphic  (appaiatiu  or 
arran^emcDta  for  completing, 
diiectuw,  or  intemiptmg) ; 

Bt  hand  {oonpHnB  piecn,  flnnr  tcfi. 
■wi  tcbe*.  Mul  tTHumitdng  hmillw); 

BKhfaafftiFr.  1S7. 


SriKht.  E.  B.,  KB,  tH,  m,  BU. 
Krourn.  W.,  I!*. 
Bumolt.  678.571. 


VoDtker  lSerm/eiii).Ba,a>. 


a.J.H.{Tk€aai,ai,l 


Hcnler,  w.  T,  in,  m.  mci^H 

HifhtoD,  B.l«.lKmKfl 

Hiehtoo.  H,  ItL 

House,  B8,  Ita.  Ua. 

niiiitar,J^t7& 

Jobimn.  i.  H.  {Mmit  mi  *l 

glut},  asi. 
i&naoa.  J.  IL 
I.mM,  J.,  M«. 

}i3pr>ti:.  H.i;i.ut. 

MjLiml.-.  J.  L..  li*. 


Tmanchlni.  SC. 
^er.  IB.  sn,  MIL 


B7  tits  (bat; 
Bomfltt,  ATS; 
Hlghton,  E,  140. 
HighMn.  H.,  IM. 


^JiS^gt** 


Hniriil.  i;-  T..ilT,  M»,«M 


Dprlne.SlX 

FonuiDPmorMiu.  EiHU.      ^ 
PiinUiDPiDLirau  (i>a»»'Hl,K 

ax 

PrunmutOL 

Hart,  an. 
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ts,  telegraphic— cofi^. 

[cnley,  W.  T.,  570. 
Cighton,  E.,  142. 180, 192. 
[ighton,  H.,  142. 
lumaston,  6S5. 
[untor,  J..  280. 
11001,460. 

obnaon,  J.  H.  (Bondli),  464. 
ohnaon,  J.  H.  (Minie  and  Bre* 
auet),6ffl, 

ohnaon,  J.  H.  {ThnUr),  414. 
Laye,  H.  J.,  488. 
Cennedy,  508. 
ftarqfoy,  66B. 
Airand,  291. 
4^cwtoii.A.V..214. 
Newton,  A.  V.  (Cm«U«),  520. 
^ott.J.,108. 
Petrie,  G..  1S4. 135. 
Pitman,  672, 573. 
Pr«eoe,624. 

Sleroena,  < :.  W.,  606, 597. 
St«men8.  E.  W..  106, 19V. 
rremescnini,  647. 
Tyer,  282, 376, 377. 87S. 
Varley,  888.  389.  485,  466,  467. 488. 

480, 490, 491, 492,  496, 494^  613. 614, 

615. 
Whitcbousc.  417, 418, 525,  526, 527. 
Wbitworth,  385. 
Wilkins,  J.  W.,  308, 8ia 
WiUK»ii,J.Q.,282. 

fication  of  saccharine  solu- 
m%.    See  Electro-chembtiy. 

kSy  electric : 

Brown,  W.,  178. 
DeriEur,8a8. 
Shupple,  178. 
Wiliiams,  178. 

nds  snt  by  eleoiricity  s 
Bain,  40, 117, 118. 
Barwite,  49. 
Bobell.SSS. 
Hatcher,  122. 

nredbyeleotrid^y; 
Bain,  48, 60. 67, 80, 96, 116, 246. 
Bnrwifw,  48. 50. 
Bellford,  488. 
Brett,  A.,  115. 
Brewer,  543. 
Betouche,  686. 
Hatcher.  121. 
Hees  {Kammsrer),  600. 
Houdin.  686. 
Xammerer,  543. 
Little,  lis. 
Kolet,815. 
Ownan,  695. 
Shepherd,  17i  175. 
'WoMre,126. 
Wright.  T.,«ri 


Clocks,  electric — cont. 
Begnlated  by  electricity ; 

Bain,  48, 49. 50. 51, 80, 96^  116, 246. 

Barwi8e,48,49,50,51. 

Forster,  161. 

Henley,  W.  T..  16L 

Jones,  R.  L.,  630. 

Nolot,  315. 

Osmau,  595. 

Shepherd,  174. 

Striking: 

Bain.  50. 116. 
BarwiM,  50. 
Bellford.  4S8. 
Shepherd.  175. 

Wonnd  up  by  electricity: 
Bain,  40, 117. 
Barwiiie,49. 

See  also  the  component  parts 
of  electric  clocks,  and  other 
head6. 

Cobalt.    See  Magnetism. 

Coffee,  separating  metallic  sub* 
stances  from : 
GoUinffrldge,67S. 

Coffins.    See  Electro-deposition. 

Coils.     See  Conducting  wires  for 
electric  currents ;  aUo  Electro 
magnets. 

Coke,  desulphurization  of.  See 
Electro-chemistry. 

Combining  electric  currents.  See 
Currents,  electric  (completing, 
combining,  interrupting,  re- 
versing). 

Combs: 

Orifflths,  242. 
Herring,  596. 

Common  electrical  machines.  See 
Electrical  machines. 

Commutators.  See  Circuits, 
telegraphic  (M>paratus  or  ar« 
rangements  ior  completing, 
directing,  or  interrupting) ;  olio 
Currents,  electric  (completing, 
combining,  interrupting,  n* 
rening). 
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Complefcbig  electric  circiuts.  See 
Circuits,  tdef^np^ic  (appantus 
or  uTuiffemeiits  for  com- 
pleting, directing,  or  inter- 
rupting); olio  Cumnta,  electric 
(completing,  combining,  inter- 
rupting, reversing). 

Condensers: 

Olwosio,S54. 

CavaUo.Uii. 

CnMK.lxxir. 

DeUEIye,864i,fl61. 

FixMui,  Izuri. 

HuTiK>ii.C.W^a8. 

Nicholson,  \r. 

Shepwd  (MrfM,  F.),fOl, 

Yarley,  462, 4U,  6U.  616. 

Conducting  wires  for  electric 
currents,  used  for : 


BlMtinir: 
ScmUing, 


Ix. 


docks  (electric); 
Bain,  60. 
Banrite,50. 
Cooke.  74. 
DobelUSSS. 

CoUa    (electnHlyiiftinic  eledro-mae^ 
netic,  or  magneto-electric) ; 
Carosio.  854. 
Be  la  Bi▼^  85k 
Bering.  499. 
Greenough,ttl. 
Uwriaon,  0.  W., 431,604 
King,10i. 
Poole,  lis. 

Bheparti  {XoUst,  F.),  SM. 
Steite,  197. 
Varie7.612,618. 
Whitehoa8e.6S5. 

General  purposes ; 
Henry,  Mm  704. 
Johnson,  &^  488. 

liight,  electric ; 
Staite.  167. 

Bailwm,  controlling  the  trains  on ; 
Acnard,  500. 
Be  Castro.  856. 
Gu7ard,4£4,462. 
Johnson,  J.  H.  {BonMi),  464. 

Bailway  trains,  communication  be- 
tween guard  and  enginenlriTer ; 
Abrsham,  8.,  865. 
Abraham,  8.  T.,  S65. 
Allan,  528. 
Bi«n,588. 
Glukman,  445. 
Hart,  032.  624 
Price,  817.  657. 


Conducting 

BoAMtts,  J.  c  ISL 


Tekgrsphs.    See  line 
ing,Drotoctiiiic  and  su] 
graphic;  aUo  Cables, 
graph. 


Conductors  of  elecizicitj 


IMavaLL 
BeBi«:aiierB,  zlTt 
Gfvj,  zIt. 
Murn^,  box. 
Spencer,  IzzviiL 
Wel]a,lT. 
IWielcr.xjT. 

Connecting  the  ends  of  subma- 
rine electric  tekgraph  eafales: 
BlaQttiere,Be.a64. 

Copper.  See  Electro-ooating  sr 
covering;  «to  Electro-depoa- 
tion;  o&o  Metals,  maoufaelaie 
of,  bj  means  of  dectricikf 
(electro-metaliiirgy). 

Corpse.     See  Eleciro-depoBkiaD. 

Corrugating  the  wires  orstrudi 
of  electric  telegraph  cables : 
Absterdam,  688. 

Cosmetics.       See     Eleetro^be- 
mistiy. 

Covering  vitrified  sudaoes.  Ss 
Electro-deposition. 

Ciystallization.  iSee  Electro- 
chemistrj. 

Curing  diseases.  See  Magnetic 
(or  dectro-magneiic)  influenee; 
also  Seconduy,  induced,  <r 
derived  electric  cuirenta;  elm 
Therapeutic  action ;  also  Thet- 
mo-electricity. 

Currents,    electric    (completin|. 

combining,    interrupting,   r- 

versing) : 

Abraham,^  8.,  866, 866. 
Abraham.  S.  v.,  866, 866. 
Achard,  601,  Qjltt. 
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mis,  electric — cont. 

ftJ]au»247.4ftl. 

Bain,  116. 

Baleitrini,  875. 

Bananti^en. 

BellfoKt  887, 8S8, 438. 

BinkB,  S12. 

Bmwer,  644. 

Brooman,  887. 

Brooman  {DegabrM),  715. 

3urgen,668»688,564. 

>>wper  {PetU),  584, 586. 

>aig,448. 

Quinine,  829. . 

Cummins,  N.  8.  {J,  8.  CwmminB), 

1170. 
>aniels,  448. 
>aTies(PAtl/fp«).  859. 
>e  Castro,  858. 
Bering,  412. 
>erode,227. 
>evinoenzl,  408. 
>iiim.  A.,  184u 
fftnshawe,  825. 
f  ontainemoroau,  488. 
fonter,  181. 182. 
fnuoua,  480. 
^ichs,  289. 
Hukman,  445. 
^reenooffh,  221. 
vrenet,  879. 
Irenet.  E.,  Junior,  508. 
}ujard,4M. 
larriaon,  G.  W.,  827. 
3atoher(121. 

lenley,  W.  T.,  181, 182, 889. 
IJorth,  188, 439, 440, 474, 475. 
lolmes,  F.  H.,56S,  871, 872. 
innter,  C,  829. 
raobK>n,258. 

robuAon,  J.  H.  {Averv)t  423, 455. 
rohnaon,  J.  H.  {Boimida),  658» 

057. 
'ohnwm,  J.  H.  (BreguH),  470. 
Cammerer,  544 
Caye,  R.  J.,  828. 
Ung,  104. 
Lingston,  808. 
Craut,  881. 
iarmanjat,  362. 
fatteuod,  861. 
ft«inig,183. 
ftiUward,W.,218. 
4'ewtoti,  A.,  v.,  202. 
>penBhaw,  828. 
)«mau,596. 

B,  C.  T.,  171. 


>icciotto  {BonelH),  351. 
^>pe,349. 

>rice,300,317,818,824 
»nla,420. 

>u)Tenxiaoher»  188,  187.  188,  284, 
285,884. 
tutter.  122, 128. 
Icpteuil,  296. 
Ihepard,  248, 840, 709. 
(hephcrd,174rl75. 


Cuirents,  electnc — cmU, 

Slater,  271, 272. 

Smith,  W.  {Qoifftf)*  684. 

Smith,  W.  {Prqtt),  683. 

8taite,«156. 

Stanibuiy  {Page,  C.  O.),  48S. 

Symons,  682, 088, 664. 

1Ubot,802. 

Twtelin,  889. 


ahrer,2S3. 
^vin,  879. 
Veigne8,683. 
Vinoensi,  574. 


Watton,  J.  J.  W.,  271. 272. 
Way.  850. 
Weare,  125. 

DaguerTeot^I)e  plates.  See  Elec- 
tro-deposition. 

Daguerreotypes.  See  Electro- 
ikposition;  oZso  Electro-etching 
(solution  of  metal  bj  current 
electricity}. 

Damaskening.  See  Electro-de- 
position. 

Decomposing  chemical  solutions. 
See  Electro-chemistry;  also 
Electrolysis. 

Decomposing  water  by  electric 

currents: 

Garlisle»lvi. 

Oontributor  to  the  Monthly  Ua- 

gasine.  Mi. 
Nich<d«on,  lyi. 
Paetx,  liv. 
8hepard,898. 
Van  TrooBtwik,  Uv. 
Wollaston,  Ivii. 

Deflecting  telegraph  needles  or 

pointers : 

By  means  of  coik ; 
Allan.  210. 
Bain,  96. 
Brett,  A^  114. 
BrightTC.  T.,  268, 511, 518. 
Bright,  E.  B..  258, 611,513. 
Brown.  W.,  124. 
Clark.  E..  209. 
Cooke,  25. 92. 

Davy,  £•.  29. 
Dering.  212. 
Henley,  W.  T.,  289. 
Highton,  B..  141, 190, 191. 
Highton,  H.,  141. 
Little,  114, 219. 
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DefleetiDg  tdegr^li  needles  or 
pointers — ctmt. 

lIa|iple,H^U4,9QB. 
Mftppie,  1.  l!.  U4    . 
Plij»ck,S76. 
Praeoe,6S4. 

^«rtegr.a89,eiS. 
Walker.  B^  390. 

Wbeatotone^tS^M. 
Williams,  S4S. 
Br  neans  orelectr(Hna«iieta ; 
Bachhofltoer,  191,  Itt. 
Bain,M. 

Bright.  CT^ttft.  SIS. 
Br5ht.B.B^26«j5U. 
Brown.  WnlM.  97. 
Burnett.  679. 
Cooke.  2ft.  98. 
Blliaon,  585. 
HenW,  W.  T^  S70. 
Mapple.  HL 184. 
)fappIe.j7L..U4. 
Pr«oe,6a4. 
8aiidya.40S. 
Siemens.  B.W.,  197. 
Trer.8a.»S^S77.6S0. 
Tarlej,  ^4^ 
Ward.  129. 
Wbeatatone,  25. 9S. 
Wliitelioase,6M. 

Destrormg  gases  in  coal  mines. 
See  Heating  power  of  galvanism 
or  electricity. 

Dials,  for  telegraphs,  mariners' 
compasses,  &c. : 

HoflMaedt,  299. 
Minton.  2i0. 
fimeeton,  S4i7» 

Diamagnetism : 

Bancalaxi,  xxziz« 
Brogmans.  xxzi. 
Parada^,  zxxis. 
l^daU,xL 

Dip  of  the  magnetic  needle : 

De  la  Blve.  xxxv, 
Ounter,  xxvii. 
Lloyd,  xxxviii. 
Norman,  xzvi. 

Dipping  needles : 

Dent.  208. 
Fox.zxxvlL 
Hoe  (Sherwood),  80. 
Mortimer.  211. 
Pkieston,  19. 


Dxrectmg  electric  cmfc&tL  te 
€iTCuiU,teL^riB.ph]c  (appsaoita 
or  airangements  for  oomplrtzs^ 
directing,  or  tntenrapdng};^ 
Cunente,  electric  (complettH 
combining,  interrapting,  R- 
versing). 

Directive  power  of  the  loadstoBe: 

Chinese.  The,  jxit. 
ir- 


Dischazging  fire-arms  or  ^R- 
woriLS.  See  EledTidtj  fa 
general);  aUo  Healing  p>|W 
of  galvaniani  or  e^kttnatr; 
also  Magnetic  (or  eleciro-aif- 
netic)  influence. 

Distance,  as  a  means  of  i 
tion  for  telegraph  wires : 
Bering.  851. 

Dry  piles: 

Behrens,  tviU. 

Bohnenbeiiger.  Iziil. 

DeLnc.lx. 

Dyekhofl^  IviiL 

Bhepard  {NcUH,  P.).  217. 

Weare.  188.208^ 

Zamboiii,  Ix. 

Earth  drcoit  (interreung  Isb^ 
or  water  used  as  the      '  ~ 
conducting  dreuit  for 
phic  purposes) : 

A1UUI.G28. 

Bans.  MO. 

Bain.  07.  US. 

Bakewell.170. 

Bianclii,B.U.,S8a. 

Brett,  A^  115. 

BrightrC.T.,  258,618. 

Bright.  E.  B.,  286, 518. 

Burnett..  878. 

Cooke.  74. 08. 

Be  Castro.  896. 

Bering.  SSS. 

Dund^er  {BemsMm),  528. 

Tontainemoreao,  611. 

Guyard,484. 

Hart.  682. 

Hq5a,700. 

Johnson.  J.  H.  (BmmIZO.ISL 

Lindsay.  419. 

Little,  115. 

Newton.  A.  T.,  214b 

Phjrafok*  376. 
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circuit — cont, 
Vecce,  524. 
liemens.  C.  W.,  «07. 
liemeus,  K.  W.,  199, 200. 
^remesehini,  547. 
^ley.  3J«.  389. 400. 491. 405.  ei5 
V«lkcr,IL,8»0.464, 
ITatson,  Br.,  xlviii. 
Vheatstoue.  92. 
Vhitehouae,  419. 
IVright.  T.,  67. 

ciiirents: 

KMungBTtncr.  Ixxzviii. 
^ox,  Uviii. 
'hygick.  875. 
ITbitehouac.  416. 417. 419. 

enware.     See  Pipes,  tubes, 
roughs  for  electric  telegraph 

53. 

"ical    effect    increased    by 

t: 

k>7le.zUii. 

ical  excitation : 

lennet,  HIL 
Janton.  zlix. 
>u  Fay.  zlv. 
Jrwr,  xlv. 
laOy,  UiL 
iewtOD,  xliv. 
s^ollet.  Abb«.  xIt. 
hrmmer.  L 
^Ita,  Ui. 

^ataon.  Dr..  zlviL 
^eler.  zlv. 

rical  figures  or  images : 

Carsten.  Izxzli!. 
[iichfcenbenr.  liL 
If  oser,  Ixzzui. 
rhomson,  W.,  Ixzzvii. 

rical  insects  ("  acanis  ") : 
>one.lzziv. 

ncal  machines : 

mon  or  frictional ; 
3oie.xlvi. 
Srackenburj,  294. 
!)aDton.  xlix. 
.^uthbertaon,  liiL 
3}ordon.  xlvii. 
3(uericke.  xliv. 
BawksbeJo.  xliv. 
rohniOD.  w.,  401. 
>fainie,8. 
^ott.lxxxiv. 
^aaMmniin,lli..liiL 
tinkler,  zlvi 
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Electrical  machines — cont. 
Hydroelectric ; 
Armstrong,  Ixxx. 
FKndn\\  Ixxz. 
Hoga.(W?. 

Electricity  (in  general)    applied 
to: 

Blcachinff  textile  fkbrics : 
Hunter.  C,  623. 

Discharge  fire-arms ; 
Bontley,  409. 

Enaraellinr; 

Greening,  699. 

Fix  metallic  vapours  upon  glasa  • 
Brooman,  671. 

Lighting  gas  and  other  lamps ; 
Bagg8,587. 

Manufacturing  artifioial  ftiel: 
Church.  6W. 

Motive  power : 

Johnson,  J.  H.    (Koeehlin,  Jhh 

chatet,  and  Perpigna),  4/n. 
Schulthets.  Ixz. 

Oraamenting  metals  and  other  mr* 
races; 

Greening,  699. 

Preserving    vegetable    and   Mttmrf 
matters;  — — — • 

Vittrant,  725. 

Separating  ores  or  meftals  from  other 
substances; 

Chenot,  A.  L.  8.,  581. 

Chenot,  S.  C.  A.,  581. 
Signalling ; 

Baggs,587. 
Telegraphs  s 

gi«i8.687. 

HightoB,  H.,  88. 

Electricity  in   relation   to  vital 
force: 

Bcichenbach,  Izxzv. 
Electricity  of  cooled  sulphur : 

^Hieler,  xlv. 
Electrics : 

Boyle.  xUii. 
Oanton  xlix. 
Sewfuiiers,  xlvl 
pu  Fior,  xlv. 

5?J?*^»  Uxxviil. 
GUbert.  xliii. 

Guericke,  xliv. 

NpUet,  Abb6.  xlv. 

Thales,  xlii. 

Theophrastua,  xiy. 
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ELectro-chemistry  applied  to : 

dvifloation  of  aAochariue  solutioiis; 
dement,  168, 100. 

Ooke,  desalphurisation  of ; 
Church,  100. 
Holmei.F.H..66S. 

Coimetirs; 

Lmbeii,  F.,4«. 

CiTstaUiatkm ; 

CroMe,  IxziT. 

Jennings,  106. 
Deeomposincchemioal  aolutionii 

BobertaTlf .  J..  SSL 

Watt,  C  828, 2». 

SrMontion; 

Jeniiinfcs,  lOS. 
FflrtUiiing  seeds; 

Brooman.  2S1. 

Mannftusturing  and  preparing  oigaoio 
and  inorganic  substances ; 
Brooman,  281. 
Gilpin,  W.  L.,  278. 
Legras,  878. 
8{eiier,S14. 
Waithman,  S14. 
.  Xannlkoturing  carbonate  of  sodn; 
De  Meckenheim,  848. 
Toumitoe,S48. 

Manufkotoring  gas ; 
8hepard,340. 

Manufkcturing    or    improving    fer- 
mented and  distilled  liquors ; 
Crosse,  118. 
Hull,  88. 

Hanuftcturing  pigments; 
Brunei,  S60. 
Harrison,  C.W.,«4. 
Slater.  28S,  284.  286. 
Watson,  J.  J.  W..  283, 284, 285. 

Manutecturiug  sulphuric  or    nitric 
acid; 
BeU.846. 
Wall,  A.,  880. 

Obtaining    metals    fhnn    ores    and 
oxides: 
Perkins,  J.  W.,  426. 
Wsgstaffe,48S. 

Preserving  vegetable  or  animal  m** 
terials; 
Brooman,  831. 

Preventing  oxidation  in  railway  rails ; 
Hodge.  2S9. 

Printing; 
Abate,  267. 
Baggs»62. 
Deaerville,2fi7. 

Producing  minerals  artiflciaUy ; 
Crosse,  Ixxiv. 

Protection  of  ships ; 
D&vy,  Sir  U.,  Ixv. 
Po  Medeiros,  Stf . 

:v/alJt;t,  68. 


ElectrtM^emisiiy,  &c. 

Poiifjring  ^niipa»  te. ; 
Brooman,  SSL 
Boberte,  M.  J.,  SSL 

BcdnetiMi  of  ores; 

Calvert,  MSL 
Separating 
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another; 
Morsaa-Daiinc, 
Silvering     animal,     v«getAle^ 
mineral  objecte; 
Becker,  652. 

Telegraphs  (electric) : 

1^81,110,707. 
Davy,  B^8». 
Glover,  T.,707. 
Hilton.  E..  286. 
Highton,  H^aOu 
Newton,  A- V.(G 
Whitehoiide,S72. 

Electro  -  costing*    or 
with: 

Allon; 

Barratt.  6S,  64. 

£ikington.C.J.a.4e7. 
Goods,  634. 

Johnson,  W.,SOO. 
Juno^804L 
Leeson,70. 
Morris,  300. 864. 
Newton.  W.  K.,  345. 
Pershouse,  364. 
Puis,  614. 
Bussell,l73. 
Steele,  206. 
Thomas,  464, 588L 
Tilley.  464.  688.  530. 
Walenn,  657. 
Walker.  C.  v.,  InxvL 
Wootrich,l73. 

Aluminum; 
Ooulsoii.678. 
Taylor.  J.  G^  504. 
Thomas.  457,689^630. 
Tilley,  457, 529, 530. 

Amalgam  of  zinc,  or  other  amalKam ; 
Barratt.  32. 
EUdngton.  G.  IL,  S2. 

Antimony: 
Smee,Ixxxi. 

Bismuth; 

Parkes,  A.,  173. 

Brass  or  bronze ; 
Barratt.  63. 
Be  la  Salzede,  ISO. 
Fontsinenioreatt,  172, 
Johnson,  W.,  300. 
Morris,  300. 
Newton,  W.  E^  345. 
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>-Goatmg,  8cc,—c(mt. 
irkes.  A.,  97. 
uolx,  Ixxjd. 
.nMell,  178. 
beele.204L 
Talenn,  658. 
Talker,  C.  V.,  lizzvi. 
roolrich.  178. 

tium: 
AJuaeli,  173. 
mee,  Izzxi. 
IToolrich,  17S. 

mimn; 
unot,  804. 

tasntt,  63. 64. 

tosBemer.  Ixzi. 

llACkwell.  76. 

{rooman  {DepouU^),  841. 

Jowper  lCcMS9in/u9),  611. 

)»noer,  Ixxxy. 

>enny,808. 

BIkington,  O.  'BL,  40. 

ilkincton,  H.,  40. 

E^ontunemoreau,  172. 

FViend,  Q.  W.,  470. 

3edRe  {MaUlw),  608. 

Fohnson,  J.  H.,  460. 

Johnson,  J.  H.  (Boeqnet),  422. 

EieeK>n,69. 

Lockett,  41. 

II  amy,  box. 

Newton,  W.  B.,  84B. 

NoTru,76. 

Noualhier,  616. 

Fwrkee,A.,88,l78. 

Petrie,W.,268. 

Poole.  78. 

Power,  806. 

Pr^Tost,  616. 

Ridg¥ray,244. 

Shove,  88. 

Bmee,  Ixxzl. 

Bpenoer,  IxxyiiL,  66. 

Bteele,  206. 

Wftlenn,  668. 

Woolrioh,  78. 

\^tfntt,64.82. 
BrugtufttelU,  iTlii. 
Gowper  (Lamlou  and  Jkmid), 

646. 
De  1a  Bire,  Lm. 
I)uBoi8,108. 
SIkington,  O.  &.,  89. 
Blkinffton,  H.,  68. 
Pontoinemoreau,  172. 
Pvke8.A.,88,97. 
PteMt,  108. 
Poole,  78. 
Bddmy.844. 
Bttois,lxxx. 
Smee,  Izzxi. 
Spencer,  64. 
Bteele,  206. 
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Electro-coating,  &c. — cont, 

Talbot,  64, 65, 74, 76. 
>¥alenn,  668. 
Woolrich,72. 

Iridium; 

Smee,lxzzL 
Iron; 

Noualhier,  617. 

Pr^voat,  617. 

Smee,  Itt^H. 

Lead; 

Barratt,82. 
Pontainemoreau,  178. 
Johnson,  J.  H.,  460. 
Johnson,  J.  H.  {Boequet),  428. 
Parke8,A.,  173. 
Smee,  Izzxi. 

Mercury; 
JiOeson,  68. 

Metals  generally; 
Barratt,  82. 
Leesou,  70. 
Morris,  364. 
Parkee,  A.,  88. 
Pershoose,  364. 
Pul8,614. 
Walenn,  667. 

Molybdenum ; 
Junot,  304. 

Niekel  and  German  silver ; 
Shore,  88. 
Smee.  Izzxi. 
Thomas,  407. 
Tilley,  467. 

Palladium; 

Bamtt,  6^  82. 
Smee,lzzzi. 

Perozideof  lead; 
Qassiot.  IzTl. 
Nobai.lzvi. 

Platinum ; 

Barratt,  64^  82. 
Pontainemorean,  ITS. 
Leeson,70. 
Parkes,  A.,  88. 
Smee,  Izzxi. 
Spencer,  64. 
lUlbot,64. 

Ehodium; 
Smee,  Ixxxi 

"  Silicium  "  (siUoon  in  ametaUic  fbrm): 
Junot,  804.  ' 

Silver ; 

Barratt,  64, 88. 

Cowper  (Cauttinua),  611. 

Oowper  {Landoi9  and  JkmUf), 

Benny,  892. 
Du  Bois,  108. 
Elkington,  G.  E..  80. 
Blkin^n.  H..  89. 
Fontainemoreau,  172, 
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PMrkes.A^88.97.178. 
IVtrie,W^26S. 

Poole,  78. 
Power,  S04. 
BidgwBj.tM. 
8mee,Uzxi. 
Smith,  8.  B.,  177. 
Spencer,  ft4b 
Steele,  SOS. 
Tilb^64, 74^  75. 
Tack,&,n. 
WalenD,6B8. 
Woolrud^7^. 

TbOL\ 

Oorbett,716. 
FontaiiieinoreMi,  172. 
If  orewood,  B5L 
Newey,  715. 
PlM-kes.  A^  17S. 
Pirkeft,  W.H.,715. 

BA^ere,  S01. 
Boseleur,  196, 
Spenoer,  64> 
Steele,  20*. 
ThoinM,465. 
Tme3r.4Bfl. 

TItaiiiiims 
Junot^SOl 


Electio-deponlion,  &c— oa^f. 
Dancer.  Ixxxv.^ 
Be  la  Rue.  Ixxin. 
De^inrenzi,  40i,  -iflBi. 
Da  Boi$.  107. 
Jaoobi,  hoL-wL 
Joliaon,  J.,  S8&. 

Jobson,  Bi^  ass.  

Jahnson,  J.  H.  {Jjemen*^  40^  < 
Mabley,«7,4B. 


ToBoten; 
jimo^SOi. 

Sine; 

Bamti,S2,6S. 

Cornfield,  487. 

Eikmgton,6.&.,8S. 

Momwood,  55L 

Pivkee,A..88. 

Per«oa,410. 

Pals,4M. 

Boicni.551. 

8inee,lxzxL 

Steele,  SM. 

Watt,  A..  628. 

Electro-deposition  applied  to : 

Oleaning  m«iallio  plates ; 
Lee9on,60. 
Mouchet,  299. 
Symonds,  299. 

Coating  articles  of  alominmn ; 

Hey  wood,  609. 

Scully,  509. 
Coating  stoel  pens  and  penholden ; ' 

Corbett,  714. 

Newey,  714. 

Parke9.W.H..714. 

Copying  the  configurations  of  surfkoes 
(«lectrotyj»') ; 
Chenot,  C.  B,  A^  385. 
Cooper,  631. 
Cowp9r,  217. 


)feetn,3»i. 
Perkins,  J., 
Pi&ml,107. 
SiUtmaa,  IxxxTiL 
Smith,  S.  B..  177. 
Spencer,  Ixxria,  5S. 
aUbot,66. 

Covering  fiah-bookss 
Box,G35. 

Covering  the  hulls  of  slilpa; 
Ou£y,C.F.L^M6. 
WaU,A.,674u 

Covering  the  rifaa  aad 
of  omordlas: 
Friend.  6.  W..479L 
Babei7,621. 

Covering  ritrifled 
NousMer.  616. 
Provost,  616. 

DKoerreo^ypes  or 

Newton.  W.  B.  (A%rr).i«. 


Dsmaskene,  inlaid  or 
DuMotay^m. 
Newton/w.  B.  ( ATt^reK  iH^ 
Bousaeau,  274. 


Eagraring  or  printing 
Brsdbury,  3SS. 
Cooper,  631. 
De  Uk  Ene,  IxsiiL 
Denny,  392. 
Devincenxl,  408. 
Da  Itotay,  137. 
Bvans^SSS. 
Pontatnemorean,  4i6. 
Glassford,  661. 
Jaoobi,lixvL 
Jordan,  Ixzix. 
3[Arons,119. 

Michel,  275. 

M  illwsrd.  W.,  119L 

Morse,  S.E.  140. 141. 

Newton,  A.  v.,  521- 

Newton.  W.  E.  (A*iyrr),  6BB. 

Palmer,  58, 67, 68. 

Pretsch,446w 

Schneiter,  296. 

Skinner,  228. 

Spenoer,  IxxviiL 

GildinfT  the  balance  spring  sod  e«> 
pensatioa  balanoe  of  chroooBrtn 

i^D^42. 
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ctro-dq)osition,  &c. — cont. 

Iding  the  pivots  of  mariners'  com- 
passes; 
Admiralty,  The.  zxxviii. 

iking  copper  tubes  and  yessels ; 
Jones,  A^  61. 

iking  mirrors  or  speciUa ; 
Fletcher.  Tn  128. 
Leeson,e8. 
Noualhier.  616. 
Pnhrost,  616. 
Talbot,  66. 

mufiKstoring  artificial   teeth  and 
^ms; 

GUbert,  H.,  383. 

Truman,  162. 

unuftkctnring  boots  and  shoes ; 
HcKinley.  678. 
Valkcr,R.,67a. 

koufacturing  chairs,  bedsteads,  4kc. ; 
CotUm.  O.  H.,  461.  659. 
Cottam,  H.  B^  461. 659. 

mufkcturing  coffins ; 
PhiUips,W..S84. 

inttflM*turing  daguerreotype  plates ; 
Petitjean,  469. 
P6tro,  469. 

inuflscturing  gold  thread ; 

Brade  {Hassan,  A,  A.),  4tt. 

lIa8Son,A.A.,879. 
iDU&oturing  hhiges ; 

Bishop,  466. 

iinfiMsturing  leather  j 
Bernard,  229, 276. 
Blchards,  516. 

nufturturing  mantelpieoes ; 
Potts,  W..  857. 

nufkcturlng  mathematical,  naati- 
ai,  and  optical  instruments: 

Kortwright,481. 

Piggott,  91. 

nuftMSturing  projectiles; 
De  Sauty,  650. 
Haddaii,444. 

nufticturing  spoons  and  forks : 
Cutler,  319. 

nuiSkcturing  wire  gauze  for  safety 
imps; 
Plant.  320. 

tallizing  a  human  corpse ; 
Noualhier,  617. 
PnSvost,  617. 

tallizing  fibrous  materials ; 
Broomau  {2>epoullif),  840. 
Drew,  368. 
Napier.  J.,  77. 
Schottlaender,  84. 

lamentation  of  surfues : 
Abate,  267. 
Archereau,  S99. 


Electro-deposition,  &c. — cont, 
Bessemer,  Ixzi. 
Chablin,  653. 
De  Clerville,  267. 
Drew.  368. 
£1118.856. 
Goodyear,  C,  858. 
Haseler,  411. 
Hennique,  658. 
Jeflb,297. 
Mathieu,  254. 

Newton,  W.  E.  (A9^«),608. 
Perkins,  J.,  899. 
Bidgwsy,  248. 
Rousseau,  274. 
Taylor,  J.  G.,  605. 

Preparing  or  engraving  calioo  or  other 
printing  rolls ; 
Chadwick,  604. 
Glassford,  561. 

Johnson,  J.  H.  (Underwood),  868. 
Lockett,  41. 
Morrison,  D..  662. 
Parkes.A..173. 
Bchaub,  688. 

Printing  music; 
Juvin,  632. 
Scheurmaun,  600. 

Protecting  battery  plates ; 
Pontalnemoreau,  486. 

Protecting  metal  and  other  surfkocs ; 
Burrow,  644. 
Gorbett,  714. 
Friend,  G.W.,  470. 
Glassford,  561. 
Mathieu.  254. 
New^,  714u 
Oudry,A.,472. 
Oudiy,  C.  F.  L.,  64^  688. 
Oudiy,  L.,  472. 
Pu-kes,  A,  178. 
Parkes.W.H.,714u 
Siemens,  C.W.,  724. 
Tsylor,  J.G.,506. 

Protecting  telegraph  cables  : 
Bharpe,  B.,  680. 

Separating  copper  fh>m  metallic  solu* 
tions; 

Dunn,  J.  L.,  457. 

Sepulchral  monuments ; 
Potts.  W.,  268. 

Solid  depositing ; 
Plu-Kes,  A.,  55. 

Stereotyping ; 
Cooper,  681. 

Johnson.  J.  H.  ( Underwood)  ;  860. 
Michel.  274. 
Vasserot  {TnmiUet),Wi, 

Electro-diaruptiye  etching : 
Pring,  Izixvi. 
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Electro-dynamic  coils : 

Breguet.  Izzzii. 
ToucMilt.  Izxxix. 
Giasiot,  Ixzziz. 
Gnwre^  Ixxxix. 
Heanler.  Ixzxri. 
lUMon.Ixzzii. 
Pooendorff.  Ixzziz. 
Sumnkorff.  izzxiz. 

Electro-etching  (solution  of  metal 

hj  current  electricity)  applied 

to: 

desiuInK  metallic  surfaces ; 
Booker,  S6. 
Oanfiund,  tt. 
Iieeaoii,ee. 
Spencer,  64^ 

Dagnerreotvpes; 
Qrore,  IizxL 
Newton,  W.  E.  {mffre)»  MB. 

Jfaking  electro^leposiUng  solations; 
Bvratt,  82. 
Corbett,  7  IS. 
CoulaoD,  678. 
Johnson,  W.,  800. 
Morris,  SHW. 
Newey,  715. 
Parkes,  W.  H.,  71S. 
Thomas,  529,  SSO. 
TiUey,  629,  sao. 
Walenn,6S8. 
Watt,  A.,  628. 

Producing  or  engraving  designs ; 
Bellfbrd,  429. 
Denny,  892. 
Devinoenzi,  407. 626. 
£rnst,606. 

Fontainemoreaii,  426. 
liortierg,  605. 

Newton,  W.B.  (^^0),O68. 
Smith,  8.  B.,  177. 
Spenoer,  46. 
Wilson,  J.,  46. 

Ile-fbrming  the  ftkoes  of  flies ; 
Petitjean,  486. 

Electrolysis : 

Benelius,  ML 
Cruickshank,  Ivi. 
Paraday,  Ixz. 
Henry,  Dr.,  Ivi. 
Hisinger,  IvU. 
Sttlser,  li. 

Electro-magnetic  (motive-power) 
engines: 

Allaa,84l7»  441^465. 460. 
Berry  (Jfavanport),  24. 
Bianohi,M.,  (Oarrogio),  886. 
Bn>oman,4M 
OaUet,  80. 


Electro-magnetic  engines— OMt 

Caraio,  854. 

Cumine,  6BBBI 

Dal  Negro.  Iziz. 

Davenport,  Ixz. 

Davidson.  IxxxiL 

De  Mol^yns,  6S. 

Dering.411,468,9S7. 

Dttbos,M8. 

Pletcher,  H.,  288. 

Fontainonorean,  4S»  SKL 

GaU.867. 

Garvey,6B& 

Greraoogli,  22Ql 

Grenet,  tf79L 

Grenet,  £., Junior,  505. 

Harrison.  G.  W^  432, 488. 

Henij,  Professor,  Ixix. 

Hjorth,  165^66. 446, 4S8»  4?4. 

Holmes,  F.  H.,  671. 

Hunter.  CeSS^ 

Jackson,  254. 

Jacobi,  IzxL,  Ixxvi. 

Johnson,  J.  H.  {Aver9),48l»48L 

Johnson,  J.   H.    {Koerldm,  Uf 

ehtUet^  and  Pmrpigmai,  tf(. 
Ksye,  R.  J.,  327. 
Kemp,  G.,  2S5. 
Kingston,  80S. 
Lacasea^e,  47& 
Lannanjat,S5S. 
Little,  Ixxxiv.,  bczxv. 
Openshaw,  827. 
Page,  Professor.  Ixxzix. 
Paltrineri.720. 
Petrie,  W.,  56. 
Pinkus,  44. 46. 
Pulvermacher,  187. 2S4. 
Boberts,  M.  J.,  tSOi 
Bousselot,  868. 
Septeuil,  296. 
Shepard,  246. 
Sturgeon,  Izz. 
Talbot.  46, 801. 
Taylor.  W.  H..  35. 
Testelin,  687. 
Thiers,  478. 
Vavin,  679. 
Vergnes.68S. 
Watson.  J.  J.  W^  3S0. 
Way,  650. 

Wheatstone.  60,  61. 
Wilkins,J.W.,868w 
Wood.  864. 

See  also  the  componaat  parti 
of  electro-magnetic  engiiMk 
and  other  heads. 

Electro-magnetism,  laws  of: 

Abria,lzzzL 
Axap^re,  lzii.,lziii. 
Ara«o,  Izii.,  Iziii. 
Barlow^  Izv. 
Biot.  IziiL 
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ro-magnctism,  laws  of—eont. 

Dumming,  Ixiv. 
Davy.  Sir  H.,  IxiiL 
Parad»,  bdv. 
Mojon.lviii. 
Oerated,  Izi. 
Etomaxn^i.  IviU. 
aaTut,  Ixiii. 
Savary,  liviL 

ro-magnets: 

itiuKeon,  Izxt. 

ktures  of; 

Sarrieii,  646. 647. 

Siirnett,  680. 

[>uncker  {Bemslein),  622, 623. 

Prance,  601. 

ntman,  672. 

t»oole.  112. 

resteliD,  638. 

ITarlev,  486. 

»'ilkmg,J.W.,863. 

I  of  (construction  of) ; 
lumett,  680. 
De  Moleyna,  63. 
l^U  367. 
jirenet,  679. 
larriaon,  C.  W.,  488. 
iCingstoD,  302. 
^pteuil.  296. 
Hater.  272. 
Tarley,  4S9. 
/^avin,  679. 

EV'atson.  J.  J.  W.,  272. 
iVhratBtone,  60. 
kVilkiiia,J.W..868. 

bining  permanent  magueta  with 

ctro-magnets ; 

Ulan.  442. 

[{arnes.  647. 

Srett.  J..  140. 

Souse.  144). 

8  of  (construction  of) ; 

Sames,  647. 

Burnett.  680. 

[)e  Moleyns.  62. 

3uncker  {Bemstein),  622, 528. 

E''rance,  601. 

;aU.  367. 

Harrison.  G.  W..  432. 

?Cingstou.302. 

tf  apple,  H.,  106. 

t»oole,  112. 

Sandys,  402. 

)eptcull,  295. 

UemenA,  E.  W.,  190. 

Slater,  272. 

Sturfreon,  Ixxv. 

rpstelin.  1)38. 

rarU'y,  4Sd. 

kVatsou,  J.  J.  \V.,  272. 

kVheatstone.  60. 

^ilkins,  J.  W.,  »09, 303. 


Electro-magnets — cont. 

Winding  the  coils  of  (method  of) : 
Bright,  C.T..  260. 
Bright.  E.  B..  260. 
De  Moleyns,  62. 
Harrison.  C.  W.,  482. 
Kingston,  302. 
Testelin.  688. 
Wheatstone,  00. 
Wilkina.J.W.,363. 
Williams.  293. 

Electrometera : 

Guthbertson.  liil. 
Harris.  Sir  W.  8.,  Ixrll,  Ixxl, 
IxxU.  ^  ^^ 

Henley.  W,  U. 
Lane,  It 
Leearge.  li. 
Lomond,  liii. 
Bichmann.  zliz. 
Bonalds,  Izi. 

Electro-physiology : 

Aldini.lv.,  Ivili. 
Boulu,  zc. 
Duchenne,  zci. 
Du  Vemey,  zliv. 
Powler,  Iv. 
Franklin,  xlviii. 
Galvani.  liv. 
Matteuoci,  zoii. 
Remack,  Izzzvi. 
Beymond.  zcL 
Butter,  zc. 
lire,  IzL 
Ziemssen,  zcii. 

Electroscopes : 

Bohnenbenger,  Iziii. 
Butter,  zc. 

Electrotypy.     See  Electro-depo- 
sition : 

Electro-vegetation : 
Malmbray,  zlTiii. 

Enamelling.     See  Electricity  (in 
general). 

Engine    drivers  and    guards  of 

nkilway      trains,      employing 

electricity     to     communicate 

between : 

Abraham,  S.,  305. 
Abraham,  8.  V.,  8(J3. 
Allan,  52s. 

Bairgs,  588. 
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e  driveis,  &c. — cant, 

Cooke,  74. 
Glnkinaii,  410. 
Hart.  631. 
HiniMLSei. 
Powuall418. 
Priee,S17.537. 
Reid,  140. 
Boberta,J.C.,in. 
Kutter,  12S. 
Siemens.  C.lf.,39L 

gj-mons.  72S. 
Tyer,  540. 
H^atsomJ.  J.W..880. 

Engraving.  See  Electro-dcposi- 
tion ;  olro  Electro-etcning 
(solution  of  metal  by  current 
dectridty) ;  also  Heating 
poorer  of  galvanism  or  elec- 
tricity; also  Magnetic  (or 
electro-magnetic)  influence 

Envelope  machinery.  See  Mag- 
netic (or  electro-magnetic)  in- 
fluence. 

Evaporation.  See  Electro-ch^ 
mistry. 

Fertilizing  seeds.  See  Electro- 
chemistry. 

Fibrous  materials.  See  Electro- 
deposition;  idso  Line  wires, 
insulating,  protecting,  and 
supporting  telegraphic. 

Files.  See  Electro-etching  (so- 
lution  of  metal  by  current 
dectricity). 

Finding  any  particular  conduct- 
ing wire,  throughout  the 
length  of  an  clectnc  telegraph 
cable.  See  Cables,  electric 
telegraph. 

Fmger  keys.  See  Circuits,  td^ 
graphic  (apparatus  for  com- 
plctmg*  directing,  or  inter- 
rupting). 

Fire  alarums.    See  Alarums. 


Ksh-hooka.     See  ElednKdepn* 

tion. 

Fixing  metallic  Tapoors  i^ 
glass.  See  Ekctridtr  % 
general). 

Forks.     See  Electro-depoatke. 

Frictional  electrical  marimi 
See  Electrical  machines. 

Fuel,  manufacturing  irtifidiL 
See  Electricity  (in  genenljL 

Fused   salts,  eledso  -  d^osliif 

metals  from : 

Parkcs.  A.,  8S. 
Watt,  C.,  3128. 

Galvanic  batteries : 

Ar^er.425. 
Burleigh.  717. 
CalUiii.  447. 
CiunincL6S9. 
Danchell.  717. 
Bavy,  Sir  H..  IxtI. 
]>enng,  527. 
Galvani,  Ht. 
Hunter.  C.  629. 
Johiuon,  w .,  401. 
Nicholson.  W. 
Petrie.W.,178,188. 
Piiaxytt.  178. 
E6id.445. 
Staite,  178. 182. 
Weare,  178,  252. 
Wells,  W. 

Constant; 

Bain.  79. 

Brooman  {Grtn^i^junior^md^ 
Fimvielle),  619. 

CaUan.4S6. 

Danidl.lxxiii. 

Fontainemoreaa  (iSMaii).6A 

Jaoobi,  lixz. 

Kingston.  S81. 

Meinig.182.859. 

Mttllins.  IzxiiL 

Pulvermacher,  688* 

Roberts,  M.  J.,  240. 

Varley,  468, 616. 

WiUenn,  Uixiz. 

Woare,  126. 203.  39^  S86,  S9a 
Double  fluid; 

Archereiau,  400. 

Becquerel,  Ixviii. 

BonOol.  Ixxxii. 

Bunsen.  Ixxziu 

Baniell.  Ixziii 

Pe  la  Bue,  izxUi. 
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nic  batteries — cent, 

>e  Moleyns,  82. 

>ering,362,675,576. 

lesvigTies,  SIS. 

)oat.5«5. 

>a  Bois.  108. 

)ubo«,566. 

fbotainemoreMi,  S47,  S53, 40S,  406. 

?nwcara,46e. 

filler,  J.,  SS9. 

}reenoi]«h,22L 

}rove,  Ixxvii. 

larriJiou.  C.  W.,  431, 482. 

Taokson.  250. 

facobi,  Uzx. 

fohnson,  J.  H.   {.Breqtui  lBr&' 

Cukla,  313. 

Lieesoii.  68, 09. 

Ijd  Mott,  158. 

tfullins,  IxxiiL 

Pearce,  C.T.,171. 

Pctrie,  W.,  179,  201,  282,  288,  264, 

265. 
Plaset.  106. 
Pub,  560. 

Pulvormacher,  184, 234. 
Boberts,  M.  J.,  240. 
iiemeiui,  G.  W.,  392. 
Slater.  283. 28^  285. 
Spencer,  Ixxviii. 
iiaito,  IM,  179, 824. 
ITataoii,  J.  J.  W.,  283.  284, 285. 
HTeber.  Ixxxiii. 
nrhitehoufle,  418. 
STdhler.  Ixxxiii. 

Bain  79. 
High'ton,S..108. 
Pitman,  673. 
MTeare.  126. 

lOYinfT  the  metals  from; 
Pontainemoreau,  347. 
Highton,£.,140. 
Highton,  H.,  146. 
Pearoe,  C.T.,171. 
Bepteuil.  296. 
Varley,  451, 462. 
Whitehouae,  418. 

aopplying; 
Mlman.  164. 
Bain,  50, 118. 
Barwiae,  60. 
Brett,  A.,  115. 
Fontainemoreau,  847, 388. 
Kingaton,  831. 
Little,  115. 
Pterce,  C.  T.,  171. 
Petrie,  W.,  178. 179, 268. 
Pulvermacher,  185. 
Bobal^M.J.,2S7. 
Bepteuil,  206. 
Btaite,154,lA6|178»179. 

;le  fluid; 
AUail,818. 


Galvanic  battenes — cant 

Archereau,  400. 

Bagg8,517. 

Barratt,  81. 

CalUui,486. 

Children,  lix, 

Crosse,  Ixxiv. 

CruickBhank,  ItI. 

Be  I'Huynes,  807. 

Bering.  863. 

Besvlgnes.  818. 

Fontainemoreau  {3elmi)t  MO. 

Fuller.  J.,  329. 

OiIpin,W.L.,278. 

Grenet,  E.,  Junior,  506, 

Hare,  Ixii,  Iziv. 

Harriion.C.W.,482, 

Henley,  W.T.,  280. 

Henwood,  709. 

Hess,  461. 

Highton,  E.,  146, 198, 

Highton,H.,146. 

Ki3cla^  813. 

LegTaB,278. 

]ffetulg,359. 

Murdoch,  298, 828. 

Napoleon,  lix. 

Oman,  517. 

Pearoe,  C.  T.,  171. 

Pepys.  Ixv. 

Pohl,  IXT.  » 

Pula,420,458,560. 

Pulvormacher,  186, 284, 888, 684. 

Radunaky,  331. 

BobertMl.  J.,  IxzziL,  287,240,250. 

251,275. 
Schottlaender,  85. 
Bepteuil,  296. 
SUter,  283, 284k  285, 
Smee,  Ixxx. 
Staite,  154. 324. 
Stringfellow,  270. 
Sturgeon,  IxviiL 
VolU.lvi. 
Walenn,  Ixxzix. 
Watson,  J.  J.  W.,  283, 28i  285. 
Wearo.  126, 203. 
Whitehouae,  418. 
Wollaston.  Ixi. 
Young,  Ixxvi 

See  also  the  componeiit  parts 
of  galvanic  batteries,  and 
other  heads. 

Galvanometers : 

Ampere,  lit. 
Bright,  C.  T.,  258. 
Bright.  E.  B.,  258. 
Cooke,  99. 
Cumming,  Ixiv. 
Bary.  E.,  30. 
Be  la  Rive,  lxv« 
Joule,  Ixzxiv. 
Morriaon,  J.  B.,  718. 


746 


JNDEX  OP  SUBJECT  MATTER, 


Galvanomciers — eont. 

Petrie,  W.,  181. 
Ritchie,  Ixviii. 
8chwei|t|ter,  Ixiii 
Btaite,  155, 181. 
Varley,  489, 612. 
Wheaistone.  1)3. 

A|iplied  to  printiiigr  mmic; 
Bdieuraiami,  600. 

Gm 


Cuo8io.S82.84S,SB4. 
QroTe.  IxxxiL 
PulTennacher,  234. 

G«ae8  from  the  electro-decompo- 
ntion  of  wttter  applied  to : 

Alinims; 
Cooke,  2S. 
Whent^tone,  25. 

Ughtiiig  ud  eziiiiguishiDggM  lights : 
Baggs,  588. 

Lighting  or  heating  purposes ; 
Adams,  22S. 

Bianchi,  M.,  {Carrotio),  285. 
CaroBio.S22. 
Newton,  A.  7.,  201. 
Puis,  524. 
Shepard.  306.  339. 
Bhepard  {XoUet,  P.),  207. 
Watson,  J.  J.  AV^..  321. 

HotiTe-power  engines ; 

Bianchi,  M.,  (Carrotio),  285. 
Carosio,  822,  3«S. 
Frascara,  460. 
Bonsselot.  368,  665. 
SchoIIick,  333. 
Shepard.  839. 
Shepard  (NoUet,  F.),  207. 
Smith,  S.  B.,  177. 
Talboi.  45. 
Toras8a,690. 
Vries.  310. 
.   Wood.864. 

Telejpaphs; 

Schweigger,  Ixrrii. 
Soemmering,  liz. 

Gases  generated  in  galvanic  bat- 
teries applied  to : 

Light  and  heat; 
Puis,  524. 

Gas,  manufacturing.  See'Etectro* 
chemistiy. 

German    silver.       See    Electro- 
coating  or  covering. 

Giving  adherence  to  wheels  upon 
nils.  See  Magnetic  (or  electro- 
magnetic^  influence. 


Glass.  See  Lane  wires,  ins^littip 
protecting,  and  suppoxdnf  tele- 
graphic ;  also  Pipes,  tobo,  a 
troughs  for  eiec&ic  tekignf^ 


Glass,  heavy,  diamagnetism  of: 
Faradaj',  xxxiz. 

Glue.   iSee  Line  wires, 
prot^stin^,      and 
telegraphic. 

Gold.  See  Klectvo-ccatinf  • 
covering;  also  Electro-d^w- 
tion ;  also  Gold,  the  prose 
of,  ascertained  by  mcaas  d 
electricity  ;  aim  Metals,  sssa* 
facture  of,  by  means  of  der- 
tridty  (electro-metaUnr^l 

Gold,  the  presence  of,  aaceitii&Bi 
by  means  of  elecbioty ; 
Hoga,288. 

(jold  thread.  See  Bectze- 
deposition. 

Gums.  See  Electro-deposito; 
also  Line  wires,  insnbnif. 
protecting,  and  supportsif 
telegraphic. 

Gutta-percha.  See  Line  vim. 
insulating,  protecting,  vd 
supporting  telegraphic. 

Heat,  influence  of,  on  magnew; 

and,  vice  versdy  of  magne&iii 

on  heat : 

Christie^  xxxf. 
Hooke,  xzviL 
Vartmann,  xzziz. 

Heat,  its  electric  origin  : 

Joule,  iTTTJi. 

Heating  power  of  galiranism 

electricity  applied  to  : 

Blasting  rocks,  mines,  sunken 
Ac; 

Cubitt,lxzxiii. 
Paslej,  Izxijc. 
Roberu,  Izxxii. 
Schilling;  Iz. 
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tig  power  of  galvanism  or 

ftricity,  &c. — cont, 

Brization  of  certain  parts  of  the 

man  body; 

Mtsell,  Izzxvi. 

leidcr,  Luxvi. 

jabaume,  Ixvii. 

f  iddeldorpff.  zot 

'alaprat,  IxtuL 

rqyiDg  gases  in  coal  mines,  Ac.} 
Lddiaon,  688. 

lai^ng  rockets,  fireworks,  or  de- 

latinff  signals ; 

Lbraham,  B.,  868. 

Lbraham,  S.  Y.,  366. 

kddison.  698. 

Soboeuf.  402. 

Cyer.  878. 

brio  telefrraphs ; 
Parley,  404. 

•aving  hardened  steel  plates  (the 
fttinii;  power  of  the  *'  spark  **) ; 
hring,  Izzxvi. 

iKiinK  the  bolt  of  an  anchor ; 
3<^d,405. 

oding  flre-arras ; 
?larke,  H.,  409. 
Panahawe,S2a. 
Haddan,  641. 
Packman,  477. 
?earoe,W.G.,463. 
ng  metals: 
!!fhildreu,  liz. 
Daniell^lzxiii. 
Petrie,  W,,  180. 
Staite,  180. 
Frommsdorff^  Ivii. 

nral  purposes; 
Shepard.  S48. 
ilatar,286. 

MTataon,  J.  J.  W.,  286. 
iting  signal  or  gas  lamps ; 
Brooman  (l>effabriel)t  715. 
Cowper  (P«<i^).  684. 
Keogh.  P.  A..  657. 
Keogh.  H..  667. 
Lsne,  D.,  708. 
Newton,  W.E.,  648, 60S. 
Sherinfrham,  807. 
Staite,  128. 

Burlng  the  electric  current: 
HarrS.8irW.8.,Uvii. 

ting  solid  bodies ; 
Phikus,  84, 45, 89. 

iTe  power  engines; 
Anderson,  721. 
Balcstrino.  478. 
Barsanti.  660. 
Bolton,  32(). 
Prascara,  460. 
Mattcucci,  660. 
Bonsselot,  868, 666. 
9choUick,  833, 


Heating  power  of  galvanism  or 

electricity,  &c. — cont. 

Seward.  286. 

Talbot,  45. 

Tora8sa,600. 

Webb,  880. 

Wood,  864. 
Propulsion; 

Pinkus,  84^  45, 89. 

Separating  substances    firom  one 
another ; 
Moreau-Darluc.  406. 

Helical  character  of  the  motion 
of  the  force  producing  mag- 
netic effects : 

Swedenborg,  zzviii. 

Hemp.  See  Line  wires, insulating, 
protecting,  and  supporting 
telegraphic. 

Hinges.    See  Electro-deposition. 

Hyacinth : 

Theophrastus,  zlii. 

Hydro-electric  machines.  Set 
Electrical  machines. 

Hygrometric  state  of  the  air,  as- 
certaining the : 
Kraut,  861. 

Ignition  by  the  electric  spark : 

Pranklin.zlyiii. 
Ludolf,  idvii. 
Warltire,  lii. 

India-rubber.  See  Line  wires, 
insulating,  protecting,  and 
supporting  telegraphic. 

Indicating  the  height  of  water 
in  steam-boilers.  See  Mag- 
netic (or  electro-magnetic)  in- 
fluence. 

Indicating  the  proximity  of  ice- 
bergs: 

Cummins,  N.H.  {J,  S,  Oummini), 
670. 

Indicating  the  weakening  of  an 
electric  current.    See  Alarums. 
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Indiotor  ■tenmu.  Sct  Alaninm. 

Induced  currmts  ; 

ADtlnoii,  baii. 
Fmdu,  liviii.  liU,  Inn. 
BnuT,  ProfCMor.  Uxu. 

TartmiDD,  InU. 
Indnced  coRcnta  prevented ; 


Iqur;  to  tdegnphic  line  wi 
or    ckbks,    ucotaining 
pvoM  pUce  of: 
Brieht,  C.  T,  SS8. 
Bririit.E.B,»8. 
Cooke.  SO. 

!»,  E,  W^  Ml. 


Inmilating  propotiei  of  guUa- 
pmM: 

InniUton  tot  eledzic  telegraph 


Bmil.  A- tl5. 
Brifibt,  C.  T.,  £37. 
Bri«ht,E.B.,m7. 
OUrt,  B.,  WW,  MB. 
Clwli,  J. V  MB. 

Edwvdg.E.,31t. 
Grwn,  i,  M*. 
HrnlET.W.T.,  !S8. 
Hishton,  B.  IM,  £S 
Hwhlon,H„lM- 
HunUr,  J.,  tl*. 
Kilner,  MS. 
Liddrll.  OO. 
Li  tile,  lit. 

Mipplti,  H,a». 

NbwaIL  mi. 
Notl,  J..Htt. 
Petrip,  G„  13T. 
Phyripk,  378,  «1. 
Poolt  (Cuodiwar), 
Retd,  las. 
Biemrdo,  ltt3. 
8ivn>eD9,C.W.,3« 
Smitli,  A.,  E«. 
BiniHi,W.,aw. 


Intemipting  electric  cJTCiA*.  » 
Circuits,  tekgraphic  (.ifp 
rfttua  or  wraiijjenients  Fta  a»  I 
pleting,  diiecting,  or  i**-  i 
ruptjng):  alsoCumnt^vtfOt  \ 
(completing,  combining,  i*»  j 
rupting,  reversingj. 

Iridinm.  See  Eiectro-eau)im  " 
covering;  alao  iiettis,  ibim- 
facturc  of,  by  meuu  of  dtt- 
tnd^  (eleotatWDetollniKTV 

Iron.  See  Electro-coitini  » 
coveriitg ;  alto  M«gW*K  (« 
ekctro  -  tnagneiic)  iaioaa; 
alto  Magn^sm;  alto  Mctik 
minufactiiic  of,  bj  agaaa  d 
electricity  (electro-met^Dnrgj)- 
also  Testing  the  cMfcKj  rf 
iron  to  receire  magnetism ;  "i" 
Wire,  nutnufactnre  of  d«»*« 
telegrftph  {irelding,  deuini^ 
&c). 

Iron  or  iteel  convwted  into  » 
mtgnet  by  ite  panDdiMB  ta 
^  magnetic  bjis  of  the  eutli- 


GUbCTt.iivi. 


Laws  of  electro-magnetiain.    5s  ! 


I.aw8  of  the  electric  farce ; 

BotCTlTL 
Commins.  I^t. 
Su  Fa;,  iIt. 
Fmdv,  In,  li^ 
Fecluier,  U™. 

Grren,  liviiL 

Nollet  Abb!',  jlT,  ihrlii. 

Fcmndorff ,  IitU. 

SindeiiboiB<  "^i- 

VollHtin,lTlL 


INDEX  OF  SUBJECT  MATTER, 


749 


of  tlie  magnetic  force : 

Sarlow,  xxxiii. 
)ouloisb,  zuii. 
XMuteen,  xxxiiL 
laif  ksbee,  xxviiL 
CnfR,  zuii. 
jambert,zzx. 
If  ajer.  ziz. 
tricheil,ixviiL 
luflchenbroek,  zxviiL 
(wedenboif ^  zzviii. 
Paylor,  zzvui. 
rbi8ton,zzviiL 

g  electric  telegraph  wives 
»ble8: 

Lbsterdam,  090. 
Ukew,  C,  082. 
Lskew,  J.,  6S2. 
IslestrinC  609. 701. 
iauer.SSi. 
Ilakely,60e. 
Uoom,  601. 

Slight,  C.T..  680,  ess. 
Irooke,  B.  L.,  076. 
Srooxnan,  816. 
Iurleigh.686. 
HOiill.  881. 
ye  Bervuc,  068. 
>e  la  Haye,  001. 
ye  Nonnann*  718. 
i>eriiig,  686. 
>undoiiaId,  290. 
^conieri,  715. 
neld,706. 
?orde,  078. 

bowler,  J.. junior,  277. 
}lflbome,  678. 
36niiDiiijK,676. 
lenley.W.T.,  814.718. 
lininaon.  700. 
CirKiiutn,  686. 
L<aiidi,716. 
[ATSter,712. 
tfacintosh.607.708. 
Ilyers.  682.  ^ 
Napier.  J.  M.,  076. 
4'ewall,  4179. 
IfewtOD.  W.  B.,  711. 
Patterson,  602. 
EUnkine,  407. 
Sonald,  677. 
|harpe,B.,080. 
aUlvor,  682. 
imith,W..884. 
Stanley,  640. 
rhomaoniJ.,  407. 
SfiUuna,W.,051. 

See  Electro-coating  or 
'cring;  also  Local  action  on 
dlive  battery  plates  pre- 
it(^;  aleo  Metalo,  maniAic- 


ture  of,  by  means  of  electricity 
(electro-metallurgy). 

Leather.    See  Electro-deposition. 

Leyden  jar : 

JEpUras,  li. 
Betanoourt,  liii. 
Bevis,  zlviL 
Canton,  zlvii. 
Guneus,  xlviL 
Kleist.  xlvU. 
Muflchenbroek,  iItIL 
Bmeaton,  zlvii 
Thomson.  W.,  Izxzvi. 
Watson,  Sir  W.,  zlvii, 
Wilcko,  li. 
Wilson,  zlvU. 

Leyden   jar   charge  of  a   tele* 

graphic  line  wire : 

Balestrini,  628. 

Clark.J.L.,  ZC..878. 

Faraday,  zc. 

Gordon.  L.  D.  B.    (i9MMM«  IM^ 

mensT]),  600. 
Hiffhton.  E.,  628. 
Newall.  664. 
Pbysick,  870. 

Siemens,  B.  W.,  Izzzviii.,  SOL 
Varley.  880.487, 401, 408.615.616. 
Whitehouae^  zoiL,  416, 417, 410. 

Light,  electric : 

Allmaa,168. 

Binka,811. 

Breton,  Izzzvii. 

Burleiffh,  717. 

Chapman,  471. 

Danchell,  717. 

Davy.  Sir  H..lz..1ziiL 

De  Moleyns,  68. 

DoBchamps,  406. 

Diiboscq,lzzzTiL 

FontainemoreaUf  849. 

Foucault,  IzzzviL 

Greener,  108. 

Guericke,  zliv. 

Harrison,  C.  W.,  680^  627, 066. 

Hawksbee.  zliv. 

Holmes,  F.  H..  668. 

Jackson,  264 

Johnson,  J.  H.,  827. 

King,  07. 

Lacawwigne,  4iy8>  008. 

Lo  Molt.  160. 

MileB.zlvii. 

Pascal,  Ott. 

Pearce,C.T.,170. 

Petrie,  W.,  181. 

Pi8SOtt,178. 

Plnkns,44. 

Full.  621. 
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Kobvti,  U.  J:  im.  SU. 
Sbepud,  Ma,  ;d«. 
shppuTi  {.foiirt.  7.],  m. 

8UU«,  101.  »«,  IIT.  US,  ISl.  SB. 
Tbien.tin.ae. 

V<nliui,ns. 
Til«iq.<M. 
WMm,  J.  J.  W,  no.m.MS,  ttt. 

Vtj.  Ma.  SM,  701. 
WnrclTB. 


-UMdrOritalHj 

Uotmra.  F.  H.,  GU. 
Cud  for  nilnsurou*  opmUon 


Tuck,  J. 


^U 


Sm  obo  Conducting  wires  for 

electric  ciuroits :  alto  other 

component  parts  of  electric 

light  appantua:    alto  other 

.    metina  of  producing  light. 

lighthouacB.   Set  Light,  electric. 

ligbt^   influence    of,    on    mag- 

netiim  on  light : 
himdii,  iiivfil. 
Horichini.  uilU. 


Newton,  W.E.,B*S,(1W 
Oldliaiii,  SIS. 
Whpnugliain,  307,  WB. 

Idghtning: 

Dmlibwd.  iHi. 
DefiomH,  »t»i 
Etnumu,  ilu. 


Lightning — etmS. 
On>n«L,  ilir. 
HnH<  in*. 
Hob  Writ.  iK. 

SwSmboni.  xlti. 

lightning  oonducton  B^ilieda : 

Bnwing  pnnMaB  1 

Van  Kampen  lOrmmir),aL 
Baildin«i| 

Fnoklin.  jIj^. 

PretgctinE  ignealMnd  tmlM*: 

Horiwi.43S. 
Shipii 

Hvrii,  Sir  W.  S^  l.iii   BL 


EiRhtoD,  E..  It 
Hiinl«r;i,  aj» 
Liitla.  lie. 
Nolt,  J    10*. 


masnetis: 


HavanLxlii. 

LJne  wires,  tnsulstiiig,  piotectiD^ 
and  supporting  tele^apUc: 

C>Uui,TC7. 

CockinpiSll. 

Da  KaSoiw.  SU. 

GoedipkP,  709. 

Otv,  iIt. 

HunMr.  J.,  tsa 

Potta.T,SlL 

WMwn,  Dr.,  ilvlii. 

■Wbeler,  ilv. 
luDlfttod  taj  a  Tftcniun : 

C>liil],!tol. 
Iniulated  b/  UtmnlaoiB  or  kub^ 
miterulij 

AbatsidHn.  (8iL 

Allui.  Un. 

Bain,  BT,  M.  IIO. 

BilMtrtdf.OMl. 

Bufor,  W.  H,  Ul. 
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Tires,  &c. — cont, 

ledMD.  620. 
Irett,  J.,  151. 
Irown,  W.,  198. 
ilark.J.L.,S78. 

!ooke,26,74.  ^  „  « 

kftvies  (iff.  S.  Qoddier  and  H,  B, 
Goddier),  644. 
hincan,  S29. 
kuidonald,  226, 272. 
Krckmuin,  884. 
'anrell^seo. 
^onrobert,  606. 
Cocter,  168. 
lilpiii.W.,404. 
Hrard,  688. 

larriflon,  0.  W.,  276, 605. 
iarriBon,  J.  J.,  276. 
lenl^.  W.  T.,  289, 818, 600, 710. 
ligrhton,  E..  146. 
lighton,  H.,  146. 
loiue,  151. 
3ughes,  619. 

rohiiaon,  J.  H.  {B<meUi),  464. 
rohnson,  B.,  428. 
kIcNair,  94. 
If  apple.  H.,  106. 
ySnaughneMy,  IxxriL 
Physick,  292. 
Poole.  241. 
Bicardo,  168. 
Wlieatstone,  25. 
VrUkixuon.857. 
miliams.  W.,  Junior,  196. 
Wright.  T..  67. 
Young,  W.,  94. 

dated  by  glass,  paper,  cardboard, 

x)d,  or  bone ; 

Baadnuin,  685. 

OahiU,  381. 

JSrckmann,  884. 

Qlrard.684. 

dated  by  glue; 

QirHd,633. 

ilated  by  gutta  percha ; 
Ab8terdam,680. 
BaleBtrini.506. 
Barlow.  W.H.,  158. 
Baiidouin.  636 
Bedaon,  620. 
Brett,  J^  161. 
Bright,  C.  T..  257. 
Bright,  E.B..  257. 
Brown,  W..  195, 
Chatterton,  224. 
Clark,  J.  L.,  878. 
Duncan,  329. 
Bundonald,  278. 
Brckmaun,  884. 
Vonrobert,  608. 
Torster.  161. 
Foster,  168. 
GUpin,  W.,  404 
Gilpin,  W.L.,  288. 
Ginrd,688. 
Oodeftiiy,  468. 


line  wires,  &c. — cont. 

Gordon,  L.  D.  B.,  {SeiiMnt  [/»•• 

iimm/]),  510. 
Harrison.  C.  W..  275. 604 
Harrison,  J.  J..  275.  _ 

Henley.  W.  T.,  161, 289, 818, 609, 710. 
Henry,  M.,  704 
Highton.  E..  194 
House.  151. 
Hughes,  619. 
Johnson,  B.,  428. 
Legras,288. 
Mackintosh,  708. 
Physick,  282. 
Poole,  241, 242. 
.Price.  587. 
Bicardo.  168. 

Siemens.  E.  W.,  Izxxvii.,  20a 
Btatham,  515, 549. 
Walker,  C.  V..  IxxxvU,  Ixxxviii. 
Wilkinsou,857. 
WlUiams,  W.,  junior,  196. 

Insulated  by  India-rubber ; 
Allan.  850. 
Balestrini,  505, 508. 
Baudoiiin,686. 
Bedaon,620. 
Brett,  J.,  151. 
Olvk,  J.  L.,  878. 
Harrison,  C.  W.,  276, 604 
Harrison.  J.  Jh  276. 
Henry,  H.,  704 
House,  161. 
Johnson,  J.  H.,  476. 
Johnson,  &.  428. 
Poole,  241, 242. 
Poole  {Ooodtfear),  266. 
Btatham,  549. 

Ininlated  by  marine  glue; 
Balestrini,  506.  * 

Bright,  C.  T.,  257. 
Bright,  E.  B.  257. 
Statham,  515. 

Inmilated  or  protected  by  hemp  or 
fibrous  material ; 
Allan,  818. 
Balestrini,  506, 596. 
Ilatidouin,  685. 
Brett,  J.,  151. 
Brown,  W.,  195. 
Cahill,  881. 
Clark,  J.  L.,  378. 
Cooke,  25, 74 
Duncan,  829. 
Dundonald,  226, 273. 
Gilpin.  W.,  404. 
Gordon.  L.  D.  B.,  {SnmenB  [A#- 

MtfiMn),  510. 
Harrison,  C.  W.,  276, 481«  604  606. 
Harrison.  J.  J.,  276. 
Henley.  W.  T.,  289, 818, 600, 710. 
Highton,  £.,  146. 
Highton,  H.,  146. 
House,  151. 
HoNair,94 
Uapple,H.,106. 
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Smith,  A^  1 


WillUnw,  W,Jiui 
Toiine.W,9i, 


BriKht;  E.  B~  Um'. 
CdUn,  SSB.  «7, 


Cl«rt.J.  L_»S. 


tl»iTL«njJ.  J,.  *7*. 

Jifriipy  *-.  T,  tae.sL 

HCTII7.H..7M. 
Ulchton,  K,  IH. 


VheMabine.M. 
WilkinKln,  SSI. 
To.inj.W.,»t. 


leJefCTKpii. 


polas,  or  in  chiniwli, 


Bri»hi.C.T„aT. 

Bhiitit.  E.  B.,  iB7, 

BMWn.W..  IH, 

Cterk,  B,  eo>. 

GUrk.  J.  („,  MW. 

O.  H.  (Chwlen  UinluD  !1,  dli. 

Coolw.  M.  M,  7t,  J^  »i. 

Dfriiw,  SIS. 

EtUc^bMuen,  IxiilL 

Puller.  G.  L.,  IM. 

Bunilton.  ata.  axi. 
Healigt,  W.  T.,  iSS. 


Runler,  J .  STB. 
LidddUMK, 
Little,  lis. 

Kewtoo,  C.  B.,  91 

Petri*.  Q^  Iff. 
Pair  (^(fb«),  SM. 
PooJe,  111.  Ui 
Reid,lS«. 
Rinrdn.  ISS. 


^t.1 


inheil.  Ig 
'  .In 


WbektUooe 


Biudonln.sIT. 
Brett.  T.  W.  B„  MS. 
Hrirhl,  C.  T.,  «7. 
Brrhl.  E.  B..  137. 
CUiiIL  Ml. 
Svie*  (jr. S.  Ooddin 

nnndOiikltC  £7S. 

BrrfcmMin.  IS*. 

Bltiejhuuen.  Iiiiil. 

FUler.  G.  L..  set. 

Gilpin.  W,  4IU. 

OirmnUEM, 

Gordon    L.  D.  R,  (B« 


Roid.  13»,£4S.' 
RoTuld^lii. 


Tuiiin,  li: 
TriWHIet 


titing  InndUed 

the  earth  TCtuni  circuit 
BlaUiMii,U4. 
'WhltehDuie,  SMl 


vlnv  instttl^ 
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»rB,  fermented  and  distilled, 
dttfacturing  or  improving. 
Electro-chemistry. 

itone.  Sm  Attractive  power 
&e  loadstone;  also  Direo- 
\  power  of  the  loadstone; 
t  Repulsive  power  of  the 
Istone. 

action  on  oositive  battery 
tea  pieventea : 

DuUgamation ; 
aaI]Mi,436. 
)aTy,  Sir  H.,  Izvi. 
iMTiflon,  G.  W.,  481. 
Cemp,  IxTli. 
Itaite,  1SB. 
(tturg«on,  Ixviii. 
Pycr,  378. 
Ivftlonn,  Ixxzix. 

VDtact  with  hydrogen ; 
Pyer,378. 

nbedding  in  porous  oement ; 

leans  of  battery  solaiion ; 
Wing,  676. 
^lUer,  J.,  829. 

nion  with  lead; 
Mian,  436. 
jITalenn,  Izzxix. 

attraction  of  vessels,  &c. 
Mafpietic  influence   pre- 
ited. 

batteries  or  circuits,  tele- 
phic,  &c. : 

1  at  receiving  stations; 

Sakewell.  170. 

9ames.  646. 

Brett,  J.,  100, 160. 

Srett,  J.  Vf^  691. 

Bright,  0.  T..  258, 260, 611. 

Sright.  E.  B.,  258, 260, 611. 

Burnett,  680. 

Davy,  B.,  29. 

l>unckor  {BemtMn),  528. 

Pontainemoreau  {2)umouUn),Si9l, 

Brighton,  BnlH  192. 

Sighton,  H..  144. 

Souse,  100. 150. 

lohnson.  J.  H.  {Br^anet  lBr§-' 

Newton,  A.  V.  {CateUi),  620. 
ntinan,672. 
Pulvermacher.  189. 
Uemens.  E.  w^  180. 


dB 


Local  batteries,  &c. — cont. 

Varley.  389, 400. 492,  494. 
Whitehouse,  626, 627. 

Used  at  transmitting  stations ; 
Brett.  J.,  149. 

Fontainemoreau  {Dumonlin),  667. 
Hatcher,  121. 
Highton,  B.,  192, 622. 
House,  140. 

Newton.  A.  Y.  {CaseUi),  519. 
Preece,624. 
Walker,  B^,  464. 

Used  for  alarums ; 
Allan,  628. 
Cooke,  26. 
Hart,  688. 
Price,  538. 
Tver.  283. 
'^ard,129. 
Wheatstone,  25. 

Used  fbr  electric  clocks ; 

For8ter,162.  . 

Henley,  W.  T..  168. 
Used  fpr  railway  signals ; 

Tver,  877. 

Ward,  129. 

Used  for  relays; 
Allan.  628. 

Bright,  G.  T.,  267,  268. 
Bright,  B.  B.,  257. 268. 
Cowper  {PetU),  684. 
Davy,  E.,  29. 

Duncker  {Bemttein),  628. 
France,  602. 
Highton,  E.,  142. 
Highton,  H..  142. 
Johnson,  J.  H.  ( TheiUr),  414 
Petrie.  O.,  134. 135. 
Siemens,  C.  W.,  697. 
Varley.  3S8.  388,  486,  487,  488, 489, 

400  481  408. 
Whitehouse,  417.  418, 626, 627. 
Wilkins,  J.  W.,  310. 

Locks.    See  Magnetic  (or  electro-* 
magnetic)  influence. 

Longitude  determined  bv  means 
of  the  electric  telegraph : 
Loomis,  Ixzxvii. 

Lubricators.     See  Magnetic  (or 
electro-magnetic)  influence. 

Lyncurium: 

Theophrastus,  xliL. 

Magnetic  curves  or  figures : 

Ha]dat,zzxv. 
Boget,zzzvL 
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Magnetic  force : 
Qnetlet,  zxxtL 

Miffnetic  force   at   considerable 

efevations : 

Biot,  xzxii. 
Be  1ft  Rave,  xxzr. 
Kupffer,  XXXV. 
liuanc,  xxxii. 

Magnetic  influence  ("local  at- 
**  traction  "  of  vessels,  &c.)  piC' 
vented  or  indicated  in  respect 
to: 

Chronometers ; 

De  Bode,  SS. 

Pisher,  xxxir. 

Johnson.  E.  D.,  860. 

ririch,n,6«. 
Mftriners'  Compssties ; 

Aiiy,  xxxTU. 

Allan,  507. 

Aston,  415. 

J^birnie(Orr},414. 

Barlow.  xxxIt. 

Bassnett,  306. 

Biggs.  415. 

Boyd,  477. 

Brown,  Sir  9.,  1S2. 

Browninfr,  45$^ 

Burke,  610. 

Bush,  82. 

Be  Bode.  SS. 

Friend,  H.  C,  453. 

Oemuune^lS. 

Graham.  W.,  554. 

<;n^,  J.,  468. 

Hewitson,  317. 

Jennings,  15. 

Kleinsorgen,  282. 

Kline,  599. 

Kortright.  431. 

M  aillard,  594. 

Milne,  xxxviL 

Moore,  671. 

More,  60S. 

Pigirott.Ol. 

Boberts.  J..  252. 

St.  John,  214. 

Sands,  450. 

8axbv,  582. 

Small,  468,  534. 

Wales,  XXX. 

Walker,  W.,  237.- 

Tel^raph  needles; 
Henley,  W.  T.,  370. 

Magnetic    (or    electro-magnetic) 

influence,  use  of,  for : 

Brakes; 

Achard,  600. 
Amberffer,  206, 


Magnetic  influence,  && — eerf. 
Be  Castro,  S56. 
Faridnsoa.  40S. 
Rousseloi,  988. 
WiIaoii,J.  a.,»ML 

Brashes; 

Herring,  596. 

Garring; 

BrooDmn,€€7. 

Glocka,  electric ; 
Weare,  126, 127. 

Combs; 

Herring,  fi96w 
Controllins  railwaj  engines  taai  eat 
riagea; 

Achard.  500l 

Amberger,  205. 

Ash,  WI. 

Bain,  65. 

Crowley,  ffl7. 

Be  Castro,  S5& 

Farrington,  374. 

^er,2W. 

Wilson,  J.  G.,  284. 

Wright.  T.,  as. 

Counteracting  frictioo  ; 
Baggs,517. 
Osman,517. 

Gorative  purposes ; 
Aotioa,  xxT. 
Buro,  27S.  327. 
HehHxxx. 
Meinlg,  182,  ISS. 

Bischarging  projectiles ; 
Haddan,  574. 

Engraving ; 

Brooman,  667. 

Huuwn,406. 

Smith,  W.  {Gaiffe),  6Si. 

Woodcock,  361. 

Envelope  machinoy ; 
Momby,  288. 

Extinguishing  signal  or  gaa  lampi; 
Baggs,688. 

Brooman  iDegabri^l),  71& 
Cowper  {PHU),  584. 
Lane,  B.,  70S. 
Newton,  W.  E.,  643, 602. 
Oldham,  618. 
Sberingham,  806. 
6taite,128. 

Giving  adherence  to  wheels  upon  nSi: 
Amberger,  205. 

Indicating  the  height  of  water  in  i 
boilers; 
Shanks,  548. 
Smith,  W.,  603. 
Smith,  W.dHiMQ,  486. 
Wenham,  548. 

Locks; 

Newton.  W.  E.  {Eiltr),  438. 
Whishaw,  315. 


INDEX  OF  SUBJECT  MATTER. 


765 


&f3rTietic  influence,  &c. — cont. 
LduloricBion : 

Smith,  W.,  603. 

malciiig  astronomical  observations ; 
Sond,  6.  P.,  zc.  . 
Sond,  &.  F.,  xc. 

Manufacture  of  paper ; 
Xlickinson,  719. 
Tjen,  719. 

Manuring  and  improTing  land ; 
Saake,  719. 

Jffeasiiring  distances ; 
Scoresby,  zzzvii. 

MesMturing  fluids ; 

Siemens,  C.  W.,  724. 
l^Thitebouse,  539. 

Motive  power ; 
March,  6<n. 

Musical  instruments  and  music  gone- 

Bain,  131. 

Oauntlett.  251. 

Johnson,  J.  H.  (Deabeaux),  338. 

Whitehouse,  873. 

Koctuaiys  or  tell-tales ; 
Burgess,  688. 
Symons,  693. 

Pressure  indicators ; 
Smith,  W.,  603. 

Prerenting  steel  dust  firom  entering 
the  mouth  or  nose ; 

Abraham,  J.  H.,  xzxiv. 

"Westcott,  zxxiii. 
Preventing  the  corrosion  of  steel  pens ; 

Alexandre,  ZM, 

Propulsion  on  railways,  common  roads, 
osnals,  or  of  vessels  at  sea ; 
Pinkus,  19, 43, 44, 57. 

BaUwaj  signals ; 
Ash,  607. 

Barlow,  W.H.,  154. 
Bianohi,B.TJ.,386,388. 
Brett,  J.,  149. 
Brooman  {Degabriel),  715. 
Burrell,  463. 
Craig,  418. 
Crowley,  287. 
Daniels,  448. 
Be  Castro,  356. 
Bugmore,  865. 
Tarrington,  874w 
Fontalnemoreau.  883, 611. 
Foster.  154. 
Ouyard,  424, 462. 
House,  149. 
Inga»,466. 

Johnson,  J.  H.  {B<meUiU  464. 
]Uye,  H.  J.,  482. 
Harqfoy,  664. 
Millward,  G.  H.,  865. 
Petrie,  O.,  136. 
Price,  299, 318. 
Tyer,  231, 876. 
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Magnetic  influence,  &c. — cont 

Varley,  614, 
Walker,  B...  3S9. 
Ward.  129. 
Wilson,  J.  6.,  282. 

Registering  the  direction  of  a  ship's 
course; 
Bain,  90. 
Gray.  W.D.,  514. 

Eegistering   the   progress   of   ships 
through  water ; 
Bain,  89. 
Gray.  W.  D.,  514. 

Regulating  temperature ; 
Kraut.  361. 
Smith,  W.  (Prost),  662, 663. 

Regulating  the  hygrometric  state  of 
tneair; 
Kraut,  361. 

Regulating  the  strength  of  liquids; 
Kraut,  361. 

Ringing  fog  bells; 

Stansbury  {Page,  C.  O.),  468. 

Separating  iron  or  magnetic  ore  from 
other  materials ; 
BbMhfleld.  421. 
Braithwaite,6l7. 
Chenot,  C.  B.  A..  397. 
Chenot,  A.  L.  8..  581, 582. 
Chenot.  E.  C.  A.,  581, 582. 
Collingridge,  673. 
Cook.  460. 
Bickinsob,  719. 
Bdwards,  W.  A.,  442, 476|  663. 
Fullarton,  5. 
Holmes,  F.  H.,  552. 
Tyers,  719. 
Wall,  A,  138. 

Shuttles  of  sewing  machines ; 
Newton,  A  V^  727. 
Ssontagh,  487. 

Steam  whistles ; 
Craig,  448. 
Daniels  448. 
Roberts,  J.  C,  161. 
Tyer.  878. 

Stopping  railway  trains ; 
Craig.  448. 
Bainels.  448. 
Orover,40. 
Pinkus,48. 
Tyer,  878. 

Suspending    telegraph    needles    or 
pointers ; 
Dering.  212. 
Little,  219. 
Taking  pieces  of  iron  or  steel  out  of 
the  eye ; 
Morgagni,  xxvii. 

Taking  soundings  at  sea ; 
Bain,  90. 
I  Bale8trini,674. 
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Magnetic  influence,  &c.' 

T^aehinis  by  mMna  of  a  **toj  " ; 
Whitmore,  VL 

TfeuumiMtoii  of  molioQ; 
Ach>rd.48>. 

Whitehoiue.  583. 

Type  printing  mnchinw  i 
Devlnoenxi,  408. 

WefethercMiM; 
Buddo,  ttO. 

Venring; 

Broomaii,  687. 

Darmiid.4a& 

Johttton,  J.  H.  (BolMiila),  69S. 

Piodotto  (lkNMO»),SS0. 

Yinomzi,  B74w 

Wtaytock.»0. 

T<NUig,J.H^tfS. 

WeWiing  grain  and  other  articlei ; 
Bavfei  (PkiOipt,  N.M.),  6S». 

Winding  lilk  from  ooooons ; 
AclMni,S01. 

Working  railwij  switches ; 
Crowley,  M7. 
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Magnetic  paste: 

Knight,  G.,  xxxL 
Wilson,  B. 


Magneto-electric  niadiiTir4i   cart. 
Forater,  160. 
Hatdier.lSJ;. 

HenlfT,  W.  T^  166.  Mi,  SI,  m, 
H  joiih.  166,  4181 476. 
Hohnea,  F.  H,  6S1,  671,  618. 
King.l04w 
Knight.  B 
M einig.  IS. 
Millward,  W^  na. 
Newton,  A.  V^  its, 
FetTte,W.,2M. 
PixiUxbL 
Poole,  ua. 
Pnlf  wiuacncr,  168, 
Bobcrt8,lLJ^f56. 


Magnetic  Btorms : 
Humboldt,  zxziL 

Magnetism: 

Fuadiy,  zxzix. 

Magnetism  in  rdalion  to  vital 
force: 

Beichenbach,  xzxviii. 

Magnetism  of  the  earth  used  to 
work  a  telegraph : 
Pitman,  978. 

Magneto-aystalline  force  t 

Beer,  zxzii. 

.  Faraday,  zzzix. 
Knoblauch,  zL 
Plucker,  xniz. 
ljmdall,zL 

Magneto-electric  machines; 

A]hui,847. 

Bain,  845. 

Bairatt.  81. 

BelUbra,8S7.888. 

Clarice.  B.  M^  Lai. 

Contributor  to  the  Monthly  Ha* 

gacittCLlvil. 
Cooke,S7,8S. 
»vadiQr,IzTiiL,2zlz, 


SaxtoiLbac 
BchotUModer,  89. 
Shepvd,  MB,  638^  TBIL 
Shepard  (NcOet^  #.).  SK. 
Siemens,  O.W^  986. 
fryer,  876,  54tt. 
W8tson.J.J.W..S68. 
Watt,  C  864. 
Wheatstone,  87,  SB.  98. 
Wooliich.71. 

See  also  the  component  pnti 
of  magneto -dectrie  na- 
chinea. 


Magnetometers: 

Bennet,  A^  zx 
Coulomb,  zxxii. 
Fox,  zxxrii. 
Gaius,  zzzvii. 
Graham,  zzx. 
Hansteen,  zxxiiL 
Harris,  Sir  W.&, 


Magnets: 

Sted  magnets,   meOiod 
them; 

JBpmns, 

Albn,810. 

Canton,  z] 

Coulomo,: 

Du  HameU  zzfiii, 

Haldat,  zzxT. 

Kater,  zzzIt. 

Knight,  G.,  zzrili. 

Heinic:188. 

MicheU,  zziz. 

Mmward^W.,fI& 

Horichim,  zxdii. 

Poole,  118. 

Saveiy,  zxriii. 

Somernlle,  zzzT. 

8taite,156. 

TarlflQr,4B6. 
With  many  poles; 

Allan.  810. 

Fbrster,160. 

Henley,  W.  T.,  186. 
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lets — cont, 

1  similar  poles ; 
klhun,  210. 
Brett.  J.,  150. 
Ponster,  100. 
Heuley.  W.  T..  100. 
Qouse.  160. 

^anese.    See  Magnetism. 

lepieces.  See  Electro-depo- 
.on. 

ifacturing  organic  and  inor- 
[lic  substances.  See  Electro- 
ixnistiy. 

[le  fflue.  See  Line  wires, 
(ulatingy  protecting,  and 
^porting  telegraphic. 

aers*  compasses : 

Admiralty,  The,  xxzviii. 

Burke,  610. 

Gray,  J^  43S. 

Harris,  Sir  W.  S.,  xszTi. 

Inxenhouz.  xzzi. 

Johnson,  w .,  401. 

Kater,  xxxiv. 

Kline,  seo. 

Kortright,  4Sl, 

Haillard,  SM. 

More,  503. 

Sands,  460. 

Tolhausen,  A.  {Prime),  681. 

tnuth; 

Adsiger,  xzvi. 
Cameron,  826. 
Dent,  86, 204u 
GloTer,  F.  R.  A.,  680. 
Gowland,  449. 
Kleinsoraen,  610. 
KiiiKht,G.,l. 
Littlewort,  zzxv. 
McCulloch,  4. 
Nugent,  6. 
Small,  460. 
8yeds,9. 
Wright,  Q.,  2, 4^6. 

elestial  compass ;" 
Graydon,  17,84. 

nbination  ofwateh  with  marinen' 
ompass; 
Peckham,  8. 

nmon  or  steering; 
Aleiandcr,  14. 
Boyd,  477. 
Brown,  Sir  Sn  188. 
Bush,  88. 

Cameron,  896.  _    . 

Captains  navigating  the  Syrian 

seas,  xzvi. 
Chinese,  The, 
Grow,  18. 


Manners  compasses — eont. 

Dent,  86, 203. 
Buncombe,  14. 
Giova,  F.  de,  xxvL 
Gowland,  84»,  448. 
Graham,  W.,  656. 
Harris,  M.,  0. 
Heriot,  8. 
Hewitsou,  810. 
HofTstaedt,  220. 
Ingenhouz,  xzxi. 
Jennings,  16. 
Keen,  429. 
Knight,  G.,  1. 
JAWey,  866. 
Littlewort,  zzxv. 
McCulloch,  4. 
Hlntou,  220. 
More,  608. 
Mortimer,  211. 
Napier,  D..  169. 
Napier,  J.  M.,  169. 
Phillips.  C 17. 
Preston,  18. 
Provence,  G.  de.,  zzvL 
Roberts,  J.,  268. 
BowlaDcUlS. 
St.  John,  213. 
Small,  468. 
Smith.  En  9. 
Stehbmg,  10. 
8yeds,9. 
Venetus,  zzvL 
Wright,  G.,  4. 

Hanging  or  cabins 
Harris,  M.,  9. 
Keen,  429. 
Littlewort,  zzxv. 
Smith,  E^  9. 
Wright,  G.,  4. 

Variation ; 
Adie,  zL 
Atkins,  16. 
Beaufoy,  zzziii. 
Cameron,  826. 
Dunoombe,  14. 
Fox,  xxxvit. 
Glover,  F.  &.  A,  589. 
Gn»rdon,  86. 
Kleinsoraen,  281, 616. 
Knight,  G.,  1. 
Mortimer,  811. 
Nugent,  dt  8. 
Beeder,696. 
Robertson,  C,  848. 
St.  John,  214. 
Small,  534. 
Swan,  xl. 

Mathematical  instruments.  See 
Electro-deposition. 

Measuring  distances.  See  Mag- 
netic (or  electro-magnetio)  in- 
fluence. 
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MeMuring  electric  force : 

BeoQuereLlxxr. 
Coulomb,  lii. 

See  aUo  Electrometers;  also 
Galvanometere ;  also  Heat- 
ing power  of  galvanism  or 
electricity ;  also  Voltameters. 

Measuring  heat.  See  Thermo- 
electricity. 

Mercury.  See  Electro-coating  or 
covering ;  also  Local  action  on 
positive  batteiT  plates  pre- 
vented ;  also  Mercury  used  in 
a  hydro-electric  machme ;  also 
Metals,  manufacture  of,  by 
means  of  electricity  (electro- 
metallurgy); also  ilegulating 
or  govermng  electric  currents. 

Mercury  used  in  a  hydro-electric 

machine: 
Hoga,68l. 

Metallo-chromy : 
Gassiot,  Izvi. 
Nobili,  Ixvi. 

Metals.  See  Electricity  (in  gene- 
nJ);  also  Electro-chemistry; 
also  Electro-coating  or  cover- 
ing; also  Electro-deposition; 
also  Electro-etching  (solution 
of  metal  by  current  electricity) ; 
also  Heating  power  of  galvan- 
ism or  electricity;  also  Line 
wires,  insulating,  protecting, 
and  supporting  telegraphic ; 
also  Metals,  manuiacture  of, 
by  means  of  electricity  (electro- 
metallurgy) ;  also  Pipes,  tubes, 
or  troughs  for  electric  tele- 
graph wires. 

Metals,  manufacture  of,  by  means 
of    electricity    (electro-metal- 

Alkaline  metals ; 
Bird,  IxxY, 


Metals,  manufactmeoff&c— ca{. 

Da^y.  Sir  H^  lii. 
Watt,  C,  928. 

AUoys; 

ThomaA.  8S9.  sad. 

Tilley,  SS»,  9S0. 

Aluminttm; 

TbomaB,  529,  SSS. 

Amalsams; 
Bird,  Ixxv. 
Beed,409. 

Antimony : 
Smee^IxxxL 


Cadmium  i 

Smeclxud. 

Chromium ; 
Junot,  9M. 

CoppCT; 

Crosse,  £53. 
Dancer.  IxxxT. 
Be  la  Bue,  IxxiiL 
Verode,  2£I. 
Griffin,  301. 
Jones,  A..  51. 
Peine,  W.,  265. 
8mee,  Ixxxi. 
Wall,  A.,  88. 

Gold; 

Knooman,  380. 
Bur8m,S8S. 
Parkes.  A.,  55. 
Petrie,  W..  263. 
Smee,  IxxxL 
Watt,  C,  ft®. 

Iridium; 

Smee,lxxd. 

Iron; 

Derode,2S7. 
Holmes,  F.  H.,  682. 
Johnson,  J.  H.,  327. 
Prideaiu,  725. 
Smee,lxxrl 
Wall,  A.,  83. 

Lead; 

8mee,  IxxxL 

Metals  generall J ; 

Calvert,  6«S. 

Berode,227. 

Napier,  J.,  87,  M. 

Bobertson,  J.  C,  U9. 

Thome,  897. 

Wall,  A.,  88. 

Watt,  C,  229 
Molybdenum ; 

Junot,  S04u 

Nickel; 

Smee,  IxxxL 

PaUadiom; 
Smee,  Ixxxi. 

Platinum ; 
Leeeon,  70. 
Smee,  Ixxxi, 
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etals,ina  nnfactiire  of,  &c. — cont. 

ithodium; 

Smee,  IxxzL 

'Silicium"  (silicon  in  a  metallic  form); 
Junot,  SM. 

SilTer; 

FetHe.  W.,  265. 
8mee,  ixxxi« 

Steel: 

Brooinan,2Sl. 
Holmes,  F.  H..  568. 
Prouer.SOS. 
'Wall,  A.,  88. 
"Watson,  J.  J.  W^  305. 

Tin; 

Derode,  227. 
Wall.  A..  88. 

Titanmm ; 

Junot,  304. 

TwiKsten ; 
Junot,  S04. 

Zincj 

Smee,  Ixxxi. 
Wall,  A-.  88. 

Ivfeteorological  condition  of  space. 
See  Registering  by  means  of 
the  electric  current. 

Minerals  produced  artificially. 
See  Electro-chemistxy. 

Mirrors.    See  Electro-deposition. 

Molybdenum.  See  Electro-coat- 
ing or  covering;  also  Metals, 
manufacture  of,  by  means  of 
electricity  (electro-metallurgy). 

Moon's  influence  on  terrestrial 

magnetism : 

Kreil,  xxxTiii. 
Plantamour,  zzxviii. 

Motive  power.  See  Atmospheric 
electricity ;  also  Electricity  (in 
general) ;  also  Electro-magnetic 
(motive  power)  engines;  also 
Gases  from  the  electro-decom- 
position of  water;  also  Heating 
power  of  galvanism  or  elec- 
tricity; also  Magnetic  (or 
electro  -  magnetic)  influence  ; 
also  Secondary,  induced,  or 
deriyed  electric  currents. 


Movements  of  mercury  by  means 
of  electricity : 
Gerboin,  Mi. 

Music.  See  Electro-deposition; 
also  Galvanometers ;  also  Mag- 
netic (or  electro  -  magnetic) 
influence. 

Nautical  instruments.  See  Elec- 
tro-deposition. 

Neutralization  of  magnetism : 
Kewton,  xxvii. 

Nickel.  See  Electro-coating  or 
covering;  also  Metals,  manu- 
facture of,  by  means  of  elec- 
tricity (electro-metallurgy). 

Nickel,  magnetism  of : 

Faraday,  xuiz. 
Poole.  112. 

Nitric  acid,  manufacturing.  See 
Electro-chemistry. 

Noctuarys  or  tell-tales : 

Burgess,  693. 
Symons,  693. 

Optical  instruments.  See  Elec- 
tro-deposition. 

Ornamenting  metals  and  other 
surfaces.  See  Electricity  (in 
general);  also  Llectro-deposi- 
sition. 

OscUlation,  needle  of,  or  mag* 

netic  pendulum : 
Coulomb,  xxxii. 
Graham,  XXX. 

Ozone : 

Andrews,  xcii. 
Boekcl,  xci. 
Bchoenbein,  Izxxt. 

Palladium.  See  Electro-coating 
or  covering  ;  also  Metals, 
manufacture  of,  by  means  of 
electricity  (electro-metallurgy). 
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F^[wr.  See  Lone  wires,  insulat- 
ing, protecting,  and  support- 
ing telegraphic ;  also  Magnetic 
(or  elec^o-magnetic)  influence. 

Fasnrity     (or     electro-negative 

diaracter)  of  iron  and  other 

metals: 

Andrews,  IxxiL 
BwCs.baii 
Bird,  Ixxix. 
yanday,  lixiL 
Keir,  Ir. 
Nioklte,  IxxiL 
Sctaoenbeiii,  IzxU. 
^UTeber.lxxxiiL 
Wbhler.  Ixxziii. 

"Peckers."  See  Circuits  tele- 
graphic (apparatus  or  arrange- 
ments for  completing,  direct- 
ing, or  interrupting). 

Penholders.  See  Electro-deposi- 
tion. 

Peroxide  of  lead.  See  Electro- 
coating  or  covering. 

Phosphorus,  diamagnetic  power 

of: 

Faradaj,  xxzix. 

Photography  used  to  record  the 
deflections  of  a  needle,  or  other 
telegraphic  signals : 
Hishtoo,  £.,  714b 

Figments,  manufacturing.  See 
Electro-chemistry, 

Pipes,   tubes,    or    troughs    for 

electric  tek^i^ph  wires : 

Fowler,  J^  Junior,  277. 
Henley,  W.  T.,  340. 

Barthenware: 

Bratt,T.¥r.B.,24&. 
Keid,  245. 
Wlushaw,162. 

Glaas; 

Oirard,6S4. 
'Whlahaw,  168. 

Metal; 

Brett,  T.  W.  B.,  246. 
Davies  ( JT.  S.  Ooddier  and  JET.  X, 
Ooddier),9*^ 


Pipes,  tubes,  &c.— co■^ 

Day.siA. 

HenleT,W.T,288. 

Beid.245. 

Slate; 

Brett.  T.W.B,e«. 

Fuller,  6.  L..  261. 

Kewtaii,C.H..li6. 

Beid.24S. 

Wood; 

Brett.  T.W.B.,  2*5., 
D»Ties  {M.8.GodditreaiS.l 

Qoddier),^^ 
Fuller,  6.  ILml 
Xewtoa,C.H^2eB. 
Beid.2«fi. 

Platinum.  See  Bedro-cratail 
or  covering;  oho  Metik 
manufacture  of,  by  woBi  a 
electricity  (electro-metafliiifj" 

Pole  changers.  Set  OsnA 
electric  (complelang,  coanhn- 
ing,  interrupting,  rcmffli|<; 
also  Circuits,  telegiapluf  (^ 
paratus  or  arrangemeBts  I* 
completing,  directing,  «  ^ 
terrupting}. 

Porous  cells  or  diaphiagms  fe 

galvanic  batteries : 

Becquerel,  Ixdii. 

Banoo',  IxxviL 

Mullins,  IxxvL 

Spencer,  IxxviiL  - 

Tblfajuuen,  A.  (flolwfW*).** 

See  also  Gal\'anic  batteiies. 

Preparing  organic  and  ino^ 
substances.  See  ElectnH»- 
mistry. 

Preserving  vegetable  and  md 
matters.  See  Electricntf /* 
goieral) ;  also  EIec*n>^ 
mistry. 

Preventing  oxidation  in  »*I**! 
rwls.    See  Electro-chemist- 

Printing.  See  Electro-cbemtf^f,' 
also  Electro-deposition;  vf 
Galvanometers;  oiSwMsgV^ 
{or  electro-magnetic)  'wSius^'t 
also  Tekgnphsy  electrict 


INDEX  OF  SUBJECT  MATTER. 


761 


projectiles.  See  Electro-deposi* 
tion  ;  also  Ma^etic  (or  elec- 
tro-magnetic)  influence. 

^  'roof  plane : 

Coulomb,  lii. 

Protecting  metal  and  other  sur- 
facxs.  See  Electro-deposition ; 
also    Line    wires,    insulating, 

,  protecting,  and  supporting 
telegraphic. 

Protection  of  ships.  See  Electro- 
chemistry;  also  Lightning  con- 
ductors. 

Purifying  syrups,  &c.  See  Elec- 
tro-chemistry. 

Pyro-electricity : 

JEpinus,  1. 
Brard,  liii. 
Canton,  li. 
HaOy,  liii..  Hv. 
J.  G.  8.,xUv. 

Railways,  controlling  the  trains 
on.  See  Conducting  wires  for 
electric  currents ;  also  Magnetic 
(or  electro-magnetic)  influence. 

Railway  signals.  See  Magnetic 
(or  electro-magnetic)  influence; 
also  Railway  signals  (common 
electricity  applied  to). 

Railway  signals  (common  electri- 
city applied  to) : 

Bi«gs,588. 

Railway  trains,  communication 
between  guard  and  engine- 
driver.  Sm  Engine-drivers  and 
guards  of  railway  trains,  em- 
ploying electricity  to  commu- 
nicate between ;  also  Conduct- 
'   ing  wires  for  electric  currents. 

Recording    the   time   at   which 
distant  actions  take  place : 

lyer,  540. 
By  a  marker  on  a  moving  nirftce ; 
Wheatatone.62. 

By  tn  electric  time  ball; 
Fhyaick,  876. 


Reduction  of  ores.    See  Electro* 
chemistry. 

Registering    by   means   of  the 
electric  current : 

Meteorological  condition  of  space ; 
Wheatstone,  Ixxxiv. 

Pressure; 

Dunn,  A.,  165. 

Tompcrature; 
Dunn,  A.,  165. 

The  direction  of  a  ship's  course; 
AUiott,  176. 
Bain,  90. 
Napier,  D.,159. 
Napier,- J.  M.,  160. 

The  progress  of  ships  through  water; 
liain,  89« 
Bright,  C.  T.,  641. 

The  speed  of  railway  trains ; 
Guyard,46a. 

Regulating  or  governing  electric 
currents  by  means  of : 

Brak(»  machinery ; 

Chapman,  471. 
Clockwork; 

Bain.  70. 

Fontainemoroau,  340. 

Harrison,  C.  W^  626. 

Petrie,  W..  181. 

Roberts.  M.  J.,  240. 

Staite.  108, 156, 18L 

Yarley,  402. 

Electro-magnets  or  coUs  hi  the  circuit ; 
Allman,  164. 
Bain,  79, 118. 
Chapman,  471. 
Fontainemon>aa.  S40. 
Harrison,  C.  W..  026. 
Jackson.  254. 255. 
I^acassagne,  478, 608. 
Pascal,  6^12. 
Pearce,  C.  T.,  171. 
Potrie,  W.,  100. 
Pulvermacher.  184, 185. 
Boberts,  M.  J.,  240. 
Slater,  270. 27L 
Staite.  127, 156, 180,  S24. 
Thiers,  478.  603. 
Watson.  J.  J.  W,  270, 271. 

GalTanometers ; 
AUman,  164. 
Yarley,  400. 

Gases  fW>m  the  eleotroIyBis  of  water  in 
the  circuit; 
Allman,  164. 
L»M»agne,  478. 
l^aBcal,642. 
Thiers,  478. 
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Re|(ul<Lting  or  governing  electric 

ciimnts,  &c. — ami. 
HoUed  mMallic  oonductora; 

AUmftn,  l«4. 

Slater.  271.  38A. 

Wataon,  J.  J.  W.,  271. 380. 

InterpositioD  of  bad  conductor* ; 
Pttlvermacher,  186^  188. 

Xercuiy; 


Thiers,  d02. 
Specific  frmriij  I 
Binks,  811. 
8taite,  90. 

Taryini^  the  length  or  dimeniiiftn»  of 
the  circuit ; 
Derinr.  418. 
Hjorth.  166. 
K»ye,ILJ..8S& 
Openahaw.  328. 
Petrio,  W..  180. 
Pulvermaioier,  184, 188. 
8taite,  180. 
Varley,  400, 468. 
Wheatstone,  60. 

Relays.  See  Circuits,  telegraphic 
(apparatus  or  arrangements  for 
completing,  directing,  or  inter- 
ruptmg). 

Repulsive  power  of  electridty : 

Du  Fay,  xlv. 
Ouerieke,  xliv. 
Noliet,  Abb<^,  xlr. 

Rej)ulsive  power  of  the  loadstone : 

Marcellus,  xxv. 
Pliny,  xxv. 

Reversing  electric  currents.  See 
Circuits,  telegraphic  (apparatus 
orarrangements  for  completing, 
directing,  or  interrupting);  aUo 
Currents,  electric  (completing, 
combining,  interrupting,  re- 
versing). 


{( 


Rheopeter.*'  See  Currents, 
electric  (completing,  combin- 
ing, interrupting,  reversing). 


"  Rheotome."  See  Currents, 
electric  (completing,  combin- 
ing, inteiTUjiting-,  reversing). 


Rhodium.  See  Eleftro-coatE^ 
or  covering ;  also  Metah.  oa- 
nufacture  of,  hy  means  of  dB> 
tricitj  (electro-metalhizgj;. 

Safety-lamps.  See  Electio-dq»- 
sition. 

Secondary,   induced,    or  demvi 
electric  currents,  used  for: 
Blasting; 

Whiteboiiae,  8S5w 

Eleotro-ohemical  deoompontioa; 

Whitehooae,  SSSl 
Heat; 

Ck>wper  IPetU),  fi84. 

Lane,  D.,  708. 
.    Shepard(Ao<i«^.JR.).aB8^Sf7. 
Light; 

Cowper  (PeiU),  S84. 

Harrison,  C.  W^  6B& 

Lacaasagne,  608. 

iMoe,  D.,  70d. 

Pascal,  6IS. 

Shepard  {^oO^  F.).  fM.  tK. 

Thiers,  603. 

Medical  purposes : 

Morrison,  J.  D^  718. 

Pula,4S3. 

Paivermacher,  6SS. 
Motive  power ; 

Shepard  (J^oOrf.  r,),  206, 207. 

Ordnance  purposes ; 
Whitehouae,  528. 

Telegraphs; 
Allan.  247. 
Brett,  J,  150. 

Bright,  C.  T..  2W,  51t,  Six 
Bright.  E.  B.,  S50,  5U;  5U. 
Cooke,  98. 
Hatcher,  12L 
Heer,  IxxviL 
Henley,  W.T.,S71. 
House,  190. 

Johnson.  J.  H.  (BanMi),  UL 
Siemens,  C.  W.,  897. 
Varley.  408, 613. 
Wheatstone,  93. 
Whitehouse,  418, 525. 

Secondary  piles : 
Bitter,  Ix. 


"  Selecters."  See  Circuits  tde- 
graphic  (apparatus  or  arwmy*. 
ments  for  completing,  diicd^ 
ing,  or  interrupting). 
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saratiiig  carbonic  acid  from 
litrogren.  See  Electro-che- 
nistry. 

parating  ores  or  metals  from 
filler  substances.  See  Elec- 
tricity (in  general);  also  Electro- 
chemistiy;  also  Electro-depo- 
Bition  ;  also  Heating  power  of 
ffalvntnism  or  electricity;  also 
Ma^pnetic  (or  electro-magnetic) 
intiuence. 

ipulcliTal  monuments.  See 
Eilectao-deposition. 

[lips.  See  Electro-deposition; 
also  Heating  power'  of  gal- 
vanism or  electricity' ;  also 
Electric  light;  also  Lightning 
conductors;  also  Magnetic  (or 
electro-magnetic)  influence ; 
aUo  Registering  by  means  of 
the  electric  current. 

Shoes.     See  Electro-deposition. 

Siraalling.  See  Alarums:  also 
Electricity  (in  general);  also 
(jrases  from  the  electro-decom- 
position of  water ;  also  Heating 
power  of  galvanism  or  elec- 
tricity; a^soLight,  electric ;  also 
Telegraphs,  electric. 

Signalling  the  position  of  electric 
telegraph  cables : 
Dcring,  68S. 

*'  Silicium  "  (silicon  in  a  metallic 
form).  See  Electro-coating  or 
covering;  also  Metals,  manu- 
facture of,  by  means  of  elec- 
tricity (electro-metallurgy). 

Silver.  See  Electro*chemistry ; 
also  Electro-coating  or  cover- 
ing; (dso  Metals,  manufkcture 
of,  by  means  of  electricity 
(elec^metallurgy). 


Slate.  See  Pipes,  tubes,  or 
troughs  for  electric  telegraph 
wires. 

Solar  watch : 

Sandoz  {Doret),  888. 

Solutions,  electro-depositiDg : 

Cornfield,  487. 

Ck>rbett,  715. 

Coulsoti,  678. 

Oowper  iCaus$iwu),  811. 

Cowper   {Landois  and  IkmUl), 

846. 
Denny,  392. 
Fontainemoreau.  178. 
Friend,  G.W.,  471. 
Gedge  (MaiUy),  603. 
Johnson,  W.,  300. 
Johnson,  J.  H..  480. 
Johnson;  J.  H.  {BocquH),  423. 
Junot,  804. 
Lyons,  119. 
MUlward,  W.,  119. 
Morewood,  651. 
Morris,  800. 
Newey,  716. 
NoiuUhier,  818, 817. 
Parkes,  W.  H.,  716. 
Person,  410. 
Power,  804. 
Provost,  818, 817. 
Pals.  484. 614. 
Rogers,  561. 

Thomas.  468,  4S4. 529, 580. 
Tilley,  468. 484^  629,  680. 
Walenn,  867. 
Watt,  A.,  688. 

See  also  Electro-etching  (solu- 
tion of  metal  by  current 
electricity). 

Solutions  of  spent  galvanic  bat- 
teries applied  to  prevent  de- 
composition   in    aniTHftl   and 
vegetable  substances : 
Dering,  728. 

Spark,   by   means   of    thermo- 
electricity : 
Antinori,  Izzii. 

Spark,  prevention  of  the  electric : 

Bering.  412,  469. 
Greenough,  221. 
Grenet,  679. 

§)orth,  441, 475. 
olmes,  F.  H.,  6S3. 
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Spark,  pTCfention  of,  &c. — co^t 
Johnson.  J.  H.  (Boimida),  sse. 
Pctrie,W,182. 
Roberta,  M.  J,  230. 
8taite.l92. 
Tsrer,233. 

Specula.    See  Electro-depontion. 
Speed  of  electricity : 

WbMtetone,  Ixd. 
Spoons.     See  Electro-deposilion. 

Springs,  constant  and  intermit- 
tent,   imitated   by  means    of 
galvanic  fcnroe : 
Crowe,  lux. 

Steadying  telegraph  needles : 

ByMdioil; 
Burnett,  679. 
)Upple.H.,10«. 

By  grvritatlon ; 
l}ooke,  25, 2S. 
BerinK,  912. 
MappTe.  EL,  lOS. 
Tyer,6iO. 
WhMtsfeone,  25. 

By  BMcnetio  ittrBCtion ; 
Gooke,28. 
Mi4>ple,H.,10«. 

Steam  whistles.  See  Magnetic 
(or  electro-magnetic)  influence. 

SteeL  See  Electro-deposition; 
also  Heating  power  of  gal- 
vanism or  electricity ;  also 
Magnetic  (or  elecbro-magnetic) 
influence ;  also  Magnets ;  also 
Metals,  manufacture  d^,  by 
means  of  electricity  (electaro- 
metalluigy). 

Steel  pens.  See  Electro-deposi- 
tion ;  also  Magnetic  (or  electro- 
magnetic) influence. 

Strength  of  liquids,  ascertaining 
the: 

Kniut,  861. 


Sufaaqneons  de(inc  tdu^ii^ 
cables.  See  Cabks,  ekcti 
telegraph. 

Submarine     electric    tdepi|k 
across  the  Channel: 
Brett,  Ixxxir..  sc 

Subterranean    dectrie  tekjEiifi 
cables.     See  line  waw.  »■  \ 
lating,    protecting,  snd  i^  | 
portixig  tdiegiaphic. 

Sulphuric  add,  msnufectonBg- 
See  Electro-chemistiy. 

Surveying  or  land  compsaia: 

Ouneiva,3t6w 

Donoombe,  1^ 

KorCrif?bt,4Sl. 

More,  SOS. 

Kii|;ent,8. 

Saados  {Doret),  S3S. 

8tebbln«,  10.         .    ^  -, 

TbltaMueo,  A.  (Pruuh  SO* 

"Switches.'*  See  Circuity  **• 
graphic  (appaiatus  or  ■n«f*- 
ments  for  completing,  oiwfiEg' 
or  interrupting). 

Teeth.    See  Electro-depori&a- 

Telegraphic  alannas.  Sh 
Alarums. 

Telegraph  poles,  preserviiV.' 

BMllie.602. 
Wvtwood,  60S. 

Telegraphs,  electric : 

AUaa,247. 
Archer.  4S5. 
BdboBuftJoS. 
Brown,  W^  178. 
Caxosio,  854. 
I>ering.  883. 
Ettieyfaausen,  IxxiiL 
yontainemOTeau,  680. 
Gamble,  114 
Harrison.  C.  W.,  4S2. 
Hunter,  J.,  279. 
Lacassagne,  478. 
Lucas,  208. 
Dewton.A.Y.,215. 
Piggott,178. 

BobcortB,  J.C..158. 
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ile^raphs,  electric — c<mt, 

Sliapple,  178. 
Sliarite,  J.  B.,  Ix. 
Shepnerd,  175. 
Blater,  272. 
TiMnuIn,  IxxiiL 
Thiers,  478. 
Varley,  452. 
^Watoon,  J.  J.  W.,  872. 
'Weare,  178. 
inrilliamm  178, 2B8. 


Allan,  627. 
Brett,  J.,  160. 
Brijcht,C.T.,S10. 
Brisbt,B.B.,610. 
Cooke,  92. 
Crowley,  287. 
l>Uiardin,  182. 
Hftrt.  681. 
Hatcher,  121. 
House,  160. 
Hunter,  J.,  279. 
Price.  687, 688. 
Steinheil,  Izxiv. 
^heatstone,  92. 

Acting  by  the  decomposition  of  me- 
talUoMltB: 

Ooie,  liz. 

Acting  by  the  deoompodtion  of  water ; 

Coxe,liz. 

Bchwelgger,  IzrviL 
Soemmering,  lii. 

Coloured  signal; 
HcGftllum.  641. 

Conmion  electricity  (worked  hj)  \ 

Bi«gB,687,689. 

BeUncourt,  Uii, 

Boio1tts,1i. 

Oav«llo,lv. 

C.  M.  (Otaarles  Manhallf),  xliz. 

HiRhton,H.,86. 

Lenrge.  li. 

Lomond.  liiL 

Heiien.  iv. 

Booaloi,  Ixi. 

8tlvs,lv. 

Bakeirell,  160. 

Chidl^,648. 

Hunter.  J^  280. 

Jones,  J.,  618. 

MuUer,  648. 

Newton,  A.  Y.  iOtueUi),Si9. 

Thurrell,  643. 

Dial; 

Abnhun,  8.,  868. 

AbrthAm,S.y.,SOO. 

Allan,  211. 

Bachtaoffher,  167, 168. 

Bain,  BB.  96, 244. 

Birlliel4my,  liv. 


Telegraphs,  electric — cont. 

BUncbi.  B.  U.,  S87. 

Brett,  J..  149, 331. 

Brett,  J.  W.,  592. 

Brown,  W.,  124^  126. 195. 

Burrell,  484. 

Cooke,  36, 37, 92. 

Dumont,  217. 

Pontainemoreau,  222, 883, 611, 

Hart,  632, 633. 

Hatcher,  120. 

Highton,  E.,  141, 148, 143,  144, 146, 

190, 191, 19S. 
Higbton,  H.,  141, 142, 143^  144, 146, 
H%taedt,220. 
House,  149, 331. 
Ingall,  406. 
Johnson.  J.  H.   (Bregnti   lBr9» 

guetf\).WJ. 
Ksye,H.J.,484. 
Little.  219. 
Mapple,H.,124^126. 
Mapple,J.L.,124,126. 
M  inton,  220. 
Xiraud,  291. 
Newton,  A.  V.,  216. 
Nott,  J..  101. 
Petrie,  6.,  136. 
Poole.  111. 
Bonaid8,lzi. 
Siemens,  0.  W.,  696. 
Siemens,  E.  W.,  197, 200. 
Strsda,  xliiL 
Tremeschini,  646. 
Varlesr,  614 
'Ward,  129. 

"Wheatstone,  86, 37, 92. 
Whitehoose,418,626. 
Williams.  W.,  Junior,  196. 

Blectro-physiologioal : 
Heer,  IxxtU. 

Embossing: 
Barnes,  646. 

Gold  leaf; 

Highton,  E.,  714. 
Highton,  H.,  108. 

ICagneto^lectric ; 
Brett,  J^  331. 
Bright,  C.  T.,  290, 260. 
Bright,  E.B.,  260, 200. 
Brown,  W.,  196. 
Gahi]l,881. 
Cooke,  37. 
Dujardin,  132. 
Porster.  160. 
Gauss,  ni. 

Henley,  W.  T.,  160, 800, 870,  OOS. 
Highton,  B.,  190. 
House,  331. 
Maason,  Ixxir. 
Siemens,  C.  W.,  606. 
Siemens,  B.W.,  197. 
Steinheii,  Izxiv. 
Tyer,870. 
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Telet^rsphs,  electric — comt. 
Weber,  Ixi. 
WheaUUme,  87. 
Whitehouae,  41ft,  417. 
Williams,  W.Juniar,  U6. 

Mirklnff; 

Amyot,  Ixzri. 

Bun.  109. 707. 

Brett,  J.,  140. 

Burnett.  578. 

BurreU.484. 

Bftvy.  E..  29. 

Dujmrdin,  VSi. 

Duncker  (Bemaiein),  StS. 

Froment.  Ixzxix. 

Glover,  T.,7«7. 

Henley,  W.  T.,  870.  809. 

Hiprhton.  B..  145, 190, 194. 

Highton,  H.,14S. 

House,  140. 

John,  608. 

Johnson,  J.  H.  {Minis  and  »n- 

Jones.  J.,  618. 

Kaye.  H.  J.,  464. 

HcKenzie,  679. 

Morse,  Ixxr. 

JPreeoe,6i4. 

Steinheil,  Izxiv. 

Theiler.  M.  (i^.  ThmJsr),  890. 

Tremeschini,  648. 

Varl<7,  488»  490, 408. 404^  816. 

Walker,  R.,  57a 

Whitehouse,  871;  417. 

Wilkins,  J.W.,808. 

Needle; 

Allan.  209. 6S8. 
Ampere.  IxtiL 
Amyot,  ixxri. 
Bright,  C.  Tn  868. 511. 618. 
Bright.  £.  B..  258»  611.  618. 
Burnett,  679. 
Cooke,  86. 88, 92. 
Dering,  818. 
•  Buncker  {Bemttein),  683. 
BUison,  688. 
Fomter.  180, 18L 
Qaiias,  lx& 

Hbnley,  W.  T.,  188, 181, 880, 870. 
Little,  819. 
Happle,  H.,  820. 
Masson,  Ixxiv. 
Newton,  A.  v.,  216. 
Physick,  876. 
Preeoe,624. 
Price,  687. 
Sandys,  402. 
SchUling,  Ixix. 
Steinheil,  Ixxir. 
Tribaoillet,lxviii. 
Tyer,288.877,689. 
Varley.  889, 480, 618, 614. 
Walker,  R^  890. 
Weber,  Ixx. 
Wheatsione,  85,  88. 
Whltehooae^  686, 


Telegraphs, 

Pointer  (in  which  pn^voied 
need  lea  are  not  used) ; 
Allan.  80O,  no. 
Bachnomier,  187. 
Bain,81.96w 
Brett,  A.  114. 
Bright,  C.T..  258.518: 
Bri^t.  B.  B^  896, 6U. 
Brown.  W^  1£^  SK. 
Burnett,  677.  . 
Clark.  B. 
Cooke,  98. 


Porater,  180. 
Henley.  W.T..180L 
Hiirhton.  B.,  141. 190. 
Highton.  H.,  141. 
Little,  114. 
M apple,  D.  X.,  SSa. 
Happle,  H.,  124. 21 
Xapple,  J.  L,  124. 
Poole,  118. 
Tyer,888. 
Ward,  120. 
Wheatstone,  OS. 
WilUai&8,Sia. 

Portable: 

Cadogan.300. 
Cooke,  28,  08. 
Johnson,  J.  H. 

0nMn),4BlL 
McKensie,  408. 
Walker,  B^  408. 
Wheatotone^  90L 

Printing; 

Bain.88Jp,08. 
Barlow,  W.H.,16S. 
Barnes.  848. 
BreU7J..08,146,SSl. 
Brett,  J.  W.,  501. 
Bright,  C.  T.,  200. 
Bright.  B.  B.,  200. 
Dnncker  ( JgrmfeMsl 
PontainemoreML  ( 

668. 
Poster,  168. 
Pranoe,802. 

Highton.  B.,  148, 144. 146. 
Highton.  H..  148. 144. 14Bw 
House,  98, 148,  881. 
Johnson,  J.  H.  ( 


U 


).«. 


m.e*;j),8W, 
ohuso 


146. 
146. 


Johnson.  J.  H.  {JR 

ffuet),KfJ. 
Johnsol^  J.  H.  iThtOer),  412. 
Kennedy^608. 
Mapple,  D.  Mn  868. 
Mapple,  H..  858. 
Newton,  A.  V.,  215. 
Poole,  118. 

PuWennaoher,  1JB8;  ISO, 
Schweigger,  IzxYtl. 
Siemens.  £.  W.,  196. 
Steinheil.  lixir. 
TbeUer,  H.  {F.  JTUOerh  «Ml 
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Sffraphs,  electric — cont. 

Vail,  IMV. 

Varlesr.  494. 
'Wheatstone,  81, 82. 
Whitehouse.  418. 
'Wright,  T.,  88. 

eoordinir; 
Baiii,707. 
Olover,  T.,  707. 
Henley,  W.  T^8W. 
Highton.  E.,  714. 
Tyer,  540. 

See  also  the  component  parts 

of    electric  telegraphs,  and 

other  heads. 

mperature,  ascertaining  the : 

BiUTReet,  68S. 

CummixiB,  N.  M.  (J.  S.  Cummins), 

870. 
Bymons,  682. 

In  the  holds  of  ships  by  means  of 
electro-magnetism ; 
Bain,  90. 

or  fluids; 

Dunn,  A.,  164. 
Knuit.  361. 

Of  fumaeos ; 
Kraut,  881. 

errestrial  magnetism : 

Aropdre,  liiii. 
Barlow,  zxxvii. 
Bemouilli,  xxix. 
Brewster,  xxxiv. 
Brooke,  xxxix. 
Descartes,  xxix. 
Euler,  xxix. 
Taradsy.  Ixiv. 
Pox,  xxxvii. 
Oauiw,  xxxvii. 
Graham,  xxx. 
Halley,  xxrii. 
Hanateen.  xxxiii. 
KrafR,xxzii. 
lAmbert,xxx. 
Ittorlet,  xxxiii 
Pitman,  873. 
Babine,  xl. 

Testinp;  the  capacity  of  iron  to 
recetve  magnetism : 
Knight,  R.,  448. 

Testing  the  integrity  of  electric 

circuits : 

Henley,  W.T.,  314, 346. 
Hunter.  J.,  28u. 

SiuUh,W..336. 
Yarloy,  m. 


Theory    of    electricity    or 

vamsm : 

^pinus,  li. 
Du  Fay,  xlv. 
Eale8,li. 
Fabroni,  Ivi. 
Franklin,  xlviii. 


gal- 


Gray,  xlv. 
NoUet. 


Abb4,xlv. 
Swedehborg,  xlvi. 
Rymmer,  L 

Thomson,  W.,  Ixzxvii. 
Volta,  It. 

'Watson,  Dr..  xlvii. 
Wells,  Iv. 
Wheler,  xlv. 

Theoiy  of  electro-magnetism : 

Beocaria.  lii. 
Swedenborg,  xlvi. 

Theoiy  of  magnetism : 

JEpinus,  xxix. 
Btflow.xxvii. 
Bemouilli,  xxix. 
Coulomb,  xxxi. 
Descartes,  xxix. 
Kuler,  xxix. 
Halley,  xxvii. 
Swedenborg,  xzviii. 

Therapeutic  action  of: 

Animal  electricity ; 

Scribonius  Laigus,  xlil. 

Common  or  tension  electricity; 
Carpue,  IviiL 
Jallabert,  xlviii. 
Mauduyt,  lii. 
Pivati,  xlviii. 
Thillaye,  Iviii. 

Dynamic  electricity ; 
Lambert,  F.,  443. 

Electricity  generally ; 
Andral,  ixix. 
Andrieux,  Ixix. 
Boulu,  xc 
Duchenne,  xcl. 
Holmes,  U.,  475. 
Hull,  76. 
Petrie,  W..  2&i, 
Raticr,  Ixix. 
Remak,  Ixxxvi. 
Ziemssen,  xcii. 

Galvanism : 

Alexandre,  345,  427. 

Buni.  273,  327. 

l)«l'Huyne8,307. 

Gri  lilt  lis,  242. 

Hawkins  (Jlarrinaton),  20. 

Henwood,  7(W. 

HOS.H,  451. 

Labaume,  Ixvii. 
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Tlicnpeatic,  actioD,  &c. 

Nsrianinl.  Ixx. 
Meini|r,182.SS0. 
PlOapnt,  UviL 
Pcrtiiis,  R  D^  7. 
PirioU,518. 
Pub.  420. 

PuWermacHer,  186»  8S. 
BAdansky.  SSI. 
Si^jrer,  UviiL 
BonuDenrille,  427. 
StrinirreUov,  270. 
Whitehad,  37S. 

Induced  ekctric  currents ; 
If  orraon.  J.  D.,  718. 
Fulm4S0.498. 
PolTermactaer,  SSS. 

lUgnetic  influence ; 

Biirq,S7S. 
Meiniff.  182, 18S. 

Thcnno-^ectric  batteries : 

Andrew9|  Izxv. 
Botto,  Ixix. 
Ciunming,  Ixr. 
MoU^lxT. 
Foolc,78. 

PttlTcnnaclier,  6R4. 
Uoberts.  M.  J.,  251* 
6eebeck,lxW. 
Van  Beek,  Ixv. 
Vmo  Zuylen,  Ixv. 

Thermo-electricity  applied  to : 

doeks: 
Biitn.n7. 

Deposition  of  metols ; 
Footo,78. 

Measure  heat ; 
FortwB,  Izxil. 

Hedioal  purposes; 
Pulvormacher,  n4. 

B<i«alaling  temperature ; 

Kraut,  aes. 

Telexraphs; 
VMtoy,ei8. 

Thoughts  indicated  by  nenroua 
electricity: 
Wagner,  882. 

Thunder: 

HolyWrit,xlL 
W^,xliT. 

Tin.  See  Electro-coating  or  co- 
vering; a2so  Metals,  maniifac- 
tuie  of,  by  means  of  electricity 
(electro-metalluigy). 


Titanium.  See  E]ecbQ-ea«^ 
or  coTcring;  also  Metals*  laa- 
nufacture  of,  by  means  of  dec- 
tricity  (dcctro-metallTii;^;. 

Torsion  balance : 

Coulooib,  xxxii,  fiL 

Tourmaline : 

jEmnua»L 
J.  G.  S^  xllT. 
Theopfanstns,  zliL 

"  TranalatoTa."-  See  GicmlB, 
t<elegraphic  (^pptnins  or  v- 
rangements  for  completiiig;  ^ 
rectang,  or  interrupting). 

Tubes.     See  Electro-depMiiaB; 
also  Pipes,  tubes,  or 
for  electric  tetegr^h 


Tungsten.    See   Ekctro-eosliiv 
or  covering;  alao  Metab, 
nufacture  oif,  by  means  of 
tridty  (electro-metallurgy). 


Umbrellas.    See 
tion. 


Universal  magnetism : 

An«o,xzxT. 
Cottkmb,  zzxii. 

Vacuum.  See  Line  wirea,  inn- 
lating,  protecting,  and  support- 
ing tel^T^phic. 

Variation  of  the  compass : 

Adsiger,  zxri. 
Barlow,  zxzr. 
Boaid,xxrii. 
Canton,  xxix. 
Caasini,  zxadL 
Chinese,  The,  xxr. 
Golumbos,  xxri. 
Pox,xxxYii. 
Grahain,  zxriL 
BwedenboxK.  xzriiL 

Vessels.    See  Electro-depoaitioa 
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^oHaatneten: 

Bird^lzxix. 

PMnubv,]zxL 
68. 


"Water      companies,    self-aotiiig 
eLectric  tekgraph  for : 
HIfiphtoii,B.,i98. 

'Wndbear,   oonveying  dectrio  tele- 
graphic messages  across,  wit;h« 
out  electric  cables : 
Iiindn3r,«19. 

Water,  the  s^thesis  of  by  means 

of  electricity: 

"FoxLtetoft  Ut* 
Seguin,  uV. 
VnwqneHn.  Ut. 

Water  used  as  an  electric  tele- 
graph conductor : 
Gilpin,  W.L^nS. 


Weaving.    See  Magnetio  (or  elec- 
tro-magnetic) influence. 


Weighing.  See  Manietio  (or 
electro-magnetic)  influence. 

Wire,  manuiiMstore  of  electric 
telegraph  (welding,  cleansing, 
&c.): 

Oo6kiiigi,811. 
DeMed0in)t,SIB. 
FM>]e,llS. 
Potte,T.,Sll. 
BeicUloe. 
Stathmn,  (MS. 
Iron  lued  innead  of  oopper ; 
AUin^SSO. 
BtathMD.  (MS. 

Two  different  metals  used ; 
Allan,  800. 

Wood.  See  line  wires,  insulat- 
ing, protecting,  and  supporting 
telegraphic;  alio  Pipes,  tubes, 
or  teoughs  for  electric  telegraph 
wires. 

Zinc.  See  Electro-coating  or 
covering;  also  Metals,  manu- 
flscture  of,  by  means  of  elec- 
tricity (electro-metallurgy). 

Zinc,  diamaghetism  of: 
Piaraday,  zzxiz. 
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SPECIFICATIONS   of  PATENTS  of  INVENTION,  DIS- 
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SPECIFICATIONS  of  PATENTS  of   INVENTION,  DIS- 
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1.  Hetallica ;  or  the  treatise  of  Mctallica,  briefly  oomprebending  the  doctrine 
of  divenio  new  metallical  inventions,  Ac.  Bv  Biifoir  BTUSTBVijrT.  {Lei' 
Un  Patent,  dated  i9th  February  1611.)    Prioo  U.  4c2. 

2.  A  Treatise  of  Motallica,  but  not  that  which  was  published  by  Mr.  Simon 
Sturtevaut,  upon  his  Patent,  Ac.  By  John  Bobivbon.  iLettert  Patent, 
oranted  AJ).  1612.)    Price  ^. 

3.  A  Commission  directed  to  8ir  Bichard  Wynne  and  others  to  inquire  upon 
oath  whether  Nicuolas  Pagb  or  Sir  Nicholas  Haise  was  the  first  in- 
ventor of  ceriainc  kilnes  for  tho  drj'inff  of  malt,  &c.  &c.  (Lettera  Patent, 
No§.  83  and  85,  reepecticely  dated  bih  April  1626,  and  23rci  Juh  163S.) 
Pric5ead. 

4.  Bud  Dudley's  Mctallum  Mariis  ;  or  iron  made  with  pit-coale,  sea-ooalo. 
tc,  {Letters  Patent,  No$.  18  and  117,  respectively  dated  22nd  Pebruary 
1020,  and  ind  May  1638.)    Price  Sd. 

6.  Description  of  tho  nature  and  working  of  the  Patent  Wati^rsooop  Wheels 
invented  by  Williaic  Whelbr,  as  compared  with  the  raising  wheels 
now  in  common  use.  By  J.  W.  B.  Iranslated  fh>m  the  Dutch  by 
Dr.  Tolliauscn.    {Letters  Patent,  No.  127,  dated  iUh  June  1642.)  Price  gt. 

6.  An  exact  and  true  definition  of  the  stupendous  Water-oommandiug  Engine, 
invented  by  the  Bight  Honourable  (and  deservedly  to  be  praised  ana 
admired)  Edwabd  Sombrsbt,  Lord  Marquis  of  Wobcbstbb,  Ac.  Ac. 
{Stat.  16  Car.  IL  e.  12.  A.D.  1668. )    Price  4d. 

7.  Navigation  improved;  or  tiie  art  of  rowing  ships  of  idl  rates  in  calms  with 
a  more  easy,  swift,  and  steady  motion  than  oars  can.  By  Thomab  Ba.tsbt. 
{Letters  Patent,  No.  347,  dated  M^tk  January  1696.)    Price  U. 

8.  Tho  Miner's  Friend ;  at  an  engine  to  rais<'<  water  by  fire,  described,  fto. 
Br  Thovab  S  a  vert.  {Letters  Patent.  No.  356.  dated  2&th  July  1698,  and 
slat,  10  db  11  Will.  HI.  c.  31.  AJ).  1609.)    Price  Is. 

0.  Specimina  Ichnographica;  or  a  brief  narrative  of  several  new  inventions 
and  experimeutH.  pariicularly  the  navigating  a  ship  in  a  calm,  Ac.  By  Jomr 
Allbb.M.D.    {Letters Patent,  No.  61S, dated  7th  August  1729.)  FrU»M, 

10.  A  description  and  draught  of  a  uew-inveuted  Machine  for  ranying  vessels 
or  ships  out  of  or  into  any  harbour,  port,  or  river  against  wind  and  tide,  or 
in  ft  calm,  Ac.  By  Jon  ath  ah  U  ulu.  (Letters  Patent,  No.  636,  dated  tUi 
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11.  An  historical  account  of  a  new  method  for  extracting  the  foul  air  out  of 
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N  INDEX  to  ALL  INVENTIONS  PATENTED  a 
ENGLAND  from  1617  to  1854  indosm^  ananged  undo 
the  greatest  number  of  heads,  with  naraUel  references  to  INYES- 
TIONS  and  DISCOVERIES  described  in  the  sdentific  wtxb  d 
VARIOUS  NATIONS,  as  dasaified  by  Professor  SchnbaHiL  h 

B.  WOODCROFT. 

The  foreign  works  thus  indexed  form  a  portion  of  tiie  lifarar 
of  the  Coirnnissioners  of  Patents,  where  they  maj  be  oonsiiM, 
or  manuscHpt  translations  be  had. 


SoKMAiRB  de  toutcs  lea  Dttsstiosb  saxTBTfiss  en  AjfGixrxBti  depiai 
1S17  juaqu'en  1864  indnaiTanflot,  amngtai  d'aprfea  le  plus  mnd  nombre  if 
rulmqaes,  a^eo  reoToia  anx  Iittbbtioks  et  DBooirvsBTas  dterites  dns  b» 
oQTTasea  aeientifiquea  de  DiTVtexiTBS  xatioitb,  *^«— *■  par  le  IHuAaam 
Sehabaxih.   Fu- B.  Woodoroft. 

Lea  ourrafcea  ^tnngeva  ci-dflasiis  fint  psrtie  de  la  Bihliotiidqae  de  la  Goair 
miaakm  dea  FMkentea,  oCi Ton  peat  lea  oonsalter,  et  obtenir  dea  badacCtoaiea 
nuymacrit. 


VKBrBicuirus  aller  in  Englajh)  ron  1617— 18M  incL  TATEurrarws  "SaiO' 
DUHonr,  tmter  TielftltigeTitel  sebneht  mit  Hinwcisaiicen  mafSEnrDCMts 
nnd  EirrDBCaiTsossr  die  nach  Frof.  Bdrobarth'a  Klaa^cnrmv  in  den  vmkb- 
scfaaftlicfaeQ  Werken  tzbschibdbvbb  NAnovEV  besdmeben  aind.  Toe  & 
VToodcrofL 

Die  hier  aaftcefOhrten  fremden  Iferke  machen  einen  Thefl  der  BSUiDthek  dv 
I^Uent  Commiaaion  aua^allwo  aie  naohgesohlasen  oder  sdiziftUciie  Uebenei- 
sungen  beaorgt  werden  kfinnen. 


Rbfebtouo  di  tatte  le  limnrxioin  mnnite  di  LBTTBaic  Patbth  ia 
IHOHILTSBSA  dal  1817—1854  incluaivo,  poato  in  online  aotto  il  pia  gran  uamao 
di  CKpi,  oon  riferenae  alle  iKYBirzioiri  e  8oopbbti  descritti  mlo  open*  adoh 
tifiche  di  DiYxasx  viaiovi,  claaaate  dal  Pmoftssoie  Schnbartli.  Ml  Sg-B. 
VToodcfofL 

Le  opere  atnuiiere  qui  indicate  poaaono  caacr  oonsoltate  ndb  BiUiotfea  ds 
Commlaaari  delle  Fatonti,  e  tiaduzioni  in  manuacritto  vi  pooaooo  ottenenu 

B.  WOOJXJKOFT, 

Superintendent  at  Speciiicatioii9»  tt. 


CATALOGUE  of  the  LIBRARY  of  the  GREAT  SEAL  PA- 
TENT OFFICE.     Two  vols.  imp.  8vo.     (VoL  L  TUto; 
Vol.  IL  Index.)    Price  21«. 


PATENT  MUSEUM  AND  LIBRARY  AT  SOUTH 

KENSINGTON. 

THIS  Museum  is  open  to  the  public  daily,  free  of  chai|i^   Hk 
hours  of  admission  are  from  10  a.m.  to  6  p.m..  and  in  the 
evenings  of  Monday,  Tuesday,  and  Wednesday  from  7  to  10  F.Ji- 
AU  communications  on  the  subject  of  the  Museum   to  be 
addressed  to  the  Superintendent, 

Great  Seal  Patent  Office,  ®-  WooDCBorr. 

Southampton  Buildings. 


In  course  of  Publication,  by  Order  of  the  Commissioners. 

ABRIDGMENTS   (in  Classes  and  Chronologically   arranged) 
of  aU  SPECIFICATIONS  of  PATENTED  INVENTIONS, 
from  the  earliest  enrolled  to  those  published  under  the  Act  of  1852. 

These  books  are  of  12mo.  size,  and  as  each  is  limited  to  inven- 
tions of  one  class  only,  thev  can  be  sold  at  prices  sufficiently 
moderate  to  enable  the  humblest  inventor  to  examine  for  himseu 
inrhether  his  discovery  has  been  pre^dously  patented  or  not. 

At  the  foot  of  each  abstract  is  given  references  to  notices  of  the 
inventions  in  scientific  and  other  works,  and  to  the  reports  of  law 
proceedings  for  infringements,  &c.  &c.  &c. 

The  classes  already  published  are, — 

1.  Drain  TiLEa  and  Pipes,  price  6d, 

2.  Sewing  and  Embroidering,  price  Gd, 

3.  Manure,  price  6d. 

4.  Preservation  of  Food,  price  6d. 

5.  Marine  Propulsion,  price  4$. 

6.  Manufacture  of  Iron  and  Strel,  price  bs. 

7.  Aids  to  Locomotion,  price  Is. 

8.  Steam  Culture,  price  2$, 

9.  Watches,  Clocks,  &  other  Timekeepers,  price  Is.  6d. 

10.  Fire-arms  and  other  Weapons,  Ammunition,  and 

Accoutrements,  price  6s.  6d. 

11.  Paper:-— Part  I.  Manufacture  of  Paper,   Paste- 

board, AND  Papier  Mach^,  price  3s. 

12.  Paper:  —  Part II.  Cutting,    Folding,    and    Orna- 

menting; INCLUDING  Envelopes,  Cards,  Paper- 
hangings,  &c.,  price  2s. 

13.  Typographic,  Lithographic,  and  Plate  Printing, 

price  7s. 

M.  Bleaching,   Dyeing,    and   Printing    Yarnh   and 
Fabrics,  price  Os.  6d. 

15.  Electricity  and  Magnetism;  their  Generation 

AND  "Applications,  price  .8f.  6d. 

16.  Manufacture  and  Application  of  India-rubber, 

GuTTA  Percha,   &c.;   including    Air,  Fire,  and 
Water  Proofing,  price  lOs. 

The  following  are  in  the  press : — 

Preparation  of  Fuel,  and  Apparatus  for  its  Com- 
*     bustion. 

Production  and  Application  of  Gas. 

Steam  Engines. 

Metals  and  Alloys. 


A  FREE  LIBRARY  and  READING  ROOMS  inopatDib 
Public  daily,  from  10  till  4  o'dock.  in  the  OtBiv  of  the  CmuiB- 
•ionen  of  Patenta,  25,  Southampton  BuildinKi,  Chmaeaj  Laitt. 

In  addition  to  the  printed  Specifications,  Indexes,  and  <*ia 
pubhrations  of  the  CommlMionerB,  the  Libiaiy  include  a  Col- 
lection of  the  leading  British  and  Foreign  Siaaitific  Jcwiab. 
and  tert-books  in  the  tbHous  departmeiit*  of  sdenw  andiit.  1 
catalogue  is  on  sale. 

Note. — Tbe   Commissioners'   publications   may   be   coomlHil 
daily  in  the  Library  of  the  Britiah  Museum,  in  tbe  Ljbnir  d  it 
Sonrty  of  Arts,  and  in  the  Free  Libraiiea  of  tbe  foUoHiogToni 
and  Cities  : — 
Aberdeen    {FiMit!    Library.     Ibie*    I 

Bout). 
Acmnnnn  {KaeKtuie^  luttituliow, 

Ba<Jt  Strrrl}. 
BrUttt  [Harbour  Qfirv,  Chrporaliou 

&l%ort\.  I 

BrverW  {Ouildl-aU)- 


BTidhloii  (TbiDii  Saltl. 


icipai 


QuUM^lL ,. 

Carliilc  (Prei  L<l>raru.  Polia  pmrr). 

Cork  ISnyoI  Cork  ImtituiUni.  Kclim 


Gftteslind  (Mrrhania-Iuttituttl. 
OlHin>«  {8Urli»9'i  Library,  MOter 


Hsnli-pooL  Wrat  (lAlirmry  ami  Mr- 

cAoKirC  lutHiult,  CAviv*  SIrtet). 

Hertftinl  (PublieLiirarfi,Tinntffiill). 


Uuddrnfleld  iCoMJuittumen' (Mci 

Xo.  1,  Soulh  Parmtr). 
Bull  [  Mir*anif^fmlUuli>.  Omrpe  S/. ) 
Jpawiiih  (jriWHiB  Iiibrary,  iliitnm 

•ct- luttilttU.lfir/!, 


It^Mmmpna  Prion  (ftWie  LArtn. 

Tbam  Hall). 
la-iU    {Taunt    Orrii   Ofia,  T-tt 


Haiti. 


[Corporatiau  Lthrart.  T~r' 


Livtrpool  IPrrt Puiiie Librart.II^ 

{Bapal  ImtHtuliam). 

Loudw  {British  Muttu^l. 

Socitit  nf  ArU  {Join  ffm*. 

AMp>,il. 
Mwvlnfleld    lUitHi  Kturtdm  S^ 


HoDtrtHO. 

Itulil'lltiC MiMlf  Gttr). 

Nswcmstlc-upon-Tinp  (Litirt 

Phiioi^lcnl  Sotrirfyl 
Nrwporl,     Hou  month     1 

Jioom.  TVhcb  Hali). 

Nonriuh    (ft*-  IMrmy,  SL  J'M'i, 
Haddtrmaritt). 

St.  PHrri  Ckurriiidf). 
Oifbnl  {Puilie  Fret  Litnrt,  I'M* 

Hall). 
Pudtif    (Oortrument    3r*Bal  ^  i>^ 

IVM,  Gilmour  Sfnrl). 
Pl^oiith       iHrrkanta'      I<utt»t'. 

Prrelon  I  Itr.  Shf^hrrtTi  LUrrurt.  tk" 

Be*d)i«    {lAlerarj.    &rifl\JL:   eW 

Mtdtania'  luttitatioit,  Urndf*  Sl.\ 
Bwhdale       (Canniaiinien'     ioam. 

SmiOi  Slrtct). 
Sotberbais  (Board  of  BtaiOi  (tfoL 

Hotcard  StreHI. 
HaJIVird  {Peel  Park). 
Sheineld  {Pnr  Libnirw,  SxrrnSIS 
SbrrwabuW    {Tke    PutUe    MuHtM. 

OiUea'  fflrtef). 
Soullimipton  {CorporaliiM  Libnff 
Audit  Boutf}. 


Stirling     {Burgh    Library,     Tovm 

House,  Broad  Street). 
Stockport     {Court    Uousct     Vernon 

Street^  Warren  Street). 
8undorUnd    {Corporation    Muteum, 

Athenefum,  Fawcett  Street), 
THverton. 
"Wakefield    {Mechanice*    Institution, 

Barston  Square), 
"Warrington  {The  Museum  and  Li" 

brary).  _. 

"Waterford  {Town  Hail,  The  Mall). 


Wedncsbmy      {Board     qf    Health 

Offices). 
Woxford       {Mechanics*       Institute, 

Crescent  (iuay). 

Wolverhampton  {School  qf  Practical 

Art^  Darlington  Street). 
Wolverton  (Kailwap  Station). 
Yarmouth,  Norfolk  {Public  Library, 

South  Quay). 
York  (Lower  Council  Chamber,(hUld' 

haU). 


The  CommissionerB*  publications  have  also  been  presented  to  the 
following  Public  Offices,  Institutions,  Seats  of  Learning,  British 
Colonies,  and  Foreign  States : — 

Public  Offices,  Institutions,  dtc. 


Admiralty,  Department  of  the  Surveyor 
of  the  Navy. 

Steam  Branch. 

D<'ptford  Dockyard. 

.  AVoolwich  ditto. 

Ohalham  ditto. 

— ^—  SheornesM  ditto. 

Portsmouth  ditto. 

Devonport  ditto. 

Pembroke  ditto. 

Artillery  Institute,  Wcolwich, 
Soard  of  Trade,  Whitehall. 
Oninance  Office,  Pall  Mall. 


Cambridge  University. 
•Trinity  College,  DubUn. 


Ordnance  OIHop,  Small  Arms  Factory, 

BnHeld. 
War  Office,  Pall  Mall. 
Government   S<'hool  of  Mines,  Ac, 

Jerroyn  Street.  Piccadilly. 
Dublin  Castle,  Dublin. 
Rolls  Offlc*',  Chancery  (Pour  Court*), 

Dublin. 
Office  of  Chancery,  Edinburgh. 
East  India  House.  Military  Stores, 

Leaden  hall  Street. 
Incorporated  Law  Society,  Ctaanoeiy 

Lane,  London. 

Seats  qf  Learning. 

Qut'en's  Collepte,  Qalivi^. 
University  College,  London. 

British  Colonies. 

Tasmania. 
l«7cw  Zealand. 
Ncwfbundland. 
Canada— Quebec 
Toronto. 
New  Brunswick. 
Prince  Edward  Island. 
Antigua. 
Barljados. 
Jamaica 
Trinidad. 
British  Guiana. 


Halta. 

Cape  of  Good  Hope. 

Jlauritius. 

India— Henfcal 

North- West  Provinces. 
Madras. 
Bombay. 
Ceylon. 
Tictoria— Patent  Office,  Melbourne. 

Parliamentaiy  Libraiy,  Mel* 
bourne. 
New  South  Wales. 
South  Australia. 

Foreign  States. 

Austria— Handels  Minlsterium,  Vienna. 
Bavaria— K6nigliohe  Bibliothek,  Munich. 
Belgium— Ministere  do  I'lnt^rieur,  Brussels. 
Prance— Bibliothdque  Im|)6riale, 

Conservatoire  des  Arts  ct  Metiers, 
Hdtel  de  VlUe, 
Gotha— Ducal  Priedensteiu  Collection. 
Hanover— Ministerium  des  Innern.  Hanover. 
Netherlands— Minist^re  de  rint^riciu-.  The  Hague. 
Prussia— Handels  Ministerium.  Berlin. 
Russia— Biblioth6que  Impdriale,  St.  Petenburg.-. 
Sardinia— Ufflcio  dclle  Privative,  Turin. 
Saxony— Polytechnische  Schule,  Dresden. 
Sweden— Stockholm. 
United  States— The  Patent  Office,  Washington. 

The  Astor  Library,  New  York. 

The  State  Library,  Albany. 

The  Franklin  Institute,  Philadelphia. 

The  Free  Library.  Boston. 

The  Philadelphia  Library. 
Wnrtemberg— BibUothck  des  Musterlagers,  Stuttgart. 


} 


Paris. 


PATENT  RIGHTS  in  the  COLONIES.— Abstnci  of  Be^ 
to  the  Secretary  of  State's  Circular  Despatch  of  Jnlj  11. 2^5$. 
calling  for  Information  as  to  the  form  of  the  applicatinn  to  W 
made  by  persons  desirous  of  obtaining'  Patent  Kigfals  ia  ^ 
Colonies,  and  the  expenses  attendant  on  the  Grant  of  soeh  PMes 
Rights.    Price  2s.  6d. 


COLONIAL  PATENTS.—Information  as  to  the  Mode  d  Ob- 
taining Protection  for  Inventions  in  the  ColiHiies ;  coataiiied 
in  Communications  firom  the  Goremors,  &c.  of  the  different  Britiih 
Colonies  in  answer  to  the  Application  of  Mr.  W.  J.  Cunnsfor 
a  Patent.     Price  It. 

• 

I;^IRE-ARMS,  PROJECTILES,  &c.— The  series  of  S«c&b- 
.    tions  and  Drawings  on  this  subject,  from  15th  Maj,  1/18.  to 
31st  December,  1863  Price  9/.  18il^ 

REAPING  MACHINES.— The  series  of  Specifications  vd 
Drawings  on  this  subject  to  the  end  of  12^53,  toge^^ier 
with  an  Appendix  prepared  bj  B.  Woodcroft,  of  the  Great  Sed 
Patent  Office,  and  puolished  under  the  sanction  of  the  Com- 
missionen Price  2/.  3f.  Ilfi 

riOMMISSlONERS^OF  PATENTS'  JOURNAL,  published 
Vy  on  the  evenings  of  Tuesday  and  Friday  in  each  wieek.  Price  2d. 
Annual  subscription,  including  postage,  30s. 
Volume  for  the  year  1854,    cloth.     IVice  21^. 
Ditto        -        1855, 
Ditto         .        1856, 
Ditto        -        1857, 
Ditto         -        1858, 
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Price  21*. 
Price  21*. 
Price  2U. 
Price  2ls. 


Contents. 


1 .  GnuiU  of  Prariaonal  Protection  for 

(dx  months. 

2.  InvemtioiM  protected  for  six  monttaB 

by  the  deposit  of  a  complete  Bpe- 
cmcstion. 
S.  Notices  to  proceed. 

4.  HiKtenta  sealed. 

5.  Patents  extended. 

6.  Patents  caooelled. 

7.  Pitents  on  which  the  third  year's 

stamp  duty  has  been  paid. 


8.  Patents  which  have  become  v»l 
by  nonpavraent  of  the  stamp  du^ 
of  S02.  before  the  expirstioii  of  the 
third  year. 

9.  Patents  ou  which  the  sfefreBti 
year's  stamp  daty  has  been  paid. 

10.  Colonial  Fstents  and  Patent  Lav. 

U.  Foreign  Patents  and  Patent  Imw. 

32.  Official  adfertiaenients  and  BotiaBB 
of  interest  to  patentees  and  in- 
ventors generally. 


INFORMATION  FOR  APPIJCANTS  FOR  PATENTS. 

THE  PATENT  LAW  AMENDMENT  ACTS  (15  &  16  Vict, 
cap.  83 ;  16  Vict,  04).  6 ;  and  16  &  17  Vict.,  cap.  115) ;  t<^fe- 
ther  with  the  Rules  and  Regiilations  issued  hy  the  Cominissionas 
of  Patents  for  Inventions,  and  hj  the  Lord  Chancellor  and  the 
Master  of  the  RoDs,  under  the  Acts  15  &  16  Vict.,  c.  83,  and 
1 6  &  1 7  Vict.,  c.  1 15,  accompanied  by  Specimen  Forms  of  the  Provi- 
sional Doaiments  printed  on  sheets  of  tne  {described  sise... Price  €d. 


